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“No Compromise Communications” 


SMARTUNER FAMILY 


Meatcn any antenna to any 
transceiver with SGC’s 
Smartuner’ family of couplers. 
The SGC series of Smartuners 
are designed to be installed at 
the antenna feed point, thereby 
eliminating system loss caused 
by high VSWR on the feed 
line. The SGC Smartuner™ is 
the heart of an all band, high 


SG-230 SG-230 PRO SG-235 
1.6 to 30 MHz 1.6to30 MHz _ 1.6 to 30 MHz 


3 to 200 watts 3to200watts 3to500 watts Performance antenna system. 


Fast automatic operation 
requires no operator interven- 
tion, and operates with any HF 
radio. Get continuous instant 
tuning with the Smartuner™ 
family of couplers. Choose the 
Smartuner™ for your 
applications. 


1 to 60 MHz 
3 to 100 watts 


SG-2000 SERIES OF TRANSCEIVERS 


SG-2000 — a high-end transceiver designed to meet the 
demands of HF SSB users. The SG-2000 gives you the 
choice of six control head options which suit your needs. 


SG-2000 
PowertTalk 


Unbeatable price for a true HF-SSB radios. Choose the 
SG-2000 Standard or the SG-2000 PowerTalk” with 
DSP. Features include: 


¢ Your best value in SSB 
¢ Advanced Scanning Features 


¢100 user programmable channels 
¢ RX: .5 to 30 MHz 


SG-2000 
Standard 


Beooceece 


¢ E-mail ready 

¢ 150 watts PEP 

¢ 644 ITU channels 
¢ Industry exclusive 5 year warranty 


¢ Available with Digital Signal Processing 


GO-MOBILE with QMS 


for mobile HF/VHF use 
The QMS —- a mobile system which is easy to install, improves 
radiation efficiency and provides frequency agility without manual adjust- 
ments. The QMS can be quickly installed for permanent or temporary use 
without damaging the vehicle’s finish. No drilling or modifications are 
required, and industrial suction cups, high strength straps and buckles give 
structural integrity to the installation. All QMS systems include an exclusive 
weather resistant case, SGC Smartuner™ and a dual resonant whip antenna. 
For 100, 200 or 500 watts, choose the QMS which fit your requirements: 


QMS-b2 cat. #55-47 includes the SG-230 (200W), 1.8 to 30 MHz — SG-303 9 ft. antenna 


The QMS is rated for use on moving vehicles 
up to 75 miles (120km) per hour. 


QMS-a7 cat. #55-49 includes the SG-231 (100W), 1.0 to 60 MHz — SG-307 7 ft. antenna 
QMS-b3 cat. #55-48 includes the SG-235 (SO0W), 3.0 to 30 MHz — SG-303 9 ft. antenna 


® SGC Inc. P.O.Box 3526 Bellevue, WA 98009 USA 
Tel: 425-746-6310 Fax: 425-746-6384 or 425-746-7173 


E-mail: S@CMKTG@aol.com Web site: http://www.sgcworld.com 
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Wolo gts 25 cs.ach nagataeoneees 303-304 
Water CONMOM Sesto. cscoscatieesctsesseetoonceesaatpevsstmmtet 399 
Wall Meter tata 3 a en ee 4], 353 
WAVEGUIDE PARTS 
Waveguide Adapter ...........sssvsssssseessuen 30-32 
Waveguide Attenuator .................-+--csesesssssesseee 33 
Waveguide Flariges ..................sssssssssssesssssseesoee 33 
Waveguide, Flexible ..................c00ceeeeee 3 
Waveguide Seals ..........scssssssssessessseeesesssesssnee 3] 
Waveguide SWitCh .................ss-ssssssssssssssseeee 37, 42 
Waveguide Terminations ...............-..ssseesessesssee OL 
WIRE 
~~ Aluminum/Copper Antenna ......-..or-oo-e 338, 340 
Braid, Copper Grounding ............ev-ssseveseseseseeee 342 
BUS Bol TNC <<... dessa a peey, eee tes toncspaee: BOP, 
COAX. se Os DA. cic Anite eee er 27, 336 
Copper Weld, Antenna/GUY .........ssss+s00ese0-. 938 
Hine, Voltane. sect thsp2 ghee ee nce 335 
HOOK i oe cacnienat aa temieee-s 335, 337-339 
LING CORO ASAE A scl stetetb eagles 313, 319 
Litz Wire- Served/Unserved ..........ccss0»+» 58909 
MGONEE WIT BS etree sss clades Mosenaerso<sncaas pipe apeen 337 


Multi Conductor ..............c0csescssesseveeneee. 396-33 
Open Wire Feedline .................scsssssssseseee 340 


PHOSDROM BIOUZE docosssisexsoss<shcviantvachedassoin 338 

Resistance, erie suce eve .aetereese In stock... Cail 

REL ADS ODN ox: onceonssacottoeproegitsosees pa ho 

Shielded re.) cccssxscneice Wy, Sate 336 

SMeOWANG Boe ws SAA Aid Peco dinsitbntnanie 332-334 

TBC HIOMNS Ls Sashes aie Acura _ Instock... Call 
X- X-Band Dummy Load «..........ccessssesees 32 
IZ =ILCNOLIDIOUES bi: dikeenscs arches, -ccotesas 


145-147 
Me eee shes 004 


Sa 


6 Surplus Sales 
BNC 


7 RG-174 
‘One Ended CABLES 
(WR 


(WRF)BNCM-174-7 7 feet long 
RG-174 with one BNC, used $3 
(WRF)BNCM-174-10 10 feet long 


RG-174 with one BNC, used $3.50 


(WRF)BNCM-174-15 = 15 feet long 
RG-174 with one BNC, used $4.75 


HP 20002 Connectors 
for 460A/460B 


(WRF)HPM-6 HP 200Q low 
capacity patch cable for HP wide- 
band systems. 6’ long. New $100 


Info/Tech./Intnl: 402-346-4750 


r] 


(CRF)SO239T Our deluxe UHF con 


UHF 
Female 
SO-239 


Hole Mount 
SO-239 


(CRF)SO239N/H High quality US 
made “Greenpar” UHF hole [1/2”] 
mounting connector, nickel, Teflon®. 
Each 10-24 20+ 
$3.95 93.5 50 ae 98 


(CRF)$02391/H Our deluxe UHF 
hole [1/2”] mounting connector with 
silver pin & body, Feflon®, Kings. 

Each 10-24 25+ 
$4.95 $4.50 $3.98 


(CRF)UG646 The standard 
UHF elbow, nickel plate and 


plastic dielectric. 
Each 5 or more 


$2.95 $2.50 


Cable 


(CRF)46A-95B HP 200 low | (CRF)PL259 Our standard UHF | UHF hole mounting 
eoawarcaaaae ree hae ve - connector with gold pin, nickel plated | connector nickel, im- 
tems. Fits 200Q cable. New $35 | body. CO 
pn he We: _ Each 10-24 25+ 
$1.25 $1.10 ~~ $0.98 | Each 10-24 25+ 
HP 75¢ 69¢ 63¢ 
p | | (CRF)PL259A Amphenol’s regular 
ane | ol’ PL-259 connector, nickel plated 
. Receptacle _ body. 
(CRF)46A-95A HP 200Q low | Each 10-24 25+ 
capacity jack for HP wide-band sys- | $1.75 $1.55 $1.39 | 
tems. Panel mount. New $39 ; 
yee é ahaienss &-* (CRF)PL259T Our deluxe UHF con- | (CRF)M358 Nickel 
_ nector with silver body and center | plated tee (F-M-F) 
Series | pin, peas eg Very Ss | Each $2.75 5+ $2.50 
Eac -24 + 
' Adapters S275 $2.50 $2.20 | (CRF)M358S _ Silver 
(CRF)46A-95J “N” Adapter for . ea rh, °e 50 
HP 200Q low capacity wide-band KINGS | i f 
systems. $95 Silver a = 
(CRF)46A-95U  “UHF”(S0-239) ‘ | go Coax 
Adapter for HP 200Q low capacity (CRF)PL2598 Made by Kings & a Reducer 


wide-band systems. $95 
CRF)46A-95Z “BNC” female 
\dapter for HP 200Q low capacity 


vide-band systems. $95 


UHF Male — PL-259 


with nickel plated 2” body for 


5/8” hole. 
Each 5 or more 
$3.95 $3.60 
a 


UHF Barrel 


UHF Double Male cgpypi258 Nickel plated 
(CRF)UDM _ Nickel plated double female (SO-239) 
adapter w/ PL-259 each end. Each 5 or more 

Each 5ormore | $] 95 $1.70 

3.50 3. | 5 ~Zissestsbbceveeceessccqmesabicisecsceeeypmeaites ope ee 
, , (CRF)PL258/A High qual- 
ity Amphenol barrel. 
Each 5 or more 
The ol’ standby 


' Amphenol, this three piece silver 


body is our military’s preference. 

Bakelite dielectric. 
Each 10-24 
$2.50 $2.25 


25+ 


| (CRF)UGI75 Fits RG-58 
| (CRF)UG176 Fits RG-59 


$2.00 | 


Each 
75¢ 


10-24 
69¢ 


25+ 
63¢ 


Clamp Plug 
(CRF)UG-932A MHV straight — 
plug fits RG-59, 62, etc. Teflon® 
dielectric, silver plated. 


Each ~ 5ormore 


$ l 8 S17 
(CRF)29100 - “oAmphen 


MHV straight plug fits RG-58, 
142, etc. Teflon® dielectric, 
nickel plated. 


$16 


MHV 


Plug 
Kings MHV 


Crimp ~ 


(CRF)KV-59-23 
straight crimp style plug fits 
RG-59, 62, etc. Teflon® dielec- 


$9 


tric, nickel plated. 


(CRF)KV-59-15 Same but Sil- 
ver / Teflon. $11 


~ dielectric fits RG-8, 213, 214. 


F)225080- AMP flange 
ee int MHV ae. high volt- 
Pee age jack, crimp style. Fits RG- 
58, 142. Teflon® dielectric, 
HM "silver plated. $18 


 MHV 
Jack 


MHV flange 


_(CRF)UG-961 
panel jack. High voltage Teflon® 


extended terminal, gold solder 
cup. Silver plated body. 


fe Bulkhead Jack | 


ERR HEL Tope C silver, 
Teflon® , standard body. Fits 
cable RG-8, 213, 214, etc. 
Each 10-24 25+ 
$8.75 $8.25 $7.90 


(CRF)PL101-17 Trompeter 
75Q plug fits RG-59. Long 
body, Teflon®. 


10-24 
oT: 25 $6.75 


— 25+ 
$6.50 


Bulkhead 
Cable Jack 


(CRF)UG571 Type C bulkhead 


jack, flange style. Silver, Teflon®. 
Fits RG-8, 213, 214, etc. 


i 
. ver, Teflon® high voltage bee- 


hive w/ solder cup terminal. 
Each 10-24 256 
$11 $10 $9.35 


(CRF)UG568 Type C flange 
jack silver body, Teflon® di- 
electric w/ solder cup. 


Each 


$16 


(CRF)UG710 Type C silver, 
Teflon® . RG-8, 213, 214, etc. 


(CRF)51494-1 
panel jack. High voltage Teflon® 


MHV flange 


gold solder 
$25 


extended terminal, 
cup. Silver plated body. 


Each 10-24 25+ 
$25 510 «$9.25 $8.95 
MHV C Cap 


MHV 


(CRF)27025 Amphenol MHV 
hole mount jack. High voltage 
Teflon® base shields turret type 
terminal. Silver plated. $25 


(CRF)CCAP Type C silver, 
Teflon® cap and chain. 


MHV 


Bulkhead 
Feedthru 
(CRF)12650 Amphenol MHV 
double female jack. Teflon® di- 


electric, silver plated. Square 
flange has threaded holes. $29 


Each 10-24 25+ Each 10-24 25+ 
$8.75 $8.25 $7.90 $7.25 $6.75 $6.50 


(CRF)UG632 Type C bulkhead 
jack, hole mount style (3/4”). 
Silver body, Teflon® dielectric. 
O-ring chassis seal. Fits RG-8, 
213, 214, etc. 
Each 10-24 
$8.75 $8.25 


25+ 
$7.90 


(CRF)3972-1 Same as UG632 


above but fits RG-174, RG-141. 
Each ay 95 


(CRF)CFB58 Type C bulkhead 


(CRF)UG634/U_ Type C hole 
(3/4”) jack, silver body, 
Teflon® dielectric w/ solder 
cup. O-ring chassis seal. 


Each 10-24 25+ 
$10 $9.25 $8.95 
(CRF)CJH Type C hole 


(3/8”) mount jack silver 
body, Teflon® dielectric. 


Each 5 or more jack, hole mount style (5/8”). 
$6.95 $6.50 Silver body, Teflon® dielectric. 
O-ring chassis seal. Fits RG-58, 
142, etc. 
C Each 10-24 25+ 
TEE $7.25 $6.75 $6.50 
(CRF)UG566 Type C TEE fitting C 
Silver body, Teflon® dielectric. Double Male 


MHV 
90° Angle 


(CRF)10425 MHV angle adapter. 
Teflon® dielectric, silver. $29 


Each 5 or more 
$6.95 $6.50 
C 
Bulkhead 


Double Female 


(CRF)UG701 Type C bulkhead 
double female, hole mount style 


Each 10-24 25+ Bie dhe 
$6.50 $6 $5.50 (CRF)UG642 Type C double | (3/4”). Silver body, Teflon® dielec- 
: male. Silver body, Teflon®. tric. O-ring chassis seal. 
Each 10-24 25+ Each 10-24 25+ 
SHV $7.25 $6.75 $6.50 $14. $13.25 . $1275 
iG C Double 
90 Angle Female 
High Voltage Jack Adapter (CRF)UG643 Type C inline 


(CRF)KV-79-22 Kings SHV 
style high voltage bulkhead 
female jack. Teflon® dielectric. 
2-1/2” long body. $35 


(CRF)UG567 Type C 90° elbow. 

Silver body, Teflon® dielectric. 
Each 10-24 25+ 
$7.25 $6.75 $6.50 


double female barrel. Silver 
body, Teflon® dielectric. 
Each 10-24 


$6 $5.25 


25+ 
$4.90 


Surplus Sales 


8 


General 
Radio 
Cables 


Part Number Description 


Info/Tech./Intnl: 402-346-4750 


a i 


Price . 7 el~ kre 
(WRF)GR-RL100 = 2ns Delay, 26” $35 ” Part Number _ Description Price 
(WRF)TEKO17-508 1252 2nsDelay $35 GR 1-5/8 (CRF)874-C58A Cable Connector RG-58. $ 
(WRF)TEK017-509 125Q 5nsDelay $35 Hardline (CRF)874-C58 Cable Connector RG-58 $16 
(WRF)TEKO017-510 125Q 10nsDelay $35 (CRF)874-C8 Cable Connector RG-8 > 2: 
(WRF)GR/GR-213-17  50Q RG-213 17” $15 Fits Phelps 1-5/8” (CRF)874-C9 Cable Connector RG-9 $2 
(WRF)GR/GR-213-2 50Q RG-213 24” $17 Foam/Aluminum Cardice (CRF)874-B Cable Connector, plain $14 
(WRF)GR/GR-214-2. 50Q RG-214 24” 255 (CRF)874-CL8A Locking Cable Connector RG-8 te 
(WRF)GR/GR-214-6 =50Q RG-214 @ : (CRF)874-CL58A Locking Cable Connector RG-58 $24 
(WRF)GR/GR-214-20 500 RG-214 20° $45 | (CRFIGR-1S58AL Hardline | (2 oo ore a4 socking Panel Connector RG-58 S04 
(WRF)GR/GR-214-50 50Q RG-214 50° $99 | Connector fits Phelps Dodge 50 eee vlanged panel a a5 
(WRF)GR874R20A 50Q RG-8 36” $25 ohm 1-5/8” foam filled hardline. (CRF)874-PL8A Locking Panel Connector RG-8 $28 
pi ck oa ee Shes a ie Connector has air fitting, alumi- (CRF)874-PRLS8A Loc. Recessed Panel Conn. RG-8$35 
All GR cables have two GR connectors. Cables are both new and used. num body. ST158-50GR $99 


GR - 7/8” Hardline 


(CRF)50AS78-GRBL Coaxial Dynamics | 


connector fits 7/8” aluminum hardline. Air 
fitting. Hardware included. 50 ohm GR 
connector is locking style. 


General Radio 
Locking Panel Connector 


$65 


* 
GR - 1/2” Hardline 


(CRF)PA58-4-1 — Prodelin connector fits 
1/2” Spir-O-Lock aluminum hardline. GR 
is locking style and can be bulkhead 
mounted if desired. 50 ohm. $24 


GR Locking Panel Connectors 
Used / Removed 
(CRF)874-PL-U General Radio Locking Panel 
connectors. As removed from service with coax 
tail. Will mate with locking or non-locking GR. 
Various cable sizes. $1Qeach 3o0rmore $9 


GR - 1/2” Hardline 


_ (CRF)FX12-50GRBL _ Cablewave Taperlok 


(CRF)874-PLT Panel mount locking style | 


GR connector for adjustable panel thick- 
ness. $25 


General Radio 
Locking Panel Connector 


connector fits 1/2” aluminum hardline. GR 
is locking style and can be bulkhead 
mounted if desired. 50 ohm. $35 


GR Locking Panel 


Connectors | 
(CRF)874-PRL8-I GR Locking 
Recessed Panel connector for RG 
8 size coax. Just add a ferrule to complete kit. 


each $30 


| sizes. 


GR Replacement 


GR Locking Inline Connectors 
Used / Removed 

(CRF)874-L-U General Radio Locking connec- 

tors that mate with our 874-PL-U shown above. 

As removed from service with coax tail. Will mate 


with locking or non-locking GR. Various cable 
each $10 


pic me 


Coax Connectors ~ 
Used / Removed 


(CRF)874-9111 Panel mount locking style 
GR connector has Teflon insulation at cen- 
ter pin for high frequency / voltage appli- 
cations $16 


| Cord Guard 

| (CRF)874-71 ForRG-8 $3 
| (CRF)874-727 For RG-9 $3 
| (CRF)874-712 For RG-58 $3 


(CRF)874-C58-U General Radio 
connectors as removed from service 
with coax tail. Will mate with any 
style GR. Available in RG58. $9 each 


4% oa 


at 


3 Microphone 


( *)1560-P5 Calibra- 
tion traceable to NBS. 


Es pin XLR. 


. BB) wi ws SU 
? : si “ 


- -60. 2dB re 1V/ubar 
$395 


General Radio 
900-BT to N 
Adapter 


(CRF)900-QNJ This pre- 
cision adapter made by 
GR to convert 900 series 
$325 


to N female 


; General Radio 


Series 

Adapters 

(CRF)874-BNCF_ to BNC Female $28 
(CRF)874-BNCM toBNC Male $25 
(CRF)874-CNJ toN Female $32 
(CRF)874-QCJA to C Female $15 
(CRF)874-QCP toC Male $17 
(CRF)874-QHPA to HN Male $45 
(CRF)874-QHJA toHN Female $45 
(CRF)874-QNP to N Male $25 
(CRF)874-QTNP to TNC Male $25 
(CRF)874-QUP to UHF Male S$ 8 
(CRF)874-SMC to SMC Female $65 
(CRF)874-UHFF to UHF Female $35 


General Radio 
1250 


GR p 
900-BT to 
APC-7 


(CRF)900-QAP7 This 
precision adapter made 
by GR to convert 900 se- 
ries to APC-7. $325 


(CRF)GR017-033 Panel fitting, gold. $35 


—" ; be nas ™ Ro Sar de 4 z cor, 4, a9 


8744LL 
General Radio 
Elbow 


(CRF)874-EL Standard 
90° elbow fitting. $29 


(CRF)874-ELL — Lock- 
ing90°elbow. $35 


GR Insertion Unit 
(CRF)874-X 500hm $45 


General Radio 


to , BNC Male Jumper 
(CRF)874-BNCMJ to BNC Plug 


GR to UHLC Panel 


(CRF)874-UHLCP. GR to UHLC. 
Receptacle fits UHLC male. $65 


GR Replacement 
Crimp - Ferrule 


(CRF)GR5240-4027 
Crimp ferrule for RG-8 


(CRF)GR5240-4023 
Crimp ferrule for RG-58 


General Radio 
TEE 


(CRF)874-TEE  Stan- 
dard 3 port fitting. $35 


| 
| 


GR Bulkhead 


Feed-Thru 


(CRF)874-FEEDTH Can 
be used without locking 
style too. Total length 
2-5/8”. Fits panel up to 
1/2” thick. $39 


GR to 
UHLC 
~ Adapter 


(CRF)874-UHLCF GR to UHLC 
female inline adapter. Fits DOD/ 
DNA-PVB-UHLC. 


$125 


$35 


GR Replacement 
Slotted Body 


(CRF)GR-SB Long (1- 
1/2”) slotted body $7 


GR Replacement 
Ferrule 


(CRF)GRFEC-8 Crimp 
ferrule for RG-8 $.75 


GR Replacement 
Locking Nut 
(CRF)874-6177 Part of 


all 874 locking assy $4 


— 


GR Replacement 
Coupling Unit 
(CRF)5935-49487 Part 
of bulkhead assembly 
for flange panel mnt.$4 


GR Replacement 
Outer Transition 


(CRF)874-6317 This 
piece found in all coaxial 
GR connectors $2 


(CRF)874-63S Same as 
above but mini coax $2 


(CRF)UHLCDM 
DOD/DNA-PVB- 
UHLC double male 
bulkhead adapter. 

Fits female adapter above. All 
silver and TFE. 


$145 


GR Replacement 
Coupling Unit 


(CRF)GR-CU Male 
portion of locking as- 
sembly. $6 


GR Replacement 
Ring Nut 
(CRF)5935-47179 Cou- 
pling nut screws on back 
of outer conductor. $2 


| flanged panel assy 


GR Replacement 
Panel Adapter 


(CRF)874-6500 Part of 
$5 


GR Replacement 
Panel Adapter 


(CRF)GR-PA Allows 
recess mount ofGR $8 


| GR Replacement 
Outer Conductor 


(CRF) )GR5935-47175 $5 


_GR Replacement 


nut on assembly 


Ring Clamp 
(CRF)874-6224 Final 
$3 


GR Replacement 
Panel Adapter 
(CRF)874-6179 Part of 
locking cable conn. $6 


GR Replacement 
Clearance Nut 
(CRF)87 
nut, clearance 


4-6182 Square 


$2 


7 HN Male Plug 


(CRF)UG59A Standard HN 


plug, silver body, plastic di- © 


electric. RG-8, 213, 214, etc. 
Each 6-24 25+ 
$12 $11 m6 50 


(CRF)UG59B Delixe HN 


plug, silver body, Teflon® di- 
electric. RG-8, 213, 214, etc. 
Each 5 or more 


315 pu 


(CRF)UG59D Deluxe HN 

plug, wide silver body, Teflon® 

dielectric. RG-8, 213, 214, etc. 
Each 5 or more 


$16 $15 


(CRF)UG925A HN plug, sil- 
ver body, Teflon® dielectric. 
I.D. 0.511” for RG-10,116,227 
Each 6-24 25+ 

SS) $14 $13.50 


PTW Arigle PUG. - 


(CRF)8042 Gremar HN 90° | 


angle plug, silver body, 
Teflon® dielectric. RG-58, 142. 
Each = 46-24 25+ 

$14 $13 $12.50 


(CRF)5436A Gremar HN 90° 
angle plug, silver body, 
Teflon® dielectric. RG-8, 213. 
Each 5 or more 


$15 $14 


- HN 
Straight Plug 


(CRF)HNM58 Standard HN 
plug, silver body, Teflon® di- 
electric. f RG-58, 54, 142 etc. $9 


(CRF)9225 ¢ Gremar HN A olig 
for 1/2” hardline, mil-spec, 
gold pin. Limited qty. $35 


ad : 


dielectric. RG-58, 142, etc. 
Each 6-242: ele 
i $10 


RG-58, 142, etc. 


5 or more 


S12 


$9.50 


(CRF)82625 Bulk- 
head hole mounted 
HN jack, silver body, 
Teflon® dielectric, O- 
ring seal. Fits coax 


HN 


(CRF)UG1213 Our best HN 

plug, long silver body, Teflon® 

dielectric. RG-8, 213, 214, etc. 
Each 6-24 25+ 
$18 $17 $16 


HNs for larger 


coaxs 


(CRF)UG494A HN plug, 
silver body, Teflon® dielectric. 


RG-14 & 217. $22 
(CRF)UG1021 HN plug, 
Same as UG-494 but 3” long. 
RG-14 & 217. $29 


Panel Jack 
(CRF)13750 Hermetic glass 
seal, HN jack, 4-hole flange 
silver body, Teflon® dielectric. 
Each 6-24 25+ 
$12 $11 $10.50 


Bulkhead Jack 


(CRF)7862 Gremar Bulkhead 
jack, flange mount, Teflon® 
dielectric. RG-14 & 217. $25 


a ty soy PES Bulkhead | HN | ; 
| jack, flanged silver body, ' Teflon® | 


jack w/ short, Pa 

Teflon® dielectric. RGB, ; 
Each 5orr $ 
$11 $10 . 


ae 


(CRF)UG60A_ Straight: HN. MA 
jack, silver body, Plastic di-, 
electric. RG-8, 213, 214, etc. 
Each 6-24 yee 
$8.50 


$9.50 $9. 


Hardline 


(CRF)ERDANVCON126 HN plug for | 
1/2” concentric (not spiral) Hardline, | 


4-3/4”L body, 0.172”D center . 
Each 5 or more 


$28 $26 


HN 


(CRF)45750 High voltage 
'__ Teflon® beehive dielectric, 


4-hole flange silver body. 
Each 6-24 25+ 
$13 $12 


4-hole flange silver body, . 
Each 10-24 25+ 
$8.75 $8.25 $7.90 


(CRF)UG560 High voltage ex- 

tended Teflon® dielectric, 4- 

hole flange silver body & pin. 
Each 6-24 254 
$12 $11 $10.50 


(CRF)UG560B KINGS High 
voltage extended Teflon® di- 
electric, 4-hole flange silver 
body & gold pin. 
Each 6-24 25+ 
$14 $13 $12.50 


(CRF)UG333 Straight HN 
jack, silver body, Plastic di- 
electric. RG-17, 1” diameter. 


Each 5 or more 


S257 $23 


(CRF)UG334 Bulkhead HN 
jack, silver body, Plastic dielec- 
tric. RG-17, 1” diameter. $30. 
(CRF)UG334B Bulkhead HN 
jack, silver body, Teflon® di- 
electric. RG-17, 1” dia. $44. 


$11.50 


(CRF)UG496 High voltage 
beehive, plastic dielectric, 


HN 


(CRF)UG61A Bulkhead HN 
jack, silver body, Plastic di- 
electric. RG-8, 213, 393, etc. 
Each 6-24 25+ 

$12 $11 $10.50 


Bulkhead 
Jack 


(CRF)UG61B Bulkhead HN 
jack, silver body, Teflon® di- 
electric. RG-8, 213, 393, etc. 
Each 6-24 25+ 
$15 $14 $13 


ht a ; 


ae 


~ Termination Cap 
_ (CRF)HNCAP 


50Q termi- 
nating cap with chain. Nickel 


 (CRF)HNCAP/S 50Q termi- 


nating cap with chain. Silver 
body, Teflon® dielectric. $16 


Double male 


(CRF)HNDM —_HN double 
male adapter, silver body, 


Teflon® dielectric. $24 


HN 


HN Tee, 3 


(CRF)UG413B 
female ports, silver body, 
Teflon® dielectric. — 


Each 5 or more 
$16 $15 
(CRF)UG413 » _— HN Tee, 3 


female ports, silver body, 
plastic dielectric. 
Each 
$12 


5 or more 


$11 


90 


(CRF)UG212A HN 90° angle 
adapter (male-female), silver 
body, plastic dielectric. 

Each 5 or more 


$11 $10 


(CRF)UG212B HN 90° angle 
adapter (male-female), silver 
body, Teflon® dielectric, gold pin. 
5 or more 


$13 


Each 


$14 


(CRF)UG212C 


adapter , sil 
ver, squar 
milled body, 
Teflon® dielectric, gold pin. 
Each 5 or more 


$15 $14 


- 

HN Inline Jack 
(CRF)UG1102 Straight HN 
jack, 3-3/8” long silver 
body, Teflon® dielectric. Fits 
RG-17 RG-218, etc. $32 


Cae High 
special Volta ge 


center 


Female Angle Jack 
(CRF)GRFFN-C0-26 Female 
long sweep 90, panel mount, 
Teflon® dielectric. 


$39 


special 
center 


High Voltage 
Male Plug 


(CRF)8730  Gremar male 


plug for cable, Teflon® dielec- 
tric. RG-8, 213, 393. 


$65 


special 
_Center 


High Voltage 
Bulkhead Jack 


(CRF)8732 Gremar Bulkhead 
jack, hole mount, Teflon® di- 
electric. RG-8, 213, 393. $45 


¢ High 
Voltage 


to 


(CRF)11429 


2s www.surplussales.com —_e- mail: grinnell@surplussales.com 


Double Female 


BULKHEAD 


(CRF)UG1019 HN double 
female bulkhead adapter, silver 
bedy, plastic dielectric. 


Each 5 or more 


Sf el a A 


(CRF)UG1019A — HN double 

female bulkhead adapter, silver 

body, Teflon® dielectric. 
Each 
$19 


5 or more 


$17.50 


LC 


Double Female 


(CRF)UG287 LC double 
female flange mounted. Silver 


plated. $52 


Fax: 402-346-2939 11 


LC Male 


(CRF)UG154 LC male for 
RG-17 coax. Silver plated. 


Each 5 or more 


$68 $62 


LC 
Female 


(CRF)UG352 LC female 
flange mnt. Silver plated. $55 


LC 


Double Female 


| (CRF)UG215 LC double female, 
barrel style. Silver plated. $45 


LC Double Male 


(CRF)LCDM -LC double male 
adapter. Silver plated. $125 


LC 90 Elbow 


(CRF)UG216 EGO: 
Elbow. Silver plated. $75 


LC Adapter 
Gremar adapter HVto LC $125 


LC Male 
to 


| female adapter. 


LC Female 


to hardline adapter 
(CRF)UG-234 
LC-to hardline male. 


-N/HN 


| (CRF)UG252 
female adapter. 


LC male to HN 
$110 


| (CRF)UG999 LC male to N fe- 


| male adapter. $85 3+ $75 ea. 


» LC 


LC female to HN 
$95 


| (CRF)UG259 


LC female to N 
$65 


| (CRF)UG271 
female adapter. 


Kings series adapter fro1 


) 
$10 


n 
&% 

, 
ey 


Surplus Sales 


(CRF)SL203 Automatic pn SL203 
-0313-350 mini(5/8” square) 4- 
hole flange stainless body, TFE 
dielectric/ gold terminal pro- 
trudes rear 1/2”. O-ring seal. 
Each 5 or more 


$8 ~~ $7.25 


(CRF)20-4 48000- 00 Similar 
to above “SL203” but gold ter- 
minal protrudes rear only 1/4” & 
it has no O-ring seal. $8 


N 
Jack 


(CRF)UG-58S Standard 
(1” square) 4-hole flange stain- 
less body, TFE dielectric/ gold 
terminal. 
Each 
$8 


(CRF)UG-58A Standard (1” 
square) 4-hole flange silver body. 


5 or more 


$7.25 


Each 5 or more 
$7.40 S7, 
(CRF)UG-58 Standard (1” 
square) 4-hole flange nickel body. 
Each 5 or more 
$3.50 $3.10 


Info/Tech./Intnl: 402-346-4750 


(CRF)NFH-3/8 ~ High quality 
hole (3/8”) mount jack w/ Teflon® 
dielectric. Nickel plated. 


Each S5ormore . 


$6 $5.50 


N 
Bulkhead 


*. Female 


(CRF)UG-160 Type N 50Q 
bulkhead jack, flange mount. Fits 
RG-8, 213, 393, etc. Teflon® di- 
electric, silver plated. 


Each 5 or more 
$8 ; | ‘$7. 25, 
(CRF)UG-96A wre N 750 


bulkhead jack, flange mount. Fits 
RG-8, 213, 393, etc. Teflon® di- 
electric, silver plated. 

Each 5 or more 


59 $8 


& 


All models have 0-ring seal Ni 


ec.i7¢ Female 


Bulkhead 


(CRF)1116-036A721 Silver body | 
bulkhead jack, hole mount. Fits | 


RG-174, 188. Teflon® dielectric. | 
Each 5 or more 
$7 $6.50 


(CRF)4501-7501-03 AEP as above 
but nickel body. Mil spec. $7 


| 


(CRF)57-010-0000 Sealectro as | 


above but gold body. Mil spec. $35 | 3/32”(orsmaller) o.d. hardline. $18 


N 


(CRE)UG-680/A 


Kings deluxe 


hole mount panel jack w/ TFE di- | 
electric, silver body, o-ring. $9) 


Jack 


N 
Bulkhead 


Female 
(CRF)801-N3800-25 Type N 
bulkhead jack, flange mount. Fits 


| RG-188 coax. Teflon® dielectric. 


Each 
$9 


5 or more 


$8.50 


N 
Jack 


for hardline 


(CRF)3006-7985-00 MA/COM 4- 
hole flange stainless/gold body, 
TFE dielectric/ gold terminal. Fits 


(CRF)UG-23D ‘Type N 50 
inline jack. Fits RG-8, 213, 393, 
etc. Teflon® dielectric, pice 


plated. 
Each 5 or more 
$6.50 $6 
(CRF)UG-23E Type N 50Q 


inline jack. Fits RG-8, 213, 393, 
etc. Teflon® dielectric, nickel 


plated, gold pin. 
Each 5 or more 
we 50 ee 
(CRF)UG-23B Type N 50Q 


inline jack. Fits RG-8, 213, 393, 


etc. Teflon® dielectric, silver 
plated. 
Each 5 or more 
$8. 0m $7.90 
(CRF)NF9913 Type N 50Q 


inline jack. Fits 9913. Teflon® di- 
electric, nickel plated. 


Each 6-24 25+ 
$5.95 $5.65 $5.45 
(CRF)UG-95A Type N 70Q 


inline jack. Fits RG-11, etc. 
Teflon® dielectric, silver plated. 


Each 5 or more 
$6.50 $6 
(CRF)UG-200 Type N 50Q 


inline jack. Fits 3/8” 0.d. coax 
cable. Teflon® dielectric, silver 


plated. $8 
N 
‘Male 


(CRF)CP-N-16 Type N 50Q 
male plug. Fits RG-8X, RG59, etc. 
Teflon® dielectric, nickel plated. 


female 
N “contact” 


(CRF)K-4905 Kings jack w/ TFE 
fits 9/16” hole(standard thread). Back 
side could be relay contact post. 
NSN 5935-00-907-0551 $7 


ORDERS: 800-244-4567 Fax: 402- 


(CRF)UG-21 . 
plug. Fits. RG- 8, 2] 
Teflon®. dielectric, n nic 
Each 


ee ee 


(CRF)UG-21A Type N50 nal 
plug. Fits RG-8, 213, 393, etc. 
Teflon® dielectric, silver ‘plated. 


Each 6-24 25+ 
SOR ae ie 25. .Siase 
(CRF)UG-1185 Type N50 


male plug w/ captive center pin. 

Fits RG-8, 213, 393, etc. Teflon® 

dielectric, silver plated. 
Each — 5 or more 


ST. ciel __ 97. mew 


(CRF )NM9913 Type N male plug 
Fits 9913. Teflon® dielectric, 
nickel elplatea a “433 ig 


(CRF)UG-94A Type N 70Q male 
plug. Fits RG-11, etc. Teflon® 
dielectric, silver plated. $8. 25 


(CRFUC-2 204C TypeN ie nlite 
Fits RG-14, 217. Teflon® dielec- 
tric, silver plated, gold pin. $12 


Each 6-24 25+ 
$4, 75 $4.35 $3.95 
N Male, 

gold plated 


(CRF)57-007-0000 
male plug. Fits RG-188, 174. Tef- 
lon® dielectric, gold plated. $39 


| electric, silver plated. 


| (CRF)UG-801-N1800 
Type N50Q | 


N 
RG-58 NVI a ‘ e 


(CRF)UG-536 Type N male 
plug. Fits RG-58, 142, etc. Teflon® 
dielectric, nickel plated. 


Each 6-24 25+ 
$4.75 $4.35. $3.95 
| (CRF)UG-536A Type N male 


_ plug. Fits RG-58, 142, etc. Teflon® 


dielectric, silver plated. 


Each 6-24 25+ 
$5.90 $5.65 $5.25 
(CRF)UG-536CAP Type N 


male plug. Fits RG-58, 142, etc. 
Captive center pin. Teflon® di- 


$8 


Type N 
male plug. Fits extra small 
RG-178, etc. Teflon® dielectric, 
silver plated, gold pin. $9 


“ ~ M39012/01-0104 
ae N male plug. Fits RG-17, 
? 218. Teflon® dielectric. $35 


(CRF)42W Andrew Type N male 
plug for hardline. Inside dia. of 
nut is slightly less than 1/2”. Rub- 
ber boot on rear end. $15 


Male Haris 


ey (CRF)FCC-12-50 ‘Type N male 
for concentric “ribbed” Cablewave 
| hardline (not spiral). 


5 or more 


$22 


gach 4c 


(CRF)UG-57B 
male inline adapter. Teflon® di- 
electric, silver plated. 


ial N double 


Each 5 or more 
$12 $11 
(CRF)UG- 57 Type N double 


male inline adapter. Teflon® di- 
electric, nickel plated. 


‘Quick Bonneet 
Bulkhead — 


_ (CRF)4727-1 Type 
double female bulkhead 
hole mount. One end standard 
“N” threaded, other end: no 
threads, made for sliding on stan- 
dard N male. Silver plated. 


UD 


N Male Hardline 


(CRF)NM.5AL Type N male 


Taperlok SL12-50NM_ plug for 
1/2” Phelps aluminum hardline, 
air fitting. Removed. 


$19 


(CRF)NM.78AL Type N male 
Taperlok ST78-50NM plug for 
7/8” Phelps aluminum hardline, 
air fitting. $35 


Each 5 or more 
$8 $7 
(CRF)FLC-78-50. Type N male N 
for concentric “ribbed” Cablewave 
hardline (not spiral). Tee 
Each Sormore | (CRF)UG-28A — Type N Tee, 
$29 $25 F/F/F. Teflon® dielectric, silver 
plated. $15 
N Female (CRFUG-28- Type N Tee, 
F/F/F. Teflon® dielectric, nickel. 
(CRF)74PN Type| Each 5 or more 
N female Andrew $9 $8 
Heliax connector 
for HJ4-50, HJ4- N 
75,HT4-50 $38 
(CRF)UG-107 Type N Tee, | 


N 


(CRF)42W Andrew Type N fe- 
male connector for 1-5/8” LDF7- 
50 Heliax. » Solid Brass. $135 


F/M/F. Teflon® dielectric, silver 
plated. New & Removed. 
Each 5 or more 


ei 2 petal 


(CRF)76-1625(2) 
Prodelin Spir-O-Lock aluminum 
hardline. I.D. of nut is 1-13/16”, 


Type N male 


center cond. 5/8” O.D. $65 


Smooth Aluminum 
Hardline Connectors 


(CRF)FXA12-50NM_ Taperlok N 
male plug for 1/2” Cablewave 
Foamflex smooth aluminum 
hardline. No air fitting. “$25 


; 


(CRF)FXA78-50NM Taperlok 
N male plug for 7/8” Cablewave 
Foamflex smooth aluminum 
hardline. No air fitting. 


N 
90 


(CRF)UG-27A Type N, 90°. 
Elbow. Teflon® dielectric, silver 
plated. New & Removed. 


$35 | 


Each 5 or more | 
$9 $8 | 
(CRF)UG-27 Type N, 90° 
Elbow. Teflon® dielectric, nickel. | 
Each 5 or more 
$7.50 © S7 
N Female to 
1-5/8” EIA | 
(CRF)920242 


Type N female | 
Cablewave Sys- | 
tems transition. | 
1-5/8” EIA to N female w/ pressure | 
fitting. $145 


| (CRF)UG-29 
| female inline adapter. Delrin/ 


Each 5 or more 
$14 $13 
Bulkhead 


(CRF)UG-30S Type N double 
female bulkhead hole mount. 
Stainless Steel (will never corrode 
in weather), Teflon® dielectric, o- 
ring seal, gold pin. 

Each 5 or more 


$18 $16 


(CRF)UG-301 Kings KN-99-76 
INSULATED (from chassis) type 
N double female bulkhead hole 
mount. Teflon® dielectric. $17 


(CRF)UG-30 Standard 


| Amphenol grade type N double fe- 
| male bulkhead hole mount. 


Teflon® dielectric, nickel plated. 


Each 5 or more 
_ $8.95, ($8.25 - 


Double 


Female 

(CRF)UG-29A Type N double 
female inline adapter. Teflon® di- 
electric, silver plated. $8.95 


(CRF)UG-29A/N — Type N double 
female inline adapter. Teflon® di- 
electric, nickel plated. $6.95 


Type N double 


plastic dielectric, nickel plated. 
Each 6-24 25+ 
$4.95 $4.50 $4.25 


(CRF)NEMM Type N Double 


| Male 90° Elbow. Nickel plated. $12 


| | Surplus Sales 
wa BNC 
Male 


RG58 - RG142 
(CRF)BM58 | Clamp BNC male 
plug.. Fits RG-58, 142, etc. 
Teflon® dielectric, silver plated. 

Each 6-24 25+ 
$4.75 34. 35 38. Be 


14 


Clamp 


(CRF)BM59 Chains BNC ae 
plug. Fits RG-59, etc. Teflon® 
dielectric, silver plated. $4.75 


(CRF)BM58P Clamp BNC male 

plug. Fits RG-58, 142, etc. 

plastic dielectric, nickel plated. 
Each 6-24 25+ 
S27 5uteo2 DO $2.35 


(CRF)PL20-3  TROMPETER 
3-piece clamp BNC male. Fits 
RG-58, 142, etc. Teflon® di- 
electric, nickel plated, gold pin. 
Each 5 or more 


$5.25 $4.75 


RG174 - RG188 
(CRF)BM174 


male plug. 
etc. Teflon® dielectric, nickel 
plated. Amphenol quality. 


Each 6-24 25+ 
$5.25 $4.75 $4.50 
(CRF)BM174/S Clamp BNC 


male plug. Fits RG-174, 188 
etc. Teflon® dielectric, silver 
plated. US made. 


Clamp BNC | 
Fits RG-174, 188 | 


Info/Tech./Intnl: 402-346-4750 


Crimp BNC 
Fits RG-58, 142, 
etc. Teflon® dielectric, silver. 


(CRF)BM58C 
male plug. 
6-24 
$4.3 35 


Each 
, se Ee 


25+ 
ar8 95 


(CRF)BM58C-N | Crimp BNC 
male plug. Fits RG-58, etc. 
plastic dielectric, nickel. 

Each 6-24 

eae a 55 
(CRF)KC59-162 Crimp BNC 
male plug. Fits RG58. Teflon® 
dielectric, nickel. Kings. 


25+ 
geet 


Each 5 or more 
$5.25 i 75 
(CRF)BM59C Crimp BNC 


male plug. Fits RG-71, 59 etc. 
Teflon® dielectric, silver. 


Each 6-24 25+ 
$4.25° $4.05 $3.75 
(CRF)BM59C-N Crimp BNC 


male plug. Fits RG-59. plastic 
dielectric, nickel plated. $3 


(CRF)28P294-1 Crimp BNC 
male plug. Fits RG6 (8.8mm) 
Teflon® dielectric, nickel plated, 
gold pin. Specialty Connector. 


Each 6-24 25+ 
$3.25 $3 $2.75 
(CRF)KC59-152 Crimp BNC 


male plug. Fits RG174, 188. 
Teflon® dielectric. Kings, AMP 
or Amphenol. $7 


i 


(CRF)28P268-1 


Angle crimp 
BNC male plug. Fits RG-59, 62. 
Teflon® dielectric, nickel. Spe- 
cialty Conn. or Kings 2026-1-9. 


Each 5 or more 
25 25. $4. 75 
(CRF)28P268- 3 seals crimp 
BNC male plug. Fits RG-174, 


RG-188. Teflon® dielectric, 
nickel. Specialty Connector. 


Each 6-24 25+ 
$5.25 $4.75 $4.50 
Silver 
Crimp 
90 


(CRF)95650 FXR angle crimp 
BNC male plug. Fits RG-59, 62. 
Teflon® dielectric, silver plated, 


gold pin. 
Each 5 or more 
$7.50 $6.50 


(CRF)31-354-1000 Angle crimp 
BNC male plug. Fits RG-58. 
Teflon® dielectric, silver. $8 


(CRF)59-109 Kings angle 
crimp BNC male plug. Fits RG- 
174, 188. Teflon® dielectric, sil- 
ver plated, gold pin. 

Each 5 or more 


$8.50 $7.50 


ORDERS: 800-244-4567 


(CRF)UG-1104 BNC ‘nel 
mounted plug. Holes i in ee 
are NOT threaded. < 


BNC Male , 
Quick 
Connect “SY 
(CRF)777-3-5 BNC panel 
mounting flange style plug. 
Made to slide into female jack 

without locking bayonet. $5 


BNC 
Jack. 


(CRFUG- 185 BNC panel jack. 
Turret terminal. Teflon® dielec- 
tric, silver plated. Flange holes 
not threaded. 
Each 
$5.25 


6-24 
$4.75 


25+ 
$4.50 


Each 5 or more 
$7.25 $6.60 
RG59 - RG62 
(CRF)BM59T TROMPETER | 


3-piece clamp BNC male. 

RG-59, 62, etc. Teflon® dielec- 

tric, nickel plated, gold pin. 
Each 5 or more 


$5 $4.50 


Fits 


(CRF)BM59-N Clamp BNC | 


male plug. Fits RG-59, 62, etc. | 


plastic dielectric, nickel plated. 


Each 6-24 25+ 
$2.75; 4 52805 $2.35 
CRF)BM59-1 Clamp BNC 


nale. Fits RG-59, 62, etc. 


dielectric, silver plated. | 


Each 5 or more 


$6 $5.50 


BNC 


Clamp 7 RG-8 
(CRF)BM8 Clamp BNC male 
plug. Fits RG-8, 213 etc. 


Teflon® dielectric, silver plated. 
Kings or equal. 


Each 5 or more 
$11 $10 
(CRF)BM8/N Clamp BNC 


male plug. Fits RG-8, 213 etc. 
Teflon® dielectric, nickel plated. 
Amphenol or equal. 

Each 5 or more 


$9.50 $8.75 


BNC 


~ Clamp 


(CRF)BM58-90 = Angle clamp 
BNC male plug. Fits RG-58. 


Teflon® dielectric. US made. $6 


(CRF)BM174-90 Angle clamp 
BNC male plug. Fits RG-174, 
188. Teflon® dielectric, silver. $9 


| < Square Flange J ack 


(CRF)BFJ BNC panel jack. 
Solder cup terminal. Teflon® di- 


electric, silver plated, gold pin. 
Flange holes are threaded. 


Each 6-24 25+ 
$5.95 25:38 ei 25 
(CRF)BFJ-U | USED-Removed 


BNC panel jack. Solder cup ter- 
minal. Silver plated. Flange 
holes are threaded. 

Each 5 or more 


$3 $2.25 


BNC Male 
Andrew FSJ1-50 
CRF)40622 Andrew 
_ § BNC male plug for 
FSJ1-50 Heliax. 


$19 Each 


BNC Jack 
for 
' Circuit Board 


(CRF)BFJ-PC AMP BNC jack in- 
tended for insertion in PC board. 
Two self locking corner posts 
press into .05” hole. Gold termi- 
nals for center conductor and 
body. Teflon® dielectric. Nickel. 
Eac 5 or more 


$4.50 $4 


Epis 
more x16! ii 
= 


aT Heaict - 
¥ , 


ta 
~$1 75 


6-24 
$1.60 


25+ 
$1.50 


j caoearth Standard BNC 
bulkhead panel jack front 
~ mounts in 3/8” hole. Teflon® di- 
— electric, silver. Solder cup term. 


Each 6-24 25+ 
$8: 25 Chae _ $2.75 
(CRFVUG-1 1094A-U Same as 


above but used, removed from 
equipment. 
Each 6-24 
$1.25 $1 


25+ 
85¢ 


tion from panel. Solder cup. 
Each © 6-24 — 2 Sen: 
$3.50 : $3.25 $2.90 


Isolated 
~BNC Jack 


(CRF) Pamona BNC bulk- 
head panel jack front mounts in 
15/32-1/2” hole. Teflon® dielec- 
tric, nickel plated. Gold solder 
cup terminal. Metal threads. 


(CRF)BHJ-L BNC bulkhead 
panel jack rear mounts in 15/32- 


1/2” hole. Teflon® dielectric, 
nickel plated. Solder cup term. 
Each 6-24 25+ 
$1.95 $1.75 $1.50 

BNC Jack 

90° Angle 
2 is Flange 
(CRF)UG-535 BNC panel 


mount, 4 hole flange. Teflon® di- 


electric, silver plated. $7 
BNC Jack 
> Circuit Board 


(CRF)KC79-07 Kings BNC jack 
for PC board. Silver body, Teflon® 
dielectric. Solder 4 corner pins 
to secure connector on board. 
Each 5 or more 


$4.50 $4 


Each 6-24 D5+ 
$8.50 $7.75 $6.90 
Isolated 
BNC Jack 
(CRF)31-9662-1 Amphenol 


BNC bulkhead panel jack rear 
mounts in 15/32-1/2” hole. 
Teflon® dielectric, silver plated. 
Solder cup term. Metal threads. 
Each 5 or more 


$10 $9 


Amp 
panel Ree yee 
‘mounts in 3/8” hole. Thermo | 
my | plastic base assures total insula- 


BNC 


Quick Connect 


(CRF)ABDQC 
connector slide system uses dual 


BNC style body. Stationary com- | 
ponent (Automatic p# RF02898) accepts two | 


RG-58 size coaxes. Male section 
(Automatic p# RF02899) slides into recep- 
tacle unit until seated against rub- 
ber stops. High quality, gold, sil- 


ver, Teflon® construction . 


5 or more 


$18 


Each 


$20 


Bae. push jack, clamp nut. 
Fits RG-58, 142. Teflon® dielec- 


tric, nickel plated. 
Each 5 or more 
$7 $6 


(CRF)UG-261B Inline straight 
BNC female jack, clamp nut. 
Fits RG-58, 142. Teflon® dielec- 
tric, silver plated. 
Each 
$8 


5 or more 


$7 


ig bers 
Ol naling straight 


(CRF)31-4220 
clamp bulkhead BNC female 


Amphenol 


jack. Fits .141” semi-rigid. 
Teflon® dielectric, silver plated. 
Each 5 or more 


$12 


(CRF)86350 Amphenol 
clamp bulkhead BNC female 
jack. Fits RG-174, 188, etc. 
Teflon® dielectric, nickel plated. 
Each 5 or more 


$11 $10 


(CRF)28JS177- 2 Specialty 
clamp bulkhead BNC female 
jack. Fits RG-174, 188, etc. 
Teflon® dielectric, silver plated. 
Each 5 or more 


$12 $11 


(CRF)99750 Amphenol crimp 
bulkhead BNC female jack. Fits 
RG-122, 180, 195, Essex 21-597, 
etc. Gold pin, dielectric, nickel 


BNC Jack | 
(CRF)31- -70032 Amphenol — 

inline straight BNC female jack, 
crimp style, 75@. Fits RG-59, 


| 75 ohm cable. Teflon® dielectric, 


nickel plated. 
Each 5 or more 
$4 $3. 50 


(CRF)28) 169- A Beaty Con- 
nector inline straight BNC fe- 
male jack, crimp. Fits RG-59. 
50Q. Teflon® dielectric, nickel. 


Each 5 or more 
$4 $3. 50 
(CRF)34650 XR fhivne 


straight BNC female jack, crimp 
style. Fits RG-59. Teflon® di- 
electric, silver plated. 50Q $7 


(CRF)1009-036 Inline straight 
BNC female jack, crimp style. 
Fits RG-174, RG188. Teflon® 
dielectric, silver plated. $5 


Clamp 


BNC 
Female 


(CRF)UG-291 Flange mount 
BNC female jack, clamp nut. 


n” eke 


| Fits RG-58, 142. Teflon® dielec- 


tric, silver plated. 


Each 5 or more 
$8 57, 
(CRF)UG-262 Flange mount 


BNC female jack, clamp nut. 
Fits RG-59, 62. Teflon® dielec- 
tric, silver plated. 


Unique “rf” | 


Each 5 or more 
uae Each 5ormore $7 $6.50 
$4 $3.50 
(CRF)9 5750 FXR Bulkhead 


BNC 


Crimp 


(CRF)28JS209-4 Specialty 
Connector bulkhead mount 
BNC female jack, crimp style. 
Fits RG-6. Teflon® dielectric, 
nickel plated, o-ring seal, gold 
captive pin. 


Each 
$6 


5 or more 


$5 


Female 


mount BNC female jack, crimp 
style. Fits RG-59, 62. Teflon® 
dielectric, silver plated, o-ring 
seal, gold pin. 


Each 5 or more 
$9 $8 
(CRF)KC-19-90 Kings Bulk- 


head mount BNC female jack, 
crimp style. Fits RG-55, 142. 
Teflon® dielectric, nickel plated, 
o-ring seal. MISSING PARTS: 
Crimp ferrule and center pin. $3 


wae hae 


oSurslics Sales” 


ie 


(CRFYTMS8 Clamp TNC male 

plug. Fits RG-58, 142, etc. 

Teflon® dielectric, nickel plated. 
Each 6-24 25+ 
$5. 25 A. 75 $4. 50 


(CRF)TMS8- S ote TNC male 

plug. Fits RG-58, 142, etc. 

Teflon® dielectric, silver plated. 
Each 6-24 25+ 
$6.25 $5. 7S $9. 50 


(CRF)TM174 Clann T NC Wale 


plug. Fits RG-174, 188, etc. 
Teflon® dielectric, silver plated. 
Each 6-24 25+ 
$6.50 $6 $5350 
) RG-8 


(CRF)TM8 Clamp TNC male 
plug. Fits RG-8, etc. Teflon® 
dielectric, silver plated. $17 | 


90° 
Plug 


e° 


ve we eo Se, DT ia a 
“InfoTech intr 402-346-4750, 


Andrew Heliax® 
“on -FHJ1-50 
TNC Male 


(CRF)41AEWT ANDREW TNC 


$20 


.085” 
Semi-Rigid 
“a TNC Male 
(CRF)3101-7985 Omin-Spec- 
tra TNC male plug for .085” 
semi-rigid coax. Teflon® dielec- 
tric, gold, stainless. 

Each 5 or more 


$12 $10 


pug for 1/4” Heliax® . 


.141” Semi-Rigid 
TNC Male 
(CRF)451-1A — Qmin-Spectra 
(or AM3101-5050-02) TNC male plug for 
.141” semi-rigid coax. Teflon® 

dielectric, gold, stainless. 


Each 5 or more 
$8 $7 
.141” 
1 Semi-Rigid 
TNC Female 


(CRF)452-1A — Omin-Spectra 
TNC male plug for .141” semi- 


ake Y 


f SIRES 5 
“ORDERS: 800-2 


Y yageaee 


Clamp bulk- 


(CRF)TFB174 
head TNC female jack. Fits RG- 
174, 188. Teflon® dielectric, sil- 
ver plated. Req. 1/2” hole. 


Each 6-24 25+ 
$5.25 $4.75 $4.50 
(CRF)TFB58 Clamp bulk- 


head TNC female jack. Fits RG- 

58, 142. Teflon® dielectric, sil- 

ver plated. Req. 1/2” hole. 
Each 6-24 25+ 
$5.25 $4.75 $4.50 


TEE 


(CRF)TNCT TNC Tee adapter 
Teflon® dielectric, nickel. $10 


“igbiiit: 66 aaa 
(CRF)4084-0059 TNC 
flange jack. 1-1/4” long golc 
minal. Teflon®, silver. 


TNC 
90 


(CRF)TNCEL TNC 90° elbow. 


(CRF)6050 Gremar TNC 


bulkhead hole mount jack. 
Teflon®, silver plated. 


$8 
Panel Male 


TNC 


(CRF)TPPM TNC 8 hole 
flange. 5/8” long gold terminal. 
Teflon® dielectric, silver plated. 


(CRF)KA-59-343 Kings 90° 
Angle clamp TNC male plug. 
Fits RG-58, etc. Teflon® dielec- 
tric, silver plated. M39012 $12 


Deal of the Century 


TNC 
Male 


(CRF)TM375 Clamp TNC male 
plug. Fits 3/8” diameter cable 
like RG5, 143, 212, etc. Teflon 
dielectric, nickel plated, gold pin. 
Each 10-49 50+ 
$1.50 SE25 $1.00 


Crimp TNC male 


plug. Fits RG-8, 213. Teflon‘ 
lectric, silver, shrink boot. 
5 or more 


Be 
$15 $14 


| male plug. 


rigid coax. Gold plated. $12 Teflon® dielectric, silver. $7 
TNC tne Double Male 
Cr Jack 4 | (CRF)TDM 
rimp 
(CRF) TFS8Gh ike Amiphensl TNC Double male. 


M23329/4-08-10 crimp TNC fe- 
male straight jack. 


Fits RG- | 
58, 142, etc. Teflon® dielectric, | 


: Stainless body, 
Teflon® dielectric, gold conduc- 
tors, tie down holes. $11 


Each 5 or more 
$11 $10 
90° Panel 


Male 


(CRF)127-8-5 TNC 4 hole 
flange plug. 3/8” long gold ter- 
minal. Teflon® dielectric, silver. 


nickel plated. 
Each 6-24 25+ 
$4.25 $3.75 $3.50 
ca ; 


22 


TNC 
Male 


Crimp TNC 
Fits RG-58, 142, 
etc. Teflon® dielectric, silver. 


(CRF)TM58C 


Each 5 or more 
$5.95 $5.50 
(CRF)TM122C Crimp TNC 


male plug. 0.160” OD ferrule 
fits RG-122, 180, etc. Teflon® 
dielectric, silver plated. 

Each 5 or more 


$2.95 $2.60 


Crimp 


© TNC 
Y Panel Jack 


(CRF)31-4464 Amphenol 


| crimp TNC female panel jack, 4 


Each 5 or more 
$11 $10 
TNC 
2 Tap” Jack 
#6 tapped holes 


< Curved Surface 


(CRF)TNC-BLK — TNC jack on 
1” square silver plated block. 


| 58, 142, etc. Teflon® dielectric, 


nickel plated. US made. 
Each 6-24 
$3.95 $3.65 


25+ 
$3.30 


hole flange. Fits RG-58, etc. Mounting face curved. Two op- 

Teflon® dielectric, silver plated. posing threaded ports for center 

Each 6-24 25+ conductor access. Teflon® $8 
$3:2545552.75 $2.50 

Camp Jack Bulkhead 

(CRF)TF58 Crimp TNC fe- Feedthru 
rimp e 

| male straight jack. Fits RG- (CRF)KA-99-122 TNC double 


female bulkhead jack. Teflon® 
dielectric. Nickel plated. 
Each 6-24 25+ 
$6.50 $6.25 $5.95 


| Bulkhead — 
Feedthru 


le b UikHead jack. Plastic 
dielectric. Nickel plated. - 
Each = 6-24 

‘4 ise gia 25 $4. 05 


25+ 
$3.75 


~ (eRFVUG-492 BNC double fe- 
~ male bulkhead jack. Teflon® di- 
electric. Nickel plated. O-ring. 


Each 6-24 25+ 
eg 95 aaee 55 ae 25 
(CRF)UG-492A BNC double 


female bulkhead jack. Teflon® 
dielectric, silver plated. O-ring. 


. N’ BNC double 


Each = 6-24 25+ 
$7.50 $7 $6.50 
| Bulkhead 
wy Feedthru 
(CRF)UG-414 BNC double 


female bulkhead jack. Plastic 
dielectric, silver plated. 


Each 6-24 25+ 
$6.50 $6.25 $5.95 
(CRF)UG-414A BNC double 


female bulkhead jack. Teflon® 

dielectric, silver plated. 
Each 6-24 
$750, ;, -$7 


25+ 
$6.50 


2 ee ee ee 


~ (CRF)TNAL- 1- 5 Trompeters 
BNC 1 watt termination, 75Q. 
Each 5 or more 
$13 $12 
BNC 
4? — Termination 
(CRF)KC-89-55 Kings BNC 


1/2 watt termination, 75Q. 


f Nickel plated. 


Each 5 or more 
$10 $9 
520) 
BNC 


eee 
(CRF)MX-554 US made BNC 
1/2 watt termination, 52Q, w/ 
chain. Removed from service. 


ap Teflon® dielectric. 
6-24 
$4.35 


254 
$3.95 


Each — 
$4.75 


(CRF)UG-306S BNC 90° angle 
adapter. Teflon® Giclec tase. ‘Sil- 


ver plated. 
Each 6-24 25+ 
S5:754° $5.35 $4.95 
Tee 
(CRF)UG-274 BNC TEE. 


Female - Male - Female. Teflon® 
dielectric. Nickel plated. 


ay BNC 90° angle | ( 


| 2 Becicase te 
BNC male plug for Sabin’ coax 
like RG-178. Completely gold , 
plated. Teflon® dielectric. $18 


BNC 
RG-8X 


(CRF)BM8X Quality three 

piece construction. Teflon® di- 

electric, gold pin, nickel plated. 
Each 6-24 25+ 
$3:75 53.35 $2.95 


BNC Male 
Twist On 


a, (CRF)BMT-58 BNC 


Termination © 


Each 5 or more 

$8 $7 
Terminated 
Jack 


(CRF)B424028 BNC(UG-1094) 
with 47Q 1/8w termination 


Each 6-24 25+ bi ? Male plug for RG-58. No 
$4.75 $4.35 $3.95 soldering. Twist on. Nickel. 
malas Fo Each 5 or more 
(CRF)UG-274A BNC TEE. $2.25 $1.90 
Female - Male - Female. Teflon® 
dielectric. Silver plated. 
Each 6-24 25+ BNC 
5697578 95.35 $4.95 se " 
Vertical 
BNC PC Board Jack 
| (CRF)227222-1 AMP commer- 
T | cial grade BNC jack. White Valox 
ee insulation. Nickel plated. 
(CRF)KC-99-20 BNC TEE. | Each 5 or more 
Female - Female - Female. | $3.25 $2.90 
Teflon] ctelectricnsilversplated, ||-——st ee 
Each 5 or more 
$13 $12 


BNC 


4, Double 
¢ Male 
(CRF)UG-491A BNC double 
male barrel. Teflon® dielectric, 
silver plated. 
Each 
$5.95 


6-24 
55:55 


25+ 
$5.25 


resistor. Teflon® dielectric, 

nickel plated. $4 
Double 
Female 

(CRF)UG-914 BNC double 


female barrel. Teflon® dielectric, 
nickel plated. 


Each 6-24 paste 
Mt.7D) San $2.95 
(CRF)UG-914S BNC double 


female barrel. Teflon® dielectric, 

silver plated. 
Each 
$4.75 


6-24 
$4.35 


25+ 
$3.95 


BNC 
Plug 


(CRF)BFCAP BNC female 
plug. Silver plated. 
Each 5 or more 


$3 $2.50 


(CRF)BCAPC 
with chain. Silver plated. 
Each 6-24 
$3758 1/$3.35 


25+ 
$2.95 


BNC Spare Parts 
(CRF)BNCN-58 Clamp nut for 
BNC W/RG-58. Silver. 85¢ 


BNC male cap 


(CRF)BNCF-58 Ferrule, silver 50¢ 
| (CRF)BNCW-58 Rubber Washer 30¢ 


BNC 
Plug 


(CRF)BFCAPC BNC female plug 
| with chain. Silver plated. $4 


(CRF)M39012/25-9 BNC female 


| plug with stainless steel chain. 
| Silver plated. 
Each 6-24 25+ 
$4.75 £54.35) 5553.95 


“Series to Se¥ies 
_RF Adapters 


: WP ais 
N Plug 


(CRF)ABFNM-N Nmale| (CRF)ABMUF BNC male (CRF)ABFTM TNC male (CRF)AFFMP3 F female | (CRF)ABFSM — ‘s AA m 
to BNC female. Silver body, | to 3.5mm mini plug male. | to BNC female. Nickel 


to BNC female. Nickel body, 
gold pin, Delrin. 


me BNC Plus 
50-239 


to UHF female. Nickel body, 
Teflon® dielectric. 


Ege eo 1: 402-346-4750 ORDERS: 
- Info/Tech /Intnl: ‘402-346- oem 


5 BNC. Jack | 


Teflon® dielectric. 


the quality you expect whether ei nickel, silver or a at a 


Nickel body, Delrin. 


4 
% 
x 
fi | 
f ot 
q.3 .) + £ 4 
6 Mics ih IC aa 


Teflon® dielectric, gold. 


Each 104+ Each 10+ Each en Each 10+ Each sh an 
$4.50 $3.95 $5.50 $4.95 $9 $8.25 Sa.70 $3.30 $10 99.25 i 
(CRF)ABMUF-S BNC ar 4 
(CRF)ABFNM Nmale to | male to UHF female. Silver C Plug i: pe SMA Jack 
BNC female. Silver body, | pody, Teflon®. to _ to 
ld pin, Teflon®. _ 
Be Boch 04 MankkZ 80 aos) <86-50,) eee BNC Jack F Plug BNC Jack 
$8.75 $8 (CRF)ABFCM C male to| (CRF)AFMRF - F male to|(CRF)ABFSF SMA fe- 
: BNC Jack BNC female. Silver body, RCA female. Nickel body, | male to BNC female. Nickel 
to Teflon® dielectric. UG-636 | Delrin. body, Teflon® dielectric. 
BNC P| PL-259 © Each 5+ Each 10+ Each 5+ 
Ug | | 
to \(CRF)ABFUM ___ BNC fe- $9.75 $9 $3:75 $3.30 $10 $9.25 
N Jack | male to UHF male. Silver 
(CRF)ABMNF _ N female! body, Delrin. 
to BNC male. Nickel body, | Each 10+ goa SMa 
Delrin. $5.50 $4.95 ‘ 
Each 10+ os " F Jack TNC Jack 
$5. 50 SA. 95 BNC J lal (CRF)ABMCF _ C female | (CRF)AFFRF_ F female to | (CRF)ASMTF Amphenol 
Sc teagan —_ ACK | to BNC male. Silver body, | RCA female. Nickel body, antes ei, Wee 
CRF)ABFNM-T  N femal 4 | Teflon® dielectric. Delrin. ema ee 80 ody, 
‘s ane Lia od 1 fea «f 50.239 | Each 5+ Each 10+ Teflon® dielectric. 
less body, gold pin, Teflon®. (CRF)ABFUF BNC female | $8.75 $8 $3.75 $3.30 res en 
Each 10+ | toUHF female. Nickel body, 
$8.25 au 75 Delrin. | 
ue Each 10+ 
4.50 3.95 
BNC Plight + oar Pico 
to (CRF)ABMRF BNC male | yack tO =" 
N Plug 6) FJack — toRCAfemale. Nickel body, Coaxial Video Ces i PRONG 
(CRF)ABMNM_ N male to ™ to Delrin. (CRF)ABFWEM _ Western < ae : 
BNC male. Silver body, BNC Male. Each 10+ | Electric coaxial video plu erste ee Seales 
: (CRF)ABMFF BNC male | plug | body, Teflon®. $15 
gold pin, Teflon®. $19 | ( Pee forall $4.50 $3.95 to BNC female. Avery high 
Del yy | | quality adapter to convert 
e us ; ‘ ~ BNC Jack Patch bay to BNC. Gold PL-259 
$4.50 $3. ae 7 to | plated, Teflon® dielectric. to 
a RCA Plug _— Each 5+ SMA Jack 
(CRF)UGS59B HN female | . BNC "eee, (CRF)ABFRM BNC fe-|___—9 #2 $11 | (CRF)ASFUM _ SMA fe- 
to BNC male, right angle. | * to male to RCA male. Nickel | BNC Jack. male to UHF male. Nickel 
Silver body, Teflon®. HN PI | body, Delrin. aCK | body, Teflon® dielectric. 
Each 54 UG | Each 10+ to Each 54 
$19 $17—| (CRFJABFHNM-N) ~HIN| 5 $4.50 $3195 S-70 Jack = $12 $11 
slg Pict esimaedto BNO females i (CRF)033-0125-0001 Micro 
Nickel/sil, plastic dielectric. | dot S-70 series 70 ohm bulk- 
BNC P| Bach 5a ‘head adapter. Silver, Teflon® $30 BNC Plug 
$9 $8 ae ee eetB to 
eee reg S-50 Jack 
CRF)ABMHNF _ HN fe- | (CRF)/ABFHNM HNmale BNC Male to S. =f ais (CRF)29JP175-1  Microdot 
male to BNC male,straight. | to BNC female. Silver body, Banana S-50 series 50 ohm bulkhead 
Silver body, Teflon®. Teflon® dielectric. | (CRF)1270 PomonaBNC Micro | @dapter. Silver, Teflon® 


5+ 
$15 


Each 


$16 


Each 
$12 


5+ 
$11 


' male to Double Banana 
' male. $5.50 ea 


5+ $5 


(CRF)033-0101-0001 
dot S-50 series 50 ohm bulk- 
head adapter. Silver, Teflon® $24 


Each 
$30 


5+ 
$27 


a ae 


the exo art. 
ody. G coroned! 


eT 


) be aa 4 cate 

or ering ‘nickel, silver or gold bo 

ge, TNC Plug to! 
N 


(CRF)ANMTM N male to LC Jone 

os aa. Hh HN tare Tah cn to C female. Silver body, | TNC male. Stainless body, to N Jack 
s Teflon®) Silver body, Teflon® diele. | Teflon® dielectric. UG-702 | Teflon® dielectric. OSI 0 ac 
n. $25} Each St, Each 5+ Each 5+ (CRF)UG-271 LC female 


$18 $16.50 $17 $15.50 $17 $15.50 to N female panel mount. 
! Silver by : 
~UHF Jack _HN Jack a : 
to to $65 $60 
N Plug C Plug 


: PMs Plug (CRF)ANMUF-S_ N male| (CRF)ACMHNF _ HN fe- (CRF)ANFTM N female to 
to UHF female(SO-239). | male to C male. Silver body, | TNC male. Nickel body, 
N Silver body, Teflon® diele. | Teflon® dielectric. UG-703 | Delrin dielectric, gold. 

q (CRF)ANFSM SMAmale| — Each 5+ Each 5+ Each 5+ 


P toy as Nickel poe $15 $13.50 $20 $18 $9 $8 LC Plug 0 N eae 

_ Teflon® dielectric, gold. ren 
‘ Bam 5+ (CRF)ANMUF N male to N a NN Jack IPRPIUG- 1166 ; Ueepa 
g 10 $9.25 UHF  female(SO-239). O , 
eee =. Nickel body, plastic dielect: ”C ray N Jack Teflon” dielectric. | $100 
Each 10+ (CRF)ACFNM C female to (CRF)ANFTF N female to | Lc Plug to HN Jack 


$5.50 $4.95 N male. Silver body, | TNC female. Nickel body, | \(CRF)UG-252 HN female 

| Teflon® dielectric. UG-564 — Delrin dielectric, gold. to We mate silver body 

y, UHF Plug Each S+ Each S+ 'Teflon® atactnt $1 10 
to $16 $14.50 — $9 $8 | an. 

N Jack | | 


(CRF)ANFSMB MaCom 
SMA male to N female 
panel mount. Stainless! (CRF)ANFUM-A N female 


TNC Jack 


body, Teflon® dielectric. | to UHF male(PL-259). Amp- to 
Each 5+ | henol, nickel, Teflon® diel. “= N Jack CO A Jack 
$25 $22 each 5+ (CRF)ACMNF _ N female ac ; 
$10 vedi to C male. Silver body, | (CRF)ANFTFB N female to. : 


nn Teflon® dielectric. UG-565 | TNC female, bulkhead. Sil- LC Jack to HN Jack 
SMA Plug (CRF)ANFUM N hale Each 5+ ver body, Teflon® dielectric (CRFIUC. 259 HN female 


Pen to to UHF male(PL-259). $20 $18.50 | Each 5+ 
— N Plug Nickel, plastic dielectric. | s ie papa gets 
L C Jack to : |. $11 yi srs $9 _| Silver body. 
(CRF)901-292 Amphenol) Fac 10+ oy Each 3+ 
SMA male to N male. $5.50 $4.95 $65 $60 


Nickel body, Teflon® di- 
electric, gold. 


PL- 259 | 


Each 5 
$22 $20 TNC Pluq) to UHF male. Silver body, | TNC taslbeNickel bod : 
‘(CRFIASFTM SMA female | Teflon® dielectric. $24 eee ga en | LO Jae 


| Teflon® dielectric, gold. to HN like 


oo * High Voltage Peek 
i (CRF)11429 Gremar HN 

-|family of high voltage fe- 
male to LC female, panel 
mount. Silver body. 
‘Teflon’ dielectric. $100 


Motorola > 


to TNC male. Nickel body, | 
| Teflon® dielectric, gold. $10 


p- SMA Jack 


(CRF)1209-3-15MAS) | to 
GOLD plated KINGS SMA (CRF)ACFUM  C female to 


male to N male. Teflon® " N Plug UHF male. Silver , Teflon® 
jana ae “oy (CRF)ANMSF SMA female dielectric. UG-637 $20 Motorola 


3 1 Ces ee to N male. Nickel body, | Jack to UHF Male 
SMC cyogo.N Glug Teflon® dielectric, gold. $14 F Jack my or RCA 
_(CRF)AMFUM Motorola ™ to UHF 


(CRE)50-073-6700 (GOLD | rrr : 
plated Sealectro SMC fe-| (CRF)ANMSF-S_ SMA fe-) N Plug | female to PL-259, Nickel. (CRF\AMMUF Motorola 
male plug to N male. Tef-| male to N male. Silver body, | (CRF)AFFNM_ F female to | Each 10+ or RCA male to SO-239. 


lon® dielectric, gold. $40  Teflon® die., gold. $25 | Nmale. Nickel , Teflon® $7 $5 $4.50 Each $5 


Surplus Sales — 


SMA 


STRAIGHT 


PLUG 
(CRF)SM-174 SMA male plug, 
clamp. Fits RG-174, 188. Teflon® 
dielectric, nickel body, gold pin. 
$5.50 Each $5 (10+) 


(CRF)50-607-3188 As above but 
all gold, Sealectro. $7.50 Each 


SMA 


Semi-Rigid 


2b: 


? 
RG-405 
(CRF)2001-5032-00 SMA (OSM) 
male plug, fits RG-405(.085”). 
Teflon® dielectric, gold body. 


55 woe 


Info/Tech. /Intni: 402-346- A750 


© Gi, SMA _ 


Bulkhead Jack 


(CRF)SMAJ4 SMA female jack. 
Hole mount, extra long 11/16” 
body. Teflon®, stainless body, 
gold post. Sealectro 050-643-0639-890 
Each 6-24 25+ 


$5 $4.75 $4.45 | 


SMA 


Panel Jack 

(CRF)SMAJS SMA female jack. 
Hole mount, extra long 11/16” 
body. Teflon® diele, stainless 
body, gold solder post. Auto- 


™ hes 


SMA) 


a STRAIGHT 


Jack 
(CRF)SF-59C SMA male plug, 
clamp. Fits RG-59 or 58. Teflon® 


ORDERS: 800- 244-4567 


oe ee . pnts = 
(CRF)SMA90 SMArightangle — 
adapter, male / female. Teflon? 


dielectric, nickel body, gold pin. woe ae body, ee a ; 
Each 6-24 25+... : ey eae ; 3 
$5.50 $5.20 $5 5 «$6. 5 z 
Semi-Rigid Bulkhead 


“RG-402 
(CRF)2006-7941-00 SMA (OSM) 
panel jack, fits RG-402(.141”). 
Teflon® dielectric, gold body. 


Double Female — 


(CRF)SMABF SMA double female 
bulkhead, 1/4” hole mount. 
Teflon® dielectric, nickel, gold pin. 

$11 (6+) 


matic SL333-2704-126. 


$5. 50 Each 


(CRF)2001- 5031- 00 ‘SMA (OSM) 

male plug, fits RG-402(.141”). 

Teflon® dielectric, gold body. 
$5.50 Each $5 (10+) 


SMA 


| tric, gold body. OSI. 


SMA 


Circuit Bd Jack 
(CRF)2058-3450-00 SMA jack 
for circuit board. Reinforcement 
ring for under. Teflon® dielec- 


a aS Each 6-24 25+ 
| SemiRigid | |. sgqalbnga 7st) 54.50 
(CRF)2001-5443-02 Low Pro- 
file SMA(OSM) male plug, fits 
RG-405(.085”) & RG-402(.141”). | SM A 
Teflon® dielectric, stainless body. 
Sas re : 2 Hole Jack 
$6 $5.50 (CRF)SMAJ2 SMA jack for 
-- + panel mounting. Teflon® dielec- 
tric, gold body. Solder cup. 
Ss MA Each 6-24 25+ 
WORK a8) 5( 02 )2-00 es ae emer {2 . ic a0 
 dasleds ial pat tic i(9) ¢ panelioumting: Teflon® die., 

Tach O+ _ stainless body. Solder cup. 

36 $5.50 Each 6-24 25+ 
(CRF)SM-59C SMA male crimp | $4 $3.75 ($3.50 — 
plug, fits RG-59, 62, etc. Teflon®, | 
nickel body. $5.25 Each | SMA 
(CRF)M39012/ 55-3026 SMA 2 Hole Jack 


male crimp plug, fits RG-174, 
188, etc. Teflon®, stainless body. 


Each 6+ 
$5.25 $4.90 
(CRF)50-622-9188-310 SMA| 
male crimp plug, fits RG-174, | 
188,etc. Teflon®, gold body. $5.75 
SMA Plug 
¢ ht angle 
RF)SM-195C rig SMA male 
plug, fits RG-195(.15”). Teflon 


sold body. 055-628-9875-310 $7 


$5 7 


$9 Each $8 (6+) $12 Each 
te Bulkhead 
, Jack 


(CRF)50-627-5926-31 SMA fe- 

male jack, crimp, hole mount. 

Fits RG-174, 188. Teflon® dielec- 

tric, all gold. M39012/59-3026. 
$8 Each $7 (6+) 


(CRF)50-610-3188-310 CLAMP 
SMA, otherwise as above. $8 Ea 


SMA 


Double Female 
(CRF)2080-0000-00 SMA double 
female inline bullet. Teflon® dielec- 
tric & all gold. Omni Spectra 

$7 Each $6 (6+) 


SMA 


Right Angle a 
4 Hole Jack iavl ys 
(CRF)5450SF — Low profile ra- 
dius SMA jack for panel mount- 
ing. Extended 11/16” terminal. 4 
hole flange. Teflon® dielectric, 
stainless body. OS 
Each 3-9 
$7 $6.50 


10+ 
$6 


SMA 


Double Male 
(CRF)SMADM SMA double male 
inline bullet. Teflon® dielectric, 
nickel body, gold pin. 
$11 Each $10 (6+) 


(CRF)SMAJ2L SMA jack for 
panel mounting. 2 hole flange. 
5/8” extended female terminal. 
Teflon® dielectric, stainless body. | 


Each 6-24 25+ 
AS) $4.50 $4 
Right Angle Jack 


(CRF)SMAJ6 SMA jack for right 
angle PC mnt. Teflon® dielectric, | 
gold body. $7 | 


| (CRF)50-647-4504-31 


SMA 


_!1/32"Right Angle 

4 Hole Jack 
Right 
angle SMA jack for panel 
mounting. 4 hole flange. Teflon® 


SMA 


(CRF)SMAT ‘SMA tee (female - 
male - female) Teflon® dielectric, 
nickel body, gold pin. 

$11 Each $10 (6+) 


SMA 


(CRF)C42334A Siemens SMA 
adapter port. SMA female x 3/8” 
dia. quick connect male, stainless 
body, Teflon®. 


| (CRF)SF2950-6593 SMA panel 


mount jack. 4 hole flange. 

Teflon® dielectric, stainless body. 
Each 3-9 10-24 +25 
$7 $6.50 S6'$5:25 


| dielectric, gold body. Sealectro. $2 Each $1.75(10+) 
Each 3-9 10+ z ie . 
$8 $7.50 S7, ee? S M A 
4 Hole Plug 
4 Hole Jack (CRF)2051-5326-02 SMA plug 


for panel mounting. Extended 1” 

terminal. 4 hole flange. Teflon® 

dielectric, stainless body. OS 
Each 3-9 10+ 
$9 $8.50 $8 


Tw 2GHz 
3B 


pda} 

ts 6 dB 
v vi -(RP)204-7DB 7 dB 
 (RF)294-8DB = 8 dB 

- (RF)294-9DB 9 dB 


* (RR)294. -10DB 10 dB 
$14 Each $13 (6+) 


SMA 


BE oUSe Shorted Cap 
acme -5092-00 DC-18 GHz 
SMA cap, internally shorted. All 


oo 


141” 
semi-rigid jumpers | 
(WRF)SMAJMP3 SMA 3” long 
hardline extension. Male - female 
connectors. Gold. Shipped w/ caps. 
Each 6-24 25+ 
$5 $4.50 $4 


SMA 


50Q Termination 


(RF)2001-4134-00 DC-18 GHz 
SMA 50Q termination, 1/2w. All 
gold plated. May sub 2001-6113-00. 


Sian 


e- mail: i: grinnell@surplussales, com 
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SMA 


Heliax Cables 


(WRF)223028-25 Andrew FSJ1- 


50 25’ Heliax cable includes 2-SMA 
plugs, 50 ohm. Handles 43watts @ 
19 GHz, 5kw @ 2 MHz. This su- 
per flexible cable turns 1” radius! 
$79 Each $75 (3+) 


i: Seeds Saat 


— goldplated. $9ea 10+ $8 $14 Each $13 (6+) 
| - | | 
a , SMA Semi-Rigid 
, TAB & 2 AB nena: RG-402. .141” 50 


Stack ‘em up 


SMA 


¥% (WRF)SMAJUMP 


Bulkhead 
Feedthru 


(CRF)33-0053-0001 S-50, 50Q 
MICRODOT, double female bulk- 
head feedthru (3/8” hole). $15 


(CRF)33-0055-27 S-93, 930 
MICRODOT, double female bulk- 
head feedthru (3/8” hole). $15 
(CRF)53-0340-0001 S-93 to S50 
double female reducing bulkhead 


Gold Plated 
Attenuators 3w 10GHz 
(RF)A53-1 1dB 
(RF)A53-2 2 dB 
Each 6-24 25+ 
$5.95 $5.00 $4.00 
| Attenuator 


6&30dB 2w 12.4GHz 
(RF)M3933/14-13S 30dB MaCom 
or equiv. Stainless body. $30 


(RF)26754-6 6dB NARDA or 
equiv. Stainless body. $27 


~~ ee “ae 04" ae eee. emo, - 
. . ae <a + ys 


iy tere 
Ae 
MICRODOT 


50Q & 93Q Connectors 


Straight Plug® 


(CRF)32-21-2165 MICRODOT 

S-50, 50Q, male plug for .088” 

(max.) cable. Solderless, 1 bushing. 
Each 6-24 25+ 
$5 $4.50 $4 


(CRF)32-23 MICRODOT S-50, 
50Q, male plug for .088” (max.) 
cable like RG-188. 

$7 Each $6.25 (5+) 


(CRF)32-0011-0001-127 S-93, 
93Q MICRODOT, male plug for 
.132” (max.) cable. Solderless. 

$6 Each ok (5+) 


cove se2c: eonoscorny encemoaneeSonetaEY soscgpo 


(CRF)32- 0017-0 0001 S-93, 93Q 


5 feedthru. MICRODOT, 3/8” | MICRODOT, standard male 
® § SMAS-LV2" total len- | pole. $20 | plug for .132” (max.) cable. 
“ec” Sth .141” hardline ex- wes jae ci $7 Each $6.25 (5+) 
tension. Male - female connectors. 
Gold. Will reform shape. 3 
Each Jo 622d Oe 954 : TEE Module aR setae 
$5 $4.50 $4 ; | ight Angle 
(CRF)33-4400-1110 S-93, 93Q, | Plug 
i : MICRODOT 3 female port Tee. | (CRF)32-0015-0001 $-50, 50Q 
a ee 2 $10 Each $9 (5+) 'MICRODOT, right angle plug 
9 SMA Hyde -Rigid —— | for .088” (max.) cable like RG-188. 
. Each 6-24 25+ 
RG-405 50Q Right Angle $5 $4. 50 $4 
(WRF)81-3100 SMA plug each : Module . 
end, 13” long, RG-405, .085” is | 
(CRF)33-44-M1-D2 S-93, 93Q, | (CRF)32 -(( 014- 0001 ‘S. 93 930 


semi-rigid. Can be reshaped. 


$25 Each $22 (3+) 


} Extension 
OdB 2w 12.4GHz 
(RF)ASI5BS 1” long body, SMA 
male by female, dummy attenua- 
tor. Stainless body. 
Each 6-24 

$6 $5.50 


25+ 
$5 


SMA Semi-Rigid 
RG-402 .141” 50Q 
(WRF)137443 SMA 2-1/2” total 
length .141” hardline jumper. 
Each end right angle SMA male. 

Gold. Will reform shape. 
$12 Each $11 (3+) 


(CRF)55-038-0000 Seal- 
GP ectro RG-174 crimp 
*~. cable termination for 


(WRF)SMAJMP2W3 SMA 6” one 
hardline extension. Male - bulk- 
head female connectors. Gold. 


$19 Each $18 (3+) 


printed circuit board. $2 Each 
® Sub-Minax 
(CRF)27-21 TAN 


Amphenol bulkhead receptacle, 
gold plated. $7 Each $6.50 (5+) 


& CRF) 1245-279 
cy, TRW Nuline 2 lug bayo- 
net female panel jack, retainer 
ring, gold plated, .286” diameter. 
Teflon® dielectric, glass seal. $5 


| 


—————— 


MICRODOT male/female 90° 


| right angle module. 


$9 Each 88 (5+) 
(CRF)33- 42. at D2 S. 50, 509, 
MICRODOT male/female 90° 
right angle module. 
$105 Fors ae a 
(CRF)33- 44-A1-Bl] §S-93, 93Q, 
MICRODOT 


| 90° right angle module. 


$10 Each $9 (5+) 


PC Mount Jack 


(CRF)31-0059-0001 S-50, 50Q 


| MICRODOT, PC munt jack. $10 


(CRF)S701 
mount jack. (10/32 thread) 


female / female | 


S7071700, PO? 
$4 


| (CRF)31- 0067- 0001 S. 93. 930 
| MICRODOT, PC mnt jack. $8 


MICRODOT, right angle plug 


| for .132” (max.) cable. 


Each 
$5 


6-24 
$4.50 


25+ 
$4 


Bulkhead Jack 
Hole Mount 
(CRF)31-0050-0001 S-50, 50Q 


| MICRODOT, hole mount jack. 


Each 6-24 25+ 
OK S4. 50 $4 
| (CRF)31-0052-0001 S-93, 93Q, 


| MICRODOT hole mount jack. 
| Each 
$5 


25+ 
$4 


6-24 
$4.50 


x se = on 


Double Female 


(CRF)33-36-66 MICRODOT 
| §-93, 93Q, double female barrel. 
Each 6-24 25+ 
$4.50 $4.20 $3.80 


St hes 2 roe © PePan ee Le 


* 22 Surplus Sales 


Tainan 


Series 70 


(CRF)PL75-13 70 Series 
Trompeter Concentric Twinax 
male connector for up to 1/2” dia 
Triax cable. “Wrench Crimp” or 
clamp. 3 lug locking bayonet. 


bs) oe 
; ‘InforTech /Intnl: 402-346- 4750 
_ TROMPETER Concentric Triax /Twinax 


A ee Fane 


Twinax 


Series 70 


(CRF)BJ72 70 Series Trompeter 
Concentric Twinax female bulk- 
head panel connector with iso- 
lated chassis. Solder terminals. 
3 lug locking bayonet. Mounts 
in 5/8” hole. 


$15 Each $14 (5+) $10 Each $9 (5+) 
Twinax Twinax 
Series 70 


Series 150/3150 


(CRF)PL75-9 150/3150 Series 
Trompeter Concentric Twinax 
male connector for 7/32” dia 
Twinax cable. “Wrench Crimp” or 
clamp.3 lugs on locking bayonet. 
$15 Each $14 (5+) 


a 


(CRF)BJ77 70 Series Trompeter 
Concentric Twinax female bulk- 
head panel connector. Solder ter- 
minals. 3 lug locking bayonet. 
Mounts in 13/32” hole. 

$7 Each $6.25 (5+) 


(CRF)PL76 Trompeter all GOLD 
plated Concentric Twinax male 
connector for 1/4” dia. Twinax 
cable. “Wrench Crimp” or clamp. 
3 lugs on locking bayonet. $35 


Twinax 
rompeter GOLD | 


(CRF)BJ101 

Trompeter Concen- 
tric Triax female 
bulkhead panel connector. Con- 


_ ductors are 2 inner rings, center 


pin and outer (.535” dia.) Solder 


Mounts in 5/8” hole. 
$15 Each $14 (3+) 


+ ten ar oe 
ORDERS: 800-244-4567 


Nad eek 


- Triax 
- Bendix Series 
(CRF)34178-1 Bendix concen- 
tric triaxial male connector for 


1/8” dia cable. Locking collar is 


same as TNC connector . 
$18 Each $16 (3+) 


Triax 


Bendix Series 
(CRF)47JR107-2 Specialty con- 
centric triaxial female for bulk- 
head hole mount. TNC thread 
mates with 34178-1 above. 

$15 Each $14 (3+) 


Twinax 
Kings 
(CRF)1964- 1-9 Kings Concen- 
tric Twinax female bulkhead 
panel connector. Solder termi- 
nals. 2 lug locking bayonet. 


| Mounts in 3/8” hole. 
terminals. 2 lug locking bayonet. | 


$7 Each $6.25 (5+) 


gage 


nt 


body straight plug. | 
stant impedance, pheno! 
lation, silver plated. © 

$12 Each 


ae 


$1 


(CRF)UGI96 2 pin UHF 

style TEE. Non-constantimped- 

ance, plastic insulation, silver: 
$12 Each $10 (3+) 


Twin 


(CRF)UG104 2 pin UHF style 
Right angle. Non-constant im- 
pedance, plastic insul., silver. 


$11 Each $9 (3+) 


GS Series 150/3150 


(CRF)PL155-47 150/3150 Series 
Trompeter Concentric Twinax 
male connector for 1/4” dia 
Twinax cable. “Wrench Crimp” or 
clamp.3 lugs on locking bayonet. 


$8 Each $7 (5+) 
Twinax 

Series 70 

(CRF)BJ79-9 70 ~=Series 


Trompeter Concentric Twinax 
female connector for 1/4” dia 
Twinax cable. Bulkhead hole 
mount. “Wrench Crimp” or 


clamp.3 lugs on locking bayonet. ~~~ 


912 Each 


(CRF)BJ79-7 70 ~Series 
Trompeter Concentric Twinax 
female connector for 1/4” dia 
Triax cable. Bulkhead hole 
mount. “Wrench Crimp” or 
clamp.3 lugs on locking bayonet. 


$12 Each $11 (5+) 


$11 (5+) 


Twinax 


Twinax 


Bulkhead 
(CRF)BJ78 70 Series Trompeter 
Concentric Twinax double fe- 
male bulkhead panel connector. 
Mounts in 1/2” hole. 


Double Female 


Twinax 
” ISOLATED 
Bulkhead 
(CRF)BJ73 70 Series Trompeter 
Concentric Twinax isolated 
ground double female bulkhead 
panel connector similar to BJ78 
shown above. Requires 5/8” hole. 


Twin 
Barrel 


(CRF)UG105 2 pin UHF style 
Double female barrel. Non-con- 
stant impedance, plastic insula- 
tion, silver plated. 
$11 Each 


$9 (3+) 


a (CRF)31-223 2 pin 
Amphenol twin BNC 
style jack. 2 lug bayo- 


$15 Each $14 (5+) $15 Each $14 (5+) net, silver plated. Used $5 
p Twinax | a ihg Twin 
Double Female 8 tiie Bayonet 


Bulkhead 
(CRF)J72 Trompeter Concen- 
tric Twinax double female bulk- 
head panel connector, 3 lug 
bayonet one end, quick connect 
slide on version opposite end. 


$15 Each oe: PH 


Twinax 
Series 150/3150 


(CRF)BJ159-47 150/3150 Series 
Trompeter Concentric Twinax 
female connector for 7/32” dia 
Twinax cable. “Wrench Crimp” or 
clamp.3 lugs on locking bayonet. 


$8 Each $7 (5+) 


(CRF)23JR108-1 3 lug bayonet 

style coaxial jack. .295” OD. Fits 

5/16” hale. Specialty Connector. 
$5 Each $4 (5+) 


Twin 
90 


(CRF)4775 2 pin locking 
right angle adapter. Keyed @ 90°. 
Plastic insulation, silver plated. 
UG-981 

$15 Each 


$14 (3+) 


Jack 


(CRFIUGA22 2 pin locking panel 
receptacle. Keyed @ 90°. Non- 
constant impedance, plastic in- 
sulation, silver plated. 


$8 Each $7 (3+) 


Twin 
Plug 


(CRF)22275 Straight plug, 2 pin 
locking, for 1/4” Twinax cable. 
Keyed @ 90°. Plastic insulation, 
silver plated. UG-981 

$15 Each $14 (3+) 


Te. = ee - Ps i <* ye 


‘Reagan aiedh, ea A Male GAR PR te Ae cere een A, la Se Sa aie Re A oa ahs 


“www. surplussales. com - Fax: 402-346- 2939 - 23 


, SMC 


~ Screw On 


stre hig gold plated, clamp 
typefor RG-174, RG-316, etc. 
VER 10,000pcs in stock. 

Each 6-24 
ey 2 23 _ $2.50 


25+ 
$2.25 


"miniature straight plug, gold 
_ plated, clamp type for RG-178. 
$7 Each $6.50 (5+) 


Screw On 


Crimp 
~ (CRF)50-024-0000 Sealectro 


_ subminiature straight plug, 


gold plated, crimp type for RG- 
174, RG-188, RG-316 etc. 


SMC 


6 Screw On 
(CRF)KMV-11 | Subminiature 
right angle jack, gold plated, hole 
mount. OVER 10,000pcs in 


stock. Mates with UG-1465. 


25+ 
$2.25 


~ Each 
$2.95 


6-24 
$2.50 


Screw On 


(CRF)50-027-0000 — Sealectro 
subminiature bulkhead jack, 
gold plated, crimp, RG-174, RG- 
316, RG-188. Mates with UG-1465. 
$7 Each $6.50 (5+) 


(CRF)50-010-0000 CLAMP 
SMC, otherwise as above. $8 Ea 


p__ Clamp 


SMC 


i 


e- mail: grinnell@surplussales. com 


SMB 


Snap On 

(CRF)32JR118-1 Subminiature 
right angle jack, gold plated, hole 
mount. $5 Each $4.50 (5+) 


SMB 


Snap On 


(CRF)51-010-9702-220  Sub- 
miniature straight jack, gold 
plated, clamp type for 2 sizes 
coax, RG-174, RG-316, etc or 
smaller RG-178. Can sub51-010- 
0000-220 with standard clamp nut. 
$7 Each $6.50 (5+) 


orl OSSM 


— SMA or SSMA 
(CRF)1032-5002-00 Subminia- 


ture straight jack fits RG-174, 
RG-316, etc., gold plated. 


‘$6 Fe 9. 50 (5+) 


4% OSSM 


(CRF)1068-1322-00 Subminia- 
ture right angle panel jack, gold 
plated. $18 

$5 Each 


$4.50 (5+) 


Crimp 


(CRF)51-024-3875-220 


SIMB 


Sea- 


OSSM 


#9 085” Semi-Rigid 


| (CRF)1006-7985-00 Subminia- 
Snap On | 


ture flange mount cable jack for 
| .085” semi-rigid coax. Teflon® 
| dielectric, gold plated. 

$5 Each $4.50 (5+) 


Lepra/Con 


| (CRF)141-0004-0001 PC mount 
_MICRODOT ultra miniature 


_ screw on jack for RG-178. 


jack. $4 


Lepra/Con 
Crim 
(CRF)141-0014-0001 Straight 
MICRODOT ultra miniature 
$6 


| slide on jack for RG-178. 


$7 Each $6.50 (5+) Screw On _siectro. straight plug, gold | 
(CRF)50-311-7502  Subminia- | plated, crimp type for RG-174, | 
ture right angle plug, gold | RG-316, RG-188, etc. 
Clamp a SLB plated, clamp type for RG-174, $6 Each $5.25 (5+) 
Re Slide On RG-316, RG-188 etc. 
* . $7 Each $6.50 (5+ 
(CRF)52-009-0049  Sealectro - ren —_ SMB 
straight plug, gold plated, clamp a * 
type for RG-174, 188, 316. SMC damp Snap On 
$9 Each $8 (5+) | | 4 ! 
| ; Screw On | (CRF)51-311-3850 — Sealectro | 
| (CRF)50- 053-0000 Sealectro | right angle plug, gold plated, 
SLB | right angle printed circuit bd clamp type for RG-174, RG-316, 
| mountjack, gold plated. $7 Each | RG-188, etc. $7 Each 
Slide On | 
(CRF)S -054-0000 — Sealectro | £e Cari 
right angle plug, PCB mount | ‘ be SMC | SMB 
subminiature, gold plated. Also | 23" Screw On Snap On 
Sealectro 52-354-2700. 
ealectro (CRF)50- 047-0000 Sealectro (CRF)51-307-6704  Sealectro 
$7 Each $6 (5+) right angle bulkhead hole mount 
mile cold plated: $825: Each: || straight plug, gold plated, clamp 
ee BOG Dialelas 9s type for RG-174, RG-316, RG- 
S LB 188, etc. 
$6 Each $5.25 (5+) 
Slide On SMC 
(CRF)33JR147-1 Specialty Screw On SMB 
straight jack PCB mount sub- | (CRF)UG-1619 Subminiature 
miniature, gold plated. Sealectro straight bulkhead jack, gold ; Snap On 
52-051-0000 may also be supplied. plated, solder cup | ramp a ‘ 
, (CRF)51-053-0000 Sealectro 
$4 Each $3.50 (5+) $5 Each $5.50 (5+) sepia 
gold plated. 
Clamp. SLB & SLB $7 Each $6.50 (5+) 
re Slide On O Gimp Slide On 2, SMB Snag On 
(CRF)52-312-9094  Sealectro | (CRF)52-030-3875 — Sealectro 


right angle jack, clamp for RG- 
174, 316 coax, gold plated. 
$7 Each $6 (5+) 


right angle jack, crimp for RG- 
174, 316 coax, gold plated. 
$7 Each $6 (5+) 


Lepra/Con 
Crimp 
(CRF)141-1001-0002 Straight 
MICRODOT ultra miniature 
$6 


Lepra/Con 
rimp 
(CRF)52-424-3196 Sealectro 
straight ultra miniature slide on 
plug for RG-178. $8 


right angle PCB mount jack, i - aire ae <s, pint al SA cca 


(CRF)51-043-0000 Subminia- 


| ture jack, gold plated, bulkhead 


$6 Each 


hole mount. 


Omni / 
Spectra 


(CRF )4538- 5004-02 Omni 
Spectra right angle jack, crimp 
for RG-174, 316 coax, stainless 


steel body, flange mount, 


$7.Each $6 (5+) 


; RCS, 393, 213 
har “coax. shield hood flange mates to 


any UHF, Nor other with 3/4’cc | 


hole spacing. Silver plated. 


$5 Each $4.50 (5+) 


(CRF)UG-177 RG-58, 142, etc. 
coax shield hood flange mates to 
any UHF, N or other with 3/4”cc 
hole spacing. Nickel plated. 
6-24 
$1.80. 


Each 
$2 


25+ 
$1.65 


BNC 
to 


Coaxial Video Jack 
(CRF)J13W-75 Trompeters 75Q 
patch bay video “jack” to BNC 
jack panel adapter. Built in 75Q 
terminating resistor engages 
when video plug is removed. 


(CRF)JI3W-50 50Q version of 


etc. Silver plated. Automatic. 
$6 “Each $5. 50 (5+) 


(CRF)RF- 0721-25 Automatic. 


Connector. Straight plug, 2 lug 
bayonet, for RG-174, 188, BELG. 
Silver plated. 


$5 Each $4.50 (5+) 


MB 


cane Angle Plug 


(CRF)5904 TRU Right angle 
plug, 2 lug bayonet, for RG-174, 
188, etc. Silver plated. 

$6 Each $5.50 (5+) 


(CRF)RFK9722-68 Automatic 
right angle plug, 2 lug bayonet, 
for RG-58, etc. Silver plated. 


(CRF MBM Sia mine. 
2-lug ‘baypnen for RG-58, 141, | « 


same adapter above. - $6 Each $5.50 (5+) 
Each 6-24 25+ (| 
$2. $1.80 $1.65 pale Mi B 
TEE Tap 
> AM p (CRF)RF-( 02608-47S Automatic 
é Coaxial feed-thru TEE, 3 lug bayonet, for 


(CRF)225791.- 8 Straight plug, | 


5/32” coax. Cable feeds through 
& branches to plug. Silver plated. 


F)DM 743-5022 Cannon 
right angle male plug is used in 
D-Sub systems. Crimp style. All 
gold plated. RG-188, RG-316. 
$9 Each $8.25 (5+) 


(CRF)03004-02-801 Plessey 
right angle male plug is used in 
D-Sub systems. Crimp style. All 
gold plated. RG-178, etc. 

$8 Each $7 (5+) 


Right Angle / Jumper 
(WRF)517-615-051 Tektronix 


| RG-178 cable assembly 14” long 


has right angle male plug as pic- 
tured above oneachend. $19 


Ans Plug 


all gold plated, RG-58. $5) $8 Each $7.50 (5+) 
“an SMB . 
b | 
ED Camp Snap On" 2 pin Jack 
(CRF)51-810-9703-220 75Q 
(CRF)51-527 MICRODOT 


subminiature straight jack, gold | 
plated, clamp type for 75Q cable. | 


slide on 2 pin female jack. Hole 


D-Sub 
Angle Jack 
(CRF)DM53741-5042 Cannon 
right angle female jack is used 
in D-Sub systems. Crimp style. 
All gold plated. RG-178. $18 


 (CRF)50-807-3703 
~~ Sealectro female 

- plug, clamp style. All gold 
$8 


winks 6- 
long Sealectro jt ap 
straight and right 
(screw on UG- 1465), et 


RG-188 coax. 


Z Slide On 7 


(WRF)069-196- 0959- 000 ral 
long Sealectro jumper with right 
angle plug and PC mount termi- 
nation, gold plated, RG-188. 
$10 Each $9 (5+) — 


: ( Lepra/Con 


(WRF)426-5437-290 Cannon 49” 

RG-188 cable with one ultra min- 

iature screw on plug. Mates with 

141-0004-0001 on adajacent page. 
$14 Each $12 (5+) 


$9 Each $8.25 (5+) | ‘Mount, silver plated. $10 plated. 75Q coax. 
Cannon © Mini UHF | Lepra/Con 
Shell Assy > Plug sae WEY IAIF-18 
Bey aige Hore ee ULOR ee: | Cannon 18 ” RG-178 cable with one 


axial shell assy. DPXMA-RG-142/ | 
U, Size 9, Type MS3177. Bese 


(CRF)MUHFM © Straight plug, 
crimp, for RG-58. Nickel. 


style. All gold plated. Each 6-24 25+ 
$9 Each $8.25 (5+) $3 S250 aS 2t15 
Mini 
Jack 
UHF 
(CRF)902-5064 Amphenol}! (CRF)MUHFJ90 Right angle 
coaxial male plug. Crimp style. | jack, PC mount. 
All gold plated. | Each 6-24 25+ 
$8 Each $7 (5+) | $3 $2.50 $2.15 


5437-290 cable this page. 


ultra miniature screw on female 
bulkhead jack. Mates with 426- 
$10 


(WRF)069.1 178- 2928-000 18” 
long Sealectro jumper with right 
angle plug on one end, gold 
plated, RG-188. 


$11 Each $10 (5+) 


}Lepra/Con 


(WRF)140-0530-9014 10” long 
MICRODOT jumper w/ ultra 
miniature slide on bulkhead jack 
ononeend, RG-178. $8.50 


Straight / 
Plug 


(WRF)030-0181 401610- 1 > long 

MICRODOT S-50, 50Q, male 

one ended jumper with RG-178. 
Each 3-9 10+ 
$10 $9.25 $8.75 


SD eigen |, 
s, 6” total length, RG- 
- igid. Reshapable.$25 


NMSM. TA1-9 “Same ds'above 
but 8-1/2 pe length. | $29 


; (WRF)NMSM. IAL. 17. Same as Biove 
but 17” totallength. = = $37 
(WRF)SMD753965 “SMA male and 


gold N female bulkhead connectors, 
20” total length. RC-402 .141”. $48 


RG- 402 
(WRF)NM.141-6 N male plugs each 
end, 6-1/2” total length, RG-402, .141” 


141” 


semi-rigid. Can be reshaped. $32 


(WRF)NM.141-8 Same as above but 
3” + 5” legs = 8” totallength. $34 


r 


emi-rigid jump 
“SRPVEHEAIMES 


hardline extension. Male - female 
connectors. Gold. Shipped w/ caps. 
6-24 © 

$4.50 


25+ 
$4 


Each 
$5 


Heliax Cables 
(WRF)223028-25 Andrew FSJ1- 
50 25’ Heliax cable includes two 
SMA plugs, one factory attached, 
the field installable after cut to 
length. 50 ohm. Handles 43watts 
@ 19 GHz, 5kw @ 2 MHz. This 
super flexible cable turns 1” ra- 
dius! Just a few left. 


$79 Each $75 (3+) 


(WRF)8400-10 Same as above but 1” 
+ 9-1/2” + 3-1/4” + 1-1/2” + 2” +3/4” 
+1” legs = 15” totallength. $38 


11” straight .141” 
semi-rigid jumper with N male plugs 


(WRF)950871-2 


SMA 
50Q Cable 


(WRF)2659104 “SMA bulkhead jack 
+ right angle male plug, 12” long, RG- 


e- Ghai grinnell@surplussales, com > 


SMA 3” long | 


- 


Fax: 402-346- 2939 


e BNC oN. 
SMA / 40’ cable 


(WRF)CL2P-40 AQ’ length of 
high grade 50Q cable terminated 
on one end with SMA male con- 
nector. 150°C, 20 AWG center. 
$25 Each $20 3+ 


141” Semi-Rigid 


(WRF)114383-1 SMA male plug one 
end. Other end has female pin at- 
tached for connector. Great for CB 
attachment. About 2” long. $5 


~SMA 


Jumper 


(WRF)379-215-332 SMA right 
angle plugs, 32” long, 50Q, RG- 
142 style TFE coax. $35 Each 


SMA .141” Semi-Rigid 
(WRF)SMD795085-1 SMA male plug 
each end. Total of about 4” in a three 
turn plumbing job. Reshape it. $20 


500 


SMA 141" Seinil Rigid 


(WRF)441483 SMA right angle male 

plug each end. 1-1/2” + 3/4” + 13-1/2” 
+ 4” + 1-1/2” legs = total of about 21” 
in hardline. Not pictured. Don’t for- 
get the sharp turn 90° SMAs. $35 


SLB /BNC + RG-178 


SLB slide on 
right angle plug and BNC bulkhead 
jack connectors, 14” total length, RG- 


(COL)637-1525-003 


$29 Eac $27 (3+) 


178. 


Gore-Tex BNC male - BNC male - 120” Long 
(WRF)6011731-003 — Stainless / Gold BNC straight male each end, 120” 


$38 


(WRF)950871-3 13” straight .141” 
semi-rigid jumper with N male plugs 
each end. Can be reshaped. ' 


each end. Can be reshaped. 


N Male - Female 


RG-402 .141” 
(WRF)20524-61 N male + N female 


188 TFE coax patch cable. $19 | long, 50Q, 1/4” OD coax, Gore-tex TFE purple outer jacket. $30 
SMA /TNC BNC Cables 
RG-188 


3 500 


(WRF)5187965 SMA right angle plug 
and TNC bulkhead jack connectors, 
55” total length, RG-188. 


$22 Each $20 (3+) 


bulkhead. 4” + 6” + 2-1/2” +5” + 1-1/ 
2” = 19” total length. Reshapes. $39 


N 


Clamp Nut 


(CRF)NNUT Replacement clamp 
nut for RG-8, RG-213. Fits most 
any make of connector. 50¢ ea 


"® (WRF)5757833-2 
SMA terminated 24” long, .14” dia 
TFE coax patch cable. Price: call 


SMA [TNC 


.141” Semi-Rigid | 
(WRF)405934-1 SMA male plug and | 
TNC bulkhead jack connectors, 6” to- 


| (WRF)BNCM- 223. ] 


| (WRF)BN 


| end. 


$25 


tal length. Bends as shown. 


SMA 180° 
.141” Semi-Rigid 
(WRF)8500-16 SMA male plug each 
end. 3-3/4” + 2-3/4” + 3/4” legs. $20 


(WRF)175- 2337-0 02 aA to 
above with SMA male plug each end | 
but 1/2” + 1-3/8" + 3/4” legs. $12 | 


| (WRE)012-0366-00 


(WRF)BNCM-142-.5 NEW BNC patch cable 6” long. Straight BNC 
male each end. RG-142B/U, 50Q TFE, silver cable. ‘$10 ese $9(5+) 


F BNC patch cables 8” to 14” long, random. Clean, 
used, BNC male each end. RG-58 & RG- 223 $3 Each $2.50 (5+) 


| (WRF)BNCM90- 141- 19 NEW BNC patch cable 19” long. Right angle 


BNC male ends. RG-141A/U, 50Q TFE, silver cable. $12 Ea $10(5+) 


(WRF)CG- A09H/U NEW BNC patch cable 24” long. Straight BNC 
male each end. RG-58C/U, 50Q cable. $6 Each $5 (5+) 


CM- 293-2 BNC patch cables 18” ag 36” long, random. Clean, 
used, BNC male each end. RG-58 & RG-223 $3. 50 Each $3 (5+) 


(WRF)BNCM-6 52- 50 ) NEWBNC patch cable, 50” long. BNC male each 
__RG-62, 90O. 5995-985-8265 $5 Each $4 (5+) 


(WRF)BNCM- 62- X BNC path epics 18” to 40” long, random Clean, 
used, BNC male each end. RG-62, 900 $3. 50 Each $3 (5+) 


‘NEW BNC ‘patch cable 3’ long. Straight BNC 
$8 Each $7 (5+) 


male each end. Belden 826 2. 90Q. 


| (WRF)BNCM- 223- 24 NEW BNC bibles: 24 feet long. BNC male each 


end. —_ RG-223, 50Q cable. _ __$12Each $11 (5+) 
(WRF)COAX-5 9BNC22 BNC patch eihle 2 dong: Nev, BNC male 
eachend. ——_—RG-59,_75Q cable. $6Each — $5 (5+) 
(WRF)COAX- 59BNC3 0 BNC patch cable, < 30 long. New, BNC male 
each end. RG-59, 75Q cable. $7 Each $6 (5+) 
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Surplus Sales 


7/8” EIA 
to 1-5/8” Heliax 
(CRF)FLC158-50 Cablewave 


all brass connector, with hard- 
ware, but no air fitting. $99 


| 


7/8” EIA 


to 7/8” Smooth 
(CRF)EIA.78AL5 Commu- 
nication Dynamics 50FP78- 
EIA 50Q all brass connector, 
with hardware & air fitting. 
Fits smooth aluminum 
hardline w/ 1/4” center. $65 | 


7/8” EIA a 
to 1-7/8” Heliax 
(CRF)EIA.78HX DOW 3298 


silver plated body with hard- 
ware, no air fitting. Rubber seal 
for moisture repulsion. Fits spi- 
ral wound heliax with 1/4” [cen- 
ter to center] ribs, with 1/4” 


OD center conductor. $65 
$69 Each 


$63 (5+) 


7/8" EIA 


to 7/8” Heliax 

(CRF)EIA.78HXA Andrew 
33778 connector is similar to 
31476A with solid brass body 
hardware kit, no air fitting. Fits 
spiral wound FH5-50 and FHJ5- 
50 heliax with 1/4” [center to 
center] ribs. 


$89 Each $80 (5+) 


Directional Coupler 
(RF)460006 1-5/8” EJA Line 
Section with three port diode 
pick-ups for 55dB (incident), 
45dB (reflected) & 40dB (re- 
flected). Allbrass. $195 each 


Center Pin for 
L44W N Male 
(CRF)43265A Andrew Re- 
placement center pin for LDF4- 
50 1/2” Heliax. Gold plated. 

$4 Each $3 (5+) 


hardline (not spiral). di 
Each . ea or more a “a 
$25 Ae 


Type N male 
for concentric “ribbed” Cablewave 
hardline (not spiral). 


(CRF)FLC-78-50 


5 or more 


$25 


Each 


$29 


(CRF)1260A 

Andrew 7/8” EIA 
double male cou- 
pling with gas tap. 
Limited qty. $95 


7/8” EIA to 


7/8” Smooth Alum. | 
(CRF)EIA.78ALS — Dow 3022| 


50Q all silver plated brass con- | 
nector, with hardware, no air | 
fitting. Fits smooth aluminum | 
hardline w/ 1/4” center. $85 


7/8” Spiral Heliax 
(CRF)EIA.78HX5 = Communi- 
cation Dynamics 50FH78-EIA,| 
50Q, with hardware, no air fit- 
ting. Rubber seal for moisture 
repulsion. Fits spiral wound) 
Belay with 1/4”cc ribs, with] 

/4°OD center conductor. $145 


(CRF)EIA.78ALP Phelps Die ST td. | 
50EIA, 50Q, with hardware & air fitting. 

Fits smooth aluminum styrofoam filled} 
hardline, with 1/4”OD center conductor. | * 


7/8” EIAto _ 


7/8” EIA to 


7/8” Smooth Alum. 
(CRF)EIA.78AL8 Prodelin 
Spir-O-Lok 81-860 connector, 
aluminum body, hardware kit, 
air fitting. Fits smooth alumi- 
num hardline w/ 1/4” center. 


$65 Each $60 (5+) 


(CRFE)EIA.7 


body, hardware kit, no air 
fitting. Fits 7/8” smooth aluminum 


hardline with hollow center. 


$52 


gm (CRF) 1060 
“9 Andrew 7/8” EIA 
right angle elbow. 
Limited qty. $115 


(CRF)NM.78AL 
Taperlok ST78-50NM_ plug for 
7/8” Phelps aluminum hardline, 


Type N male 


air fitting. $49 


Flange 
Termination 


(COL)554-3255-003 
1-5/8” EIA flange termination $75 


ae va 
8AL 
Prodelin 


-NMale 
Prodelin 
Hardline 


(CRF)76-1625(2) Type N male 
Prodelin Spir-O-Lock aluminum 
| hardline. I.D. of nut is 1-13/16”, 
center cond. 5/8” O.D. $65 


7/8" Sp lice 


(CRF)SP.78AL Pe SL78- 
50S splice for 7/8” Phelps alumi- 
num hardline, no air fitting. $45 


1-5/8” 


All aluminum body 


7/8” EIA to 3/4 & 7/8" Aluminum 


Square to 


~(CRF)A1X3. Andrew 3-1/8” 
round flange to 1-5/8” square 
flange adapter. Used. $100 


General Radio to 
7/8” Smooth Alum. 


(CRF)EIA.78AL3 Dow 3032 
50Q all silver plated brass con- 
nector, with hardware, air fit- 
ting. Fits smooth aluminum 
hardline w/ 1/4” center. $95 


3-1/8” Inner Conductor 


" 
(CRF)ADSP Andrew 3-1/8” double 
male inner conductor splice. $20 


\ in many configurations. Ar- 
4, mor jacketed, low loss and a 
great solution for any rugged, 
_ high quality jumper cable req. 


oN male - N male - 16’ Long 


P2 726226192 N plug Mil-Spec cable assy, 16’ long, 50Q, 1/4” 
0 D Heliax w/ nylon outer jacket good up to 3 GHz. Has two straight, 


stainless N male connectors. $65 Each $60 (3+) 
puis ~Nmale - N male - 17” Long 

-(WRF)G3N01NO1 Stainless / Gold N male each end 17” long, 50Q, 
3 é, OD coax, TFE purple outer jacket. $25 


N male - N male - 33.5” Long 


(WRF)R2NO1NO1033 Stainless / Gold N male each end 33.5” long, 
—50Q, 5/16” OD, TFE purple outer jacket. 2kw. Usable to3 GHz. $39 


; (WRF)Z120A002-26 
_ angle) 12” long, 50Q, 


(WRF)Z120A0Q@2-02 


} Stainless / Gold TNC male each end (ne right 
8, 50Q, 1/4” OD coax, TFE purple outer jacke 


$25 


end (one right 
er jacket. $26 


(WRF)Z120A002-0 Stainless / Gold TNC male e 


angle) 30” long, 50, 


TNC male - TNC 90° male - 35.5” Long 
(WRF)Z120A002-23 Stainless / Gold TNC male each end (one right 
angle) 35.5” long, 50, vA” oD coax, , TRE purple outer Jacket. $30 


TNC male - TNC 90° male - 36” Long 


(WRF)Z120A002-11 Stainle male each end (one right 
angle) os long, 50Q, 3/8? a 


TNC 


(WRF)Z120A002-1 
angle) 45” ‘long, 902, 3 


TNC male : 0 Hibs Aq” Long 
(WRF)Z120A002-17 — Stainless / Gold TNC male each end (one right 
angle) 47” long, 50, 3/8” OD coax, flexible stainless armored outer jacket. $47 


TNC male - TNC 90° male - 53.5” Long 
(WRF)Z120A002-16 Stainless / Gold TNC male each end (one right 
angle) 53.5” long, 50Q, 1/4” OD coax, TFE purple outer jacket. $35 


TNC ‘male - SC 90° male - 25” Long 


: en 8 (one right 
1 mored outer jacket. $45 


(WRF)Z120A002-08 Stainless / Gold TNC male, right angle SC male | 


other end. 25” long, 50Q, 1/4” OD coax, TFE purple outer jacket. $45 


TNC male - sc 90° male 34” Long 


(WRF)Z120A002-22 Stainless / Gold TNC male, right angle SC male 
other end. 34” long, 50Q, 1/4” OD coax, TFE purple BuLerdacket. $49 


TNC male - SC 90° male - 46. 5” Long 


(WRF)Z120A002-10 Stainless / Gold TNC male, right angle SC male 
other end. 46.5” long, 50Q, 1/4” OD coax, TFE purple outer jacket. $65 


tui)! SA Sides eae AS cS eS, Bone PME ric Bf 
* 


 MibSpee GORE. TEX; jumpers | 


pa he Serine tartan ig 


Eee ih 
Ge 


Fax: 402-346- 2939 


“LC. 
Cable 


(WRF)365638 Mil-Spec LC male ahi each end. Stainless steel connec- 
tors, o-ring seal, wire tie downs. 16” semi-rigid 50Q cable for full power 
handling ability. Preformed angle will straighten. New. $145 


Type N 17” Jumper 
(WRF)1128SCSEA83_ Stainless steel 
N plug each end, Mil-Spec flexible 
cable assembly, 17” long, 50Q, 3/8” 


(WRF)3028102G15 N plug & 
“hard-to-find” SC plug cable ends, 
Ly meradina ae ot pte d OD Heliax, impervious outer jacket 
outer jacket good up to 2 GHz; 4kw. Sood up to 4 GHz or 4kw. 

Great mate for our “SC” relay. E 


$65 Each $60 (3+) Type N 16” Jumper 


(WRF)NM393-16 RG-393 double 
TNC to N 


silver shield, TFE, N plug each end, 
one cue one hay tale $24 

(WRF)NM-TM-393-30 

Mil-Spec N male plugy 


to TNC right ang] 
male plug. 50Q RG- 


*, 


Type N 13” Jumper 
(WRF)3141603 RG-214 double sil- 
ver shield, M/S tie down silver N plug 
each end, one straight, one right 


393 Teflon® double’ 4 

silver shield, 30°L. 32-791503-50. $30 RR I a $19 
aeRO ri : 

Mil-Spec silver N male plug to TNC ower 

male plug. 50Q RG-225  Teflon® Cables 


double silver shield, 10” long. $22 


| (WRF)4920-01-047-1139 N plug Mil- 


Spec cable assy, 10’ long, 50Q, 1/4” OD 
Heliax w/ nylon outer jacket good upto 
| 2 GHz; 3kw. Has two stainless N male 
| connectors. $45 Each $40 (3+) 


Jumper 
Extension 


Quality 
Cables 


(WRF)NM-NF-214-2 Mil-Spec N | 
jumper. N male plug & bulkhead | 
panel mount jack. RG-214 double sil- _| 


ver shield, 24” long. $20 


| C male - ‘C male - 18” Long (WRF \CG- 344/U 16 


. -~ More high quality cables 

with various connectors and lengths. All Mil-Specified. 
HN male - N male - 6.5’ Long (WRF)CG-690U Belden 9251 
(RG- 8A/U) high quality j jumper. $25 Fach: =*$22%3+) 
HN male - HN male - 4’ Long (WRF ie 1607/0 RG-213*" $32 


N male - N male - 36” ‘Long (WRF)10¢ 691001-7 3 RG-217/U high 


power cable. One straight and one right angle Nconnector. $45 
N male - N male - 10° Long | WRF) 19- 801524-7 RG-216 $19 
N male - N male - 6’ ‘Long (Ww RF)CG1889B/U _RG-213 $19 


C male (straight)- -N male (90° ra.) - 57” Long (WRF)CM/NM-57 
RG-225 double silver shield, high quality jumper. $25 


C male(str.) - Cc male(90° )-23’ Long (WRF) 11461073 RG-214 double 
silver shield, high quality jumper. l straight, 1 right angle. $45 


RG-214 double 
$12 (3+) 


$10 


$15 Each 
RG-213 


silver shield, high quality jumper. 
C male - c male - 48” Long (WRF \CG-718B/I 
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Surplus Sales 


2.5mm Open Frame 
Mono | “im, Mono 
Plug | ==" =o Jack 
(CNA)2.5MMS = 2.5mm (One 5MMJ o 5mm 
_ subminiature plug, metal. | subminiature jack, open. 
$1.20 Each $1.05(10-24)| $1 Each 90¢(10-24) 


a2 
Mono Plug 
(CNA)2.5MMP =. 2.5mm 


subminiature plug, plastic. 
75¢ Each 65¢(10-24) 


—ap...2°7™ 


Stereo Plug 
(CNA)2.5MMSP 2.5mm 


subminiature plug, plastic. 
$1.95 Each $1.75(10-24) 


Guy. '/° 


Mono Plug 
(CNA)3.5MMP 3.5mm 


miniature plug, plastic. 


(CNA)3.5MMJ 1/8” min- 
iature jack, open frame. 


$1. Each 90¢(10-24) 
1/8” 
Mono 
Jack 
(CNA)3.5MMPJ 3.5mm 


miniature jack, w/ switch, 


plastic enclosed.. 
$1 Each 80¢(10-24) 


= RCA 
=~ Double 


Male 
(CNA)ARDMM Double 


male RCA plug adapter for 


Info/Tech./Intnl: 402-346-4750. 


. <> 


grag 


Collin’s 
Ceramic 


(CNA)RCACJ Ceramic 
jack as used on all Collins 
ham equipment. 

$4.25 Each $4.00(5-19) 


(COL)HWRCA Miniature 
hardware (nuts, bolts) to 
replace drilled out rivets. 


Sy ue 


ORDERS: 800-244-456 


$1.25 /kit $1 (10-24) 
: Jack 
(CNA)RCAPJ High qual- 


ity hole mount RCA jack as 
used on Collins KWM-380. 


inline coupling. Nickel. 
$3 Each 


75¢ Each 65¢(10-24) 


| 


oe Pe: 1/8" 


Ctereo Plug 
(CNA)3.5MMSP 3.5mm 


miniature plug, plastic. 
$1.25 Each ae ge 24) | 


Stereo Plug 
(CNA)3.5MMSS 3.5mm 
miniature plug, metal. 


$1.50 Each $1.25(10-24) | 


——— 


Inline 


Mono Jack 
(CNA)2.5MMIJ 
subminiature jack, metal. 


$1 75 Each $1 65(10- 24) | 


(CNA): 3. 5MMU 
iature jack, metal. 


$1.95 Each $1.75(10-24) | 


1/8” min- 


Jack 
(CNA)2.5MMP3J/S 


| (WAA)RCAP-23 
| cable with molded right | 
| angle RCA plug. 
1500) igh 
RCA cable 


iepcoax 


2.5mm |. 


Switched 


= se 


2.5mm | 
submini mono jack, en-| 
closed w/ switch. Gold pins. | 
$1.75 Each $1.60(10-24) | 


Patch Cable 


$2.50(10-24) | 


$1 Each 906 (10-49) 
(CNA)RCAGJ GOLD 
plated hole mount RCA. 

$1 Each  90¢ (10-49) 

Jack 
(CNA)RCAFJ Bakelite 


flange insulates jack from 


| chassis. 7/8” cc mnt holes. 


75¢ Each  656¢(10-24) 


(WAA)RCA3-J/J 3’ coax 
cable with molded RCA fe- 
| male jacks. Gray. 


$3 Each $2.50(3+) 


RCA cable 


23° Zip 


$1.75 Each 


750 Video Cable 

(WAA)RCA6 6’ RG-59 

video patch cable, 75Q. 
$3.25 Each $3(3+) 


| (WAA)RCAJ-7 
| cable w/ molded RCA jack. 


RCA Cable 


| (WAA)RCAP-28 28” coax | | 3” stereo mini plug. 


cable w/ molded RCA plug. 
$3 Each 92. 25 (34) 


(WAA)RCAP- 68 68” coax 
cable w/ molded RCA plug. 
$5 Each $4.25 (3+) 


va: sy . Dak ei ie ae 


1/4” Phone Plug 
(CNA)PJ0O55B Solid brass 
mono (2ckt) 1/4” phone 
plug, black bat. M642/4-1 
$2.25 Each $2 (10-24) 


1/4” Stereo Plug 
(CNA)PP-25M-3 All 
metal, nickel, stereo (3 
circuit) 1/4” phone plug. 

$3.50 Each $3.25(10-24) 


1/4” Phone Plug 


(CNA)PP-25M-2 All 
metal, nickel, mono (2 cir- 
cuit) 1/4” phone plug. 

$2.75 Each $2.40(10-24) 


3/16” Phone Plug” ‘ 


(CNA)PJO68R Solid brass i 
3 circuit .203” phone plug, bs 
red bat. Employed on © 
Collins, Drake. - 

$10 Each $9 (5or ee 


1/4” to 1/8” Adapter 
(CNA)A25MS Converts 
1/4” stereo (3 circuit) to 
1/8” stereo mini plug. 

$3.25 Each $2.90(10-24) 


% 3/16" 
» Jack 


(CNA)316-J_ Mating jack 
for PJ068, 3 circuit .203” 
phone jack, M641/5-1. Em- 
ployed on Collins, Drake. 
$8 Each $7 (5 or more) 


$2 Each $1. 4 nea 


(WAA)RCAP- 16 16” RG-58 


cable w/ molded RCA plug. 


$3 Each $2. 50 park 


Gray 


= w/ 


* & straight. 


2 Collin s RCA cable. 


INS CAB-RCA48 48” coax cable | 


molded RCA plugs, angle 
$ 12 Each 


48" to 0 1/4" hate 
| (CNA)AMS25 Converts 
| 1/4” stereo (3 circuit) to 1/ 


$3.25 Each $2.90(10-24) 


3/16” 
Jack 


(COL)647-2739-001 — In- 
sulated jack for Collins 
KWM-380 allows isolated 
microhone w/PJ068. $9.50 


Adapter 


1/8” to 2.5mm 
(CNA)AMSM Converts 1/8” 


~| miniplug to 2.5mm submini 


$3. 25 Each $2. 90(10- 24) 


1/4” 
Phone Jack 
(CNA)PJ-025SR 


All 
metal, nickel, inline stereo 
(3 circuit) 1/4” phone plug. 
Internal shield enclosure, 


$4.50 Each 


strain relief. 


Plug 
(CNA)RCANP Quality 


nickel plated plug, metal. 
SI ASE Each $1.25(10- 24) 


Y 


$10 (3+) 


(CNA) YRMFF Molded 
| RCAY, plug to 2 jacks. 
$2 Each S25 (3+) 


1/4” 
Open 
Jack 
(CNA)PJ-025M 2 circuit 
open frame phone jack. 

$l Each 906 (10-24) 


|(CNA)PJ-025MS._ 2 circuit 
| with switch contacts. 
$i 50 Each $1 -25(10- 24) 


| open frame phone jack. 


(CNA)PJ- 0258 3 circuit 


$1. 50 Each $1. 25(10- 10-24) 


| (CNA)PJ-025SS 3 circuit 
| with switch contacts. 


$2 Each $1.75(10-24) 


_ 1/4” Patch Cable 
- (WAA)M642/2-2 36” long, 
cloth coaxial cable, 1/4” ste- 
reo plugs each end. White. 

$15 Each 


$14 (5+) 


Long Frame Jacks 
(CNA)PJ839  .171” OD,3 
circuit + bypass. ADC 

$2 Each $1.75 (10-24) 


(CNA)PJ805 .171” OD,3 
circuit + bypass + NO con- 
tact on sleeve. ADC 

$2.50 Each $2.10(10-24) 


(CNA)PJ123° .25” OD, 2 
circuit. ADC 
$2 Each $1.75 (10-24) 


(CNA)PJ339 25” OD, 3 
circuit + bypass. ADC 
$2.50 Each $2.10(10-24) 


(CNA)JJO78 eo nODs3 
circuit + DPDT. ADC 
$5 Each $4.50(10-24) 


www. Sarees com 


a oh > > Na Seiad 


Microphone 
Connectors 


e-mail: grinnell@surplussales.com 


These are the most common microphone con- 
nectors used in more communications equip- 
ment than any other. Kenwood, Icom, Heath, 


Yaesu and others. The high quality you wig 


Inline Female 


Panel Mount 


Fax: 


402-346-2939 


Single Contact 
(CNA)SCM-90 Amphenol 
right angle female plug fits 


1/4” 


Jack 
(CNA)PJ-025SI All metal, 
nickel, inline stereo 1/4” 
phone plug. $3.25 Each 


# Inline | 


1/4” 
. Enclosed 
Jack 


(CNA)PP25M-2 2 circuit 
enclosed jack. 
$l Each  90¢ (10-24) 


(CNA)PJE-025S 3 circuit 
enclosed jack + bypass. 
$1.50 Each $1.25(10-24) 
(CNA)PJE- 025SD 3circuit 
jack + DPDT switch. 
$2.25 Each $2 (10-24) 


woven cloth jacket. 


$5.50 Each $5 (54) 
(WAA)PHONE-48 48” 


Black woven cloth jacket. 
$7.50 Each $7 (5+) 


(WAA)CX- 1324 66” long, 
/audio cable, 1/4” PJO55B 
mono brass plugs each end. 
| Black rubber jacket. 
$3.50 Each $3 (5+) 


1/4” Mono Cable | 
| (WAA)ADC-PJ52 26” long, | 
audio cable, 1/4” mono | ¢ 
brass plugs each end. Black | 


long, audio cable, 1/4” | 
' mono brass plugs each end. | 


—plug for equipment like 


Kenwood & Atari. 
$4 Each $3.50 (5+) 


‘Microphone Cord $1.75(4-19) $1.50(20-49) 


| (CNA)91- MAS Amphenol 4 


_ pin male connector. 
$2.50 Each $2 (5+) 


(WAA)CCORD-6 5 
conductor 2’ to 6’ 
long, tough neo- 
prene rubber, high 
impedance, non 
shielded. $2 Each 


mw | 
_ Dual 1/4” Cable | 
(WAA)PJ174 


55” long, 


dual. ADC PJs/7 Waes-cir 


cuit brass plugs each end. 


Black woven cloth jacket. 
$19 Each $16 (5+) 


| Dual Bantam 

| (WAA)PJ768 55” long, 

ADC dual Bantam plugs. 
$25 Each $23 (3+) 


Br Als Pig? Male Jack roa ne 
(CNA)MC-2P 2 pin $2.50 Each $2.25 (5+) (CNA)MC-2) 2 pin $2.50 Each $2.25 (5+) 
(CNA)MC-4P 4 pin $2.50 Each $2.25 (5+) (CNA)MC-4J 4 pin $2.50 Each $2.25 (5+) 

(CNA)MC-5P 5 pin $3.25 Each $2.75 (5+) (CNA)MC-5J 5 pin $3.00 Each $2.50 (5+) 
(CNA)MC-6P 6 pin $3.45 Each $2.95 (5+) (CNA)MC-6J 6 pin $3.25 Each $2.75 (5+) 
(CNA)MC-8P 8 pin $3.45 Each $2.95 (5+) (CNA)MC-8J 8 pin $3.25 Each $2.75 (5+) 
. (CNA)SCM Amphenol 
Male _.2 Pin Offset single contact female 
Inline “—~ Inline mic plug. Hard-to-find! 
ww ”" = = Female $4.50 Each $4 (54) 
‘|(CNA)MC-2P90 2 pin $5 (CNA)MC-2PM 2pin $5 6 ‘ ; mE: 
(CNA)MC-4P90 4pin $5 |(CNA)MC-4PM 4pin $5 |(CNA)80-MC2F1 Amphe- . 
(CNA)MC-5P90. Spin $6 |(CNA)MC-SPM 5 pin $6 | Nol double contact female | XLR Mic Connectors 
(CNA)MC-6P90 6pin $6 |(CNA)MC-6PM 6pin $6| Mic plug. Hard-to-find! 3 PIN 
(CNA)MC-8P90 8pin $6 |(CNA)MC-8PM 8pin $6| $6Each $5.50 (5+) eel XLR 
DIN Jack (CNAXER-CP Cannon 
ack style 3 pin male connector. 
, CHASSIS = $3 Each $2.70 (10-24) 
DIN Braicht Plug DIN Straight Jack (CNA)DP-5J) 5 pin $1.50 | : 
(CNA)DIL-3P 3 pin $2 |(CNA)DIL-3) 3 pin $2/(CNA)DP-6) 6 pin $1.50 | 
(CNA)DIL-4P 4 pin $2 |(CNA)DIL-4). 4 pin §2|(CNA)DP-8) 8 pin $1.50 3 PIN 
(CNA)DIL-5P Spin $2 |(CNA)DIL-5J Spin $2 | XLR 
(CNA)DIL-6P_ 6 pin $2 |(CNA)DIL-6) 6 pin. $2 » 2 Pin Offset | (cNa)xLR-cJ Cannon 
(CNA)DIL-7P 7pin $2 |(CNA)DIL-7J 7 pin $2 | Chassis style 3 pin female inline 
es Ke 8 pin $2 |(CNA)DIL-8) Spin $2) YS Female — connector 
1.75(4-10) $1 50(11- -24) | $1.75(4-10) $1.50(11-24 | ; 
AURIS eae |(CNA)S0-PC2P Amphenol, $4Each $3.50 (10-24) 
Li Avert! = 'double contact female mic>  ———s—~S es 
Aircraft 1 3 pin jack. Hard-to-find! . 3 PIN 
Jack | $4.50 eo $4 (5+) % e Chassis 
(CNA)1733-9-3 4 conduc- Jack 
tor jack as employed on air- i 4 PIN (CNA)XLR-FR Cannon 
craft. Kings. $10 (CNA)DIL-13P Accessory | Male ABE, 


style 3 pin female chassis 
connector. 


$3.75 Each $3.40(10-24) 


> 3 PIN 
= Chassis 
Plug 
(CNA)XLR-MR Cannon 
style 3 pin male chassis 
connector. 


$3.45 Each $3.10(10-24) 


4 PIN 
Chassis 
Jack 
(CNA)XLR-4-13 Cannon 
style 4 pin “round” female 
chassis connector. 
$4.50 Each $4 (10-24) 


29° 


ae 
tS 
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Andrew 3-1/8” EIA 
90° Elbows 


(MWW)17443 Andrew 50Q mi- 
tered 90° elbow, all brass and silver, 
includes male/female center conduc- 
tor and hardware. 4-3/8” end to cen- 
ter take off. 

(COL)013-1242-000 MYAT 90° el- 
bow identical to above. $165 
(MWW)1073 Andrew 6-1/8” 90° el- 
bow otherwise similar to above. $450 
(MWW)1060 Andrew 7/8” 90° elbow 
otherwise similar to above. $195 


Phelps 3-1/8” EIA 
90° Elbow 


(MWW)475D102G01 Phelps Dodge 
50Q mitered 90° elbow is similar to 
above except shorter radius (3-1/4”ec 
one way, 4-1/8”ec other way) and cen- 
ter conductor is female/female only. 
No extra hardware. 


3-1/8" 
BIA 


Line Sections 


(MWW)111326 Prodelin 4” long 
3-1/8” EIA stub. Flange lend. $65 


(MWW)111234  Prodelin 17” long 
3-1/8” EIA line section, 1 flange. $95 


(COL)545-3546-004 Specialized 
adapting line section. 29” long 3- 
1/8” EIA tube with 3-1/8” EIA flange 
one end, 9” flange other. 75 


1-5/8” EIA TEE 


(MWW)30618 Andrew brass tee has 
1-5/8” EIA flange on 3 ports. $275 


Prodelin 
1-5/8” EIA 45° Elbow 


(MWW)92030 Prodelin 50Q mitered 
45° elbow, includes male/female cen- 
ter conductor and hardware. $195 


(ornaris Andreilrs a 
emale connector for 
(FHJ7-50). No air tap. 

Pena € Evin an ae 


(CRF)L47S Andrew 7/8” EIA con- 
nector fits 1-5/8” Heliax LDF7-50A . 
Brass body, no air tap. $145 


1-5/8” to 3-1/8” EIA 
Adapter Flange 


(MWC)810-835 Prodelin adapting 
flange bolts up to 1-5/8” EIA on one 
side (as shown). Back side fits 3-1/8” 
EIA, with o-ring groove. Center post 


- FRR 
Rigid Waveguide 
(MWW)D30797-501 30-3/8” long 


end-end rigid aluminum 1-5/8” 
waveguide. Male / female ends. $95 


(MWW)2761-60-1 Andrew 60” long 
end-end rigid copper / brass 1-5/8” 
waveguide. 50Q. $175 


- 12.4-18 GHz 
Rigid Waveguide 


(MWW)R10233 WR-62 flanges, air 
fitting, waveguide w/twist, turns. $125 


from 1-5/8” side is screw terminal on 
feedthru. All silver plated. $65 


125 | 


MYAT 3-1/8” EIA 
45° Elbow 


(MWW)301-030 MYAT 50Q mitered 
45° elbow, includes male / female cen- 
ter conductor and hardware. $395 


MYAT 3-1/8” EIA 
Straight Coupling 


(MWW)301-002-6 MYAT 50Q 
straight coupling with center tube 
allows connection of two male con- 
nectors or acts as a6” extension. $235 | 


3-1/8" EIA 


"3.95 - 5.85 GHz 
Rect. Waveguide 


(MWW)116684-3 WR-187 8 hole 
round flanges, 21” long end-end rigid 
waveguide. $25 Ea $21(5+) 


(MWW)54647203785 WR- 187 8&hole 
round flanges, 26-1/2” end to center 


w/ short turn right angle @ 1 end.$35 


26.5-40 GHz 
Rigid Waveguide 


(MWW)2350002476 WR-28 flanges, 
180° turn, 1-1/2”W, 1-1/4” deep. 45 


Center Parts 


| (MWW)3350475G01 Andrew center 

_ conductor for 3-1/8” 90° elbow. $35 | 
(CRF)K15093 Andrew male / male | 

| center bullet with Teflon spacer for 
URS two 3-1/8” ees 


| (MWW)2AW411 WR-112 
square flanges, 17”L, 7-10 GHz. $35 | 


seven 


Additional 
Rigid »« Rectangular 
Waveguides 


(MWW)226190 GOLD WR-22, 3/4” 
sq. flanges, 20”L, 33-50 GHz. $95 


(MWW)SMC717575 WR-112 4 hole 
square flanges, 9”L, 7-10 GHz. $25 


Andrew 3-1/8” EIA 


_ Heliax Connector 


| (MWW)78ARM Andrew 50Q 
| brass connector for 3-1/8” HJ8-50B | 
Heliax. Has air tap. 2 


3-1/8” EIA | 
Center { 
Bullet 


(CRF)S1851-0C151 Andrew center 
bullet conductor for 3-1/8” connec- 
tor. Base has 5/8” fine thread for ter- 


5 | mination on equipment end. 


4 hole | 


Andrew 


_ 45° Adapter Hanger Kit 
| (MWH)42334 Andrew hanger kit 
includes heavy galvanized steel 45° 
brackets, bolts, etc. 


Waveguide 
Hanger Clamps 

| (MWH)82478-2HJ9 Andrew hanger 

| clamp. 5-1/8” inside diameter, $25 


(MWH)19007A- 166 Andrew TOWER 
| hanger kit for supporting 1-5/8” rigid 
| waveguide on tower. $65 


Www.SUrp ussales.com eth vail: 


"Floxble, Rigid 


Sy eee 


“ — oo 
~ <a - Straight 
: a 
- Flexible Waveguide 
Ir Nie ® he Frequency Range EIA Flange Length Notes Each 
y)214960 =ss«d12A-18CHz = WR-62_—s 4-5/16"— Silver $ 25 
(MWW) MICKC62-504N 12.4 - 18 GHz WR-62 12? Silver 35 
(MV N)MCKC62-501N 12.4-18GHz | WR-62 12 Brass 29 
(MWW)MTP62504 12.4 - 18 GHz WR-62 18” Silver 49 
{ MWW)TL64445-7 10 - 15 GHz WR-75 18” Silver 95 
AF6B090-3 8.2-12.4GHz WR-90 By Silver 24 
TS642B6N 8.2-12.4GHz  WR-90 6” Silver 34 
(MWW)AF2B0908 - 8.2-124GHz  WR-90 8” Silver 45 
(MWW)TS641469-3 8.2-12.4GHz  WR-90 11-1/2” Silver 60 
-(MWW)99902EE305 8.2-12.4GHz WR-90 11-3/4” Silver 65 
~ (MWW)54647-M287 8.2-124GHz WR-90 14-1/4” Silver 65 
~ (MWW)TS641372-16 8.2 - 12.4 GHz WR-90 16” Silver 85 
_ (MWW)106619 8.2-12.4GHz — WR-90 18” Silver 99 
~ (MWW)105577 8.2-12.4GHz WR-90 48” Silver 149 
_ (MWW)FG112BCCB-06 7.05 - 10 GHz WR-112 6” Silver 30 
~ (MWW)575R604H01 ~=— 7.05 - 10 GHz WR-112 10” Silver 37 
(MWW)AT3B187 3.95 -5.85 GHz WR-187 = 12-1/4”_—_ Silver 135 
- (MWW)250-6 2.6 - 3.95 GHz WR-284 6-1/4” Silver 185 
(MWW)104496 2.6 - 3.95 GHz WR-284  =17” Silver 225 


5 es 


I grinnell@surplusates.c com 


(MWW)TR574B WR-62 flanges, 12.4 
1 $22 


as ie Po 


ETE Csi 


Waveguide Extensions 


(MWW)585511-1 WR-90 flanges, 8.2 
- 12.4 GHz, 2” long, brass. $25 


- 18.GHz, 2” long, brass. 


Waveguide Twists 
Change Polarization 
(MWW)UG-600A WR-28 flanges, 


6.5-40 GHz, 2-1/2” long, gold. 45 


2 
(M WW)2662101 WR-62 flanges, 12.4- 
18 GHz, 3-1/8” long, brass. 2 


2 AE ae IN 
Fax: 402-346-2939 


GHz) to WR-51 (15- 
22 GHz) 2-3/8”L. $45 


UG. 40 / WR-90 to 
Oversized Flange 


(MWC)UG-40/U Waveguide adapter 
converts WR-90 8.2 - 12.4 GHztoan 


_| oversized flange (1-5/8” x 2-1/4”) that 


also has the WR-90 bolt pattern in- 
side. 3” longall silver body. $45 


oe i 
uv * 


i pee. 


8.2 - 12.4 GHz 
Flex Waveguide 


(MWW)TS645420-1 WR-90 flanges. 
Flexible waveguide pre-shaped in elbow 
but can be reshaped in any form. _ $95 


(MWW)TS645419-1 WR- 90 flanges. 
Same as above but short leg is 5”, long 
leg is 8”. Shape can be changed also. $95 


WR-62 
» 12.4-18 GHz 


(MWW)215671 WR-62 flange. Flex- | 


| : di | 
ible waveguide pre-shaped in elbow | (MWW)116541 WR-62 flange. Flex- 


but can be reshaped in any form. 2- 
3/4” from face to center. $35 


90° Elbows 
Flex Waveguide 


(MWW)TS78146 WR-187 flanges, 
3.95 - 5.85 GHz, 3-1/4” face to center. 
Flexible waveguide pre-shaped in elbow 
but can be reshaped in any form. $95 


(MWW)9156489 7.05 - 10 GHz, 
WR-112 size, 2-1/2” face to center. 
Flange dimensions are 1-1/4” x 1-3/4”. 
Silver plated. Use in 90° or re-shape. $25 


| 4.75 - 11 GHz 


(MWW)104682 90° twist. Rectangu- 
lar flanges 2-1/8” x 1-15/32” OD. 5” 
long body. Pressure tap. $25 


4.75-11 GHz 
Pressure 
Adapter 


(MWC)103034 Pressure ince same | 
waveguide as above. 1- 1-5/8” wide. $25 | 


& 
WR-137 
Round to 

Rectangular Adapter 
(MWC)SMD950107 + Waveguide 
adapter converts 3-3/16” diameter 
round WR-137 to rectangular 1-15/ 
16” x 2-11/16”. 5.85 - 8.2 MHz. 
4-3/4” long body. $95 


| Rectangular 
| 90° Waveguide Adapter 


wikis 


WR-62 
12.4-18 GHz 


(MWW)TR571009 Rigid 90° elbow , 
2-5/8” from face to center. 19 


/ WR-62 
12.4-18 GHz 


ible waveguide pre-shaped in 180° re- 
turn double elbow. 2” center to cen- 
$45 


| ter across U pattern. 


WR-28 


Stand 
(MWH)4048-006 WR-28 


| flanges, 26.5-40 GHz, 1-1/4” high, 1” 


W. Suro attached SAELUS $22 | 


p. Test Adapter | 


Round to 


_WR-112 


7.05 - 10 GHz 


(MWW)TRS68108 WR-112 flanges, | 


in an odd arrangement better de- 
scribed by the picture than our words. 


Travels 8” one way x 7” the other. $95 | 


(MWW)TR41175 


WR-390 
Electric 
Shutter 


Microwave shutter 


| (MWZ)MA710F 


| sandwiches between WR-90 flanges. 


1-5/8” square, 1/2” thick. $125 


90° right angle } 
adapter. WR-28 flanges. Silver. $35 | 


| Waveguide . 


| (MWC)2553646-2 


(MWC)2698912 Waveguide adapter 
converts rectangular WR-137 (O.D. 
1-15/16” x 2- ane ) to WR-159 (O.D. 
2-1/2” x 3-1/2”). 4.9 - 8.2 MHz. $95 


WR-187" 


Rectangular 
Adapter 


(MWC)45768 Omega waveguide 
adapter converts round WR-187 to 


rectangular 2” x 2-3/4”. 3.95 - 5.85 
$175 


MHz. 3” long body. 


WR-187 


Seal 


suide seal 


Wav 
pressure window has a ceramic wafer 
pressure seal to maintain system pressure 


behind adapter. 3.95 -5.85 MHz. $95 
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Female 
(MWW)401421 WR-90 waveguide 
transition adapts to N female. High- 
est quality brass and stainless steel. 


$49 Each $45 (3+) 


InfoTech./IntnI: 402-346-4750. 
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1-5/8” EIA to N Female 
(CRF)920242 Cablewave adapter re- 
duces 1-5/8” EIA down to N fernale. 
5” high. Brass, silver. Air fitting. 


$145 Each $135 (3+) 


———_ ~~" ae 7 a 


| wR-90 
8.2 - 12.4GHz « 100w 
(MWL)WE-A86_ Microlab / FXR X 
band dummy load handles 100 watts 
continuous, 100kw peak. 5-3/4” long. 


$145 Each = $125 (3+) 


WR-112 
to 


APC 


(MWC)887-17 WR-112 waveguide 


+ 


7.05 -10 GHz » 300w 
(RF)LXH102G1 Raytheon dummy 
load handles 300 watts continuous, 
100kw peak. 6-1/2” long. WR-112. 


$125 Each $109 (3+) 
WR-112 


transition adapts to APC. $195 | WR-187 to SMA Female 
(MWC)944 Omega waveguide tran- 
x sition reduces WR-187 (3.95 - 5.85 
WR-137 GHz) to SMA female. Silver plated. 
to $75 Each $65 (3+) 
SMA | 
Female rans 
Le 
(COL)355-0202-220 WR-137 rectan- | 
gular flange, 1-9/16” x 2-1/4”. 5.85- 
8.2 MHz. waveguide transition adapts | N 
to SMA. Built in Ferrocom filter. 678 Female 
Zo "| 


be loaded on top. 


emale 


RE EE 


(MWC)MA65594 
5.85 GHz) round waveguide transi- 


WR-187 (3 


95 - 


Microwave 


$22 (3+) 


tion adapts to N female. 


Associates. $25 Each 


WR-187 Coupling 


(MWC)1064892 Waveguide coupling 


for joining two WR-187 (3.95 - 5.85 
GHz). 2-3/16” long. 3-5/8” dia. $75 | 


| (CRF)UG-183/U This WR-90 style 
transition is made to thumb-screw up 
to a piece of equipment (UG-39) and 
convert to Type N. All silver. $75 


ORDERS: 800- 244-4567 


ARS On 


attenuator is 40.0 dB 
WR-90. 6-1/2” long. 


8.2 - 12.4 GHz 


39 dB Attenuator 
(MWA)MA609B Microwave Associ- 
ates fixed attenuator is 39 dB @ from — 


8.2-12.4 GHz. 3-3/4” long. $115 


12.4-18 GHz 

t Attenuator 

Directional 
Coupler 


(MWA)4885_ Variable 
attenuator, 0-50 dB, 


rease attenuation 
until signal is de- 
tected. WR-62. $195 


8.5 -10.3 GHz - 600w 
(MWL)WE-A61 + #Microlab / FXR 
dummy load handles 600 watts con- 
tinuous, 300kw peak. 6-1/2” long. 
WR-112 / UG-137BU flanges. Con- 
duction cooled. 18 


WR-112 


Female 


(MWC)00443 Waveline WR-112 (7.05 | 


- 10 GHz) square waveguide transi- 


| tion adapts to N female. 1-7/8” sq.$95 


750 MHz - 1.12 GHz 


(MWC)687347-901 WR-975 (750 MHz | 
- 1.12 GHz) waveguide transition | 


| adapts to 1-5/8" Heliax. 13°H x9". $500» 


WR-90 
Head End 


(MWC)AR3638 This X-band contrap- 
tion has air input fitting, pressure 

| gage, dummy load termination and - 
40dB coupling with N conn. $295 


» lermination 


8.2 - 12.4 GHz 
Dummy Load 


3.95 - 5.85 GHz 


(MWL)91129 Micronetics dummy 
| load handles 50 watts. WR-187. $75 


| (MWL)704 Omega dummy load 


(MWL)452126 Airtron dummy load 
handles 40kw peak @ 30k ft. WR-90. 
2-3/4” long. Collins 355-0185-010. $65 


SS SS SS Se eee 


oe (MWL)2559 

Airtec 8.2-12.4 GHz 

dummy load handles 75 watts. 
WR-90. 4-1/4” es 


Dummy 
Load 


| (MWL)2605 WR-112, 


| watt termination. Omega. 
| square flange. 1-3/4” 


UG-137. 20 | 
1-7/8” 
high. 


_ handles 300 watts. WR-187. $125 
WR-284 
TFE Waveguide Seals 


(MWH)7008751P1 5-5/16” diameter 
1/8” thick Teflon disk seal. 8 hole. $20 


| (MWH)136C202H01 4-3/4” x 9-1/4” 
| 1/32” thick. 10 holes. 15 


\ ae 


WR-112 Cap 


| (MWH)102998-1 Army green cap for 
| WR-112 flange. 1-7/8” square. 


rplus Sales www.surplussales.com 


; _ Attenuator 


“(MWA)154AS4 PRD tunable attenu- 
ator is 0- 20 dB over the range. WR- 
90. 1 watt average. 2-1/2” long. $85 


0-60 dB 12.4-18 GHz 

(MWA)U101-S3G PRD variable at- 
tenuator has a dial adjust from front, 
0-60 dB. WR-62 (UG-419U) 1 watt av- 
erage. 5” high, 7-1/2” long. $349 


Si e-mail: air ingh@a ie plisssalest com = Fax: 402-346-2939 
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12.4-18 GHz 


Wavemeter 
(MWA)Y410A 
Microlab/FXR \abo- 
ratory absorbtion 
wavemeter. WR-62 
flanges. 6-1/2” 
high. $245 


0-120 dB - 
DC - 12.4 GHz 


Have you been saving your 
money for just the right variable 
attenuator? Well here it is! 


2 watts 


LIAL J GO 


(7 NARDA step variable at- 
tenuator dials in any combination 


: 


0-25 dB 8.2-12.4 GHz 
(MWA)10136-2 Neico tunable at- 
tenuator is 0- 25 dB over the range. WR- 
90. 2 watt average. 4-3/8” long. $109 


12.4-18 GHz 


HAP variable attenua- 
for has a dial adjust from front, 0-50 
dB, WR-62, 7” high, 12” long $295 


0-50 dB 5.3 - 8.2 GHz 


Same (larger) as above 
hit 5.3-8.2 GHz. WR-187. $350 


0-50 dB 


IOLA 


JIOLZA 


between 0-120 dB in 10 dB steps. 
Handles up to 2 watts continuously. 
Type N connectors. 2-1/4” x 2-3/4” x 
5-1/4”. Gov't cost $5200. $895 


200-500 MHz + 30w 


Variable Attenuator 


8.2-12.4 GHz 


ARRA micrometer 
| style, 0- AQ dB, continuously variable 
attenuator. N connectors in and out. 


_ Wavemeter 
HP (or equiva- 
lent) WR- 90 X-band absorbtion 
wavemeter. 6-1/2” high. $225 | 


0-15 dB 82-12. 4 GHz 


(MWA)1 sl Neico tunable at- 
Fennetee is 0- 15 dB over the range, 
graduated on 3-1/2” dial marked (0- 
15 and 0-100). WR-90. 2 watt genie 
6-1/2” long. $145 


0-60 dB 8.2-12.4 GHz 
i 0 Watts 


attenuator has a dial adjust from 


front, 0-60 dB. WR-90 flanges. 7” 
0-40 dB Attenuator high, 9” long. A real Cadillac. $995 
MDL tunable attenu- 


Waveline variable 


ator is 0- 40 dB over the range. WR- “A = 
62 waveguide. 8 hole rect. flange. $95 , 


10-15 GHz 


Banana WR-75 
ack Brass 
Waveguide 
/ Coupler Flanges : 
WR-75, 1-1/2” 


Jz I Ailtech 2-1/4” 1.D. 
housing with internal fine threads 
originally made to screw to antenna 
termination. Top has one red plastic 
and one silver plated banana jack.$ 19 


square. 10-15 GHz. Waveguide does 
not feedthru. $19 


square. 8.2-12.4 GHz. 
feeds thru flange. 


Waveguide 
$1 


WR-90, 1-5/8” | 


| single post inside waveguide. Whole 


6” diameter. Rubber base feet. $395 


2.6 - 3.95 GHz 

Microlab /FXR “Tuner | 
Slide Screw”. Micrometer type ad- | 
justment on top raises or lowers 


attenuator assembly slides back and 
forth on graduated rail. WR-284. 5- 
5/16” dia. flange, 15- 1/2” long. $395 | 


| square. Waveguide-no feedthru. $ 6 


0-55 GHz Echo Box 


This echo box 
| was the original absorption wave- 


| meter for measuring frequencies in 


$125 


| the ‘GHz’ region. N female. 


Waveguide Flanges 
WR-62, 1-5/16” | 

square 12.4-18 GHz. Waveguide feeds 
thru flange. $.5 


WR- 90, 1-5/8” 


-20 to -100 dBm 
12.4-18 GHz 


Systron Donner 
spare variable attenuator has a dial 
marked 20-100 -dBm that was actual 
read out on sig gen. Plumbing is 


WR-62. 5” high, 6” long. $75 


WR-112, 1-7/8” 
square. 7.05 - 10 GHz Waveguide 
does not feedthru . $11 

WR-284, 3-1/4” x 4-3/ 
4” O.D. rectangular. 2.6 - 3.95 GHz 
Waveguide does not feedthru. $15 
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Attenuators: Variable, Fixed 


0-101dB DC-2 GHz 


(RF)839 KAY variable step attenua- 
tor, 0-101 dB in 1 dB steps! DC- 
2 GHz. 3 watts. 50 Q. BNC connec- 
tors. 1-1/2”x2”x5” long. $165 


(RF)4684-20C ARRA continuously 
variable attenuator, 0-20 dB, to 4 GHz. 
20 watts. N connectors. Rubber footed 
base. Graduated dial 0-180°. $285 


0-30 dB DC-3 GHz 
(RF)AU-26/705105 Merrimac con- 
tinuously variable attenuator. DC-3 
GHz. 50Q. TNC connectors. $185 


0-40 dB 4-12.4 GHz 
(RF)6844-40C ARRA 25 turn con- 
tinuously variable attenuator. 50 Q. 
SMA connectors. 5 watts. $135 


0-10dB DC-2 GHz 


(RF)11962 Daven variable attenua- 
tor, 0-10 dB in 1 dB steps. DC-2 GHz. 
3 watts, 200w pk. SMC connectors. 
1” x 2” x 3-3/4” deep. 1/8” sft. $109 


5-20dB 4-8 GHz 


| (RF)5814-20A-1A ARRA continu- 
_ ously variable attenuator. 50 Q. SMA 


connectors. 5 watts. $115 


55dB DC-2 GHz 


Fixed Attenuator 


(RF)CN-1088A 25 watt continuous, 
55 dB attenuator. DC-2 GHz. 50Q. 
C male input / BNC female output 
connectors. 1”D x 5-1/4” long. ‘$29 


30dB DC-4GHz 25w 


(RF)A8430N Same style as above but 


(RF)M3933/10-5 Midwest 7 
20 watt continuous, 1kw peak, "a 


attenuator. DC-4 GHz. 50Q. 


ce 


N male/female, 30 dB, DC-4 GHz.$75 | nectors. 1-1/2"Dx3” long. $65 
AMMA tee Co, ee Each 3-24 25+ nee 
62.5dB_ .5-1500 MHz $65 


$60 $555 
(RF)A8072BB Same style as above — : 


a i Reset male/female, ie re Ss M A | 
Midwest Microwave | 
“ TNC Attenuators 1w 2GHz : 
Male/Female (RF)294-3DB 34dB 
Fixed Attenuators (RF)294-5DB 5 dB 
(RF)757T-6D 6 dB, 2 watt, feet al 6 dB 
2-1/2” long. DC-12.4 GHz. Narda. $29 RF)294-7DB 7dB 
ae 20-08 8 dB 
MOT STs ds Sets | ZBL Da 
ro @ F)294-10DB 10dB 
(RF)AB20T 20 dB, 5 watt, = $14 Each $13 (64) 


2-1/2” long. DC- 2 GHz. FXR $18 


(RF)50SP40-859 40 dB, 5 watt, 
2-3/4” long. DC- 2 GHz. FXR. $22 


1dB & 2dB attenuators 


* 


s an meses ©: s 


DC- 18 GHz + 127 dB 


Programmable Attenuator 
(RF)50DA127-139 ALAN electroni- 
cally programmable attenuator. 1, 2, 
4, 8, 16, 32 & 64 dB elements can be 
selected for any combination up to 
127 dB. 6-18 vde. SMA connectors. 
1-3/8” x 2-1/2” x 6” deep. 


0-10 dB DC-1 GHz 
(RF)435 KAY step attenuator, 0- 
10 dBin 1 dB steps. 502. DC-1 GHz. 
5 watts. TNC connectors. 2” dia. body, 
2-1/4”L behind panel. Oversized knob 
labeled 0-10 dB. $95 


0-69 dB DC-2 GHz 
(RF)8142S_ Telonic variable attenu- 
ator, 0-69 dB in 1 dB steps. DC-2 
GHz. 3 watts, 1 kw pk. SMA connec- 
tors. 1-1/4” dia. body, 4-1/2”L behind panel. 


Stack ‘em up 


‘SMA 


Dual knob for 1s and 10s bs $225 


-0-70dB DC-500 MHz 


(RF)10440-75-70-7A Daven 12 step 


attenuator. DC-500 MHz. 75Q.BNC | 
connectors. 1-3/4” x 2-1/4” x 3-1/2”. | 
1/4” shaft, all silver plated. 


| 3-1/4” long. DC-12.4 GHz. 


: Gold Plated 
BNC Male/Female 
Fixed Attenuators Attenuators 3w 10GHz 
(RF)HFA-S0 «3. dB, .5 watt, 1- (RE ASG 1 dB 
3/4” long. DC-2. Appl. Research. $15 (RF)A53-2 2 dB 
| (RF)FXR-AB6 6 dB, 5watt, Each 6-24 25+ 
2-1/2” long. DC-5.  FXR. $19) $5.95 $5.00 $4.00 
y oN. SMA 
Fixed | "? 2w 12.4GHz 
RF)M3933/14-13S 30dB Ma 
| Attenuators | See 
| (RFIASIO3NIDB «SAB, S watt, | (277 OF eaulv. Stainless body.930 
$35 | (RF)58-84933R04 7 dB attenua- 


0-110 dB Pushbutton 


(RF)7658 BUDD 8 step attenuator 
combines active positions. DC-500 
MHz. 50Q. BNC connectors. $95 | 


tor. 1 watt. Stainless body. $20 


| (RF)26754-6 6 dB NARDA or 
equiv. Stainless body. $27 


Absorptive 
PIN Diode 
Attenuator 
> 0-45 dB 

.2-18 GHz 


(RF)LM186B General Microwave 
PIN diode solid state continuously 
| variable attenuator. 20 dBm (2 watts). 
SMA connectors on rf, SMC on con- © 
trol connectors. < 200ns switch | 
speed. Full spex included. $295 — 


0-70dB DC-3 GHz 


(RF)AJ-A22 Townsend continuously | 
variable attenuator has ferrite vanes. 


| 
DC-3 GHz. 50 Q. N connectors. | 
Should handle moderate power. 1/4” | 
shaft. 1”x 6” highx 11” long. $95 | 


Www. rSiopidaalbcte com. 


Dur ummy ie & Other Goodies 


600 watts 
Continuous 


(RF)GM636C Microwave Devices 50Q dummy load is flat DC to 3 GHz. 
Handles up to 600 watts continuously, with intermittent loads several 
times that. Convection air cooled, oil filled body. Type C female con- 
nector. 6” wide x 7-1/4” high x 18” long. Brand new in the box. $395 


curl 


igs civail AR ANGORA ace com = Fax: 402- 346- 2939 


DC-18 
GHz 


50Q 20w Load 
(RF)374BNF Narda 50Q termina- 
tion, 20 watts average. N female. $75 


35 


500 - 750 
Impedance Tatitionter 


(RF)HFAM-75-50 Applied Research 
Bi-directional impedance transformer 
changes 75Q to 50Q or 50Q to 75Q, 
in either direction! BNC male on 75Q 
side, BNC female on 50Q side. $19 


DC-18 
GHz 


500 5w Load 
(RF)370BNM WNarda 50Q termina- 
tion, 5 watts average. N male. $25 


© DC-3OMHz 
-up to 1,000 watts 


7 EQP)DA173 Bird, rugged, military DA-173 termina- 
tions have a built-in wattmeter for the accurate display of power termi- 
nated into it’s 50Q load resistor. Convection air cooled, oil filled body. 
Type N female connector is standard. Option: Add $15 extra for UHF 
female. 6” wide x 8” highx 18” long. 30 pounds. $239 


5002 Dummy Load 
(RF)DL30-50 50Q termination, 30 
watts average. N male. $35 


RF Fuse Holder 


(RF)MX1730/U_ Delta ‘rf’ fuse holder 
with N male/female connectors, in- 
cludes 1/16 amp fuse (standard 15/16” 
long fuse). Great insurance! $45 


502 40w Load 


(RF)24724 Narda 50Q termination, 


“N” Termination 


SMA 


50Q Terminations 


(RF)2001-4134-00 DC-18 GHz 

SMA 50Q termination, 1/2w. All 

gold plated. May sub 2001-6113-00. 
VSWR DC-4GHz: 1.10:1 | 


DC - 2 GHz 


4-12.4GHz: 1201  50Q «+ 1/2 watt 
12.4-18 GHz: 1.30:1 | 
$12 Ao ae (6+) | (RF)5882106P01 50Q termination, 
"i Se ing 1/2 watt average, lw short term. Flat 
thru 2 GHz. N male. Nickel, TFE. 
(RF)2001-6112-00 Same as 


above but lower VSWR (as follows) | 


3-1 Lo 20+ 


50Q Feed-thru 
Termination 


| (RF)011-0045-00 Tektronix 50Q 1.5 
| watt feed-thru termination has UHF 


| sistance center to ground, but passes | 
the signal straight through. This al- 

| lows low impedance termination of | 
| the equipment while passing the sig- | 
nal through to the o’scope. Every 

| shop should have a few of these. 


Each 3-11 12+ 
$19 $17 $14 


VSWR DC-4 GHz: 1.05:1 
A-12.4 GHz: 1.15:1 
12.4-18 GHz: 1.201 Se egy ° 
$14 Each $13 (6+) 
SMA 


Shorted Cap 


oso” 
(RF)2021-5092-00 
SMA cap, internally shorted. All 


(RF)618424-801 DC- 
F 10 GHz SMA 50Q ter- | 

= mination, 1/2w. All gold | 

plated. $9 gold plated. 


$9 ea 


Termination Cap 
(CRF)HNCAP HN male 50Q termi- 
nating cap with chain. Nickel plated, 


| plastic di- electric. 


DC-18 GHz | 


(CRF)HNCAP/S HN titles 50Q ter- 


| minating cap with chain. Silver body, 
10+ $8 | Teflon® dielectric. 


| (CRF)TNAI-1-75 


| connectors. This device has 50Q re- | in 


40 watts average. TNC female. $75 
Bm 510 
BNC 
Termination 


eet 


(CRF)46650-51 Amphenol BNC 1 
watt termination, 51Q. 


Each 5 or more 


$15 $14 


Trompeters BNC 
1 watt termination, 75Q. 


Each 5 or more 

$13 $12 
S 750 
ae, BNC 


CoA Termination 


(CRF)KC-89-55 Kings BNC 1/2 watt 
termination, 75Q. 


Each 
$10 


5 or more 


$9 


520) 


BNC 
Termination 


(CRF)MX 

termination, 52Q, w/ chain. 

from service. 
Each 


$8 


1/2 watt 
Removed 


-554 US made BNC 


5 or more 


$7 


RoE an a 
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_ Directional Couplers 


APC 


Narda 8.5-18 GHz 
Directional Coupler 
(RF)23379 Narda ‘Precision High 
Directivity Coupler’. APC connectors 
on the input and output. Tap is -10 
dB with N connector. Save big bucks 


over original cost. Brand new. $285 


2 - 4 GHz 
Directional Coupler 
(RF)2600-3 Designed to operate be- 
tween 2-4 GHz but should handle 
uncalibrated operation either side of 
that. LC connectors on the input and 
output. Tap is -40 dB with N connec- 
tor. Handle up to 5kw. $175 


3- 1/8 Ta 
EIA 


‘33-18 8 


Directional Caupler 
(RF)DC5158 | Microwave Devices 
model 372.47 ‘Bi-directional Coupler’ 
is designed for use in the .75-1 GHz 
range and has two incident taps and 
one reflected, all with N connectors. 
The reflected port is down 55.0 dB @ 
875 MHz, incident #1 is down 53.0 dB 
@ 875 MHz and incident #2 is down 
65.0 dB @ 875 MHz. Because we do 
not have full nomenclature, we can- 
not say for certain what the power 
limit is, except it appears to be quite 
high. Naturally is can be,used outside 
of the .75-1 Ghz range taking into 
consideration any adjustments to the 


sampling ports attenuation. Scall 


"iy ORG oe. 


10-15GHz 
Directional Coupler 
(MWD)22750-123 MDC X-band di- 
rectional coupler should work from 


10 to 15 GHz. Waveguide port is bolt | 


up style WR-75. Larger perimeter 
flange is 1-7/8” x 2-1/4”. Output con- 
nector is SMA, input is TNC. $95 


8.2-12.4GHz _ 


Directional Coupler 
(MWD)61463. + Waveline M15370/ 
6-001 X-band directional coupler with 
WR-90 flanges and a -20dB type N 
coupling tap. 5-1/8” long. $95 


| directional coupler | 


ward and 25 watts refl 


200w + 1-400 MHz 
Directional Coupler 


(RF)576QK Bendix dual directional | 


coupler has redundant set of pickups 


and mixer diodes. Forward 200 watts | 


x 2 and reflected 11 watts x 2. Usable 
to 800 MHz. N connectors on the in- 
put and output. Pictured without di- 
ode caps, which are included. Plus 
five IN21BR mixer diodes (1 extra). 
50. 6-3/4” i $99 


200w + 1-500 MHz 
Directional Coupler 


(RF)576BM_ Very popular directional 
coupler uses mixer diodes for forward 
and reflected power readings. N con- 
nectors on the input and output. Pic- | 
tured with diode caps for RG-58. | 


50Q. 4-1/4” long. We have several 
brands (Auto-Mate, Bendix, etc.) that 
will be supplied. They all have the 
same basic specification. $35 


C-Band 


Directional Coupler 
(MWD)2920304 Designed to oper- 
ate between 5.4-5.9 GHz but should 
handle uncalibrated operation either 
side of that. WR-187 flanges (1.872” 
| x .872” opening). Forward tap is -50 
dB nominal with gold -N connector, 
reverse tap is -40 dB nominal with 


gold N connector $350 


Directional Coupler 
(MWD)90XT309 MDL ~ X-band 
directional coupler with WR-90 
flanges on through put as well as 
tap.3?’x 3-1/2”, 125 


Directio 
(RF)4162M 
power), 150 watts 


our 30 WA meter in 
section. BNC conne 


Bird Slugs « 2-30 MHz: 
25 kw - 50 kw 
(RF)25KH3 25 kw BIRD Slug for the 
high power 100 vA system. 2-30 MHz. 
(RF)50KH3 50 kw BIRD Slug for the 
high power 100 pA. system. 2-30 MHz. 


Your choice $110 oe $200 both 


100 KHz 
to 
40 MHz | 


Directional Coupler 
(RF)3670 Great 25 watt HF di- 
rectional coupler with BNCs on all 
taps. 7/8” xl-1/2° x3 $19 


1.7-2.6 
GHz 


Directional Coupler 

(MWD)47-202342-01 Microwave 
| Devices model WN4A. Designed for 
| Ford Aerospace to operate between 
1.7-2.6 GHz but should handle 
uncalibrated operation either side of 
| that. WR-430 flanges (55cm x 109cm 


$195 


nal N connector. 


| opening). Incident tap is -40 dB nomi- 


Directional Coupler 


(MWD)R161-1N Microwave Re- 
search, designed to operate between 
7-10 GHz. WR-112 8 hole flanges 
(1.122” x .497” opening). N connec- 


| tor on the tap. 21” long. $195 


.01-2 GHz 

500 watt + Dual 
Directional Coupler 
(RF)M3106 » RLC 50 Q .8-1.2 GHz 
dual coupler has N male on the in- 
put, female on output. Will operate 
from 10 MHz to 2 GHz. SMA, 30.dB 


incident. and reflected ports. 40 dB 
isolation min. $145ea $119 3+ 


BNC 


20w + 1-500 MHz 


Directional Coupler 
(RF)518.011 Bendix directional cou- 
pler uses mixer diodes for forward and 
reflected power readings. BNC connectors 
on the input and output. Includes diode 
caps for RG-58. 50Q. 4-1/4” long. $29 


12.4-18 
GHz 


Directional Coupler 
(MWD)62XT591B: MDL directional 
coupler with WR-62 flanges (1-5/16” 
square outside, .622” x .311” inside) 
on all ports. 3”°x 2-1/4”. Includes in- 
dividual test data. 175 


50-90 
MHz 


Directional Coupler 
(MWD)SMA753245 Olektron  di- 
rectional coupler with TNC connec- 
tors. Coupling tap down -15dB @ 70 
MHz. 1:1 to 1 VSWR in specified 
range of 50-90 MHz. Useful outside 
of this range at higher VSWR. $22 


‘i plus Sales 


~ crowave bi-dinectional coupler with 
_ SMA connectors. Tap port down 
-10dB. 4.4” long. $225 


400 MHz 
Low Pass Filter-Coupler 


 (RF)3106 BIRD -400 MHz high 
_ power combination low pass filter / 
directional coupler for military 
Collins avionics. 9” long body. $175 


www. eivalussalés: com 


7 - 10 GHz 
SPDT Switch 


(MWS)SA1260/U._ Microlab / FXR 
waveguide switch, two position, 
WR-112. 28vdc control. 


8.2-12.4 GHz 


Transfer 
Switch 


(MWS)10115-2 Ramcor RAM-272 
waveguide transfer switch is a four 
port relay used to switch two loads 
between two sources. WR-90 (old X 
band): 28vdc control. Includes cir- 
cular control connector. 


| Two Position Switch 


s : “e-mail: suitinell@soiplussales com Fax: 402-346-2939 
Couplers, Waveguide Switches, Antennas 


8.2-12.4 GHz 


(MWS)W6XA4-6" Quantatron 8:2 - 
12.4 GHz waveguide switch is SPDT 
WR-90 (old X band). 22-30 vde con- 
trol. Includes O-ring seals. $145 


Crossguide Coupler 


(RF)284XT249 MDL directional 
coupler for 2.9 - 3.1 GHz frequency 
range with WR-284 flanges. 20 dB 
mean coupling and type N tap. VSWR 
< 1.15:1, insertion loss < 0.10 dB. 
8” x 10-3/4”. $2500 | 


8.2-12.4 
GHz 


Transfer 
Switch 


MWS)X1-2A2-2 
PRD waveguide 
ransfer switch is a 
our port relay 
used to switch two 
loads. etween two sources. WR-90 
(old X band). 28vdc control. $350 
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7.05’-.10 GHz 


' Rotary Coupler 
(MWC)B9937-3B WR-112 rotary 
coupler is used in rotating systems to 
break waveguide and allow continu- 
ous rotation. 4” long body. $225 


12.4 -18 GHz 


Slot Antenna 
(MWY)CA100A* Sanders Slot An- 
tenna is a compact, (2-1/4” x 4” x 1/ 
2”) antenna made to surface mount | 
with 1-1/4” x 3” window (down in pic- 
ture) feeding through wall. WR-62 
bolt up flange. $195 | 


Aircraft Antennas 


Horn +> TNC conn. 
(MWY)566D201-1 Nurad 1-5/8” x | 
2-1/2” opening. 6” long body. TNC | 
connector on feed. $295 


(MWY)566D301-1 “Nurad 3” x 4- | 
1/8” opening. 8” long body. TNC con- 
nector on feed. $495 


Right Spiral 
Helicopter | 
Antenna 
(MWY)AS2981/APR 


Bell Helicopter functionally tested, 
ready to go. SMA connector. $145 


2.6 - 3.95 GHz 


Transfer Switch 
| (MWS)33D08200 Transco latching | 
waveguide transfer switch is a four | 
port relay used to switch two loads 


between two sources. WR-284. 


28 vdc control. 


| diameter x 13-1/2” long. 


1435 - 2300 MHz 


Hurricane Discone | 


(MWY)19050-5 Andrew broadband | 
discone antenna designed to handle 
full power of 560 Transmission Line, 
7/8” EIA Flange input, suitable for | 
highly corrosive atmospheres. 3-3/4” 


$250 | 


$895 | 


| nector. 3-3/4” high x 3-3/4” wide. $79 


Glide Path 


Aircraft Antenna 
(COL)548-3259-003 Collins broad- 


y 40-60 GHz 
Rotary Coupler 


| (MWC)576R790H01 WR-19 rotary 
coupler is used in rotating systems to 
break waveguide and allow continu- 


$225 


ous rotation. 3/4” square ae 


to 12 GHz 


Rotary! 


| tating joint flat to over 12 GHz. 


band aircraft fin antenna handles high | 
power pulse transmissions. HN con- 


Antenna 


(RF)L200323-]1 
All silver plated an- 
tenna glideslope box 
Made by Bendix, type - 
92A. N connector. 4” x 5”. 


$75 


| TNC connector. 
opening, 13” long. 


type N 


Coupler ~~ 
(RF)MOD344 Stainless steel 50Q ro- 


$95 


Aircraft Antenna 


(MWY)380D101-] AS-2838/A 
broadband aircraft horn antenna. 
3-3/8” x 5-3/8” horn 


$495 


'Horn Antenna 


MWY)039418 All 
silver plated horn an- 
tenna. 2-3/4" x 4- 

16” horn opening. 
N connector. 5 


long body. $225 


—_— > - > rer ae aA 
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Power Dividers, Isolators, Detectors | 


Tunnel Diod le 


Power Splitter Amplifier 
; ; -4700-10A 
Splitter / Combiner Surface Mount Power Isolator ite LA GB NF 2 ond 


(RF)ZAPD-1-6 Mini Circuits 10 watt 
splitter combiner. N connectors all 
around. 3/4” x 2” square. 


Each 3-9 10+ 
$25 $21 $19 


2-4 GHz 


(RF)S20PS High power 20 dB isola- 
tor with N connectors. 2” diameter x. 
7” long. $245 


TOMS tee Gis GHz. 24vdc required. Bie 13 


¢ 3 watts maximum 

¢ 1.5 dB max loss @ Ft 
¢ 17 dB min Isolation 
(RF)PS-260JS-AR Lorch Power 
Splitter. 3/8” x 1/2” x 1/4” high. $19 


. Detector, 
_— Crystal 


(RF)807772-G2 ° Crystatai del 
mount, detector. N male, BNC fe- 
male. Diode is MA408AR (1N23 style). 
All chrome body. Cood to 10 GHz. $59 : 


Power Divider 
(RF)342C290H02 Microlab power 
divider with N connectors. Looks like 
giant “TEE”. $45 


Detector, 


Power Isolator ‘Crystal 
by o 8 - 12 GHz 
i 3 , | (RF)BC150A Crystal diode mount, 
High Power Hybrid (RF) 101103735 peas detector. N male, BNC female. Di- 
Port Colin! x 1-3/4" square. 10 watts. ode is 1N23CR style). All chrome 
4 Port Coupler body. DC- 12 GHz, Struthers. $75 
(RF)218-37364-1 Couples a trans- 


7-10 mitter and receiver with two differ- 
GHz ent antennas. 20 dB min isolation 

between RX-TX and ANT 1-ANT-2. | 
TNC connectors. 


Power Divider 


(RF)PDM-2055 Merrimac power 


Detector, Crystal 


divider with SMA connectors. 1-1/2” | (RF)G0223 Crystal diode mount, de- 
x 2” maximum dimensions. $65 | Power lsolator | tector. SMA male, SMA female. Di- 
| 3.7 - 4.3 GHz | ode is 1N23 style. Gold and silver 
_ (RF)40G4-13 Ferrocom N connec- | body. Good to 18 GHz. $69 
1-6 : | tors. 1”x 1-3/4” square. $125 
GHz 200-500 MHz | : 
| aye ., Dual Mixer AFC 
_ High Power Hybrid w id 
o watt — 4 Port Coupler Borkt a 
| P Assembly , 


Power Divider (RF)HJ-0.3K Couples a transmitter 
(RF) )SMB- 65212 0) N connectors. $235 | and receiver with two different anten- | 26 - 40 GHz 
—— nas. -3 dB coupling nominal, 30 dB | ‘eos 
| min isolation. Insertion loss .2 dB | 
| max. VSWR = 1.1:1. $145 


| , _ Thermistor Mount 
| (MWO)577R204 MDL WR-28 | Waveguide Assy 


flanges, diode mounts at top. Wave- 

guide criss-crosses in middle. Loaded | (MWZ)D16166 WR-90 Flange, 8.2- 

isolation from A-B > 15dB. $175 | 12.4 GHz. Crystal diode holder on 
| side, various supporting men Py 

A 5 


| 2-1/2” x 3-1/2” square. 


(Ry bea pl Aels lsolator 7-10. 8 GHz 


Omni Spectra power | 
divider with SMA connectors. __1” | (RF)IHX2988 SMA connectors. $125 Probe 


square x 3/4” high gold box. We | Isolator 4. 2- 7 3 GHz Mount 

| | (RF)IHC2987 SMAconnectors. $125 — 
fs Pe eke vt i a i= a" (RF)28569 Hickock rf probe | 
adapter has pick-up tap on feedthru 
female N connectors. Silver. $25 | 


lsolator _ “ Detector Mount 
| Variable Waveguide 


Gi m / j ~ vs 

Din Bias Detector | ouciast i oy age 
ower Viviaer | Crystal | side holds 1N23 Diode (included). 

(RF)ISO-T-TU50 Anzac ISO-T | (MWI)MA8Q79 Microwave Associ- | (RF)XD-0040 Crystal diode mount, | Knob on top slides adjustable end cap 

design TU-50 power divider with TNC | ates X-band isolator, WR-90 flanges, | detector. N male, BNC female. Di- | internally to change resonance of 

connectors. 1-3/8” x 2” x 3/4”. $35 | 1-5/8” square. $165 | ode not included. All silver body. $29 | waveguide chamber. $345 


200-400 
MHz 


Ri “Mixer 


ee 2 way in phase, 0° 
mixer, 100 KHz - 100 MHz. 
tron . BNC connectors. $19 


W-J Mixer 
.2 - 500 MHz 


-(RF)MIB Watkins Johnson 3 watt 
_ mixer, BNC connectors. $29 


(RF)2074-146  Telectro attenuator, 
BNC connectors, 6 dB. $5 


oy Beas teseles com 


ae Seargienty Sources - 


Fy. Wor 


100 KHz 


High Stability Oscillators 


(RF)970-0302-0 CTS Knights JK023- 
2 octal base plug-in oscillator oven 
outputs stable 100 KHz signal. 30 vdc 
oscillator voltage, 28 vac heater volt- 
age. 1.9” x 1.45” x 4.9” high. Less 
money than a bare bones 100 KHz 


crystal. $25 Each $21(3+) 


(OSC)JKTO-23-100 CTS Knights 
970-3757-0 octal base plug-in oscil- 
lator similar to above, also 100 KHz. 
-30 vde oscillator voltage, 115 vac 
heater voltage. $75 


ae ae | halt cae 


*, ee, ot Pan 
spn ae ai 


e- stenail: grinnell@surplussales.¢ com | “Fax: 402-346 2939 


10.63 - 11.23 GHz 


PLL Signal Source 


(COL)277-0393-130 Frequency West 
MS74XOL-37 microwave signal source. 
e 5-32 mw output 
¢ 600 ma, -20 vde Input 
¢ WR-75 Flange Output 
e Stability +5ppm 


$495 Each 


‘ad by ta 8 i 


eons 
‘\ 
= 


Now Only 
L 


mj Commodore 
RF 
Modulator 


(RF)252405-02 Originally modulated 
video signal on channel 3 or 4 for 
viewing Commodore computer on TV. 
RCA output. 1 


Coupler 


(RF)C-D3-20-136B Olektron Direc- 
tional Coupler. 1-50 MHz. Aircraft 


39.6 MHz, 455 KHz, 
454.2 KHz 


(COL)638-6924-001Crystal oscillator for KWM- 


380, 100% complete and inspected, ready to go. 
Generates 39.6 MHz, 455 KHz and 454.2 KHz 


| (800 Hz offset for CW tone). te ces geal 
49 


slightly adjustable. Requires only 5ydc. 


7.979 - 8.5 GHz 
PLL Signal Source 


| MS64X-04 microwave signal source. 
e 5-32 mw output 
¢ 600 ma, -20 vdc input 
e SMA Output 
e Stability +20ppm 


Directional | 


Counter 
Measures 


50-250 MHz Coupler | 


(RF)292068P1 Aircraft Counter 
Measures Antenna Coupler. Current 
price $2100. Lockheed. 


| 1500 Watt — 


$295 Each 


Ney eee oe 
39 | i 


10 GHz 
TWT 


(RF)P-2169 Rantec Traveling Wave 
Tube has SMA in/ out connectors. The 
manufacturer said they were 10 watts 
out but we now believe they are more 
like 1-2 watts 100% duty. We have had 
these babies now for 6 years and just 
a few are left. Lets clean ‘em out. 


5 Each 


3.3-4.9GHz TWT 


(RF)VYG-2630G9 Varian Traveling 


_ Wave Tube has WR-229 (5cm x 8cm 
| outside) flanges. These are used, re- 
| moved from equipment. Nomencla- 
| ture not available. 17” long. 


$125 


(COL)277-0309-090 Frequency West | 


6.355 - 6.945 GHz 


spare. “C” connectors. 


WR-62 Diode 
Detector Mount 


(RF)MAS95DS Microwave Associates | 
12.4-18 GHz WR-62 waveguide input | 
flange, BNC output. Includes MA666 | 
diode in mount. $2 


455 k 


452-458 ke 
Variable Oscillator 


(RF)AT-7620 R-390A/URR variable | 
intermediate frequency oscillator. | 
Brand new from Artisan. 3/16” shaft. 
Use for replacement in R390 or for any | 


project requiring a 455 kc if. NSN 


5 | 5820-00-697-9687 $45 | 


PLL Local Oscillator _ 


_ | (COL)622-5668-001 Frequency West 
| UM-62F-1 microwave signal source. 


9145 | 


| Externally switchable AFC. 


Silver 
Cavity Tube 
(RF)102881 1-7/8” x 5-5/8” long thin 
wall silver tube has fine thread at one 
end, tinned opposite end. 


14 MHz 
(OSC)MXO-50-2 CTS Knights Clock 
Oscillator, 5vdc, 16 ma supply. TTL 
compatible. $20 


2M 20.16 MHz $20 
16.257 MHz $5 


(OSC)MXO-55GA- 
(OSC)970-8448 


23.0 
MHz 


McCoy Clock 
$29 


(OSC)MC095-011 
Oscillator, gold plated. 


9.900000 MHz 


(COL)277-0401-00 Trimmable 9.9 
MHz oscillator, 15vdc, 375 mw supply. 
TTL compatible. 13/16” x 1-3/8"x 4” $25 


MHz 
(OSC)Y990 Greenray Precision Fre- 
quency Source. 1.0v P-P @ 50Q, -5.2 


$95 


vde required. RCL compatible. 
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Filters: Bangnass, RF, Coaxial, YIG 


Type 


Band Pass Filters 
(FBP)F-194U 142 - 163 MHz 


tunable range. N connectors, silver 
plated. Dual cavity. 4 


(FBP)F-195U 163 - 184 MHz 
tunable range. N connectors, silver 
plated. Dual cavity. 


15 KHz to 30 MHz 
Preselector 


(RF)600150537001 Self contained 
Preselector has 10 ranges switched 
from the outside front knob. The in- 
side knob is for fine tuning. 


Position #1 Wideband 
#2 15-100.KHz 
#3 =100- 150 KHz 
#4 150 - 320 KHz 
#5 320 - 720 KHz 
#6 720 - 1800 KHz 
#7 1.8-4 MHz 
#8 4-8MHz 
#9 8-16 MHz 
#10 16-30 MHz 


¢ The input overload protector is a | 


diode clipper that clips any peaks 
greater than 3 volts. 

e A 40 MHz Low Pass Filter attenu- 
ates signals above the 30 MHz top 
limit of the Preselector. 

e A 20 dB attenuator is electronically 
switched in / out to minimize strong 
undesired signals. 

e 24 vde required. 50 Q. BNC in- 
put, SMB snap-on output connector. 
Includes schematic. 


108-174 MHz Reject Filter 
(FBP)EMR AM Broadcast Filter at- 
tenuates by = 50dB any signal from 
108-174 MHz. Fconnectors. $19 


100 W Lowpass Filter 


(COL)241-0552-020 160 MHz 
Coaxial Dynamics \ow pass filter, 
50Q, 60 db rejection .3- 2GHz. BNC 


$65 


(COL)241-0554-020 400 MHz 
Coaxial Dynamics \ow pass filter, 
50Q, 60 db rejection .6- 2GHz. BNC 
connectors. 100 watts. $65 


connectors. 100 watts. 


420 MHz Lowpass 


(FLH)SMC344550 420 MHz § 
BIRD low pass filter, 50Q, BNC © 
connectors. 100 watts. $45 : 


750 MHz Lowpass ‘@ 


(FBP)3L380-X800 Stopband 2.3-4.6 
GHz, down 70dB, Passband DC-750 
MHz. SMA, 1 watt, 50Q. $75 


Low Pass Filter 
8.2 - 12.4 GHz Passband 


(MWR) ODES MDL Ku Band 50Q 
ilter, WR-90 flanges (UG-135). 
Stopband 16 - 37.5 GHz, down 40 dB. 
5-3/8” long, 1-5/8” square. $345 


Backward-Wave 


Oscillators 


(MWO)WJ2021-7 15 - 18 GHz 
operating range. Watkins Johnson 
10667840. $695 


YIG Fitri 


2 - 12.4 GHz = 
(RF)WJ623-10 Watkins Johnson Y1G : 
Filter. SMA connectors. Includes in- — 


$495 


dividual spec sheets. 2” cube. | 


2 GHz Bandpass Filter 
(FBP)A102-587 CirQtel microwave 
filter with 1.6 - 2.4 GHz passband, 
50Q, 45 db rejection outside pass- 
band. SMA connectors. 22 


225 MHz 


High Pass Filter + N 


(RF)HCA29 Microlab / FXR high pass 
filter passes frequencies over 400 
MHz. N connectors. 5 watt. $25 


Filter - Coupler 
Low Pass «- 400 MHz 


(COL)241-0668-010 Wavecom V- 
| 605-5 avionic filter made for Collins. 
| Passband 225-400 MHz. Attenuates 
| signals .6-2 GHz by 49 dB. 50Q. SC 
| connectors. $175 


(COL)241-0610-010 BIRD 3107 
avionic filter made for Collins. Same 
specs as above. $22 


(TUT)SE215A-3 2 - 4 GHz operat- 
ing range. Watkins Johnson $795 


224 MHz Bandpass 


(FBP)TBA224-32 SMC female jack 
connectors. 224 MHz center fre- 
quency, 32 MHz bandwidth @ 3dB pts. 
Curve available w/ purchase. $125 


325 MHz Highpass 


(FHP)1280001 =70dB attenuation @ 
300 MHz. Passes 325 MHz OdB. Starts 
to drop off slightly after 475 MHz. 
TNC male / female connectors. $75 


Variable Depth 
Notch Trap 


| (FBP)MWT-2B  Blonder-Tongue 
| notch trap provides 60 dB of attenua- 
tion of a very narrow band of frequen- 
| cles between 54-108 MHz while pass- 
ing the rest of the band with virtually 
no loss. 75Q, F connectors. 


3 MHz Band Pass 
(FBP)285B3 McCoy band pass fil- 
ter, 3 MHz center frequency, TNC 

$49 


| connectors. 


Low Pass Filter 


20 Hz 


(FLH)3306 Passband 1-20 Hz, cut- 
off 50 Hz. BNC connectors. Source 
500Q, load 10MQ. 5-1/2"L. $59 


BIRD 1 1.2 GHz | iienott ot Filter 


(COL)241-0684-00 | BIRD 5197 lowpass filter made for Collins. 1220 MHz 
cutoff. Bulkhead C female on input, quick connect right angle C female on 
output. RG-142 interconnect. Save big bucks. Still... $25 


tt Power Heads 
(EQP)N4254/B 0.01 - 12.4 GHz 
General Microwave Power Head is a 
stand alone, self contained “tft” power 
monitor that can mate with test meter 
_ or can operate anywhere with a 6-18v, 
—10ma supply and Ima fs or 10v fs 
meter. Three selectable ranges, .1 
mw, Ilmw & 10 mw can withstand 
300% short term overload. N male 
_ input. MS3116E14-15S circular 
power connector required. Inciudes 
full documentation, schematic. $350 


 (EQP)N422C-6.0-6 2-4 GHz 
_ General Microwave Power Head. 


Similar to above but intended for use 
in 128C574 Amplifier. 


www. w.surplussales. com 


Ce ilaneous RF Goodies — 


Narda Power Monitors 


10 MHz - 12.4 GHz 


(EQP)NAR460. .001 - 1 MW 
Narda 460 30 dB thermocouple power 
monitor with companion digital 
meter. N male input. 115 vac. Re- 
moved from equipment. $349 


(EQP)NAR462 -1 - 100 MW 
Narda 462 same as above. $349 


8.2 - 12.4 GHz 


lsolator 


(MWI)MA8Q79_ Microwave Associ- 
ates Isolator, WR-90 flanges. $125 


| 


8.2-12.4 
GHz 


X-Band Plumbing 


(MWC)562175 MDL X-band direc- 


tional coupler/ splitter with WR-90 | 
45° twist. 


flanges on all ports. 3” x 4-3/4”. $125 


_ transceiver. 


Frequency Counter 
(RF)FREQDIS Our forever popular 
stand alone freq counter board. This 
unit has been built into a half dozen 
article grade projects including a qrp 
Uses an Intersil 
ICM7216DIPI and supporting compo- 
nents to provide 4 digit display. Plays 
on 8-12 vdc. 5/16” high digits. Makes 
anice kilohertz readout for those ana- 
log rigs. Experimenta little. Includes 
diagram and hook up. 


.8-1.2 GHz Optimum 
.. 10 MHz- 2 GHz Possible 


500 watt Dual 
Directional 


Coupler 


(RF)M3106 RLC 500 watt 50 Q 
.8-1.2 GHz dual coupler has N male 
on the input, female on output. SMA 
connectors on 30 dB incident and re- 
flected ports. Will operate from 10 


MHz to 2 GHz with uncalibrated | (CRF)158EIA-BH_ Bulkhead hole 


ports. Our lab results indicate the - 
30dB ports measure approximately - 
50db @ 50 MHz, -45 dB @ 150 MHz 
and -40 dB @ 450 MHz. 40 GB isola- 
tion min. 


Perfect for use at a remote antenna 
sight to monitor incident and re- 
flected ratios on any cellular, 900 MHz 
ham, SMR, 929 MHz pager sys., 950 
MHz point to point or in uncalibrated 


mode any transmitter from 10 MHz | 


to 2 GHz! Star ea eel? 3+ 


WR-62 
12.4-18 GHz 


(MWW)5187402 WR-62 flanges, rigid 
waveguide. beer 90° turn with 
45 


detail: eTinell@eifplussailes. com > Pope 402-346- 2939 


We sold over 
500 sets in a 
month..... 
and then we 
ran out! 


£1 
/ 


4l 
Chip 
Stripline 
Attenuators 

- DC - 12 GHz 

¢ 1/2 watt 

* Made by EMC 
(RF)600965003 3dB 
(RF)600965004 4dB 
(RF)600965005 5dB 
(RF)600965006 6dB 
(RF)600965007 7dB 
(RF)600965008 8&dB 


Order all the same parts or any 
combination for best price. 


Each 6-19 20+ 
$6 $5 $4.50 


Transmitter - ° - Receiver 


(RF)2MRX 2m FM transmitter and 
receiver boards. Top quality, new sur- 
plus, 4 channel crystal control, 2-5 
watts rf out, 7.5-13 vdc. Now on 150 
MHz business band but easily move 
down to 2m. Made by Uniden for Mid- 
lands. Boy did we sell a bunch of these | 
the first time around. We’ve been out 
for years but now a small batch has 
surfaced. Great opportunity for ex- 
perimenting with remote control, 

balloon telemetry, etc. Crystals avail- 

able from International. $79 per set 


ease — —— 


| 


| ting. 


1-5/8” | 
EIA Bulkhead | 


mount 1-5/8” EIA fitting. All brass. | 
Fits in 2” hole. Includes bullet. $165 


ee 
ae 


WR-90 
8.2-12.4 GHz 
(MWW)211471/S WR-90 flanges, | 
rigid waveguide long sweep 90” fit- 
2-1/2” from face to center. 1- 

5/8” square flanges. 


ee 


% 


(MWW)211471 WR-90 flanges, rigid 


| waveguide. 2-5/8” from face to 
center one direction, 2-1/4” the other. 
Made for AN/TSQ-96 Bomb Directing 
System. $35 


7/8” EIA to LC 
Adapter 


(CRF)2360A Andrew solid brass 
adapter, with air fitting. 3-1/2” long. 
Bullet center pinn not included. d. $185 


EIA-LC 
Adapter 


(CRF)538-825-1 Prodelin 1-5/8” EIA 
silver plated brass adapter, with air fit- 
ting. Includes bullet. 4-1/4”L. $225 


(CRF)538-815-2 Prodelin 7/8” EIA 
silver plated brass adapter, with air fit- 


| ting. Includes bullet. 3-3/4”L. $185 


DC Amplifier 
(RF)359 General Microwave DC Am- 
plifier currently sells $3500 to US 


Military. Operates on 15 vdc. Exter- 
nal alarm set, See Onn set, nice 
1-1/2” x 2-1/2” x 4-1/4” die-cast box. 
Various feedthru terminals. NSN 
6625-01-099-1188. $35 


42 Surplus Rel 
LOaxial AF Relays: 
re 0-12.4 
GHz 


5kw 


I 0C30100 Transco SPDT 
relay latches in both directions. 
TNC connectors, 28 vde control. 
Switches 1500w @ 1 GHz! $285 


Info/Tech./Intnl: 402-346-4750 


EIA, N, TNC, C, HN, ROSS 


type N Relay 


this SP3T mil-spec relay has 
make before break con- 
tacts, N connectors and 
120 vdc individual coils. $375 


SPST 
TNC 
> N.C. 


"Made by RLC, 28 vdc 
One normally closed 


$25 


control. 
pole. TNC connectors. 


TNC 
, 12 vde 


Amphenol 
SPDT coaxial relay. Unused port 
is grounded. 12 vde control. 
Break before make. $125 


SPDT 
type N 
nea 


This economical 
new, military surplus 


| relay operates on 48 vdc, >, Is usable to 500 MHz and 


handles 1000 watts. It has a3 pin circular terminal 
connector (mating female pins $2 each). $75 


Md (KC)14724 Rated DC-12 GHz 


ORDERS: 800-244-4567 


Teanefet Relay 


RLC type C transfer 
28 vde control with indi- 
Handles up to 


$235 


switch. 
cating circuitry. 
lkw, up to 2 Ghz. 


Te C 


| Mast 
Mounted 


Dowkey type C SP3T remote switch. 
26vdc individual coil control. Handles 


$95 


up to 2kw, up to 1 Ghz. New. 


SPDT 
type N & HN 
gab 


A su- 
perb aimohicdas relay with an 
HN common port and N connectors for NC and NO 
ports. Handles 2500 watts, 1 GHz. Armature has 
double gold contact for reliability with “break be- 
fore make” configuration. Grounds unused port. 
26.5 vde coil. New. $165 


Fax: 402-346-2039 


‘ 


waveline inc. 


3-1/8” EIA 
SPDT Switch 


Manual Change Over 


10 kw Average + to1GHz 
AM Highest quality 3-1/8” EIA 
i position switch uses “make before break” 
configuration. Double pole indicating cir- 
cuitry. Specially made for US gvmt. in 1993 
($6000). 60 dB minimum isolation. 0.1dB 
maximum insertion loss. Applications include 
UHF-TV, FM Radio, etc. 8” x 10” high (+ 6” 
flange) x 15” wide. New in box. $2495 


Hard Wire 
Dowkey 

SPDT, 
Dowkey relay. Collins 
replacement. 28vdc coil. 
RG-58 on common / NC 
ports, bottom terminal 
for NO port. $185 


502 Teledyne 
N 
Transfer 

Hag: 


1S1 In- 
P tended sand was ae 
Sas, tary VHF, 225-400 MHz 

9 but we have found its integrity 


is maintained to over 2 GHz. Handles 1000 
watts+. Make before break contact. 28 vdc coil. 
Made for the military to spec “NA5-73674” by 
Quantatron, a Teledyne Company. New. $795 


3 Position 


ROSS 
Shorting Switch 
125 amps + 25 kv 


Ross normally 
closed high current shorting relay. 
115 vde actuator. 2-1/4” wide x 2- 
3/4” x5” high. New. $175 Each 


150 kv Pneumatic 


Ross nor- 
mally open 150 kv, 800 amp short- 
ing relay. Pnuematic actuator, 80- 
120 psi. 4” wide x 19” x 39” high. 
Only one left in stock. $995 


N 
Transfer 
Relay 

DC- 


(12.4 GHz rated. 80- 
100 dB isolation typical. High- 


est quality fail-safe transfer switch uses “break 
before make” contacts with “mechanical link” 
indicating circuitry. Type N connectors. 20-30 


vde (26vdc nom.). Handles up to Skw. $265 
i N-MB_ SPDT 
| N (common 


& N.O.), MB (N.C.), 27.5vdc, 
2GHz, 500w $45 


, ) Relay 
(KC)303- es 
— SMA transfer 

8 vde control, Handles 
( ye Ghz, 200 watts @ 


(KC)T4-412E801 SMA transfer 
switch. 12 vde control with indi- 
cating circuitry. Handles 50 watts 
_ @ 12.4 Ghz, 200 watts @ 100 


(KC)915 g 0200 Latching, 28 vde 
control with indicating circuitry. 
Fail-safe, break before make. 
Handles 50 watts @ 18 Ghz, 500 
watts @ 100 MHz. 100 dB isola- 


tion @ 10 MHz, 60dB @ 18 GHz. 


sivdsbelesidovitt> Weptail: Grinen@setplusales com — “Fax: ied saboaso 43. 


é a's ‘SMA, SMC, Microdot, MB 


~ SP3T Solid State 


(KC)100C1204 3 position Diaco 
PIN switch. Requires +5vdc. SMA 
connectors. DC-12 GHz. Sells 
OEM for $1800. 


hee ee Bs ee es 


ity 


-- SMB 
BR DPDT 


(KC)13-34-04430 Crystal can re- 
lay. SMB “snap-on” plug on com- 
mon port, SMB jacks n.o., n.c 
ports. Second set confirming con- 
tacts. 26 vde coil. $95 


$245 


’ ral Peate. break before 


Insertion loss 0.05 dB $255 
‘ «SPOT 
, 0-18 GHz 
B(KC)919C70100-8 


make. 28 vdc. Handles 50 watts | 


_ MHz. 70 GB isolation. $175 
—| @18 Ghz, 500 watts @ 100 MHz. 
P Tasssc = SMA | 100 dB isolation @ 10 MHz, 80dB 
! — a @ 18 GHz. Insertion loss 0, 3 dB 
Transfer typical, MIL-S-3928/15-01 $165 
Relay © | (KC)919C70100 Standard version 
KC)710C73400 | of above relay. Removed from new 


circuitry. 28 vde control. 25 watts 
@ 18 Ghz, 200 watts @ 100 MHz. 
70 dB isolation typical. 


Transco failsafe SMA | equipment. 
transfer switch with indicating 


$125 3+$109 


(KC)919C70200 Similar to 919- 
C70100 above but with additional 


$295 | 


a 6 
0-18 GHz 


SMA 


(KC)146C70600 Transco SMA 
SP6T relay. 28 vdc control with 
indicating circuitry. Handles 50 
watts @ 10 Ghz, 160 watts @ 1 
GHz or 425 watts @ 100 MHz. 100 
dB isolation. Solder terms. $245 


(KC)146C70100 As above but 
with terminal connector. $210 
(KC)3616-1-4/I MBF Microwave 
similar to 146C70600 including 
indicating circuitry. New. $199 


(KC)144C70100 4 pole version of 
above relay with cir. terminal con- 
nector, not solder terminals $175 


Position 


_ indicating circuitry. $210 
SPDT 


>, 0-18 GHz 


SMA 


(KC)2SF2001 Fail-safe, break be- 
fore make. 28 vdc. 400 watts DC- 
4 GHz, 40 watts @ 18 GHz. Inser- 
tion loss 0.2 dB typical. Removed 
from new equipt. $95 (3+) $85 


D> SP12T 


IN Switch 


| (KC)ES-397P 12 position Lorch 


PIN switch. Requires +5vdc. SMA 
connectors. DC-12 GHz. BCD 
control (5 terminal). $325 


(KC)DK-119 Dowkey, fail-safe 
relay rated at 50 watts. SMB 
“snap-on” plugs on all ports. 


| 32vdc. Break before make. $265 


2PDT 


0-6 GHz 
PIN Diode 


SMA 


(KC)AR3002 Double pole double 
throw pin diode switch. Bias ac- 
tivated. SMA connectors. 2 watts. 
Fail-safe, switch time in 0.01us. 
Made by ARRA. ae 45 


S-93 
Microdot 


(KC)302-10033 Amphenol SPDT 
relay with S-93, 93Q connectors. 
Coil 26vdc, 2509. $345 


SPDT 
VIB 


MB mating rf 
connectors 
KE available 
_ ~ (KC)300-10028 
50 vde control. 500 Mhz, 100 
watts. 1-1/4” square, 1-3/8"H $25 


6 
~ Position 
a 0-18 GHz 


SMA 


(KC)6S05001A DB Products SMA 
SP6T relay. 24 vde control with 
indicating circuitry. Same as 
Transco 146C70600 above. May 


sub other similar models. $175 | 


(KC)080-077 8 position LORAL 
Microwave electronic SMA switch. 
28 vde, (180ma max.) control with 
indicating circuitry. DB-25 con- 
nector. Max insertion loss: .15dB. 
Minimum isolation 80dB(100dB 
typ.). All unused ports termi- 
nated through 50Q resistor to 
ground. Schematic, specs. $225 


lent to Tr ansco 929C 70600. 


SPDT 


0-18 GHz 
Latching 


SMA 


(KC)S-2612A/B_ RLC Latching, 
break before make. 28 vdc. 500 
watts DC-2 GHz, 50 watts @ 12 
GHz. Insertion loss 0.2 dB. Equiva- 


SPDT 
2 GHz 


Auxillary Contacts 


SMA 


(KC)3SBW5107L1 Genicom 
relay with SPDT auxillary con- 
tacts built in. Make before break. 
28 vdc, 765Q coil. 2 amp contacts, 
10ms. DC-2 GHz. $119 


$125_ ‘ 


Amphenol 


SPDT 
VIB 


Terminates 


ss 
(KC)346-10128-4 
unused port into 91Q resistor. 


Failsafe. 48 vdc (100ma) control. 2 
Ghz, 300 watts. Break before 
make. 2” x 2-1/4” x 2-1/2”H $225 


_SMC 


Se. = Amphenol 
= 12 vdc 


. (KC)315-10053-2 
The only SMC (fits UG-1465) re- 
lay in the house. Good DC-3 GHz. 
12 vde coil. 10 ms switch time. 
Used, removed from equip. $45 


Surplus Stes 


pENROPIEG Rs AIntnl: 402-346-4750 


Coaxial RF R ;: EIA, LC, HN, N 


1 5/8’ 
Rotary Transfer Switch 


Motorized and Manual 


5kw+ + DC-1350 MHz 
VSWR: <1.05, Isolation: 
>65 dB, Insertion Loss <.05 dB, 50Q imped- 


ance. Need we say more? What a switch. 
Position 1 Gandara Position 2 
ie? Transfer 1 2 
Switching | 
Sa Diagram 2) GAN 


28vdc control, 10-1/4” diameter, 11-1/4 
Includes blue print drawings, specifications. 
Made by Dielectric Communications. Ratings 
are very conservative. Qty. limited. 


Amphenol 
N 
Transfer 
Relay 


50Q 

High qual- 
ity transfer switch uses “make 
before break” configuration. Type N connec- 


tors. 26 vdc control, shielded coil, prewired. 
Handles up to 1500w, up tol Ghz. $175 
Motor 


“Latching 
Relays 


“N” or “BNC” Connectors. Apply voltage only to switch position, 
continuous hold in voltage not necessary. Mil -spec, sealed. 


SPDT, N, 28 vdc, 3kw 500 M re $159 
SPDT, N, 28 vde, 3kw 500 MHz $125 
SPDT, N, 28 vde, 5kw 500 MHz $225 
SP3T, N, 28 vde, 3kw 500 MHz $295 
SPAT, N, 28 vde, 3kw 500 MHz $395 
SPAT, N, 115vac, 3kw 500 MHz $395 


DPDT, B oh 115va 1c, kw 500Mc $345 


Transfer_ 


Microwave, 
Associates © 


HN 
Relay 


(KC)7502-S002 M/A ality 
transfer switch, “make before 
break” and type HN connec- 
tors. 115 vac control. Handles 
to 5000w, up to3 Ghz. $495 


| nectors. 
Handles up to 2kw, up to 1 | 
| Ghz. Surplus Sales may sub- | 
| stitute Transco 16500. $275 


Type N 
Transfer Relay — 


Compact | 
_ transfer switch. Type N con- | 


28 vdc control, 


ORDERS: 800-244-4567 


DC-TIGHz 
“Y™ Relay 


(KC)CS-321 SPDT, indepen- 
dent port control. Type N 
connectors. 28 vde control, 


Handles up to 3kw. $135 


(KC)11483-2 SPDT, Y relay as 
above: Type N connectors. 48 
vdc. Make before break. $895 


Fax: 402-346-2939 


6 vae Coil 
Magnecraft — 


(KC)128AX25 Our most 
popular economy rf relay. 


SPDT, type N connectors. Mil- 
spec, 500w to 30 MHz, 200w © 


to1GHz. $65 (3+) $59 


1 GHz. Sealed body. 


SPDT: 2500w 
SPDT, N 
28 vde control. 


$109 


cAnnectors. 


TR Relay 


2kw-s 1 GHz 


-168 Popular style 


” high. 


$2795 


1 5CHz.5 kw CW @ 


100 w CW @ 


SP6T 


.6 position 


~ 2500w, use 
Bto 1 GHz. 28 
‘vde control. 
Sealed, mil-spec 
quality. $395 


has BNC on N.C. port for re- 
ceiver, N connectors on com- 
mon and N.O. ports to handle 
power. Aux. contacts. 28vdc. 
Removed. $85 (3+) $79 


SPDT 
om 


2000w 


100 MHz. $450 


Transco 
SPDT relay has make before 
break contacts (closing con- 


| tacts make before interrupt- | 
| ing closed circuit). Nconnec- | 
4 kw, 


tors, 28 vde control. 
peak rating. Pail- safe. 


$395 


Coaxial 


Conserva- 
tively rated @ 5KW (30MHz), 4/5kv. 
26.5vdc operator. LC conn. $495 

Conserva- 
tively rated @ 6KW (30MHz), 5kv. 
26.5vdc operator. LC conn. $595 

1-5/8” EIA SPDT 
25KW (30MHz) 26.5vde $875 


SP6T - 3000w 
Ultimate 6 po- | 
sition coax switch, N connec- | 


tors. 28 vde latching motor 
control. 


Limited quantity. $695 


6 position | 
coax switch, C connectors, | 
make before break contacts. | 


28 vdc control. 


1 GHz. Sealed body. | 


50Q ; 


Small size handles lots of | 


power. 2kw, 1GHz. HN con- 
nectors, 26 vde control. SPDT. 
Electronic Specialty Co. $125 


$2995 | 


1 GHz, 50Q 
Standard Dowkey 
DK-60 style body. N connec- 


tors around. Aux. contacts. 
| 28vdc. Removed. $125 


100w 
@ 
= 3 GHz 


| Amphenol , makes before 
breaks, N conn. 26 vde 2125 


Rotary 
Relays 


'2500w 

500 

MHz 
50Q 


“N” Connectors. Mil -spec, sealed. 
SPDT, 80vde $ 95 
SPDT, 24vde $ 95 
SPAT, 24vde $175 


- ual 
~ 4 
Na Bey 
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 UHF- DK60 

(KC)DK60-115VAC 2000w, 1 
GHz. Deluxe TR relay. SPDT, sil- 
_ver UHF connectors. 115 vac coil, 
-DPDT auxillary contacts. $165 


I yoy ~ Before 
Z (Conversion Conversion 


SP3T - UHF/BNC 
(KC)C4B3DB Conversion project. 
Common center port on bottom 
is removed and replaced with a 
UHF bulkhead connector (in- 
cluded). You end up with a 3 po- 
sition relay good for 2000w. BNCs 
on poles. 24 vde coil. $45 


www. siralinesaies com 


DPDT 


Individual 


& Amphenol. 


side by side. DC-6 GHz, 200 watt. 
(KC)360-11896-1003 
control. N common and BNC 
connectors on the ports. 


separate | 
relays mounted | 


115 vac | 


BA Sane 4, 


-(KC)300-11781 
Amphenol 
high quality relay. 
1 GHz, 300 watts, 27.5 vde. $75 


SPDT 
BNC 


(KC)156-48 Dowkey, 48 vdc, 
1000Q coil. 1 GHz, 500 watts. 
Grounds unused port. $95 


SPDT 
= BNC 
(KC)6393- 15 


“115 vac, 72002, 160 ma 
control. 500 Mhz, 500 watts. $45 


A 


e- “nail: grinnell@surplussales. com __— Fax: 402-346-2939 


Soomiat RE eye / Switches: BNC, UHF, C, SMA Coax Switches 


vA Position 


(KC)323- 11651-3 Each port has 
individual coil. By removing op- 
tional internal insulation, relay 
can be modified to ground all un- 
used ports. 26 vdc. $125 


SP4T - BNC 


(KC)300-10708 4 position, 1 pole. 
All ports are grounded when not 
active. 115 vac control. Break be- 
fore make. Amphenol. $165 


‘ 45 


Dow-Key 


| Series 78 Dow-Key selector 


switches are conservatively rated 
at 1000w @ 100 MHz or 200w @ 
2.5 GHz. 50dB minimum isola- 
tion, .1dB max. insertion loss. 
DowKey quality, a good choice for 
| the station. Rotor locks in place. 
| Pull and turn for new position. 3” 
| dial plate (on “C” model only) in- 


dicates switch position and is re- 
| movable to place above panel. 

(SWC)78-0605 6 position Type C 
New. Just a few left. $85 


(SWC)78-107/8 2 position BNC. 
“107” & “108” models are indexed 


SPDT 
BNC 


Break 


(KC)300-11193 Amphenol. 


; Make Before | 


Shielded 26 vdc coil, contacts | 
make before break and shorts un- | 
used port through 51Q resistor. | 


BNC “Y” Relay 


| (KC)13350 SPDT, independent 
port control. BNC connectors. 28 
vde control, Handles up to 3kw, 


| 3.5 GHz, 50 watts (3kw peak), 1kv | 
rf volts. Very limited qty. $175 | 


Failsafe g 


DPDT 
BNC 


(KC)260-230242 
Dowkey DK-260 body. BNC con- 


nectors. SPDT auxillary contacts | 


each pole. 28vdc coil. ne4° 


$249 


Standard 


SPDT 
| BNC 


Make Before 4 
Break 


| (KC)300-11671 
Shielded 28 vdc coil, contacts 


Sap 


make before break and shorts un- | 
used port to ground. 3.5 GHz, 50 | 


watts (3kw peak), lkv rf volts. 
_ Limited quantity. $195 


BNC 


(KC)360-11898-7 Two coils: 3 


states (no voltage, coil 1 or coil 2) | 


28vde coil. 
Made by Amphenol. 


3 GHz, 300 watts. 
$225 


SP3T 


Amphenol. | 


DC-5 GHz 


(KC)D5-523B2 Switches 


4,000 
watts @ 48 MHz. SPDT, 24- 
| 28vdc control, failsafe, with indi- 
cating circuitry, <0.15dB inser- 
tion loss, >60dB isolation. SC con- 


$65 


| nectors. 5. 9002. Spec sheet. 


up to 11 GHz. Repackaged. $115 


right and left hand. We supply 
both. Switches are new, never 
used, removed from new equipt. 


$35 Each (3-9)$30 (10+)$25 


(SWC)78-109 3 position BNC. 
Switches are new, never used, re- 
moved from new equipment. 


$49 Each (3-9)$45 (10+)$40 


Front View 


DPDT - BNC 


E i 
Rear View 


(SWC)F-59505 Manual DPDT 
BNC switch made for Marines (ID 
plate states so). Can be removed 
from plate and mounted on your 
equipment. Large pointer knob 
on front. 500w, 500 MHz. $95 


> SPDT 
=i BNC 


(KC)360-11891-15 Amphenol 


| 3 GHz, 300 watts. Removed but 
| new condition. 


sealed relay body and 26vde coil. | 
$49 


SPDT 


BNC 


(KC)300-11870-101 Amphenol. 
Contacts make before break and 
short unused port to ground. 
1 GHz, 100 watts (1kw peak). 28 
vde. Limited quantity. $145 


6 Position Switch 
SMA 


M-6-MIN 
Sone A 
manual 


(SWC)S 


Made by RLC. 


GHz. 


ae eee 


(KV)RJ2B-26S Jennings high 
current vacuum relay mounts in 
7/8” hole. 26vdc coil. New, unused. 
~ $185 Each $175 (3+) 


(KV)KC-8-12 Kilovac, as above 
but 12vde coil. _ $210 


(KV)KC- 8 26 lowes, as above 


‘ 
,. 
é » 


Latching Relay 
(KV)RF4B Light weight vacuum 
relay mounts anywhere, inside or 
out, even at the gamma match! 
Simply pulse either “open” or 
“close” coils with 16-30vdc 
(26vdc nominal) to operate the 
SPST relay contact. No need to 
maintain constant voltage. Used, 
removed. Fits 3/4” hole. 2” long. 


but 26vdc coil. $175 $65 Each $60 (3+) 
= 
DPDT 
pete 30 amps 
Pheumatic 12 ky 
Actuated 


if 22-1)? | 
VAN) RS Ze ease eee aoe | relay specifically designed for 


mally open Jennings vacuum re- 

lay. 22kv, 100 amps. Closes on 

air pressures of less than 35 psig. 
$595 


SPST 


75 amps 
28 kv 


Normally 
: Open 
(KV)RS8-26-N360 Jennings 
high current vacuum relay 
mounts in 1-3/16” hole. 26vdc 
coil. 2-7/8” above base. Price below. 
(KV)RS8-115 115 vdc version 
of Jennings relay shown above. 


$245 Each $225 (3+) 


(KV)RB3N300 Jennings vacuum 


Transmit / Receive applications. Top 
contact set (rated @ 6kv) releases 
milliseconds before bottom set. 26dc 
coil. Used, Removed. Fits 1-1/8” hole. 
$125 Each $115 (3+) 


| (KV)RF43-26N909 Jennings | 


Latching 
| 12 amps 
7 kv 


vacuum relay latches in both di- 
rections. 26vdc, 47Q coil. Mounts 


in 1/2” hole. 2-1/8” long. New. 


$60 Each $55 (3+) 


_ amps Jennings latching vacuum | 


Mounts | 
| (KV)H12/S8 


SPST 


Ey Signe 
By peo 


30 kv 
20 amps 


SPDT _. 
Latching=—— 
3.6KV wrrie26n 12 


relay. 26vdc, 18.3Q coil. 
in 1/2” hole. 1-3/4” long. New. 
$85 Each $75 (3+) 


12kv + 1Samps 
Normally Open 


(KV)RD5A Jennings vacuum 
relay with flange base fits 3/4” 


hole. Envelope rises 2” above 
base. 26vdc coil. New, unused. 
Each 3-24 25+ 
$59 $54 $49 
¢ SPDT 
¢ 15 amps 
° 12 kv 


° 26vde/ 2650 


¢ 7/8” mount hole 
(KV)RBIE- 26N385 Jennings 
vacuum relay. 1-3/4” above base, 
1” below. Used, removed. 

$95 Each $89 (3+) 


(KV)RB1J Jennings vacuum re- 
lay. 1-3/4” above base, 3/4” below. 
Used, removed from equipment. 


$95 Each $89 (3+) 


(KV)H-8S3 Kilovac vacuum re- 
lay same as above. Used, removed. 


$105 Each $98 (3+) 


(KV)T8ST **BEST DEAL** 

TORR Labs vacuum relay identi- 

cal to above. Used, removed. 
$75 Each $69 (3+) 


(KV)T8GE NEW Omega vacuum 
relay same electrical as RB1E but 


_ has base flange like Jenn. RD5AorRBID. | 


$125 Each $119 (3+) 


Normally Open 


(KV)RD1 Jennings | 


vacuum relay. Terminals preped | 


w/ ribbon. 28vdc, 105Q coil. | 


Mounts in 1-1/2” hole. New. 
$155 Each $142 (3+) 


DPST 
N.O. / N.C. 
30 kv 
» 20 amps 
| (KV)RE2 Jennings 
= vacuum relay. 26 


| ede coil. Manmntsn in 1-3/4” hole. 


$165 


Screw terminals. New. 


SPDT 


15 amps 
12 kv 


Kilovac vacuum relay. 6vdc, 
250Q coil. Mounts in 7/8” hole. 


| 1-7/8” total length. $135 

| : SPDT 

| ee ‘3 amps 
: 2 kv 


(KV)RFIE-26N 


| Jennings vacuum relay. 26vdc, 


920Q coil. Mounts in 1/2” hole. 
$58 Each $53 (3+) 


coil. New. 


$110 Each sao 


removed. Both Kilovac & Jen- 4 
nings supplied for this item. ‘oe 


(KV)RJ1A-26BLOCK Brand new 
RJ1A (same as above) mounted 
in a G10 fiberglass block makes 
surface mount, above chassis, of 
this relay a snap. 26vdc coil. 
$120 Each $115 (3+) 


SPST 
12 amps -— 


7.5 Kv (KV)RF5A-L46 Jen- 
nings normally closed vacuum 
relay. 26vdc, 920Q coil. Handy 
flange for surface mounting.New. 

Each 3-24 25+ 

$32 OZ $26 


\g 


\ 2 13/4" 


(KV)RF5A-26S Jen- 
nings normally closed vacuum 
relay. 26vdc, 920Q coil. Mounts 
| in 1/2” hole. 1-3/4” long. New. 


Each 3-24 25+ 
$29 $26 $23 
normally closed SP ST 
_ 12 amps 
3.6 kv 


ee F 


(KV) K41B-02 Kilovac or 


| Jennings RF41-26N907 vacuum 


relay. 26vdc, 290Q coil. Mounts 

in 1/2” hole. 1-3/4” long. New. 
Each 3-24 25+ 
$32 $29 $26 


ale. P: www.surplussales.com e-mail: grinnell@surplussales.com Fax: 402-346-2939 


, Over 4,000 Vacuum Relays & interrupters In Stock! 


( G 
relay. Rubberized shock mount 
great for mobile use. 12vdc, 25Q 
coil. 2-3/4” dia., 3-3/4” high. Base 
_ flange for easy mounting. New. 

$395 Each 


APDT 


20 amps 
15 kv 
(each contact) 


(KV)RB4-26 Jennings vacuum 
relay. Rubberized protective 
jacket for ruggedized environ- 
ment. 26vdc coil. 2-3/4” diameter, 
3-3/4” high. 1-3/8” hole required. | 

$465 Each 


(KV)RB4-12 Jennings vacuum 
relay as above except 12 vdc.$495 


(each contact) 


(KV)RB2A 
Jennings vacuum relay. 115 vdc 
coil. Fits 1-3/8” hole, 2-1/2” 
above base, 3/4” below. New. 


$245 Each $225 (3+) 
spdt 


© 5k 
75 amps 


(KV)RF10B-26S Jennings 
vacuum relay. 26.5 vde coil. 
30ms switch time. Fits 1-3/4” 
hole, 3” above base, 1-1/2” 
below. New. $455 Each 


Se AS ee a ew eee oe ay SS 
‘ ee eo WN ae ie oe Pee toe e ; 
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Interruputer 
with actuator 
(some models vary from picture) 


Interruputer 


without actuator 

(marked “no actuator”) Dual Interruputer 

1-N.O. & 1- N.C. contact 
KV)DD2566 Jennings vac. inter. Normally closed. 125 amps, 55kv(70kv peak). 100vdc actuator. $450 
KV)R1 Jennings vacuum interrupter. Normally open. 50 amps, 20kv (50kv peak). No actuator. $225 
)R1-AC2P- Jennings vacuum interrupter. Normally closed. 50 amps, 40kv. No actuator. $250 
)R1-AC4S Jennings vacuum interrupter. Normally closed. 50 amps, 40kv. 115 vac actuator. $290 
)R14062C31000 Jennings vacuum interrupter. Normally closed. 50 amps, 50kv. No actuator. $275 
)R14064A31000 Jennings vacuum interrupter. Normally closed. 50 amps, 50kv. No actuator. $300 
R14301D31002 Jennings vac. interup. Normally open. 50 amps, 50kv(70kv pk). No actuator. $345 
R150AC2S115C Jennings vac. interup. Normally closed. 50 amps, 20kv(50kv pk). No actuator $245 
R150AC2S1150 Jennings vac. interup. Normally open. 50 amps, 20kv (50kv pk). No actuator $285 
R1G4055C3100-Jennings vac. interup. Normally closed. 50 amps, 50kv. 115 vac actuator. $325 
R1G4401C21B10 Jennings vac. interup. Dual N.O./N.C. 100 amps, 50/60kv. 115 vac actuator. $725 
R1J4201D22A10 Jennings vac. interup. Normally open. 100 amps, 40/75kv. 230 vac actuator. $525 
R1J4202A22A10 Jennings vac. interup. Normally closed. 100 amps, 25kv(40kv pk). No actuat.$295 


R1KA-79005-17 Ceramic Jennings vacuumn interupter. Normally closed. No actuator. $375 
R2G-EC45 Jennings vacuum interrupter. Normally closed. 100 amps, 50kv. No actuator $350 
)R4C Jennings vacuum interrupter switch only . 100 amps, 20kv. $175 
JRACAD2S2MSBD Jennings vac. interup. Dual N.O./N.C. 100 amps, 20kv. 115 vac actuator. $450 


— 


R4CAD2E2MSBD Jennings vac. interup. Dual N.O./N.C. 100 amps, 20/40kv. 115 vac actuator.$485 
)R4C4054A21B10 Jennings vac. interup. Dual N.O./N.C. 100 amps, 20kv pk. 115 vac actuator. $425 


SEE EEEEEEEEEErEEE 


KV)R4C4151A24B10 Jennings vac. interup. Dual N.O./N.C. 100 amps, 20kv. 26 vdc actuator. $450 
KV)R5C Jennings vac. interup. Normally open. 50 amps, 20kv (40kv pk). No actuator $225 
KV)R5C4059A31000 Jennings vac. interupter Normally open. 50 amps, 25kv. 115 vac actuator. $325 
KV)RF22-D2488 Ceramic Jennings vac. interupter. Normally open. Built-in pheumatic actuator $595 
KV)RH2G Jennings vac. interrupter. Normally closed. 300 amps, 40/51kv. 115 vac actuator $725 
(KV)RH2G4950A21B40 Jennings vac. interup. Normally open. 600 amps, 40/51kv. 115 vac actuat. $825 
(KV)RH7G4903E21B3 Jennings vac. interup. Normally open. 400 amps, 100 kv. 115 vac actuator $945 
(KV)RP100F4101A26E20 Jennings vac. interup. Normally open. 250 amps, 40/50kv. 100vdc act. $650 
(KV)RT8-80 Ceramic Jennings vac. interupter. Normally closed. 25 amps, 100kv. No actuator $445 


More Vacuum Relays Listed Here | 


KV)H14/S4 __Kilovac vac. relay. DPDT, 30a, 15kv 6vdc coil | Jennings 
Kilovac vacuum relay. 6vdc coil ‘| 40-120kv 


KV)H19 Kilovac relay. Same as Jennings RB2. 26vde $210); Overload 
KV)H9/S10 Kilovac relay. SPST (n.c.), 15a, 20kv, 26vde $135) ‘ : 

Jennings vacuum relay. SPDT, 26.5 vde coil $125); Circuit 
KV)RAIE Jennings vac. relay. SPDT, 30a, 25kv, 26vde = $225)} Breakers 
KV)RA3SE Jennings vac. relay. 3PDT, 30a, 25kv, 26vde $695 | 


Jennings vac. relay. SPDT, 12a, 7kv, 26vdc 
Torr vac. relay. DPDT, 20a, 20kv, 26vdc 
Torr vac. relay. DPDT, 26vdc 


(KV)8654-74702F20 


.2—] amp 
| (to 120kv peak) fully adjustable 


( 
( 
( 
( 
(KV)KC2 
( 
( 
( 
( 
( 


: £ overload protector. $850 Each 

(KC)RC47R6153M430 HN connec- (KV)7852-25-4701 1-5 amp (to 
) ] sw 1OVUL-40- y wc 

Ee eet aia tect) nc ahaves $550 Each 


6 vdc operator. VHF power. $795 
(KC)RC43E6050H440 Conserva- 
tively rated @ 5KW (30MHz), 4/5kv. 
26.5vdc operator. LC conn. $495 
(KC)RC43E6051H440  Conserva- 
tively rated @ 6KW (30MHz), 5kv. 


— Jennings 
9g (KV)4701A21HDO 2-10 amp (to 


AOkv test), as above. $695 Each 
(KV)4701C21LE0 4-15 amp (to 
60kv test), as above. $895 Each 


(KV)OC10P3957-13 10-50 amp 


RC43 Model 26.5vdc operator.LC conn. $595 | (to 120kv test) fully adjustable 

Cc ial SPDT LC connectors (KC)RC6A5125FI4 1-5/8” EIA overload protector. (Other suf- 
oaxia SPDT 25KW (30MHz) 26.5vdc $875 | fixes ava.) 115vcoil.$1100 Each 
Vacuum Relays (KC)RC6A5127FIX mentee (KV)OC6P6135-2 50-200 amp 
SPDT 7KW (400MHz) 26.5vde $985 (to 80kv test) fully adjustable 

3kw to 25 kw (KC)RC21550F17 3” EIA SPDT | overload protector. 115v control 

30 MHz to 400 MHz 25KW(400MHz) = 26.5vde $1100 | oil, $1275 Each 


tat Pa 


AT 


35 

2.7-7.5 pF 

35 kv + 100a 
(CVV)CVA7-35 Ceramic 
vacuum cap. 1/4” shaft. 
Mounts with #10 stud bolts on 
head. Rear hub connection 
requires 7/8” flange. $445 


Loh Ray ae ia 5 a 
Surplus Sales 


5/8" Le 45/8" ‘aba Joa lo st | 
5-25 pF - 20 kv «+ 20a 


(CVV)TC-25 . Jennings glass vacuum cap. 
1/4” shaft. Front and rear .62” dia. hubs snap 


into silver fuse clips ($5 each). 2-1/8” max. | 


body diameter. Great amp tune cap. $175 


“Dl 


ID P/ LL 
EET 


fee 2-3/4" long =» | 
2-10 pF 

25 kv « 20a 
(CVV)CAEB-10 Ceramic 
vacuum.cap. 1/2” shaft. 
Front head is tapped. Rear 
hub has terminal eye. $175 


| <— 1.88" long body = | 


1.5-45 pF - 5kv + 18a 
(CVV)CHV1-45 Jennings ceramic gas vari- 
able cap adjusts by compression. Front 3/8”-32 
thread panel mounts unit. We include coupling, 
shaft mechanism and rear terminal nut to oper- 
ate and secure. $95 Each 


10 ke . ie5a - 
~ UCSXF-1100 


(CVV)UCSXF-1100-10 Jennings glass vacuu 
(some units have 1/4” & 3/8” shafts). 7-1/2” | 
flange to rear hub. 5” max dia. Units equiRes 
flange. Rear hub requires FM-3 flange ($62). 


(CVV)UCSXF-1250-75 Same except 20-1250 pF @ 15 ) $495 95 
(CVV)UCSXF-1500-10 Same except 20-1500 pF-@ 10 kv _ ‘$645 
(CVV)UCSXF-1500-12 Same except 20-1500 pF @ 12 kv $695 

(CVV)UCSXF-2000-10 Same except 48-2000 pF @ 10 kv © $995, » 
(CVV)UCSXF-2300-75 Same except 48-2300 pF @7.5 ky tee = 
(CVV)UCSXF-2300-10 Same except 48-2300 ie @ 10 ky $1 195: - 


Lex 23/4" long | 3t"| 


3-30 pF 
10/15 kv + 19a 
(CVV)CADD-30-10 10 kv Ce- 


ramic vacuum cap. 1/4” 
shaft. Front end has threaded 
barrel, fits 9/16” hole. Rear 
terminal is #6 screw. $275 


(CVV)CADD-30-15 15 kv cap, 
other specs as s above. $335 


95/4” ln body 


5-465 pF «+ 5-10 kv 


(CVV)USLS-465-5S Jennings glass vacuum 
variable cap. Rated 5 kv @ min. capacity / 10 kv 
@ max. capacity. Gear on 1/4” shaft is removable. 
3 hole front flange and 3 tapped holes on rear for 


mounting. New. $345 Each 


10/15 kv + 65a 
CSVF-500 


7-1/4" long body 


(CVV)CSVF-500-10 Jennings 10 kv ceramic vacuum cap. 
1/4” shaft (some units have 1/2” &3/8” shafts). Front & rear 
hubs require FM-2 flanges ($55). $485 Each 


(CVV)CSVF-500-15 Identical to above but 15 kv $595 Each 


shaft. Built-in front flange. 


8-110 pF 
15 kv 


(CVV)UCSV-110 
Bs = Jennings *slass 
9/8" nt >| vacuum. variable 


cap. 50 amps. 1/4” 
$335 


: 


pe 


3-30 pF 


(CVV)ECSA-30-15 


Rear terminal is #6 screw. 


1-1/8" to shaft end 


Jennings 


15 kv glass 
vacuum cap. 20 amps. 1/4” shaft. 
Front end has threaded neck (shown 
w/ protective rubber boot), fits 1/2” hole. 
$245 


1-22 pF > 75kv 


mt (CVV)CVRG-22-75S Ceramic vac variable is 3-1/ 
2” dia, 5-3/4” long body, 7-1/2” total. 
_Tapped fr front it and rear ur heads for mounting. $1 Ws 


1/2” shaft. 


| 


= 3” rear to front bushing (under rubber boot) —> lens —| [= 2-1/2" ‘ear to front head ~—> Ic 17/8” to shaft end >| 
| | 


Amperex 


3-30 pF 
(CVV)CVG3-30-15 15 kv glass 
vacuum cap. 20 amps. 1/4” shaft. 
_ Front end has threaded neck (shown 
| w/ knurled locking nut). Rear termi- 
nal is #6 screw. $225 


ie 250 & 500 pF 
5-500 pF 
u 5kv - 40a 
ke wr'm = s >| UY CSL-500 


(CVV)UCSL-500-5 = Jennings glass vacuum cap. 1/4” shaft. 
Front mounting flange. 3/4” hub on rear terminal. $325 Each 


(CVV)UCSL-500-3 3 kv version of above. 1/4” shaft. Front 
mounting flange. 3/4” hub on rear terminal. $275 Each 


(CVV)UCSL-250-5 Same as above but 4-250 pF, 35a. $325 Each 


x 
: 20-2000 pF 
| 6 kv + 80a 
i CVCC-2000 

Ne 5° orn he ed oe 3" head to beig —>| 
. (CVV)CVCC-2000-6N Jennings ceramic vacuum cap. 1/4” 


spline shaft. Front head tapped. 2” hub on rear. $495 Each 


(CVV)CVCC-2000-6N5 As above but new, no thrust bearing 
__(spline shaft only), 90 amps, 25-2000pF. _ Call for price 


20-2500 pF 
6kv + 85a 


CVCC-2500 
(CVV)CVCC-2500-7 Ceramic 
vacuum cap. 1/4” spline shaft. 
Front head tapped. 2” hub on 
rear. Rubber protective coating 
over ceramic body. Bell housing not included (make with1-1/4” copper cou- 
pling as spacer), or secure bearing on opposing front panel. $425 Each 


y 


ee 


l— 3” tear to front head —> « 3” head to bearing >| 


Ud < eries 

-300-10S 

i aap Jennings glass 
‘uum vari le cap. 3/8” shaft 

(some units have 1/4” shaft). Re- 

quires FM2 and FMOB flanges. 8- 

ur long, 2.5” diameter. 

ae VV)UCS-300-75 10-300 pF 

75 ky, 45 amps. As above. $275 


q (CVV)UCS-300- <5 10-300 pF 
15 ky, 55 amps. As above. $385 


- (CVV)UCS-375-16 10-375 pF 16 
kv (20kvp), 55 amps. Permanent 
front flange, 1/2” shaft. $575 


~ (CVV)UCS-400-10 10-400 pF 
10 ky, 50 amps. Jennings glass 
~ vacuum variable cap. 3/8” shaft 
(some units have 1/4” shaft). Re- 
quires FM2 and FMOB flanges. 9” 
long, 3” diameter. $415 


(CVV)UCS-400-15 10-400 pF 
15kv,55amps.Asabove. $485 
(CVV)UCS-500-10 25-500 pF 
10 kv, 55 amps. Jennings glass 
vacuum variable cap. 3/8” shaft 
(some units have 1/4” shaft). Re- 
quires FM2 and FMOB flanges. 9” 
long, 3” diameter. $450 


9-323 pF 


eA 


ms 4" got ne 1012 gesrinch 
(CVV)CVDB-320-6N —_ Jennings 
ceramic vacuum variable cap. 


Rated 5 kv @ min. capacity / 10 | 


kv @ max. capacity. When gear 
removed, .345” shaft remains. 
Includes thrust bearing. Front 
head has 6 tapped holes and re- 
movable aluminum plate. Rear 2” 
dia. hub comes with clamp. $265 


10-300 pF 


$325 | 


Jem ity 22 ei 


5-750 pF « 3kv 
(CVV)UCSL-750-3S — Jennings 
glass vacuum variable cap. 65 amps. 
1/2” shaft. Use FM-2 flange to 
mount. Rear hub 1.8” dia $235 


Ie 4.5” long body 225 |. bearing 


“UCSL” Models 


(CVV)UCSL-1000-3S 1000pF 3kv 
Jennings glass vacuum variable cap. 
75 amps. 1/2” shaft. Use FM-2 flange 
to mount. Rear hub 1.8” dia. $275 
Caps without drives, if avail. $210 


(CVV)UCSL-1000-5S = 1000pF 5kv 
1/2” (some 1/4”) shafts. Physically, 
same as UCSL-1000-3S. $325 
Caps without drives, if avail. $250 


(CVV)UCSL-1500-5S  1500pF 5kv 
Jennings glass vacuum variable cap. 
60 amps. 1/2” shaft. Use FM-2 flange 
to mount. Rear hub 1.8” dia $465 


(CVV)UCSL-1500-3S  1500pF 3kv 
Jennings glass vacuum variable cap. 
50 amps. 1/2” shaft. Use FM-2 flange 
to mount. Rear hub 1.8’ dia $395 


(CVV)UCSL-1500-3N Jennings cap 
as above but NO DRIVE. $275 


(CVV)UCSL-2000-3S  2000pF 3kv 
1/2” (some 1/4”) shafts. Physically, 
same as UCSL-1000 but 3” dia. $465 


(CVV)UCSL-2000-5S  2000pF 5kv 
1/2” (some 1/4”) shafts. Physically, 
same as UCSL-1000 but 3” dia. $525 


<— = 4.5” long body 


7-1000 pF + 5kv 
(CVV)CVCJ-1000-5 Jennings 
ceramic vacuum variable cap. 70 
amps. 1/4” shaft. Use FM-2 flange 
to mount. Rear hub 1.8” dia $365 
(CVV)CVCJ-1000-5S 
above but 1/2” shaft. 


~ 2.25" |. bearing 


Same as 


$365 


ab/E-l 


Apoq Buoy] ,8/1-§ —» 


meter 


= 


a 


30- 800 pF - 18 kv 


(CVV)UMF-800-18 Jennings 


glass vacuum variable cap. 150 | 


amps. Front mounting flange has 


6 perimeter holes. 3” Rear hub | 


tapped holes. Unit not equipped 
with drive. We can supply a kit con- 
taining thrust bearing & all thread 
shaft for $95 extra. $1200 


_ Motorized 
10-1000 pF + 3-10 kv 
(CVV)UCSLIOOD0MTR_ Motor driven 
vacuum variable cap. Rated at 10 kv 
when capacitor at low end, progressing 


to 3 kv when cap is at max. 28 vdc mo- 
tor operates slower on 12 vdc. Built-in 
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limit switch end stops protect travel on both ends. Perfect for remote 


shunt feeding tower. Just a hand full of these left. 


( 
( 
( 


More Vacuum Variables Listed Here 


$295 


One Z- Two Z Collection 


VV)ATC-35-20 
VV)CACAN-100-5 
CYVICACAN -125-5 
VV)CADB-15-20N 
eMMCATC 35.2 
VV)CMV1-4000-5 
VV)CMV2-2000-5 
VV)CSV1-1000-5 
VV)CSVS-500-5 
CWICIAS 
VV)CVA7-35 
)CVB-22 
)CVC-25-1K-15 
)CVCA-2000-5 
)CVCB-750-5 
)CVCD-1000-5 
)CVCE-250-6N 
JCVCE-750-5S 
)CVDD-1000-10 
)CVDD-1000-15 
)CVDD-500-10S 
)CVDD-500-15S 
)CVDG-1000-15 
)CVDP-1500-15 
)CVDP-2300-10 
/)CVFNP-50-30 
)CVFP-1000-30 
)CVFP-250-40S 
)CVFP-250-45S 
CW)CVHP-250-308 
CVV)CVHP-250-45S 
CVV)GCS-100-15S 


peer reece = ee 


(CVV)U150-15 


( 
( 
( 
( 
( 
( 
( 
( 
( 
( 
( 
( 
( 
( 
( 


( 
( 
( 
( 
( 
( 
( 
( 


CVV)U250-10 
CVV)UCS-200-15 
CVV)UCSB-100-7.5 
CVV)UCSF-1700-14 
CVV)UCSL-3000-2 
CVV)UCSVHC 
CVV)UCSX-740-10 
CVV)UCSXC-1500 
CVV)UCSXH-200-45 
CVV)UHC-75-55 
CVV)UHC-75-60 
CVV)USL-500-3 
CVV)USLP-465-5 
CVV)USLS-500-5N 
CVV)UXCF-250-20 
CVV)UXHC-150-45 
CVV) VMMC-1000-20 
CVV) VMMC-1000-20N 
CVV) VMMC-5000-15 
CVV) VMMHC-450-45 
CVV) VMMHC-650- 2 
CVV)VMMHC-650-5 
CVV) VMMX-1500- 3S 


— 


Jennings glass, 5-35pF 20kv $275 
Jennings ceramic, 20-100pF 5kv $245 
Jennings ceramic, 20-125pF 5kv $285 
Jennings ceramic, 1.9-15pF 20kv $245 
Jennings ceramic, 14-36pF 20kv $175 
Jennings ceramic, 25-4000pF, 5kv$2000 
Jennings cer. 20-2000pF, 5kv, 60a $800 
Jennings cer., 8-1000pF 5kv, 70a $525 
Jennings ceramic, 5-500pF 5kv $445 
Jennings cer., .5-5pF 35kv 100a $445 
Jennings cer., 2.7-7.5pF, 35kv 100a $495 
Jennings ceramic, 2-22pF $145 
Amperex ceramic, 9-1000pF, 15kv $445 
Jennings cer., 20-2000pF, 5kv 100a $625 
Jennings ceramic, 8-750pF 5kv $495 
Jennings cer., 8-1000pF 5kv, 80a $625 
Jennings ceramic, 5-250pF, 6kv $425 
Jennings cer., 10-750pF, 5kv, 80a $525 
Jennings cer., 25-1000pF, 10kv, 140a$750 
Jennings cer., 25-1000pF, 15kv, 150a$875 
Jennings cer., 20-500pF, 10kv, 90a $685 
Jennings cer., 20-500pF, 15kv, 95a $795 
Jennings cer., 10-1000pF, 15kv. 90a $650 
Jennings cer., 35-1500pF,15kv, 160a $975 
Jennings cer., 50-2300pF, 10kv,160a$1175 
Jennings ceramic, 10-50pF, 30kv $450 
Jennings cer., 35-1000pF.30kv,215a$1900 
Jennings cer., 10-250pF, 40kv,160a $1400 
Jennings cer., 10-250pF, 45kv,190a $1700 
Jennings cer., 10-250pF, 30kv,140a $1200 
Jennings cer., 10-250pF, 45kv,190a $1700 
Jennings glass, 5-100pF, 15kv, 45a $425 
Jennings glass(old), 8-150pF, 15kv $350 
Jennings glass(old), 14-250pF, 10kv $325 
Jennings glass, 5-200pF 15kv, 50a $395 
Jennings glass, 5-100pF, 7.5kv $375 
Jennings gls, 50-1700pF,14kv,170a $1800 
Jennings glass, 50-3000pF, 2kv, 75a $625 
Jennings glass, 5-38pF, 35kv, 75a $590 
Jennings glass, 20-675pF, 10kv, 65a $495 
Jennings glass, 20-1500pF, 15kv, 90a$750 
Jennings glass, 10-200pF, 45kv, 75a $750 
Jennings glass, 10-75pF, 55kv, 70a $800 
Jennings glass, 10-75pF, 60kv, 75a $850 
Jennings glass, 5-500pF, 3kv,60a $225 
Jennings glass, 5-465pF, 5kv,60a $225 
Jennings glass, 5-500pF 5kv,60a $325 
Jennings glass, 20-250pF, 20kv, 125a$750 
Jennings glass, 25-150pF, 45kv, 85a $950 
Jennings glass,50-1000pF, 20kv, 170a$1600 
Non-Magnetic,50-1000pF, 20kv, 170a$2000 
Jennings glass, 100-5000pF, 15kv, 200a $3400 
Jennings glass, 25-450pF, 45kv, 190a $2900 
Jennings glass, 30-650pF, 35kv, 160a $2800 
Jennings glass, 30-650pF, 55kv, 200a $3900 
Jennings glass, 20-1500pF, 25kv,160a$2200 
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Vacuum Variable Capacitors 


36-1500 pF. 
7.5 kv «125 amps 


(CVV)CVDB-1500-7.5N_ NEW Jennings ceramic 
vacuum cap. Tapped front and rear heads. 5-1/2” max. 
dia., 6” front to rear head (8-1/4” total length). $995 


36-1500 pF 


15 kv » 165 amps 
(CVV)CVDB-1500-15N Same as above but 15kv. $1295 


20-750 pF 
40 kv + 220 amps 


(CVV) CVFB-750-40N306 NEW 
Jennings ceramic vacuum cap. 
1/2” shaft. 12 threaded holes 
on silver plated heads for easy 
— mounting. 7” maximum 
ire cactt diameter, 11-3/4” long fixed end to 
shaft end. $2395 


ORDERS: 800-244-4567. 


8-1000 pF 
3kv « 40a ¢ 


(CVV)CMV1-1000-3 Highly 
compact ceramic vacuum cap. Has 
1/4” spline shaft. [You can fit a shaft coupling 
to the spline then add a 1/4” shaft.] 3.5” long 
body, 1.78” max diameter. Mounts by front 
flange. Rear 3/8-32 nut included $265 


(CVV)CMV1-650-5 Physically identical to 
above but 5-650 pF @ 5kv. Brand new. $850 


Mounting Flanges 


ATTENTION: Mounting flanges sold at 
same time of vacuum capacitor purchase 
(for that cap) are “discounted” in price. All other 
sales at “regular” price. Disc. Regular 


Price Price 
5 kv (CMH)FMOA 7/8"D 1"H_ $39 $49 


(CMH)FMIC 1-13/16’D 1/2”H $44 
(CMH)FM2 2”D 13/16"H $45 
(CMH)FM2B 2”D 3/4"H $45 
(CMH)FM2D 2"D 3/4"H $49 
(CMH)FM2S 2”D 1/2”H $47 
(CMH)FM3. 3”D 1-1/2"H $62 


30-650 pF 
55 kv 
200 amps 


(CVV) VMMHC-650-55 NEW Jennings glass vacuum 
cap. 1/2” shaft. 8.13” maximum diameter, 17” long fixed end to shaft end. 
Rea iies: FM-4 sities beak front and rear. $3900 


—S” 


5: i “tend eoy 
6 fons | 
bie nee =p 
60-2000 pF - 18kv + 125a 
(CVV) VMMC-2000-18N213 NEW Jennings ite 
vacuum cap. This beauty is new and has permanent 
front and rear mounting flanges, saving the added 
cost of including them. 1/2” shaft. 6 threaded holes - 
on silver flanges. Collins part #919-0159-00. $1995 


1-1/4" | < __ 73/4" flange to flange ash Pi 


<— Jajawoig wnwixow ,s7'¢ —> | 


9-5/8” Fixed end to shaft tip —s 


9-700 pF - 15kv > 70a 


(CVV)UCSX-700-15 NEW Jennings glass vacuum 
caps. 1/2” shaft. Requires FM-2 flange on rear fixed 
end, FM-3 flange on variable end. $695 


13-500 pF - 15kv - 75a 


(CVV)UXC-500-15 This old stand-by is found in many 
older transmitters still in service. Grab a spare while 


you can. 9-1/2”L hub-hub, 14” total. 4-1/2” max 
diameter. 1/2” shaft. FM-3 flanges required front 
and rear. $475 (old) $595 (spanky new) 


aN 10-300 pF + 7.5 kv + 45 amps 


(CVV)UCS-300-75 Permanent front flange included. 
This saves $45 in your installation! Requires FM0B 
flange or strap for fixed end. 8-3/4” long, 2.5” diam- 
eter. 1/2” shaft. New in the box. $295 2+ $285 


<— Apog sajawioig xow ,¢ —> 


<— 23/4" flange to shaft tip Sie 


6" from flonge to fixed end > 


10-375 pF - 16 kv + 42a 


(CVV)UCS-375-16 NEW Jennings glass vacuum cap. 
Rated at 16kvw or 20 kv peak, this jewel has a per- 
manent front FM-2 style flange. 1/2” shaft. $575 


| 


eee os. 10 
10kv, 65 amps, 2.63’D x3.5” 


_(CVF)JCSL-100-75 


L, 7/8” hub terminal. 


\ reoios 25 pF 5 kv 
PD x2-1/2L, 5/16” hub $65 


250 pF, 


L, 7/8” hub terminal. $245 


(CVF)JCS-600-15 600 pF, 
15 kv, 90 amps, 3”D x 4” L, 
7/8” hub terminal. $450 
100 pF, 
7.5 kv, 50 amps, 2”D x 3-3/4” 
$175 
(CVF)JCSL-500-3 500 pF, 
3 kv, 60 amps, 2”D x 3-1/2” 


L, .81” hub terminal. $175 
(CVF)JCSL-500-5 500 pF, 
as above but 5 kv. $195 
(CVF)JCSL-750-3 750 pF, 


3 ky, 60 amps, 2”D x 3-3/4” 
L, 7/8” hub terminal. $225 
(CVF)JCSL-2000-5 2000 pF 
5 kv, 75 amps, 2-3/4”D x 4” 
L, 7/8” hub terminal. $350 


Jennings 
JCSF 
Series 


(CVF)JCSF-25-15N 
25 pF, 15 kv, 18 amps, 1.4”D 
x 1.6” L, 8-32 terminal. $145 
(CVF)JCSF-50-15 50 pF, 
15 kv, 22 amps, as above $155 
(CVF)JCSF-100-15 100pF 
15 kv, 40 amps, 1.6”D x 1.7” 
L, 8-32 terminal. $195 
(CVF)JCSF-120-10 120 pF 
10 kv, 35 amps, as above $125 
(CVF)JCSF-120-15 120 pF 
15 kv, 40 amps, as above $195 
(CVF)JCSF-150-15 150 pF 
15 kv, 40 amps, as above $225 
(CVF)JCSF-150-75 150 pF 
7.5kv, 35 amps, as above $135 


-(CVF)JCS-2A-25 25 pF. 10 


ky, 30 amps, 1-3/8”D x 3” L, 
3/8” hub terminal. Limited 
number as shown above with 
aluminum wire socket. 


$65 Each $59 (5+) 


Series 
(CVF)W-6-20 6 pF 20 ky, 
2”D x 4”L, 3/8” hub. $85 
(CVF)W-10 10 pF 20 ky, 
2"D x 4”L, 3/8” hub. $125 


(CVF)W-15 15 pF 20 kv, 
2”D x 4”L, 3/8” hub. $135 
(CVF)W-15-40 40 kv, $175 
(CVF)W-40 40 pF 20 ky, 
2”"D x4’L, 3/8” hub. $145 


(CVF)W-50 50 pF, 30 ky, 
2”D x 4”L, 3/8” hub. $195 


(CVF)W-100 100 pF, 20 ky, 
2”D x 4”L, 3/8” hub. $165 


(CVF)W-140 140 pF 20 ky, 
2”D x 4”L, 3/8” hub. $185 


(CVF)W-150 150 pF 20 ky, 
2.8’D x 4.5”L, 3/8” hub. $210 


Senninigs. Y "Gores 
All caps 9/16”D, 3-1/4”L, 3/8” hub. 
(CVF)Y2-30 2 pF, 30 kv, $50 
(CVF)Y5-25 5 pF 25 kv, $50 
(CVF)Y2-17 2 pF, 17 kv, $40 


(CVF)JHC-12-60 


_(CVF)JC2-20-30 


lcancraraie 
(CVF)JC2-20-20 


(CVF)JC2-25-20S 
(CVF)JCS1-25 Jennings, glass, 
(CVF)VCC25 Eimac, glass, 25 pF, 35 kv 


(CVF)CLF1-25-35 
(CVF)CFA-27-15 


| (CVF)VDF- Jennings, ceramic, 2. 8pF. 60 iw, s -ecial body 
(CVF)1B45 = Westinghouse, glass, 7 pF, 32 ky, 
(CVF)CFEE-10-15E Jennings, ceramic, 10 pF, 15 kv 
Jennings, glass, 12 pF, 60 kv 
Jennings, glass, 16 pF, 60 kv 
CVF)CFHF-18-50N Jennings, ceramic, 18 pF, 50 ky, 
Jennings, glass, 20 pF, 20 kv, 2- 
Jennings, glass, 20 pF, 30 kv, 2- 


-1/4"D, "Lb -* 


100a, 5”L 3 
3/4"D x 3-3/4’L $125 


ky, 2-3/4"D x 3-3/4"L $165 


Jennings, glass, 25 pF, 20 kv, 2-3/4’D x 3-3/4"L $135 
25 pF, 20 ky, 2”D x 3-1/2”L 


145 
165 


Jennings, ceramic, 25 pF, 35 kv, 67a, 2”D 6-1/2”L $245 
Jennings, ceramic, 27 pF, 15 kv $ 65 


(CVF)JC2SA-50 Jennings, ceramic, 50 pF, 10 kv $75 
(CVF)JMF-50-33 = Jennings, 50 pF, 33 kv $150 
(CVF)JHF-50-40 = Jennings, glass, 50 pF 40 kv, 2-1/4"Dx4”L = $335 
(CVF)HD50-45S Jennings, 50 pF 45 kv $650 
(CVF)JHC-75-5 Jennings, glass, 75 pF, 25 kv, 3-1/2”D x 3-1/2”L $135 
(CVF)CLF1-100-30 Jennings, ceramic, 100 pF, 30 kv, 5% 325 


(CVF)MHC-200-55 = Jennings, glass, 200 pF, 55 kv, 255a, 8-1/2”L $1200 
(CVF)VCCE-250-30S Jennings, glass, 250 pF, 30 kv $1000 
(CVF)CFHP-450-50S Jennings, ceramic, 450 pF, 50 kv, 280a $1425 
(CVF)CFHP-450-55S Jennings, ceramic, 450 pF, 55 kv, 300a $1425 
(CVF)ML500-20 Jennings, glass, 500 pF, 20 kv, 145a, 8-1/2”L $ 890 
(CVF)MLC-1000-30S Jennings, glass, 1000 pF, 30 kv, 200a $1125 
(CVF)CFHP-1000-50 Jennings, ceramic, 1000 pF, 50 kv, 350a $1825 
(CVF)MMC-5000-15 Jennings, glass, 5000 pF 15 kv, 220a,13”L $2400 
25 pF 20 kv 
feedthru 


Jennings JC3/JC4 
(CVF)JC3-20-60 20 pF 60 kv, 140 amps 
3” diameter, 8-3/8” long, 2” hub. $425 


(CVF)JC3-50-60S 50 pF, 60 kv, 180 amps 
3-3/8” diameter, 8” long, 2” hub. $525 


(CVF)JC4-100-35 100 pF 35 ky, 280 a 
4-1/2” dia., 9-1/4” long, 3” hub. $675 


CVF)CFT-25-20 
* 25 pF, 20 kv. 1-11/ 
16” rt eds thru 1-3/4” hole. 


| 1-1/4” above/below chassis. $225 


20 omps <ul 


Jennings X Series 
All caps 1”D, 3-1/4”L, 3/8” hub. 
(CVF)X5-17 5 pF, 17 kv, $60 
(CVF)X10-17 10 pF, 17kv, $60 
(CVF)X20-17 20 pF, 17kv, $70 


5pF 35kv 


CVF)CFB-5-35N389 
5pF, 35kv, 50 amps, 
1.8’D x 2.8” L. Spe- 
cial Jennings ceramic 
capacitor. $150 


m 800 pF 


100 
amps 
(CVF)JMC-800-20 800 pF, 20 kv, 


100 amps, 4-1/2”D x 4-1/8” L. Flange 
each end w/ 6 tapped holes. $775 


CY 


All caps 3/4”D, 3-1/4”L, 5/16” hub. 


(CVF)CY2-30N 2pK 30kv $65 
(CVF)CY3-15S  3pF 15kv $45 
(CVF)CY5-20S  5pK 20kv $50 
(CVF)CY5-25S 5pK 25kv $60 
(CVF)CY5-30S  5pK 30kv $70 
(CVF)CY10-17S 10pK 17kv $60 


Series | 


Jennings & Dolinko Wilkens 


VC Series 
All caps 2-1/4 to 2-3/4’D & 4-1/2” 


hub. 
$40 
$47 


to 6-1/2” long; most have 3/4” 
(CVF)VC6-20 6 pF, 20kv 
(CVF)VC6-30 6 pF 30kv 
(CVF)VC6-32 6pF32kv $54 
(CVF)VC12-20 12pF20kv $50 
(CVF)VC12-32 12pF.32kv $100 
(CVF)V12-35S 12pF 35kv $125 
(CVF)VC25-20 25pF20kv $85 
(CVF)VC25-32 25pF 32kv $125 
(CVF)VC50-15 50pF.15kv $95 
Sait este 50pF, 20kv $125 

VF)VC50-32 50pF, 32kv $185 
Te 32 50pF 32kv $250 
CVF)VC50-35S 50pF, 35kv $220 
CVF)VC75-20 75pF, 20kv $185 


CVF)VC100-30 100pF, 30kv $265 
CVF)VC100-32 100pF, 32kv $285 
CVF)VC140W 140pF 20kv $225 
(CVF)VC150-32 150pF, 32kv $325 
(CVF)VC250-20 250pF, 20kv $295 
(CVF)VCC250-30 250pF, 30kv $395 


) 
( 
| ( 
(CVF)VC100-20 100pF, 20kv $195 
( 
( 
( 


Bey: 


me acne S 
Scrat Driver 


Fingerstock 
(FFS)FS-3C Silver plated beryl- 


lium copper fingerstock made 
popular by builders of the now 
famous “screwdriver” antenna. 
14 fingers / inch, 8” total length. 

Each 


$9 


10+ 
$7.25 


Soe 
$8 


\ (FFS)FS-16 Will 
\& ype compress down to 
1/16”. Remove adhesive back to 
stick, or solder down. 16” long. 


Plated. $15Ea $14(3+) 


dS ae 


AINE 4 Shown 4 Times 


Actual Size 


Sub mitigntte 
(FFS)FS-11 Mini stock turns 
1/4” circle. 18 fingers / inch, 12” 
total length. Silver plated beryl- 
lium copper. Make tube sockets 
or use for “rf” gasketing, etc. 


RFI Fingerstock 


(FFS)FS-32 Fingerstock with 
Scotch adhesive backing can also 
be soldered. Use for RFI gasket- 
ing or tube/connector contacts. 
6 fingers / inch, 24” total length. 
Beryllium copper. Strip is 5/16” 
high and @ rest, .075” thick. Will 
compress to .018”. 
Each 3-14 154 


$25) gniga3. 1-92] 


(FFS)FS-9 As above but silver 
plated, 5/8” long. $1 Ea 80¢(10+) 


Fe Jee AS ey ee, aol 
a Generis ae aie /intni: Pi i 
‘ RF components: Fingerstock, Strapping — 


ORDERS: s00.24 


(FFS)FS-12 16” long Beryl- 
lium copper strip. 5-1/2 fingers 
per inch, Rivet holes on 2-7/8” 
centers. Solder too. $22 Each 


Silver 


1/8" tise on 
fingers. 


(FFS)FS-30 Silver plated beryl- 

lium copper fingerstock. 5-1/2 

fingers / inch, 7” total length. 
Each 3-14 15+ 


$18 $17 $16 


=. 


(FFS)FS-10 Silver plated, 5- 
1/2” long. $8 Ea $7(5+) 
(FFS)FS-10B Silver plated, 
12-1/2” long. $19 Ea $17(54) 

(FFS)FS- 13 

i High com- 

= pression 

= fingerstock 


is 3/8” wide relaxed, 1/4” com- 
pressed. 4 fingers / inch, 16” total 
len. Beryllium copper strip 5/16” 
high. Mounting holes centered on 
each finger. Rivet or solder. 


Each 3-9 10+ Each 3-14 15+ 
$10 $9 $8.25 $25 $23 $21 
e Neh Shown 2 Times 2x, (FFS)FS-6 
< Actual Size Py. 180° semi- 


AS 
23\" 


(FFS)FS-5 10 fingers / inch, 
4.25” total length. Nickel plated 
beryllium copper. $4 Ea $3(5+) 


Wide spaced fingers (4.5 agin 
inch) allow 1” diameter OD turn 
(5/8” ID). Silver plated beryllium 
copper. Two lengths available.) 

(FFS)FS-1 5.5” long $6 Ea $5(5+) 
(FFS)F FS-1B 7.5” long BE Ea $7(5+) 


fers circle, strip 
mounts flat 
with fingers ssucite front & 
rear. 8 fingers per 3” linear inches, 
24” total length. Beryllium cop- 
per. Mounting holes centered on 
each finger for rivet or solder or 
adhesive back. 

Each 


$20 


3-14 
$19 


15+ 
$18 


Silver Plated Strap 
(RF)SILVERSTP 1” x 3” heavy 
silver plated strap great for inter- 
connects in a rf tank circuit. 18 
gauge (.040”) thickness. 


Each 12-24 25+ 
$1.50 SI. 25 $1 
(RF)GOLDSTP Same x oe 
strap as above but GOLD plated. 
Each 12-24 25+ 
$2.50 $2.25 $2 


aw a 
of ; ond . 
x 


a ber tins ot 


(RF)STRAP3 3” wi 
_ strap for heavy duty ¢ gi 
equipment. 22 gauge (. 
ness. Sold ber foot. 
Each 2S: aA 


$3.50 cide 


copper strap for Pees rn 
equipment. 11 gauge (.091”) hie 5 
ness. Sold per foot. iy 

$7 Each (25+) $6 ne 


(RF)STRAP.75_3/4” wide hard drawn 
copper strap for grounding of “rf” — 
equipment. 14 gauge (.064”) thick- — 
ness, Sold per foot. 

$5 Each (25+) $4 


(RF)STRAP.5 1/2” wide soft drawn 
semi-flexible copper strap for use in 
“rf” tanks and interconnects. 14 
gauge (.064”) thickness. - 


Each 25-99 100+ 
$1.90 $1.60 $1.35 
(RF)STRAP.5S 1/2” wide soft su- 


per-flexible copper strap for use in 
“rf? tanks and interconnects. .005” 


thickness. 
25-99 100+ 


Each 
75¢ 60¢ 50¢ 


Solid Copper Sheet 


(RF)SHTCU-18 12” wide hard drawn 
18 gauge solid copper sheet, 97-1/8” 
long. Only sold in full sheets but we 
can cut to rough dimensions for ship- 
ping. Must be prepaid. $125 


rst 
Wide, close spaced 


(FFS)FS-31 
cad plated fingers, 4.5 per inch, 
6.5” total length. Turns 1-7/8” di- 
ameter ID circle. 


See 
$16 


10+ 
$15 


Each 
$17 


(FFS)FS-6C Exactly 
fas fingerstock fea- 
tured above but .18” 
high, 3/8” wide, 16” 
long and 4 fingers per inch. Same 
physical layout as above. 

Each 3-14 
$15 $14 


15+ 
$13 


Silver Plated Bar 
(RF)SILBAR Perfect for con- 
necting two HT58 doorknob ca- 
pacitors in parallel. Outside holes 


| are for capacitors; wire terminal 


on the bullhead. 1-1/4” long, all 
heavy silver plated copper. 


Each =: 12-24 
$1.50". $125 


25+ 
$1 


(FFS)FS-14 Silver 
y plated version of FS- 


" 6C above. Also 
.16”H (shorter), 24” long. 
Each 3-14 15+ 
$19 $18 $17 


Spiral Wrap 


(FFS)SPRL = 1/8” diameter spi- 
rally wrapped beryllium copper. 
Nickel/cad plated. Use for RFI 
shielding, ‘rf’ contact material or 
for a protective outer shielding 
wrap. $5 per foot. 


Silver Strap 
(RF)SILVERSTP125 1/8” wide soft 
super- flexible silver copper strap for 
use in “rf” tanks and interconnects. 
.005” thickness. 

Per Foot 25-99 100+ 
$2 $1.50 $1.25 


(RF)SILVERSTP125B Same soft sil- 
ver as above but 1/8” wide. .02” thick. 


Per Foot 5-24 25+ 
$3 $2. 50 $2 
(RF)SILVERSTP250 Sania soft silver 
as above but 1/4” wide. .02” thick. 
Per Foot 5-24 25+ 
$6 $5 $4.25 


(RF)SILVERSTP375 Same soft silver 


as above but 3/8” wide. .030” thick. 
Per Foot 5-24 258. 
$12 $11 $10 


(RF)45-5-008 Silver strap, 1/2” wide 
x 4-1/2” long, .008” thick. 1/4” hole 
eachend. $4 (5-24)$3.50. (254)$3 


ow 


. | ; ee 
- mail rin jnnll@sur sedge com Fa Fax 402-34 


| RT/duroid® 
i Microwave 
Circuit Board Laminates 


RT/duroid 5880 PTFE laminate with a dissipation 
factor (loss tangent @ 10 GHz) of 0.0009 has a di- 
electric constant and tolerance @ 10 GHz of 2.20 
_ +0.02 which is uniform from panel to panel and is 
constant over a wide frequency range, to Ku-band 
and above. Surplus Sales has a limited supply of sizes 
and thicknesses to choose from. Save over 50%! 


— (PCB)M105ADZ =7"x10" .01" thick .5 oz copper 
3 $24 Each $20 (3-9) $19 (10+) 
(PCB)MI05ADW 5”x7" — .0075"thick .5 oz copper 
$19 Each $17 (3-9) $16 (10+) 
(PCB)M105AQB 12” x 18” .01”thick .5 oz copper 
$55 Each $51 (3-9) $48 (10+) | 
(PCB)M104AHE = 12” x 18” .062"thick 1 0z copper 
$89 Each $84 (3-9) $80 (10+) 
2x Copper C ircuit Board 
(PCB)N4105 14"thick 302 copper 
Mil Spec P-23949G ¢ all serial numbered. 
$7 Each $6( 0 (10-49) $5 (50+) 


(PCB)EG818T/GF 24” x 36” .0235” thick 2 oz copper 
$14 Each $12(3-9) $11(10-49) $10(50+) 


-—Teflon® Sheets 
Teflon® sheeting available in various 
sizes. 0.025” thickness withstands over 
50kv. Surplus Sales can provide 25.5” 
wide rolls in random lengths, 10-20’. 
(RPS)TEFLON-12 12”x 12” sheets. $ 9 
(RPS)TEFLON-13 12”x 13.5”sheets.$ 10 
(RPS)TEFLON-25 25.5” wide, in rolls 
sold per lin. foot. 

$19 = (5-19')$17— (20’+)$14 
(RPS)TEFLON-3 3” wide x .01” thick. $4/t. 


Teflon® 
Tape 


Teflon® self adhe- 
sive, pressure sensi- 
tive one is available in two sizes. Wrap 
toroids, rods or what ever needs a volt- 
age and or temperature resistant layer. 
(TAP)P-424 3/4” wide, 3.3 mil thick, 54 
yards. 12kv. $20 = (3+ rolls) $17 


(TAP)6115-02 1/2” wide, 2 mil thick, 36 
yards. 7.2kv,500°F $11 (3+ rolls) $9 


Norplex Utility Board 
(PCB)13-18056 36” x 48.063” thick fiberglass board 
Not copper clad, just smooth brown fiber board, for all 
kinds of projects. Tough as nails, light weight, non-con- 


ductive. Glue it, screw it. Can be rolled for UPS shipping. 
$8 Each $7(3-9) $6.50(10-49) $5 (50+) 


Scotch 
Glass Cloth 


(TAP)2540 2-1/4” 


| thick nonadhesive 
cloth. Reinforced, white. 25 yds / roll. 
$20/roll (3+ rolls) $18 


~ wide, 1.5 mil (.006”) | 


1000 ga 
(0.01”) 


10kv Withsta 
(RPS)MYLAR 


11-1/4” wide, 0.01” thick. Withstands 10kv. 
Great for insulating components from ground, 
making your own “Mylar” dielectric capaci- 
tors, insulate telescoping antenna tubing as 


in the famous LOOP antennas. Sold per foot. 
$1 foot ** $9(10' roll) ** 75¢ (50-249’) 


Kapton® 
Tape 


F Kapton® self adhesive, 
pressure sensitive tape is an 
excellent high voltage insu- 
lator with minimum thickness. Three sizes. 
(TAP)013-1375-090 3/8” wide, 1 mil thick, 
36 yards per roll. 10kv. $15 per roll 
(TAP)K250X50036 1/2” wide, 1 mil thick, 36 


Sheet Copper 
Foil 
24” x 36” sheets 


(PCB)EPS-111RA_ Solid, soft, pliable, moldable 
0.0065” thick copper foil. Perfect for shielding 
projects. Made by Fortin. $30 Sheet $25 (10+) 


Electrical 
Insulating 
‘Compound 


butyl er based insulating tape is 
self-amalgamating, molding into one 
solid mass. 1-1/2” wide, 1/8” thick 15’ 
long roll. Non-corrosive. $15/roll 


Roll Rubber 
5A” wide 


(RPS)RRUBBER Rubber fabric for any purpose... a 
raft, waterproofing, etc. 0.032” thick. Strong fiber 
center. $4 Yard $3.50(10-24 yds) $3(25+ yds) 


Electrical 


Filler Tape 
1kv 


Bishop butyl rubber based insulating 
tape is self-amalgamating, molding into 
one solid mass. 1-1/2” wide, 1/8” thick 
5’ long roll. $9/roll 


TAP)P8745 Mil-spec | 


(TAP)2074 Plymouth / | 


yards per roll. 7 kv. $18 per roll 
(TAP)P221 3/4” wide, 1 mil thick, 36 
yards per roll. 7 kv. $25 per roll 
Fluorglas® 
Fiberglass 
Tape 


(TAP)2915-0 Insulat- 
ing, high temperature, 
high eeeroth eaaesive tape. 1-1/2” wide, 
0.010” thick, 36 yards long per roll.$10/roll 


Scotch 
Glass Cloth 
Electricallape 
(TAP)69-250 2-1/2” 
wide, 7.5 mil thick tape 
with thermosetting silicone adhesive performs 


| at class H temperature (180°C/366'F). 36 yards 
| long per roll. 


$24/roll (6+ rolls) $20 


. Coax Saal 6’ roll 

~™ (ANT)COAXSL Brand name hand 
_ moldable plastic sealant for out- 
Ne use on coax fittings. Stays 


*, flexible in the cold. Noncon- 
ysductive, non contaminating. 


of 


$3/roll (6+ rolls) $2.50 


SS 


Ferrite: Beads, Sleeve 


* iT 1/2” Split Beads 


Ferrite Split Beads are the best form of field applied prevention for 
RFI & EMI noise suppression available. Protects against dangerous 
surges & spikes from power line, antenna coax, telephone and data 
wires caused by erratic power, lightning, back emf or any one of a 
dozen other sources. All made with 43 Material, effective DC-200 MHz! 
(ICH)264-3164151 1/2” inside diameter fits over larger coaxes like 
RG-213, RG-8, RG-214, large telephone and data cables, power cables, 
etc. Add one, two or more, depending on severity of problem. Almost 
any interference problem can be eliminated with our split beads. Over- 


\ 


$4.50 (25-99) $4.25 (100+) 


3/8” Split Beads 


‘ e 
a Neath reduced prices! 
(ICH)SS28B2033 3/8” inside diameter of bead fits over medium size 
coaxes like RG-59, RG-8X, telephone and data cables, power cables, 
speaker wires, antennas, etc. Removable, reusable plastic cage is in- 
cluded. Grip teeth reduce hole dia. to about 5/16” but can be whittled 
out to full 3/8”. Just snap on one, two or more, depending on severity 
of problem. Almost any interference problem can be eliminated with 
our split beads. Overall dimensions are 13/16” square x 1-1/4” long. 
$2.50 per bead $2.25(6-24) $2 (25-99)* «S175 (100-4) 


” « 
1/4” Split Beads 

(ICH)SS28B2031 1/4” inside diameter of bead fits 
= over small size coaxes like RG-58 or smaller, tele- 
phone and data cables or any cable 1/4” diameter or smaller. Removable, reusable 
plastic cage is included. Serrated teeth grip and center cable and reduce hole dia. to 
about 3/16” but can be whittled out to full 1/4”. Just snap on one, two or more, 
depending on severity of problem. Almost any interference problem can be elimi- 

nated with our split beads. Overall dimensions are 11/16” square x 1-1/4” long. 


$2.50 per bead $2.25 (6-24) $2 (25-99) $1.75 (100+) 
(ICH)264-3164251 1/4” bead with no plastic cage. $2 Ea $1.35(25-99) 


& 
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Our Famous _ : 
Telephone 


(ICH)FB-TIB This is one of the 
most effective beads for use on 
telephone wires (up to 12 AWG) that 


we've seen. That’s why zillions have been | sm 
sold in the last decade. It’s been “word of | 


mouth”, Just slip one or two beads over 
the individual phone wires, at the block 
in the basement and for extra hard cases, 
put them right in the phone or at the 
wall jack. .3” diameter, .26” long, #12 
hole. Same low price as 1987! 

Each 10-49 50-499 500-2k 

40¢ 35¢ 30¢ 25¢ 


(ICH)FS2-43 43 material, DC- 
200 MHz, Z=96Q @ 25 MHz or 1310 @ 
100 MHz. Center hole (18 AWG, .040”). 
Stack one or more on conductors until 
problem goes away. .2” OD, .405” long. 


Component Lead 
Ferrite 
Be ads Shown @ 200% 
(ICH)FBEAD The standard in 
component lead or to #18 internal 
wire choking. .135” dia, .12” long. 
(ICH)FBEAD-M Miniature bead with 
larger hole (.050”, #16) for tighter more 
compact areas. .125” dia., .085” long 


10-49 50-499 500-2k 


Each 
20¢ 15¢ 10¢ 8¢ 


Coil Form 


(ICH)FB-CF 1” long, .245” diam- 
eter ferrite coil form made of high re- 
sistivity material. Wind your coil and 
solder to #16 leads. Rugged design. 

$1.50£ $1.25 10-49 $1504 


-244-4567 


Ferrite Special EMI/RFI Suppressing Formula 


Shield Beads 


eeu, NA 7 
, anni . Ee 


‘ ee 
ry cy 2 


Interference | —_— 
Beads | JI 


(ICH)HF70RH12X15 Wow-Wee 
is right! The best performing fer- 
rite bead of this type we've ever tested! 
Our customers are the real proof. They 
reorder time after time. .285” (7.3mm) _ 
internal diameter fits many cables 
such as RG-58/59/8X, data, video or tel- 
con. 465” (12mm) OD, .585” (15mm) 
long. 1500 permeability, 450 Tesla. 


Largest Split Bead 
Available 


1/2" x 1” Opening 


(1CH)264-3168651 43 Material effectively eliminates interference from 
DC to 200 MHz. 1/2” x 1” inside dimension fits over large multicon- 
ductor cables or over trunk lines, etc., anywhere the 1/4”, 3/8” or 1/2” 


standard beads won’t fit. Add one, two or more, depending on severity | 


of problem. Almost any interference problem can be eliminated with 
our split beads. Overall dimensions are 1” x 1-1/2” x 1-1/8” long. Se- 
cure with ty-wrap. 

$11 per pair $10 (6-24) 


$9.50 (25-99) $9 (100+) 


(ICH)2865001102 
65 material (high Q & 
resistivity 5-15 MHz) ra- 


dial wound bead on a lead. 

.229” diameter, .25” long. Made 
by Fair-Rite. 

25¢ Each 20¢ 10-99 15¢ 100+ 


| 


(ICH)2673021801 
Fair-Rite bead # 
on a lead, cov- 
ered with heat 
shrink. 20 AWG tinned 
leads, 73 material has initial per- 
meability of 2500, suppressing 
signals below 40 MHz with opti- 
mum range lkc to 1 MHz. 105Q 
@ 25 MHz, .2” diameter, .435” long. 
Each 10-49 50-499 500-2k 
35 G44 25¢ 20¢ 14¢ 


Each 10-49 50-499 500-2k 
$1.25 $1 85¢ 75¢ 
Broadband 


a Ferrite Beads 


(ICH)FBEAD-J- Jumbo compo- 
nent lead bead attenuates un- 
wanted energy from DC to 300 
MHz. Use up to #16 wire (.050” ID) 
.213” outer diameter, .173” long. 


Each 10-49 50-499 500-2k 
25¢ 20¢ 17¢ 14¢ 
Stackpole 


- Ferrite Sleeve 
Shown @ 200% 


(ICH)57-5549 64 material has 
initial permeability of 250, sup- 
pressing signals below 50 MHz 
with optimum range .05-4 MHz. Up 
to 16 AWG pass thru wire, body is 
.260”0D, .375” long. 
(ICH)57-1511 Same size as above. 
Usable 500 KHz and below. 24 
material has initial permeability 
of 2500, max 5000., Z=17Q @ 1 
MHz or 55.5Q@6MHz. .063” center 
hole, body is .260”0D, .375” long. 
You are welcome to amalgamate 
these beads for quantity discount. 
Each 10-49 50-249 250+ 
35€ 27¢. 23¢ 19¢ 


Ferrite Sleeve 


(ICH)288-0884010 Medium size 
ferrite sleeve, 43 material. Inside 
diameter .185”, .365” outer diam- 
eter, 5” long. $2—a $1.50 10+ 


bei ter ele than low grade 33 or 61 material. It’s usable from DC 
t0200. MHz, is most often found in HF filament transformers, chokes 
antennas in the 1-30 MHz band with best Q range from DC-5 

D Hs, “Score and break rod for 4” length. Check out our 8 or 10 AWG 
e eled wire to wind your monster transformers. 


$25 Each $22(4-9) $19(10-24) $18 (25+) 


(ICH)FEROD-7 BIGGER ROD 7-5/8” long x 5/8” diameter ferrite 
rod, 43 mix. This brute has an even bigger cross section than our 
standard 8” rod. Use this when winding 50 amp+ transformers. $35 


Le ae pha gh 


© tps 


Ferrite Block 
(ICH)FBLOCK Collins used this 
monolith in an avionic direction 

‘finding circuit. As we understand, 
many turns of wire were added to 
this 5-7/16” square x 1/2” thick 
slab of solid ferrite material. 
Collins part number 288-1354-020. 


Ferrite Sleeves We're down to a couple hundred. 
~DC-200 MHz A3 $35£ $292-19 $25 20+ 
a 
Mix TOROIDS 
 (ICH)26-43625002 .555” long, .625” An assortment of orphaned toroids 
~ OD, .315” ID. Fits RG8X, RG-59 coax. and regular stock items, both fer- 
iri Rite. $2 $1.50 (5+) rite and powered iron. We have 
re some real nice pieces here. 
(ICH)FB43-5621 1.125” long, 562” P 
OD. .25"ID $2 $1.50 (5+) 0.0. LD. — thick mix metal each —-10-24 25+ 
ee (ICH)FT23B-43 230 .115 .125 43 Ferrite $0.50 $0.45 $0.40 
(ICH)26-43665702 1.135” long, .69” | (ICH)FT-25-WH  .250 .120 .125 white Ferrite $0.30 $0.25 $0.20 
OD, .375” ID. Fits many coaxs and Sones lle 275 ~ .135 orange Ferrite og ate moe 
“Ri 320 .156 .130 A2 Iron : . : 
cables, Fair-Rite. $2.50 $2 (5+) (ICH)649E55031 335 .135 .125molydm Ferrite $0.30 $0.25 $0.20 
(ICH)26-43626402 1.135” long, | (ICH)8051200MA .335 .225 100 orange Ferrite $0.30 $0.25 $0.20 
.735” OD, .405” ID. Fits RG8, RG-213 | (ICH)FT37-61 yee. 100 ome Ferrite are ae aay 
: (ICH)T37-41 435 240 .185 audio Ferrite i : ' 
coax. FairRite. $3.50 $3 (5+) | (icinv7psso37Ww 415 1187 170 Ferrite $0.40 $0.35 $0.30 
(ICH)288-1047000 1-3/4” long, 1/2” fe 3 500 .310 .250 43 Ferrite arp ne Sue 
é (ICH)FT50-43 500 .310 .250 43 Ferrite ; : : 
diameter, 2” center hole. $5 $4 (5+) (ICH)983-5005 505 .315 .250 61 Ferrite $0.75 $0.65 $0.50 
; | (ICH)287N55050 .525 .290 .200 A2 Iron $0.50 $0.45 $0.40 
Ferrite Bead = (ICH)FT55-75 555 .260 .205 75 Ferrite $0.50 $0.45 $0.40 
(ICH)873-55118 .665 .385 .260 A2 Iron $0.50 $0.45 $0.40 
= (ICH)330D55118 .665 .385 .260 A2 Iron $0.50 $0.45 $0.40 
V7 WEIX (ICH)80588IDMA .670 .500 .165 orange Ferrite $0.50 $0.45 $0.40 
(ICH)FT79-GR 790 .485 .250 ite Ferrite at Nae ee 
: ‘ (ICH)2882153 790 .500 .375 punle Ferrite i i ; 
pee Hae ay long, | (cH)A206068-6 (810 1475 275 Amold Ferrite $1.00 $0.85 $0.70 
ee esa ; mixture | ([CH)FT87-75 875 .535 .250 75 Ferrite $1.00 $0.85 $0.70 
maximum perm 6000, initial | (ICH)F624-1906 .875 .535 .250 Ferrite $0.75 $0.65 $0.50 
perm 2000. Wideband range: .5- | (ICH)N47-55306 .915 .530 .300 A2 Iron $1.50 $1.25 $1.10 
30 MHz. Resonant .001-1 MHz $3 | (ICH)2643806402 1.00 .610 .500 43 Ferrite $2.50 $2.25 $2.00 
; (ICH)T106-2 1.06 .562 465 2 Iron — $1.50 $1.25 $1.10 
(ICH)288-1311010 77 mix, as | (ICH)H5C2TIGE-E12 1.12 .625 .500 TDK Iron $1.50 $1.25 $1.00 
above. 1” long, 1/2” dia. .275”cen- | (ICH)FT114-77 1.14 .750 375 77 Ferrite $4.50 $3.75 $2.95 
ter hole. Printed “Collins”. $4} (ICH)F626-12H 1.25 .750 .375 77 Ferrite $2.50 $2.25 $2.00 
| (ICH)AU582-520 1.75 ‘.675 .340 orange Ferrite $2.00 $1.75 $1.50 
F . (ICH)57-1465 2.00 1.25 .500 43 Ferrite $9.00 $8.25 $7.50 
errite _ (ICH)57-8678 2.00 1.25 500 77 Ferrite $7.00 $6.00 $5.50 
Binocular — (iCH)A106073-2 2.00 1.25 .500 DC-200KHz $6.00 $5.25 $4.75 
Baluns (ICH)A106075-2 2.00 1.25 .500 DC-200KHz $6.00 $5.25 $4.75 
a. (ICH)T1300 13.0..12.1-, 150 Iron $45 
(ICH)983-5125010 Two hole 
balun with square corners. 0.540” | Wideband Baluns Mini 
wide, .25” square, .15” diameter holes. | » Ferrite finch bald , ' 
43 material $1Ea 85¢ (10+) | : i : INOCUlAlSeansmm 
pig srs | Sealine _ (ICH)FB-BB-73 73 material, 
(ICH)288-0936020 | alun 


Two hole balun with | (ICH)WBT61-515 61 material, 


square corners. 
0.760” wide x .5” x .377H, | 
.185” dia. holes. 61 material. $2.50 | | 


reo"): 195" dia. holes. 


terial. 0.50” wide x .26” thick | x .3” deep, .15” diameter holes. 


55”high, .15” dia. holes. $1.50 $2.50 £a $2 (10+) 


.275” wide & .24 high x .16” thick, 


| 065” dia. holes. 50¢ Ea 40¢(25+) 
two hole balun. .515” wide & high | 


$2. 50 Ea | rial, 


(ICH) FB- BB- 61. 61 material, two | 
Qi" 4D. 202. “43 ma- | hole balun. .525” wide, .575” high | 
X 


(ICH)G71- 757Q4F11 43 mate- 
275” wide & .24” Hx .16” thick, 
.065"dia. holes. 60¢ Ea 50¢(25+) 
(ICH)288- 09 18 43 material, 
| 14” wide & .09 high x .09” thick, 


~ 035” dia. holes. 40¢ Ea 35¢(25+) 


“VLE, HF, VHF eo 
Toroids bie: 


TVI 
Elimination 


Ferrite Toroid 
(ICH)FT-240-43 2.4” Outside di- 
ameter, 1.4” inside, .5” wide. Ma- 
terial 43 is usable from DC to 200 
MHz, is most often found in 1-30 MHz circuits 
with best Q range from DC-5 MHz. Z= 58Q @ 
25 MHz, 108Q @ 100 MHz. To use as TVI fil- 
ter, pass AC line cord, coax, data cable or 
speaker wire through toroid as many passes as 
possible. The more, the better. We have one 
on the network cable at each work station 
throughout our entire warehouse. Surges from 
nearby lightning hits were taking out the net- 
work cards. I haven’t lost one since the “roids”. 


$14—a $122-19 $10 20+ 


(ICH) FT-287-61 
2-7/8” outside 
diameter, 
1-9/16” in- 
eside, 1/4” 
© thick. Mate- 
‘rial 61 has high 
resistivity and is 
usable from .2-10 MHz. $10 


| lar toroid for builders. 


7/8” «+ 10 Hz to 1 KHz 
We have found the best core, with 
low loss and high permeability for 
pulse, linear and broadband trans- 
formers & power supplies, EMI 50/60/ 


| 400 Hz filters and more. Material 75: 
| Perm.= 4700, 7000 max. and has 5 x 
| 10° loss factor @ 100 Ke. I.D. = .555”, 
| .25” high. Two models: epoxy painted 


green and unpainted, same price. 
(ICH)FT87-75  Ferroxcube 
846T250-3E2A Un-painted. 
(ICH)FT87-75P Indiana General 


| F624-19-06 Painted light green. 


Each 10-24 25-249 250+ 
$1 85¢ 70¢ 656 
’ J) FT50-43 


1/2” - 43 mix 
(ICH)FT50-43 


The most popu- 
A handy 


| size, 1/2” O.D., the most flexible material, 
#43, is usable from DC to 200 MHz, is most 
often found in 1-30 MHz circuits with best 
Q range from DC-5 MHz. Z=58Q @ 25 MHz, 
| 108Q @ 100 MHz. .310” ID, .25” high. 
Each 10-24 25-249 250+ 
$1 85¢ 75¢ 60¢ 


A, 


aa, - \ * — fs 
vate 


56 % Sire tie 


schematics, drawing and technical. 


(COL)638-6775-KIT Kit of parts for PA.In 
addition to the parts you see, we have a kit 
of components including transformers, baluns,ics, 
etc. (not 100%, no final or driver transistors) $99 2 


(COL)638-6775-MT Empty, blank board $19 


(COL)278-0439-020 T2 
‘20 watt broadband inter- 
stage coupling trans- 
former, 1-50 MHz. In the 
KWM-380, it couples the 
matched pair of driver transistors to the 


e Fa ae ees 2 


380 Power Amplifier Board | 
a ~ (COL)638-6775-001 Collins KWM-380 PA 
board was received by Surplus Sales from Collins about 
75% complete, just as picturedto the right. The rftrans- 
__ formers featured on this page plug and play on this PA 
_ board. Purchase our board or make your own. ers 


SS Reet ed 


eens 
= 6 es 


x? 


02-346-4750 


lig ORDERS: 800-244-4567 ) 

m Heh builders! Use these | 
transformers as building — 
| blocks for your next HF 
# rf deck. Pick up one or 
~ the whole set. You can’t 


“| wrong here! 


former cod 


ae ky | ferrite baluns side by 
rf BEST oe om RF OUT side, 1-50 MHz. Wou ad 
rar FINAL —=-— with 20 awc enameled 
(COL)278-0439-030 wire doubled up. Center 

T3 Broadband in- tapped primary (4 leads), 


secondary (2 leads).1-1/ 


COL)278-0439-040 T4 
oe) 8” each side. $25 been. 


200 watt+ broadband 
transformer, 1-50 MHz. 
In the KWM-380, it 
couples the matched 
pair of final transistors 


terstage trans- 
\ \ former provides 
. for final’s collec- 
\ tors while keep- ‘ing rf from the 
power supply. In the KWM-380, it pro- 
vides the current sense amplifier with 


matched final transistors. Notice the - collector current for ALC control. No- operating Class AB toa 

feedback loop to T3. $12 __ tice the feedback loop to T2 too. $19 50Q antenna. $25 (COL)278-0453 ; 
| 150 watt+ broadband 

transformer, 1-50 MHz. 

C Core Wound with 20 Aawc 

enameled wire doubled 

Pot Cores Steel up. 4 leads. 1-1/8” 

= 5s p 
Matevial 77% Sold inbaits Laminations square x 9/16” wide. $17 


0.0. 


Part Number 
(ICH)1811-H7Cl1 


High(2) Watts 


18mm 11mm 10 $2.00 $1.75 


Several sizes of the C core lami- 
nated steel on hand. All surplus 
so buy as much as you can use 


Pair 5-25 


: | O-' 


newaIaPOo eee 22mm 13mm 20 ts .50 a .00 Ist time. Sold in pairs. 

(ICH) 22mm 13mm 20 $2.75 $2.30 Part Number Wide Deep(2) Thick — Pair 5-24 25+ i 

(ICH)2616-77 26mm 16mm 50 $3.75 $3.25| (ICH)AM4** TS 1 375"37 $3.00 $2.50 Teen pores) 

(ICH)3019P-3C8 30mm 19mm 70 $4.50 $3.90| (ICH)AZ4P** .781” 1.375”.40 $3.00 $2.50 $2.00 Metal fe ed 

(ICH)3622-H6BP — 36mm 22mm 90 $5.50 $4.50} (ICH)C81-P2AA 1.03” 1.87” .25 $3.00 $2.50 $2.00 id id Cad engt) 

* With threaded plastic insert in bottom (ICH)AH-114P** — 1.03” 1.5” 5 $4.00 $3.50 $3.00 me , turd pee h 
(ICH)AH40 1” 1.81” 5 $4.00 $3.50 $3.00 | 7. tlameter/ 215’ hig 
(ICH)IF30-3CP* 1.31” 1.75” .37 $4.00 $3.50 sie "Ben EO 
(ICH)AL3173A** 1.87” 2.81” .88 $10. $9.00 pedis: OP 
(ICH)P2STC1051 —‘ 1.92” 3.56” .63.$11. $9.00 Each 10-49 50-499 

- Cores * Ferrite core 20¢ 10¢ 8¢ 


Round Post 


** Hypersil cores, Hi- Frequency, special purpose 


Material 77 ¢ Sold in pairs 
Part Number Wide  High(2) Watts Pair 5-25 iiesded Neck 
(ICH)H7C1EC35-Z 1,375” 1.375” 70 $3.00 $2.50 -— man . 
(ICH)EC52-3C8 2.062” 1.906” 250 $6.00 $5.00 <— Shug Leng oo Shaft Length B as 
(ICH)EC70-3C8* 2.815” 2.750” 400 $12. $10. 1/2 Ferrite Cup Cores 
“ Slug Rack Cores heer 
Part Number Dio. len.A LenB Color Each ferrite cup cores. 12mm wide 
* This bobbin is included (ICH)SLUGRK-O 245" 75" 1” Orange $7 | g high, 5mm deep, 3mm post. 
with purchase of EC-70 E- (ICH)SLUGRK-G 245” .75 _ i Green $7 Lapped mating surface. $2 
Cores. It has 24 tie points. * | (ICH)SLUGRK-W 250” 1.25” 94” White $9 
SON Wd Ob Be ow 29 ES 9 bP (ICH)SLUGRK-R 200 0612257515 *Rext $10 (ICH)H7C-1EP20Z TDK 1/2 
(ICH)SLUGRK-01 = .250” 1.25” 1.1” Orange $10 ferrite cup cores. 24mm wide, 
| site. 25 sdae 15mm high, 11mm deep, 9mm post. 
Un Terminated Wire Lapped mating surface. $3 
E Cores ee (ICH)H5B-HTCIEP TDK 1/2 


— 


« Pogt Material 77 © Sold in pairs Sug lemgha yg Shaft Length B > | eae Haden 1.22” wide, 

quare Pos .905” high, .588” deep, .575” post. 

Part Number Wide  High(2) Watts Pair 5-25 Slug Rack Cor es Lapped mating surface. $3 

(ICH)EC-42510 22mm 20mm 20 $2.00 91.50 | Part Number Dion. LenA LenB Color Each 
(ICH)EC77- 500 1.625” 1.34” 100 $4.00 $3.00} (ICH)SLUGRK-P 19” _1”—«1.95” none $51 Open 
(ICH)E6253E2A A7mm 40mm 200 $5.50 $4.50 | (1CH)C282449-1 250” 1” 1.75” Silver Pl $12 Frame 
a, 24ECOO 5mm 48mm 300 $7.00 $6.00 | (ICH)SLUGRK-RP 250” 1.26” .75” RED $8 Core 
Diners — © 
an: “Transformer Laminations Slug Assy 


Part Number 
(ICH)C-MA21-1-7 
(ICH)LAM4.,5 


* voisuawig g — 


(ICH)288-1350130 


Ferrite core. 1.135” square, 
46” high, .44” dia. post. $2 


AWide BDeep Each 100-499 500+ | 
L25? AMS 0126; Bt M6E si 
3.75” 4.5” 30¢ 20¢ 15¢ 


(ICH)8363430 5mm dia. X 13mm | 
long slug/ cap assembly. $1 


i ail: oF ne elses com "Fax: 402- 346-2939 


Micro Metals 
tron Powder Toroids 


_ 2 Mix (Red)-1-30 MHz, high volume resist. u=10 
6 Mix (Yellow)-1-50 MHz, sim. to mix #2. u=8 
17 Mix (Blue/yellow)-50-200 MHz, good Q. u=3 
26 Mix (Yellow/white)-DC- 800KHz, great 60Hz 

' EMI range. Line em up on speaker/ac wires u=75 

52 Mix (Green/blue)—DC-1 MHz, high perm. u=75 


he on Molded Toroids 
y. va ailable i in 4 sizes. Inductance value, 
resistance and current determine 


ot 
Phenolic | 
Toroids 


Non-metalic 
cores for use 
above 200 MHz. 
ICH-MM-T130-0 
1.3" 0.D. .437” high 


pphysicalis size. Call for additional specs. epi OD. Hat Mix Color Inductonce each «=Ss0-2gs«| «2 Mix @ LS uH/1OOT 
h per 100 Turns Each 10-24 25-249 
12" 050° Yello 75uH § 0. ICH-MM-T80- 
| 12" 050". > Red | 480 $ 0.35 5 0.25 en ae ae 
| 12" 050” 6 Yellow 17uH $0.35 $0.25 | 0 Mix ¢ 8.5uH/100T 
i / KO4 10 | 060”. 52 GrnBlue 150 uH $ 0.35 $ 0.25 Each 10-24 25-249 
_ ICH-MT500-2 1-1/16" $7.00  ICH-MM-T25-17 .25" .096” 17 BluYello 12uH $040 $030 | ¢y $90 $80 
_ ICH-MT102-1 1mH 13/16" $ 5.00 ICH-MM-T25-2 .25" .096” 2 Red 34uH $ 0.40 $ 0.30 ‘ c 
ICH-MT102-2 1mH 1-1/16" $ 6.00 | ICH-MM-T25-6 .25" .096” 6 Yellow 27uH $ 0.40 $ 0.30 ICH-MM-T50-0 
_ ICH-MT122-1 12mH 13/16" $ 4.00 | ICH-MM-T30-17 .30" .128” 17 BlwYello 16uH $ 0.40 $ 0.30 | .50"0.D. .19” high 
_ ICH-MT202-2  2mH 1-1/16" $ 5.00 _ ICH-MM-T30-2 — .30" _.128” 2 Red 43uH $ 0.40 $ 0.30 | 0 Mix ¢ 6.4uH/100T 
5mH __1-1/16" $6.00 ICH-MM-T30-52 30" .128” 52 Grn/Blue $ 0.40 $0.30 | Fach 10-24 25-249 
5mH 1-1/4" $ 9.00 ICH-MM-T30-6 30" .128” 6 Yellow 36uH $0.40 $0.30 | $80 $70 §.60 
6mH 1-1/4" +$ 9.00 ICH-MM-T37-17 .37" .128” 17 Blu/ello 15uH $ 0.60 $ 0.50 
6 8.6mH 13/16" $ 8.00 ICH-MM-T37-2 37" 128” 2 Red 40uH $0.60 $ 0.50 
i 2 .10mH _~ 1-1/16" $6.00 ICH-MM-T37-6 37" .128” 6 Yellow 30uH $ 0.60 $ 0.50 
ICH-MT123-1 12mH 13/16" $5.00 | ICH-MM-T44-2 .44" .159” 2 Red 52uH $ 0.70 $ 0.60 
ICH-MT1432-1 143mH 13/16" $4.00 ICH-MM-T44-6 .44" .159” 6 Yellow 42uH $ 0.70 $ 0.60 
ICH-MT153-2. 15mH 1-1/16" $ 7.00 | ICH-MM-T50-17 .50" .190” 17 BlwYello 18uH $ 0.75 $ 0.65 : 
ICH-MT173-2. 17mH 1-1/16" $ 9.00 | ICH-MM-T50-2 .50" .190” 2 Red A9uH $ 0.75 $ 0.65 | Phenolic 
ICH-MT203-2  20mH 1-1/16" $ 7.00 | ICH-MM-T50-26B .50" .250” 26B Whi/Yello420 uH $ 0.85 $ 0.75 
ICH-MT203-5° 20mH = -2"Dia. $22.00 | ICH-MM-T50-52 50" .190” 52 GmBlue 350 uH $ 0.75 $ 0.65 Spool 
ICH-MT303-1 30mH 13/16" $ 4.00. ICH-MM-T50-6 .50" .190” 6 Yellow 190uH $ 0.75 $ 0.65 ICH-MM-T51-0 
ICH-MT303-2 30mH 1-1/16" $ 8.00 | ICH-MM-T68-2  .68" .190” 2 Red 57uH $1.00 $ 0.85 BI OD 5” high 
ICH-MT363-2 36mH 1-1/16" $ 7.00 | ICH-MM-T68-52 .68" .190” 52 Grn/Blue 420 uH $ 1.00 $ 0.85 | 0 Mi 3 12 Hl aan 
ICH-MT433-2 43mH  1-1/16" $6.00 ICH-MM-T68-6  .68" .190” 6 Yellow 47uH $ 1.00 $ 0.85 | ne Y 
ICH-MT503-2 50mH  1-1/16" $ 8.00 | ICH-MM-T80-2 80" 250” 2 Yellow 55uH $ 1.00 $ 0.85 oe $90 2 80 
ICH-MT503-5 50 mH 2"Dia. $22.00 . ICH-MM-T80-52 .80" .250” 52 GrnBlue 500 uH $ 0.95 $ 0.85 | : ’ 
ICH-MT603-2 60mH 1-1/16" $ 7.00 | ICH-MM-T80-6 .80" .250” 6 Yellow 45uH $ 1.00 $ 0.85 : 
ICH-MT723-2 72mH 1-1/16" $5.00 | ICH-MM-T130-2 1.30".450” 2 Red 115 uH $ 3.00 $ 2.60 | 
ICH-MT104-2. 100mH_ 1-1/16" $ 8.00 | ICH-MM-T157-2 1.57".570” 2 Red 140 uH $ 3.50 $ 3.00 
ICH-MT104-3. 100mH_ 1-1/4" $12.00 | ICH-MM-T157-6 1.57".570” 6 Yellow 115 uH $ 3.50 $ 3.00 | 
ICH-MT124-2. 120mH_ 1-1/16" $ 7.00 | ICH-MM-T200-2 2.0" .550” 2 Red 120 uH $ 5.50 $ 4.90 
ICH-MT124-1 124mH 13/16" $5.00 | ICH-MM-T200-52 2.0" .550” 52 Grn/Blue 900 uH $ 5.00 $ 4.50 | 
ICH-MT154-2 150mH_ 1-1/16" $ 8.50 | ICH-MM-T200-6 2.0” .550” 6 Yellow 100uH $ 5.00 $ 4.50 111 iJ 
ICH-MT1753-2 175mH_ 1-1/16" $ 7.00 | ICH-MM-T225-2B 2.25" 1.0” 2 Red 2i0uH § 750° $ 6.50 | m 
ICH-MT244-2.  240mH_ 1-1/16" $ 5.00 | ICH-MM-T225-6 2.25" .55” 6 Yellow 100uH $ 6.00 $ 5.40 | CPW-GH3085-2 Hi 
ICH-MT604-2. 600mH  1-1/16" $5.00 | ICH-MM-T300-2 3.0" .500” 2 Red 114uH $ 7.00 $ 6.40 | density choke, 288 
ICH-MT724-2. 720mH  1-1/16" $ 8.00 | ICH-MM-T300-2D3.0" 1.0” 2 Red 288 uH $14.00 $12.00 | ma. 1-1/4” diameter, 
ICH-MT864-5 860mH 2"Dia. $30.00 | ICH-MM-T300-52 3.0" .500” 52 Grn/Blue 850uH $ 9.00 $ 8.00 | 9/16” thick. $7 9+$6 
ICH-MT105-3. 1Henry§ 1-1/4" $15.00 | ICH-MM-T400-2 4.0 .650” 2 Red 180 uH_ $14.00 $12.00 — —_— 
ICH-MT1254-2 1.25 Henry1-1/16" $10.00 | ICH-MM-T400-2D 4.0" 1.3” 2 Red 360 uH $24.00 $21.00 
ICH-MT505-3. 5Henry 1-1/4" $14.00 | ICH-MM-T400-52 4.0" .650” 52 Grn/Blue 1400uH $14.00 $12.00 
ICH-MM-T520-2 5.2" .800” 2 Red 200 uH_ $22.00 $20.00 | 
_ 45 amp os \ 
CPW-96089-502C 400 uH high" Dual Winding 3 uH @ 10a | | 
current choke tapped @ 100 uH. 18” | (COL)668-0517-010 Dual6turn,12 | (CPW)HL20154 155 ull nicest at ms ah 
stranded leads. 9 turns on 1-3/8” toroid. | AWG winding on this 1-1/16” diameter | toroidal wound coil. 15/ re Ht 30n nett zs nil 
Surplus from Maxwell power inverters. toroid, each 3 uH, 10 amp. Made by | 16” diameter, 1/2” peed $8 fateh Sa pabileig he 719" 
$25 Each $22(5-19) $20(20+) | Torotel for Collins. 7 + HG | high. 1-9/16"cc feet. $8 
Dual Winding 16.3 mH | 50 uH_15 am ; 
YP (CPW)6S0B Dual Choke 15 amp | 2.5m: 1.5 amp 
. . winding on this | ad (CPW)PA4003C8 2.5 mH 
ze 1-1/4” diameter | (COL)678-0305010 18 turns #14 | (COL)621-0618001 1mH | 70 watt 30mm pot core 
potted toroid, each 16.3 mH, lamp. Long | wound on 1-1/4” diameter, 5/8” thick | toroid wound w/ #22. 1” di- | coil. 1-3/16” diameter, 
Teflon leads.” wide. $10 Each $9 (104] toroid. Resonate f= 15.575 MHz. $10 | ameter, 7/16” thick. $7 | 7/8” high. 2 


58 Scones ake 


.87 uH - 1 amp 
(ICH)5061224 T50-6 tor- 
oid wound w/12 turns #24 
Teflon. $2.25 Ea $2 (6-up) 


375" OD 


1.24 uH - 750 ma 
(ICH)558-6183 Orange 
ferrite FT-37 toroid, 16T 
#26. $2 Ea $1.50 (6-up) 


(ICH)0454 Yellow T25-6 
toroid, 21 turns #32. $2 Ea 


peo 


(ICH)668-0112010 ADC 
3-19146 1-1/2” O.D., 3/4” 
high $8 Ea $7 (6-up) 


10 uH 
(ICH)IH2501 Dale high 
current filter choke. 1” 
diameter. PC mount. 


Each 6-24 25+ 
$10 $8.50 


9 Turns 


2 uH 
(ICH)9-20 9 


(10.5 u 


a turns #20 on 1/ 
™ 2” phenolic coil | 
| form 1-7/16” long. | 


(ICH)498828-117 Radial 
lead rfc. $1.50 Ea $1(6+) 


$2 Ea 


4uH - 35 amp 
(CPW)4-35 Power line 
filter has 15 turns 1/8” 
square enameled wire on 


12uH 2 amps 


| on 3/4” x 3” ceramic coil 


fe To rb a 2a ace ee ape eee wae 


“InforTech Intnl: 402-346-4750 ORDERS: 800-244-456 67. #B 


_ Inductors: Miscellaneous, Toroids, Chokes, 


(ICH)IH10-27 Dale high 
current filter choke. 1” 
diameter. PC mount. 
DCR= .018Q, 7 MHz SR. 
S$4Eq $3 (6+) 


36 uH_ 500 ma 
(ICH)36-30 #30 wire on 
FT-80 ferrite core. 7/8” 
O.D., 3/8” high. 

$3 Ea $2.50 (6+) 


$7.50 | 


37 UH 2amps 

(ICH)31250 — Pi-wound 
rf coil on 1/2” diameter, 
1-7/16” long phenolic 
body. Tap@1luH. $5 


se ene ys Nop ie 


50 uH - 8 amps 
(ICH)5511 Miller high 
current filter choke. 5/8” 
diameter. PC mount. 
Each 6-24 25+ 
$5 $4.50 $4 


65 uH 
2 
amps 


(ICH)668-0121020 VARO 
moulded toroid. 7/8” O.D. 
center hole. $3 Ea $2(6+) 


(ICH)757-8840001 12” 
Teflon lead, #30 wire, 5 
MHz min. self reson. $3 Ea 


yields 95 uti ith only 
turns #22. 1 amp p. 3/8” di- 
ameter, 1/2” ioneaore meet 
Each 6-24 254 


$2 $1.50 $1.25 


(IRF)753 41 turns #22 


form. Tapped @ 3.5 & 5.3 
uH from top. $10 | 


ferrite rod. 3-3/4”L. $5 Ea 


5uH 5 amps 


(ICH)7888 20 turns on 


FT37-43 


40 uH center tapped 
(ICH)40CT-22 8 turns 
#22 wire looped and tin- 
ned at top on FT37-43 fer- 


rite core. 5/16” diameter. 
Each 20-99 100+ 


$2855 1-506-225125 


90 uH 


5 amps 


(ICH)E341 1-1/8” diam- 
eter, 5/8” high moulded 
toroid. #6 threaded hole 
through center. 
Each 6-24 25+ 
$5 $4 $3.50 


(ICH)IH5-150 Dale high 


4 current filter choke. 3/4” 


diameter, 1-1/2” long. PC 
mount. DCR= .060Q, 2 
MHz Self Resonance. $12 Ea 


350 uH 
68-2 


(ICH)23431-501 High 
perm T68-26(mix) core, 
#30 wire, 5/8” dia. $3 Ea 


14uH 100 ma | 
(ICH) EP2930 analleae | 
choke, 1/4” diameter. 


| 


9/8” coil form. Heavy 1” 
terminal lugs each end. 
2-7/ /8° total length. $6 Ea 


5.6 uH 


18uH BEAD | 


(ICH)B5505-01 +6 turns | 
#30 on ferrite bead. $1.50 | 


6 amps 
(ICH)678-0: 304 1] turns 
#19 FT-75 toroid. 3/4” di- 
ameter. PIC T3522A. 
Each 6-24 25+ 
$3 $2.75 $2.25 
5.9 uH 
Chip 


LOD Sd. 
$3 Ea 


(ICH)2551-28 
chip inductor. 


25 uH - 10 amp 
(ICH)5603 J.W. Miller PC 
mount power line choke. 
#19 wire. 3/4”D, 13/16”H. | 
Each 6-24 25+ 

$4 $3:25\.7 S275.) 


40uH 2 Se 
(ICH)688-0287010 


toroid, tinned leads. 


24 | 
| turns #20 wire on FT82-43 | | 
100 uH 10 amps 


| (ICH)688-053502050 watt 


$3 Ea $2.50 (6+) 
45 UH | 
oe 20 
| | amp 
| (ICH)19A115392P1 GE 


Mobile Radio sealed fer- | 
rite power choke. DCR= 
| .02Q. 3/4”D. 1-5/8” L. $14 


(ICH)2893287-02 High 
perm ferrite bobbin, 18 AWG 


wire, 1-1/2” dia. $15 Ea 


| 2.8 mH 


(ICH)CS7371 Only 3/4” 
square. PC mount. 


Each 6-24 
$5 $4 


25+ 
$4.50 


| pot core style choke. 19 | 
| AWG, 1” O.D., 5/8” high. 
| Each 6-24 25+ 
| $8 $7.25 $6.50 

I \, 84 UH 

. - 15.75 Ke | 

900 

ma | 


a uwH 


( 
30AWG, 68 mix ferrite. $3 | 


~FT50A-68 
I PYETSOA- 68/57 | 


(TI)T3314 OPT Industries 
| epoxy sealed case, 1/2”D 
| 5/8” high. Tapped (not 
center). PC mount. High Q. 
| $4Ea $3 (6-99) $2.50 (100+) 


| 


126 
| mH 


= 100 ma 
(CPW)3322- 711 Epoxy 
sealed case, 7/8” high, 1” 
deep, 1-11/16” wide. 16Q 
DCR. 100 ma max. 
$10Eq $9 (64) 


oe ak Wale Sie Riki en ase 
clFaxt 402-346-2939 


Age 


i 59 


lussales.c com aK ‘e-mail: Senine@euepltiecaledeo com 


Sanat” 
17.4 uH 
Toroid 
(TM)251878- 02 
| Quad-Filar winding, all four 17.4 


uH, 24 AwG on FT-50B double wide 
ferrite core, mounted on 8p base. 


60” Mega Inductor 


(IRF)5110 5 foot long coil, 3-3/8” O.D. made of tinned #6 solid copper 


Each 6-49 50+ wire. 2-1/2 turns per inch. Actual coil length is 57-5/8”, 143 turns. 
$5 $4 $3.25 Frame is 60” long. Inductance is .65 WH per turn, 93 tH total. These 
coils are so large, we will sell them per foot (30 turns), or buy the whole 
Shielded coil. All sales final of course. $39 per foot or $139 per full coil 
; Choke 
F M 60T2350 ~—BBi-Fil 
om “1 200 mH 


winding, both 77 uH, 26 

_ AWG, FT-37 ferrite core. 
Each 10-49 50-499 500+ 

$2 $1.75 $1.50 $1.25 


(ICH)3-19701 200 mH @ 0 madc, 
2ma ac, 900 Hz. DCR = 62Q. 1-1/ 
4” diameter, 11/16” high. $5 


{ (ICH)Z28 Ohmite 21 uH 
ay 200 . 600 ma rf plate choke. 3/8” 
(TM)763-9819: diameter x 1-3/4” long. $8 


\ 
Filar winding, a 
three 194 uH, 9 
turns, 31 AwG, FT-37B 
double thick ferrite core. $5 


sealer y 


Tri-Filar PC 
(TM)FT23-3 Tri- 
iar Winding, .5 uH, .17 


uH& .1 uH FT-23 ferrite 
core. Mounted on plastic 
base, 6 legs. $2 $1.50(6-up) 


5.85 uH ¢ 225 uH 
(TM)60T2346 Bi-Filar 
winding, 1* 5.85 uH, 38 
AWG, 2™ 225 uH, 28 AWG, 
FT-25 ferrite core. 

Each 10-49 50-499 500+ 
$1.75 $1.50 $1.25 $1 


Cee oe 


ual 22.6 uH 


(COL)544-5984-003 Adjustable induc- 
tor on 1” x 3” ceramic coil form has 23 
uH total inductance. Graduated scale 
marked “3-45” turns. Collins surplus. 


9 UH 


Shorting wheel on slider selects ist. 232 (IRF)J8-20T 9 turns of 1/4” sil- 
(TM)60T2351 Bi-Filar : rr) ; ver plated tubing, 6-3/4” diameter 
winding, both 22.6 uH, 36 80 uH CT. coil. 8-3/4” overall diameter, 11” 


| high. Great tank coil for rf circuit. 
| Tap at any point for exact match. 
| Made by Carl T Jones Assoc. $92 


AWG, FT-25 ferrite core. 
Each 10-49 50-499 500+ 
$1.75 $1.50 $1.25 $1 


(COL)618-3255001 Cen- 

ter tapped bi-filar 80 uH 

winding, 36 AWG, on tiny 

1/8” ferrite bead. 

= Slug Tuned | tach 10-49 50-499 5004 
MillerCoil | $1 — 75¢ — 60¢ 50¢ 


| (IVF)23A477RPC .42-.58 uH PC mount slug 
tuned coil. 3/8” dia. x 3/4” long. $3 $2.50 (6-up) 


(IRV)62-3 Adjustable inductor on 1-1/2” 
x 3-1/4” ceramic coil form has 62 uH to- | 
tal inductance. 2 separate shorting wheels 
on sliders selects tap. Sil- 


. ver plated. $49 
Shield Beads on Leads ; 
ee oe eee i es 
(ICH)RH3.5X7.5 43 material EMI ,; (ICH)2943666671 2-1/2 turns 24 25 U H 
bead on a lead. Very effective at | AWG tinned oxygen free copper a (IRF)TANKCOIL-25 15-3/ 


suppression 20-200 MHz. 3.5mm 
(.14”) diameter, 7.5mm (.3”) long. 
120Q impedance @ 100 MHz. 


(ICH)2743002112 As above but, 
.37” long. Made by Fair-Rite. 
133Q impedance @ 100 MHz. 


(ICH)2743003111 As above but, 
.26” long. Made by Fair-Rite. 
100Q impedance @ 100 MHz. 


0-4 oy. 
19¢ 12¢ 


hes ete EU 
25¢ 


through 43 material 6 hole bead. 
Very effective suppression 20-200 
MHz. 6802 @50 MHz, 580Q @ 100 
MHz.  .2” diameter, .42” long. 
Each 10-49 50-499 500-2k 
356 * 250" 20¢ 14¢ 


CH)24-02B08 

43 material 

bead already prepped with 1 turn 

#20 enameled wire. Tinned ends. 
.14” diameter, .13” long. 


15¢ Ea 12¢ 25-299 9¢ 300+ 


Chokes, 


(ICH)851779 = 2.5uH 
(ICH)05379-2 .15uH 
(ICH)74F396AP 3.9uH 
(ICH)74F476AP 4.7uH 
(ICH)74F566AP 5.6uH 
(ICH)05379-37 180uH 
(ICH)AC331-75 330uH 


Misc. 


Parasitic Choke $1.25 


400ma Choke 
225ma Choke 
300ma Choke 
300ma Choke 
50ma Ferrite 
75ma Ferrite 


A turns of 1/4” silver plated 
tubing jacketed in Teflon. 
Measures 25 uH total with 
taps at approx. 1,2,8,12 & 
13. Tap connectors provide 
two screw terminals for 


connection. Oval coil is 
about 5” x 9”. Spacer sup- 
$1.25 ports are composite body 
$2.00 with Teflon fingers and have 
92.50 8-32 brass inserts at ends 
ot for mounting. 
$2.75 | $49 Each $45 (3+) 
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Full diameter & 


reyandara’ 
Coil Stock 


Largest Inventory In Captivity. 
— Surplus Sales bought all sur- 
ae Raaret at B&W. STOCK UP NOW. Quantity Discounts: 
Total Coil Stock Purchase-$200, deduct 10% / $500, deduct 15% 


MW Ae AA Ae 


BRAN We See : 
aS ere Ce ECE CUO EN 


Alternatel indent fe N 


Plexiglass center sup port 


Coil # Dimensions Turns Gauge Induc. Price KO . 
1O06T 1-1/4" x 10" tpi. 14ga 14H $16 1014A 5P abet " "14 4ip.te he a S15 
1O08T 1-1/4" x 10" 8tpi. 16ga 24H $18 T411A 1-3/4"x 25/8" 11 tp.i. 14 ga oh 
1O10T 1-1/4" x 10" 10t.p.i. 18ga  37,H $20 1609A 2" x3" 9 tpi. 14ga $22 
1OI6T 1-1/4"x 10" = 16 tpi. 20ga 96 $20 gan 
1032T 1-1/4"x10" 32 tpi. 24ga 3801H $23 | 7 = 
1204T 1-1/2" x 10" 4tpji. 14ga 84H $18 Coil# Dimensions Turns Gauge Induc. Price 
1206T 1-1/2" x 10" tpi. T4ga 19H $18 | 3042 3/4"x3" 6tpi. 1890 IaH $ 7 
T210T 1-1/2"x 10" 10 tpi. 18 ga 52k $17 | 3043 3/4” 3” 10tp.i. 18ga 39H $ 8 
1232T 1-1/2"x 10" — 32tp.i. 24ga 540K $25 | 3044 3/4”, 3” 24tp.i. 22ga 23H $ 7 
1404T 1-3/4" x 10" Atp.i. 14ga 12 $20 | 3045 1x3" 6tpi. 18g 24H § 8 
1406T 1-3/4" x 10" Otpi. I4ga -27H $20 | 3047 1"x3" 24tpi. 22ga 381H $ 8 
1408T 1-3/4" x 10" Stpi. I4ga 45\H $21 | 3048 1-1/4"x4" 6tpi. 14ga 51H $ 9 
1606T 2"x 10" Otpi. l4ga 33H $25 | 3049 1-1/4"x4" 10t-pi. 18g 14H $10 
1608T 2" x 10" Btpi. 14ga 59 $25 | 3052 1-1/2" xd” ae l4go 7H $ 8 
2004T 2-1/2" x 10" 4tp.i. 12ga 21H $35 | 3054 eae ler 18ga 20\H $10 
-Pp.l. ga ty 7] " 

sperockagt Shee HL 3058 13/4" x4" 6tp.i. 14ga 94H § 7 

2410T 3" x 10" l0tp.i. 14ga 2001H $45 ati pi O0 ae 
3002 1/2" 9" Sti ao ut § g | 3060 Repproat 24tp.i. 2290 1501H $ 6 
oie pl aa 3062 2"x10" létpi. 16ga 238 $20 
3009 3/4" x3 4 tpi. 16 ga .62 LH $ 6 410T 1/2” x 2” 10 t.p.i. 18 ga 1.1 ui S 6 
3010 3/4" x 3" 8 t.p.i. 18ga 2514 $ 8 432T 1/2"x2" 32tpii 24ga 12H $10 
3011 3/4" x 3" ere l 2090 Wt $ 6 | s0atie5/ax2" 4 tot blegal ais een 
3012 3/4" x3" S2tpi. 24ga 40 $ 9 | Soer 5/8"x2" tpi. I8ga .621H $ 6 
3017 1-1/4" xd" S tpl J4ga 23 § 8). 508T  5/8"x 2” Btpir 18'gq 
3020 1-1/4" x4’ S2tp.i. 24ga M5iH $ 7 | S10T 5/9” 2" l0tp.i. 18ga 17H $ 6 
3021 1-3/4" x4” ‘tpi. 14ga 42 $ 8 | 516T 5/8"x2" létpi. 20ga 451H $ 6 
3022 1.3/4" x4" Stpi T4ga 165 $ 8 | 532T 5/8"x2" 32tpi. 24 go 18H $ 7 
3024 1-3/4" x4” S2tp.i. 24ga 20H $ 8 | 606T 3/4"x2" Stpi. 18 go 86H $ 6 
3027 2"x 10" lOtpi 16ga 92jH $15 | 608T 3/4"x2" Btpi. 18g 15 $ 6 
3036 1/2”x2” tpi. 18ga 40H $ 6 | 610T 3/4”x2" 10tpi. 18ga 24H $ 9 
3037 1/2" x2’ l0t.p.i. 18 ga lw $ 8 620T 9 3/4”x3" 16tp.i. 20ga 10H $ 9 
3038 1/2”x2" 24tp.i. 22ga 675\H $ 8 | 632T 3/4"x2" 32tpi. 24ga 25H $ 6 
3039 5/8"x 2" tpi. 18ga 62144 $ 8 | 806T 1"x3" 6tpi. 18ga 24H § 7 
3040 5/8"x 2" lOtpi. 18ga 17H $ 8 | 81OT 1"x3" 10tpi. 18ga 66H §$ 9 
3041 5/8"x 2" 24tp.i. 22ga 10H $ 7 © 8I6T 1"x3" 16tpi. 20ga 17H $ 7 


(IRE *)128 ‘Heavy duty glazed ceramic 
core (3-1/2” OD, 2” ID, x7” long) has 
3 3/4” thick wall. Coil wound with #14 
enameled wire. 8-32 stud terminals. 


od 


teaheti 


- form. Overall 7-1/2” x 3-3/8” x 4”H. New from 
Collins, all coils have a small dent on one side 


in same place. Operation is not affected. 
$35 Each 


(IRF)TANKCOIL-10 7 tp.i., 14 gauge tinned 
wire wound on a 3” square, 5-3/8” 


$30 (3+) 


a grinnell@surplssles.com Bae 402-346-2939 


composite 


Weight: 7 pounds. 


rE $55, Each $50 (3+) 


(IRF)COIL4-SIL HF/VHF silver 
plated coil mounted on 3” long G- 
10 base. 1” diameter, 1-3/4” long, 
11 turns. 

$12 Each 


$10 (3+) 


3/16” 
Tubing 


(IRF)A1008526-1 4 turns of silver 
plated coil measures 1.4 uH. 2” 


diameter, 2.6” long. Lug each end. 
$15 Each $13 (3+) 


(IRF)75150 Silver plated tank | 
coil. 3/4” diameter, 1-1/2” long, | 
7-1/2 turns. Tap at 2-1/4 turns. Lug | 
oneend. $10 Ea $8.50(10+) 


(IRF)1489 Silver plated tank | 
coil. 5/8” diameter, 2-1/2” long, | 
18 turns. Lugs @ each end. | 
Stretch to vary inductance. 


Steel RF Coil 
(IRF)COIL2-STL 3-1/4’ diam- 


eter coil useable from 4” to 24” 
long. Ends and center tap silver 


| plated. Coil made of .054” x .181” 


| spring steel. Made for and used in 
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5-1/2" x 20” Long 


i] i iii 4 
1mH “RF” Coil 
(IRF)10X1121 Silver plated coil appropriate for load- 
ing 160 meters or VLF frequencies with 1 mH total 


inductance. 5-1/2” diameter, 20” long. Wound on fi- 
berglass form. Should handle 5 kw +. Fiberglass core. 


$125 Each $110 (5+) 


24 WH 
(IRF)010-155 Silver - Teflon® 
wire on 2” diameter x 5-1/2” 
long G-10 fiberglass cylinder 
w/ tapped hole each end. $29 


_ Collins equip. $15 Ea $12(3+) 


= Silver Coil 
7 m .15 uH 
Y (IRF)767-7537001 


10 uH 

(IRF)919454-51 
m= ©] l'dia. x 2-1/2” long 
= G-10 fiberglass coil 
pform. 90 turns 25 


$16 Each $14 (3+) 


1/4” 
Qa ire: 4 turns 
(ICH)19A701419P3 


Enameled #16 wire. 50¢ Each 


3/16" Tubing 


(IRF)777-6321 1-1/2 turns of 

silver plated coil measures .8 

wH. 1” dia. Lug each end. 
$10 Each $9 (5+) 


| coil. 
| to 6” to vary inductance. 21 turns. 
Collins part. $22 Each $20 (3+) 


.83 UH 


(IRF) 12040 8-1/4 turns #16 
tinned wire. 9/16” O.D., 9/16” 
high, pc mount vertical. 

$2Ea $1.50(12-49) $1.25(50+) 


~ gauge magnet wire. 


$12 Each $10 (3+) 


3.6 WH 


(IRF)46474 


High power RF 


“10 weieg 


(IRF)COIL6-SIL Silver plated tank 


1-5/8” diameter, set length 3” 


1/4” Tubing 


(IRF)777-6338 5 turns of 
silver plated coil measures 2 
uH. 1” dia., 3” long. Lugs. 
$16 Each $15 (3+) 


14 Gauge _@)\ 


(IRF)5714 Silver plated tank coffl. 
| 1/2” diameter, 1” lon 
| amp rating. $4 Eac 


.2 uH 10 AWG Coil 
(IRF)777-6416001 2 turns #10 
tinned wire. 13/16” O.D., 1”L 
Found in several Collins Amateur 
transmitters. 


. 7 turns. 5.8 
$3 (10+) 


.05 uH 


| VHF Choke 
inate J540 JFD fixed inductor resonate @ 75 MHz. Ribbon 
wound on glass form. Mounts with 6-32 screw. .45”D, .62”L_ $8 


60 uH 


Ceramic coil form 


(IRF)60-90 
has two #6 tapped holes each end 
for mounting. 90 turns #26 
enameled wire. 3/4” x 2-1/2”L. 


$9 Each $8 (3+) 


coil wound on phenolic form 1- 
3/4” dia. x 2-1/4” long. 12 gauge 
enameled wire. 3/4” x 4” glazed 
ceramic stand off runs through 
and holds coil 2” above chassis. 


$10 Each 


$9 (3+) 


x th RATA T 


85 uH 


500 ma plate 


+ .22704Q 
(ICH)505-5335 
choke on 1/2” x 2-1/2” ceramic 


pillar. Threaded each end. $12 


8 WH 


(IRF)1238 23 turns 
#18 enameled wire 
wound on he 
wy phenolic f 
* amp rating. 


i eg Ls 


oe hs 


ee ey Ss eee Ss ee a 
a : te 


Aeasins Sosa 


Standoff 
Insulators 


Glazed ceramic pillars are 
threaded at the ends and 
come in many different 


sizes. Quantities are © 

limited. Hard-to-find! 

PartNumber 0.D. Long Thread each 20+ 
(ICR)CER2 1/4” 5/8” 4-40 $0.25 $0.20 
(ICR)CER3 3/8” 1” 6-32 $0.50 $0.40 
(ICR)CER4 3/8” 1-1/4” 6-32 $0.60 $0.50 
(ICR)CER5 3/8” 1-1/2” 6-32 $0.60 $0.50 
(ICR)CER6 3/8” 2” 6-32 $1.40 $1.25 
(ICR)CER22 1/2” 1” 8-32 $1.90 $1.50 
(ICR)CER32 1/2” 2-1/2” 8-32 $3.00 $2.75 |. 
(ICR)CER25 1/2” 3” 832 $3.75 $3.50 
(ICR)CER21 3/4” 1” #10 $2.50 $2.00 
(ICR)CER12 3/4” 2-1/2” #10 $3.50 $3.00 
(ICR)CER13 3/4” 3” #10 $4.50 $4.00 
(ICR)CER15 1/2” 12.5” #10 $4.00 $3.50 
(ICR)CER16 1” 2” 1/4-20$4.50 $4.00 
(ICR)CER29 1” 3” =‘ 1/4-20$6.50 $5.75 
(ICR)CERI7 1” 4” ~—‘1/4-20$7.75 $7.00 
(ICR)CER26 1” 5” 1/4-20$10. $9.00 
(ICR)CER23 1-1/4"4” —1/4-20$10. $9.00 


se ERR oe Rae NS Rc 
Info/Tech./Intnl: ‘402-346-4750 
- Ceramic: Insulators, Coil Forms 


Tapered Cone 
Stand Off 


(ICR)CONE3 3” high 
cone is 3/4” diameter 
at top, 1-1/2” diameter 
at the base. $10 


Pillar ¢ 


Coil Form 
(ICR)CER14 5/8” diameter, 3” long 
solid non-glazed ceramic. 4-40 tapped 
side holes for terminals, 6-32 top & 
bottom. CNP11008.$6Ea $5 (6+) 


(ICF)FORMCER14-3 Ceramic 
1” diameter, 3-1/4” long, 14 
turns per inch, 36 grooves total. 
4-40 holes top/bottom. $12 


(ICF)FORMCER9-40 Univer- 
sal ceramic coil form. 1” dia., 3” 
long, 9 t.p.i., 18 grooves total. 40 
tap holes in 4 columns. 8-32 
holes top/bottom. $12 


(ICF)FORMCER19-52  Univer- 
sal ceramic coil form. 1” dia., 3” 
long, 19 t.p.i., 38 grooves total. 
52 tap holes in 4 columns. 8-32 
holes top/bottom. $12 


(ICF)FORMCERI9-5S Same 
form as above but with smooth 
surface, no grooves. 9 


| Maximum 


Tunnage 


| (ICF)FORMCER11-4 Optimum 
| ceramic coil form. Thick walls. 


1-5/8” dia., 3-3/4” long, 11 turns 
per inch, 27 grooves total. Two 
1/8” terminating holes each side. 
6-32 holes top/bottom. $22 


10” Ceramic Form 
(ICF)FORMCERO-10 1” x 10” long. 
3/8” center hole, 6-32 tapped side 
holes for terminals. 


(ICH)PC25-5 Also are prewound 
with Teflon® wire. 25 WH 


Ceramic | 


Tongue 


Depresser | 


(ICR)6X3 Originally used for stand- 
off spacers on very larger wire wound 
resistors. 6-13/16” long, 3” wide ta- 
pered to 1”, 1/2” thick. 

glazed ceramic. $15 Ea 


$35 


5amp $45 | 


ICF)FORMCER8-2 
tubby form. 1- 
/2” dia., 2” long, 
t.p.i., 12 grooves. 

-32 holes top/ 
ottom. $14 


9” x 1-1/2" = 
(ICF)FORMCER14-9. eo nick 
walled huge ceramic insulator. 
1-1/2” dia. (7/8” 1.D.), 9” long, 
14 turns per inch, 100 grooves 
total. 7-3/ ” winding area. 8-32 
holes top/bottom. Just pick up a 
few feet of our buss bar or 
Teflon® wire & wind ‘er up. $45 


(ICF)190-0231 

CERAMIC, 1” 

diameter, 1-9/ 

16” long, 16 

turns per inch, 14 grooves total. 
6-32 holes top & bottom. $5. 


(ICF)FORMCER12-2 Ceramic 
1” diameter, 2-1/2” long, 12 
t.p.i., 24 grooves total. $8 


Ceramic Tube 
(ICF)FORMCERO-1 1/2” diam- 
eter (3/8” I.D.), 1-5/8” long, 
smooth ceramic form. Drive a 
slug through the middle or ? 

$3Ea $2.50(10-49) $2 (50+) 


Corner Pos 

(ICF)FORMCCP1 Ceramic 
corner post. 1/2” square, 4-1/2” 
long, 5.5 t.p.i., 18 grooves total. 
6-32 holes each end. $4 


ORDERS: 800-244-4567 ? “Pax: 4 es 


oes 


(ICF)FORMCER-PC 
eter, 1-5/8” long cer 
Four pc moun legs. 


26 uH « 1 2 am ps 
(ICH)NL83952- 1 RF choke, Poe 
turns on 1/2” x 2” ceramic core. . 
$6Eq $5 (10-24) 


$4.50 (25+) 


6.14 uH | 
Ceramic 
Coil . 


(IRF)GR- P600 1-1/4” dia., 3-5/ 
16” long ceramic body. 18 turns 
18 AwG. Both term on top. $10 


(IRFYTANK- et dia., 3” long 
ceramic body. 17 t.p.i., 30 turns 
18 AWG tinned copper. Staggered 


taps every turn. 6-32 holes. $20 


RFV?TTe 6547002 1” dia.3” 
long ceramic body. 24 t.p.i., 19 
turns total 20 Awc tinned cop- 
per. 2” winding area for your 
own coil. 6-32 mnt holes. $15 


=) 


Solder-in 
Bushing 


(ICR)T64-36-4 
Maxwell solder- 

eS » in feedthru bush- 
ing Silver plated surface, ce- 
ramic body. 1” dia., 1- 1/16” lies 


Short 
Form 


 (ICF)FORMCER34-26 3/4” dia., 


Very heavy | 


$12 (6+) | 


1-5/8” long, 34 turns per inch. 
26 tap holes in 4 columns. 8-32 
holes top/bottom. $9 S4(104) 


(ICF)FORMCER34- 2S. Same 
form as above but with smooth 
surface, no grooves. $5 $4(10+) 


1-1/2” dia. base flange. $8.50 


Maxwell 
Solder-in 
» Bushing 


(ICR)116-020500 
Maxwell solder- 
bushing. Gal- 
vanized, ceramic 
body. 2-3/4” dia., 
PA” high. $15 


(IRF)647- 8860 6 uH, 1-1/4” | 
dia., 2-1/2” long ceramic body. — 
12 t.p.i i, 17 turns total 16 AWG 
bare varnished copper. Used in 


_| General Radio equipment. $19 


3.7 uH 
Ceramic 
Coil 

3/4” diameter, 
1-5/8” long ceramic body. 
(IRF)2556L4 19 Cpalaesd go 
turns total 18 AwG wire. $10 


(ICF)1001-205-5 
127 uH (tap @ 


5 uH 
Ceramic 
Coil 
(ICF)GA804D 5 amp ixed coil 
13/16” O.D., 1-3/4” long. $10 


~49 uH) on 3/4’x 
_ 1-1/2” ceramic 
\body. 69 turns 
#26, f=500 KHz 
-1.5MHz. $10 


a Oa 


{ Coil Forms 
| Ron rORN 


_ (ICF)FORM-B5 


Moe Ea 5¢ (50+) 


*) 2OR M-PH3 1/4” dia. x 
aber ca hd Ea 35¢ (50+) 


1/4” diameter 
x 5/32” high. 25¢Ea 20¢ (50+) 
(ICF)FORM-B2 . 7/16” diameter 
x 5/16” high. 35¢Ea 28¢ (50+) 


- (ICF)FORM-B3 7/16” diameter 
x 1/2” high. 
- (ICF)FORM-B4 5/16” diameter 


45¢Ea 37¢ (50+) 


x 1/4’ high. 35¢£a 28¢ (50+) 


3/8” diameter 


‘3 3/32" dia, x | 


vax ele slug Tuning Rack Coils _ . 


LS? ‘dia. x 


tPRenolic Coil Forms 
Port Number Slug Inductance Price 
(ICF)SRC-1 1/4” .51uH $2.50 
(ICF)SRC-2 1/4” .75uH $2.50 
(ICF)SRC-3 1/4”. 1.38uH $3.00 
(ICF)SRC-4 1/4” 2.58uH $3.00 
(ICF)SRC-5 1/4” 2.66uH $3.50 
(ICF)SRC-6 1/4” 6.45uH $4.50 
(ICF)SRC-7 5/32” 1.52uH $2.00 


Coil Form w/ Mounting Ears 


(ICF)SRC-8 Phenolic coil form 
has chassis mounting ears. Use 
with 1/4” ferrite slugs in toroid 
section of catalog. 1-7/8” long. $8 


x .3” high. 35¢Ea 28¢ (50+) 1/4” : 
Mt 
Teflon idan e plastic Fide 
: orms 
Coil Form , | (CF)STW-1 1/4” LD. for 1/4” 
(ICF)TEF-4 1-1/4" | sus, 9/32” O.D., 1-7/8” long. 50¢ 


O.D. (1-1/2”0.D. @ 
flange), 3-5/8” long. 
1/8” wall. Wind your 
~ ownHVecoil. $15 


(ICF)STW-1 1/4” L.D. for 1/4” 
slug, 9/32” O.D., 2-1/2” long. 60¢ 
(ICF)STW-3 Sige. 1s Sse: 
O.D., 1/2” long. 10¢ 


Sales www. sar shiseales) com e-mail: arinnell@surplussales.c com> ee Sites 2939 


to ors Cai Le Mild RF gether 


3/8” dia., 7/16” high circuit board mount 
coils for PRC-77, etc. Silver shielded base. 


(IVF)SMD921203 96-137-159 uH 
tap @ 5 uH, 4 pin base $3.75 


(IVF)666231-904 4.2-4.9 uH, 1 pri., 
2 secondary, red slug, 6 pin base. $3 


(IVF)SMD413647 25-34 uH with 
tap. 2.5 MHz nominal, 6 pin base. $3 


(IVF)666231-909 1.32 uH nom., 
7.9 MHz nom., red slug, 5 pin base.$3 
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” 4 | Tuning Slugs. 
ia bar Risb Materia Adjstmnt each —*10-99- “100+ 
ICH-SLUGIB Ferrite sx 1/8"x3/16” ‘Slot. 35¢ 25¢ Ise 
ICH-TH27-0103 Ferrite ss: .155”x 435” Slot 45¢ 35¢ 25¢ 
ICH-SLUG-1 Ferrite es .155”x 315” Slot 40¢ 30¢ 20¢ 
ICH-59723314 Steelss: .155”x 375” Hex 30¢ 23¢ 15¢ 
ICH-SLUG-5 Ferrite 1052 .180”x.25” Hex 40¢ 30¢ 20¢ 
ICH-SLUG-2 Steel 3/16"x 3/8” Hex 30¢ 23¢ 15¢ 
ICH-SLUG-3 __ Ferrite-white 1/4"x 3/8” Hex 60¢ 50¢ 35¢ 
ICH-SLUG-4B Ferrite-rea 1/4"x.255” Hex 60¢ 50¢ 35¢ 
ICH-SLUG-4A Ferrite-rea 1/4"x 3/8” Hex 60¢ 50¢ 35¢ 
ICH-SLUG-4— Ferrite-rea 1/4"x 3/4” Hex 70¢ 60¢ 40¢ 

Circuit Board 7 Slug Tuned 

Variable Circuit Board 

Chokes Coil Forms 4 


(ICF)FORMCER2 1/4” dia., 1/2” high, 
red slug, ceramic body, 4 pin base. $3 
(ICF)FORMCERS 1/4” dia., 5/8” high, 
ferrite slug, ceramic body, 6 pin. 

$3.50 Ea $3(25-99) $2.50(100+) 
(ICF)FORMPLS1 9/32” dia., 11/16” 
high, ferrite slug, plastic body, 4 pin. 
$2.50 Ea $2.25(25-99) $2(100+) 


(ICF)FORMCER6 1/4” dia., 1/2” high, 


Coupling 
Coil Form 


(ICF)FORM-COP6 6 
uH coil is molded in- 
side full length of 
rm and terminated 
posts. Wind your 
own coil on the outside. 5/8” x 1- 
1/4” winding area. 


Gold Plate 


(ICF)SA9927-010 Gold plated 
body, this deluxe slug rack form 
has 2-1/4 turns #18 on ceramic 3/ 

16” x 1/2” form. Use with 1/8” slug, 
rack driven. 1-1/2” overall. $3 


41.5-64.5 MHz 


(IVF)S416310 Gree 
slug, 14 turns, hori 
zontal, tune either end. t° 
4 leg circuit board mount. 

$2.50 Ea $2 (25+) 


no slug, ceramic body, 2 pin, 4T coil. 
$1.50 Ea $1.25(25-99) 


1.2 - 1.28 uH 


IVF)1A12554 
Slug tuned 
‘form 1/2” di- 


| ~ tube equip. Replace vec- 
“<= tors with broken lugs. $5 


Edgewound Coil 


(ICF)FORM-COMP7 7” long 
support for edgewound coil. 3/8” 
wide, 1” high. 35 grooves. $8 


SREGEE GH LE RGR EREY 


1/4” Slug Rack Coil 
(ICF)9993-1 .9 uH, 18 turns 
#18 wound on 2-5/8” fiberglass 
form. 5/16” outside diameter. $5 


(ICF)9996 3.3 uH, 26 turns, 5/ 
16” slug. Otherwise as above. $3 


.82 uH 


a” T ::1.46s- 


- amps, slot adj. horizon- 
tal tuned, 160 MHz self resonance, 
totally enclosed variable coil. 


Paper Coil Form 


(ICF)FORM-P10 —_-10-3/4” long 
9/16” diameter varnished split 
tube grooved @ 2-3/4 t.p.i. $2.50 


(ICF)FORM-P7 7-3/4” long. $2 


Shielded 
Coil .25 uH 


(ICF)05110-6085 3/16” slug re- 
ceptacle from bottom. PC mount. 
5/8” diameter, 3/4”H. HP part. $2 


$3.50 Ea $3(6-24) $2 50iay) | ; 
| 120 -.340 uH 
I (IVF)J12030 NYT slug 


‘tuned PC mount coil. 3/ 


} tally enclosed variable coil. 


$2.50 Ea $2.25(6-24) 


'8” diameter, 1/2” long, to- | 
$2(25+) | 


ameter, 1-1/4” 
#26, tapped 3.5 turns from end. 


long, 10 turns 


| $3.50 Ea $3.25(6-24)  $3(25+) 


+ 29 uH 
 (COL)240- 1141000 45 
MHz slug tuned coil. $4 


spf 


“Tektronix Plate Peaking Network 
| (IRF)L6292 Plate peaking net- 
work for Tektronix equipment. 4” 
| rod with two mirror sets coils. $4 


a... x 
aeisasentl ’ 


CF)SF5/32 


mount. Tune top/btm. $2 


Slug Tuned 


Phenolic Coil 
b (IVF)5491772G1 5 MHz 


Beg L0G 
\above but, .8 - 1.89 uH, 


001 uF disc cap and resistor. 


$2.50 Ea $2.25(6-24) 


| nominal, .6 - 1.2 uH, 9T | 
#26, 1/4” x 1-1/4” high. -— 


as | 


oT #28. Both have additional | 


$2(25+) | 


| (IRF)LTL 10 16 AWG enameled 
| wire wound in 2 coils on 1/2” x3- 

| 3/4” fiberglass tapped rod. 7 turns 
= .6 uH, 30 turns=3.5uH. $4 


“Ceramic Jack Bar 


(ICF)3920 Old fashioned jack 
| bar, Millen maybe? 8-1/4” long, 
3/4” wide, 3/8” high. 


i 64 ane Sales 
Graphics of actual 1/4” Ceramic Slug 
Venn Tuned Coil Forms — 


Winding Area 


. ey 


Induc. Range Turns “KN 


“Info/Tech. intl: 402-346-4750 


Part Number Slug 

(ICF)FORM-S6 random  ~-_ random 3/8” $6.00 
(ICF)FORM-S6B no wire - none 3/8” $3.00 
(IVF)AC7267. —.04-.06 uH_ 3-1/4 Silver 1/2” $5.00 
(IVF)930070 .1-18uH 4 Blue 1/2” $6.00 
(IVF)930014. .12-19uH 4 Ferrite 1/2” $6.00 
(IVF)930017  =—-.11-.19 uwH_- 4+tapFerrite 1/2” $6.00 
(IVF)22-235 .22-.27uH 5 White 5/8” $7.00 
(IVF)76219-1  .2-.29uH 6 White 1/2” $7.00 
(IVF)76216-1  1.2-22uH 17 Green 1/2” $7.00 
(IVF)702304G1 1.3-2.6uH 14 Green 9/16” $7.00 
(IVF)480395-17 2.55-4uH 20 Green 1/2” $7.00 
(IVF)2060-4 8.7- 16.2uH40+ Red 9/16” $8.00 
(IVF)750502 12-26uH 60 Red 1/2” $7.50 
(IVF) 1827 15.5-27 uH_ 50+ Red 9/16” $7.50 | 
(IVF)SMB-72905 9.7-33 uH_ 35 Ferrite 5/8” $7.00 
(IVF)SKS8254 315-550 uH 100+ Red _—7/16” $8.50 
(IVF)B29679 = 5- 6.19 mH 850 Yellow 5/8” $15. 

1/4” Phenolic Coil Forms 

(IVF)C217337-2 .13-29uH 5 Blue 1/2” $5.00 
(IVF)CAE57 7.5-13.5uH 44 Ferrite 1/2” $5.50 
Graphics of 3/8” Ceramic Slug 


actual 3/8" Tuned Coil Forms 
ceramic coils b- 

Bushing mount cores can be 
used as is, or modified. Re- 
move turns, or totally 
rewind form to 


your spec. 


Boe 


> 


Winding Area 


Part Number Induc. Range Turns = Slug = “A” = Each 
(ICF)FORM-S7C random - random 5/8” $12 | 
(IVF)930048 16-.25uH 3#18 Ferrite e 
(IVF)7-18 .38-.52uH 7#18 Red 5/8” $15 | 
(IVF)4407 15-32uH_ - Red 3/4” $15 
(IVF)K101-4-1 152-320 uH 175 Yellow 3/4” $16 
(IVF)COIL-87V 295-530 uH Yellow 3/4” $16 
(COL)506-6192002 736-1140 uH Red 5/8” $18 


(IVF)CRFT15020PT 14-21 mH 1100 Ferrite 


$24 | 


| (IVF)8.5M-1/2 


a i + peek fT “aie 


3/ 16” Ceramic 
Slug Tuned 


© Graphics of actual 

Rte, 3/16" ceramic coils 
Part Number Induc. Range Turns Slug = “A” ~— Ech 
(ICF)FORM-S9 random  -~ random 1/4” $5.00 
(ICF)FORM-S9B no wire - Blue 1/4” $5.00 
(ICF)FORM-S9W nowire — nobobs.White 7/16” $4.50 
(ICF)FORM-S1_ nowire  - Silver 7/16” $5.00 
(ICF)FORM-S5 — no wire bobbins White 1/4” $5.00 
(IVF)8050616-5 .05-.06uH 3 #20 Silver 1/4” $6.00 
(COL)543-0588002 .08-.13 uH_ 5#18 White 1/4” $6.00 
(IVF)8624-24 25-33 uH_ 5-3/4 Ferrite 3/8” $6.00 
(IVF)1W-3/16 .5-1.0uH 9 White 5/16” $6.00 
(IVF)2050361-4 .88-1.62uH 11 Red 3/16” $6.00 
(IVF)2509-6 1- 1.5 uH 13 Red 3/16” $6.00 
(IVF)842531 1.04-1.7uH 14 Red 3/16” $6.00 
(IVF)2050361-3 .72-1.3uH 9 Red 3/8” $6.00 


Graphics of ~='1/2” Ceramic Slug 
actual 1/2” 


ceramic coils Tuned Coil Forms 


Bushing mount cores can be used 
as is, or modified. Remove 
turns, or totally rewind 

form to your own spec. 


Part Number Induc. Range Turns Slug “A” _— Each 
(ICF)FORM-S8 — random random 1” $18, 
(IVF)223B729-126 3.5-5.4uH 24 Red i ey 7) 


6- 8.5 uH 

(IVF)K50114080 15.5- 29 uH 
(IVF)43A475CB1 25-58uH - Red a Pr S22 
(IVF)223B729-16 29.5-49 uH 73 Red | iach) yt 
(IVF)43A153CB1 .9- 1.87 mH 2-pi Ferrite 1” $24. 


35 Silver 1-1/16” $15. 


Ferrite 3/4” $20. 


Coil Forms 


ORDERS: 800-24 44567 F ax: 402 34€ 


| Fiberglass Forr 
Tuned Coils , 


Economy coils, 
for tuned inputs. 
Ferrite tuning 4 
slug. Threaded mounting noldbdt 
Port Number Indu. Range = Turns ce 
(IVF)FF-A .1-.175uH 1 1p" 13/16 
(IVF)FF-B  .1-.2 uH 1-1/4 1/2” 13/ : 
(IVF)FF-D .1-.255uH 1-1/2 1/2” 13/16 
(IVF)FF-E .11-.26uH 1-3/4 ue" 131 
(IVF)FF-F .12-.275 uH 2-1/2 
(IVF)FF-H .12-.35uH 3-3/4 
(IVF)FF-I .13-.375 uH 4-1/4 
(IVF)FF-K .6-1.0uH 7-1/4 
(IVF)FF-L .7-1.luH 6-1/4. 
(IVF)FF-K1 .6-2.0uH 8-1/4 
(IVF)FF-M 2.1-3.5 uH 


14 
(IVF)FF-N 2.7-45uH 16 


Bo. 25 uH| 


(IVF)0323A Wide range | 


$4 
» $4 
i nae : 
1/2” 13/16” 

5/8” 1-1/16” $5 
1/2” 13/16” $4 
5/8” 1-1/16” $5) 
5/8” 1-1/16” $55 


circuit board mount adjustable coil. Two | 
layers 16 turns each of 18 AWG + red slug. | 
Eo legs for stability. 1/4” diameter form, | 


1-3/4” long. 


$12 Ea 


$10 (6+) | | 


Enclosed Slug Tuned Coil 


5/8” $14 | § 


3/8” Phenolic 


(IV F)2006- 0B28- 3 Nice 3/8” O.D. phenolic forms 
with red slug that you can wind yourself. 3/4” wind- 
ing area, 1/4” mounting hole. $10Ea $9 (10+) 


1/2” Two Section 
2 Ceramic Slug 
Tuned Coils 


Part Number Induc. Range Turns Slug = “A” ~— Each 
(IVF)B19675 +.235uH 4-7/8 Green 3/8” $25. 
wo) SiOUBE Bo 1S he 1/2” 
(IVF)B19687  5,3-8.8uH 29 #22 Red 3/4” $25. 
JOS 2-3 3/16” 


7.36 uH Primary .434 uH Secondary | 
(IVF)C746108-4 20 MHz center f 3/4”D x 
Ji 1/2”. Panel mount. Slot adj. $19 $17(6+) 


Slug Tuned Coil 
5.4- 6.6 uH 


(IVF)5055-1 19 turns 
#24 on 3/4”D x 1-3M” phenolic body. 
Ferrite slug tuned coil. Panel mount. $19 


3/8” Ceramic 
Form 


(COL)561-0715002 
beautiful ceramic form. 3/8” O.D., 1-3/8” potential 
winding area. Has 8 turns #22 $5Ea $4.50(10+) 


Slug not included with this | al 5 ban 
| (IVF)115- 1-26 8-16 MHz slug tuned 1/2” phe- 


Slug Tuned Coils | 1/2” Phenolic Slug 


Tuned Coil .35- AS uly, | 


(IVF)TT125 6-1/2 turns © 
16 AWG on grooved body, red glug! 
1-3/4” long overall, 1-1/4” behind panel. Great 


| for any tuned input circuitry. Rewind to suit.$21 


3.5-18 uH 


([VF)03521 If your tuned input is on a circuit board, 
try these slug tuned coils. 22 AWG wire. 3/8” diam- 
eter, 1-1/2” high phenolic core. Has 8 turns #22. 3 
legs for stability. SS. 50Ea $5(10-49) $4.50 (50+) 


3/8” PC Mount | 


1.13- 2.0 uH 
1/2” Form 


nolic core, red slug, 1-3/4” winding area, 2-1/2” 


overall. 8 turn primary winding w/ 2 turn loop. 


$19 Ea $18 (6-24) $16 (25+) 


16 to 
19.5 uH 


(IVF)LX0013 34 turns #18 on 1-1/8”D x3- 
1/8” CERAMIC body. Ferrite slug. $22 Ea 


2.2- 3.8 uH 


? WARY 


me 3.9- 9.05 MHz 
(IVF)SA9100 16-1/2 turns #24 on 
3/4”D x 2-1/4” phenolic body. Ferrite slug 
tuned coil. Mounting ears @ bottom. $17 


,25- 40 uH tapped 


3/8” Form 
Slug tuned 3/8” phenolic core, red 


( IVF )2540 
slug, 1/2” winding area, 1-1/8” behind. $15 Ea 


395- 500 uH 


(IVF)500F-1/2 
Panel mounts by front bushing. 
Four turret terminals on bottom. 1/2” 
O.D. x 1-1/2” high. phenolic body. Ferrite 
slug tuned coil. 7/8” winding area. $19 


Fru SaraniesIee com at 
IF/RE & ge ae bal 


sta able coil, B27 uH, 9 odins on 1/8” form, 
w slug, , 3pins for stability. 1/4” - 1/4” - 1/2”H. $1.25 $1(10+) 
( 8-190 Adjustable coil, .135- 1.65 uH, 2.6 amps, 250 MHz 


Ky 


SEN eee 4 pins coil, 2 shield. 3/8” - 3/8” - 7/16”H $2 
0 ye ~ Adjustable coil, .3- 2.0 uH, 10-50 MHz frequency 
pins coil, 2 shield. 9/16”-9/16”-1/2"H $2.50 $2(10+) 


( een Adjustable coil, .504- .616 uH, 25 MHz frequency 
4 range. 1.3 amp, 8-1/4 turns.4 pins coil, 2 shield. 3/8” - 3/8” - 7/16”H $2 
(TI)IFCOIL-G Adjustable coil, tinned copper shield, .5- 1.7 uH, 
_ Green iron core, 50-200 MHz frequency range. 7/16”- 7/16”- 1/2”H $2 
(T1)930026 Adjustable coil, 1.87-3 uH, has removable internal 
100pF cap across coil. 5/16”- 5/16”- 7/16"H. $1.50 $1.25(10-49) 
(TI)BTKANS9445HM Adjustable coil, +3 uH, 7.96 MHz, 5 pins coil, 2 
pins shield. 3/8” - 3/8” - 7/16”H. $2  $1.75(10+) 
(COL)242-0441070 Adjustable coil, +10 uH, 6.71 MHz, 2 pins coil, 2 
_ pins shield. 3/8” - 3/8” - 1/2”H. 5950-01-271-1752 $1.50 $1.25(10+) 
(T1)930181-6 Adjustable coil, 9- 17.5 uH. 2 pins coil, 2 shield. 3/ 
8” -3/8”-1/2"H $1.50 $1.25(10-49) $1(50-499) 85¢(500+) 
(COL)242-0441050 Adjustable coil, 26 uH, 2.5 MHz frequency range. 
15 turns. 5 pins coil, 2 shield. 3/8” - 3/8”-7/16"H $2 $1.75(10+) 
(TI)D02979 Adjustable coil, 100- 335 uH, 6 pins coil, 2 shield. 
1/2”- 1/2” - 3/4”H $5 
(T1)2041 455 KHz Interstage Transformer. 5 pin coil, 2 pin 
shield. 1/2” - 1/2” - 11/16”H 5950-406-4194 $5 
(T1)701227-05 IF Transformer, Primary coil: 290 uH, Secondary coil: 
1.35 uH. 500 KHz to 1 MHz frequency range. 3/4” - 3/4”- 1-1/4"H $4 
(TI)GH2342-12-1 Interstage Transformer, 1.4 MHz frequency range. 
Tune slug and capacitor from top. 1-3/16"= 4" 32" $5 
(T1)3614-19-5 AM Oscillator Coil 930265, we think it’s a TOKO. 5 
pin coil, 2 pin shield. 3/8” - 3/8” - 1/2”H 
(T1)3614-15-4 AM IF Output Coil 930266, we think it’s a TOKO. 5 
pin coil, 2 pin shield. 3/8” - 3/8” - 1/2”H $2 $1.50(10+) 
(COL)278-053600 Interstage Transformer, 270 KHz max. frequency 
range. 4 pin coil, 2 pin shield. 1/2”- 1/2” - 7/16”H $5 
(TI)Y4022 MURA IF Transformer, red slug, 5 pin coil, 2 pin 
shield. 3/8” -3/8”-9/16"H $2  $1.50(10-99) 


, 


3/8” 


$2 $1.50(10+) | 


$1.25(100+) | 


e-mail: grinnell@surplussales. com Fax: 402-346-2939 65 
J. Ww. Miller 
_48A Series huity Desens hg 
30-250 MHz, Q=100, 2 amps, .31” 0.D., 
Ky apr 5-.75” high, circuit board mount. 
rake ba ee Part Number Induc. Range Turns Each 
17.8 MHz RF Can (IVF)518MPC .046-.055uH 1-1/2” $1.25 
(T1)708146-1 Hermetically | (IVF)778MPC .071-.082uH 2-1/2” $1.25 
sealed .8 uH slugtunableinterme- | (IVF)117MPC .099-.122uH 3-1/2” $1.25 
diate frequency can. Coil has 13 (IVF)147MPC .118-.157uH 4-1/2” $1.25 
turns #28. 1”W, 1/2”D, 1-1/8”H_ |  (IvF)930114* .118-.157uH 4-1/2” $1.00 
$3Ea $2.50(10-49) $2(50+) | (IvF)227MPC .181-.278uH 6-1/2” $1.25 
(IVF)287MPC .241-.316uH 8-1/2” $1.25 
(IVF)317MPC .270-.351uH 9-1/2” $1.25. 


*Same as 147MPC but tap on Ist 1/2 turn. 3 legs 


J.W. Miller 
49A Series 


Wind Your Own 


(TI)KIT Need a variable coil or 
interstage transformer in the 50- 
200 MHz range? Wind you own 
with this starter kit containing a 


Quantity Discounts Available 
10- 250 MHz, Q = 100, 1.5 amps, .21”-.3” 
O.D.; 28152 high, circuit board mount. 


slug tuned form under a ferrite Part Number Induc. Range Turns Each 

“green” shield under the typical | (vp)6g7Mpc .060-.074uH 2-1/3” $1.25 

aluminum can. 4 pins on the form (IVF)127MPC .100-.132uH 3-1/3” $1.25 

+2 on shield. 3/8” - 3/8” - 7/16”H. (IVF)167MPC .134-.194uH 4-1/3” $1.25 

95¢Ea_ 80¢(10-49)  70¢(50+) | (ypy217Mpc .170-.258uH 5-1/3” $1.25 

(IVF)347MPC .250-.415uH 7-1/3” $1.25 

258- 480 u (IVF)537MPC .393-.657uH 10-1/3” $1.25 

65- 85 uH (IVF)757MPC .600-.900uH 14-1/3” $1.25 

(IVF)997MPC .810-1.16uH 18-1/3” $1.25 

(IVF)126MPC .960-1.34uH 21-1/3” $1.25 

(IVF)CL1350 Primary has 5000 | (IVF)146MPC 1.18-1.53uH 24-1/3” $1.25 
turns #38, secondary 3000 turns. 
1-3/8” square, 2”H. $18 Ea 

.03- .042 uH 

Radial 


(IVF)HSTC.03 2 turns wide 
spaced horizontal slug tuned 
coil. 1/4” diameter, 3/8” long winding area. 


S1Eqa 90¢(10-49) 75¢ (50+) 


Old Fashioned Coil 
(TI)ES793744 100 pF air vari- 
able tuned from top shaft. Fixed 
3.5 uH coil @ base has 12-3/4 
turns #20. 1-1/4"D, 4”H. 4 pin 
octal base fits 811A socket. $8 Ea 


.8- 1.2 uH 
39.6 MHz 


(COL)242- 0439060 Slug tuned coil used 


455 KHz AM IF Can 


(T1)361694-1 TOKO dual slug coil, 
each w/ internal capacitor across 
coil. 1”W, 3/8”D, 1/2”H. $4 Ea 


) Interstage Transformer 


(TI)4400F03746 Double slug, tune top 
and bottom. Primary: 3.16- 4.32 uH. 
Secondary: 10.45- 11.84 uH. flange 
base. 4 pin. 5/8”D, 7/8”H. $5 Ea 


I a 
Capacitor sy Ath SM 
Coil Combo © $1Ea  90¢(10-49) 75¢ (50+) 

@ (TH9A1659 50. P 5h 
P 8-3/4" coil on | 130 - 250 mH 
Be Ara areas 4 (tap @ 33 - 67 mH) 
; (IVF)21011551 Very high in- 


ductance variable coil tunes 
range 130-250 mH witha tap. 
Silver mica across coil (.013 
uF). Phenolic core. 2” high, 
1-1/2” maximum dia. $25 Ea 


Hammarlund 
R274A/FRR | 


Interstage Transformer 


T1)255549-505 1.9- 2.0 MHz. Primary: 264- 
268 uH, 125 turns. Secondary: 
R = 235- 378 uH, 172 turns. Two 
terminals top, 4 bottom. 7/ 
8”D, 1-15/16”H. NSN is 
5950-221-4641 $7 Ea $6 (6+) 


HP-606 Coil — 
(Dual 100-150 mH) 


(IVF)606A-60A High 
uality dual coil, dual 


(TI)31385 Plug-in 
mall 35pF air vari- 


i 
circuit has s 
able and slug tuned 300 uH coil 


+ silver micas. $8Ea $7 (6+) 


(T1)31405 Same as above but 
29.7 to 54.2 MHz. $8 Ea $7 (6+) 


winding. HP part. $35 Ea 


66 Surplus Sales 


2.3-9.9mMH « .1la 
(IVF)05714 J.W. Miller Slug tuned 
coil has 3 legs for circuit board sta- 
bility. 1/4” O.D. core. 1-5/16” high. 
Handy coil to have around. 
Each 6-24 25-99 100+ 
$10 $9 $7 $6 


10.5 - 46. 6 mH - 

sl Slug tuned coil 
has 1225 turns # 34 on phenolic 
1/4” O.D. core. 2-1/8” long.$25 Ea 


3a 


2.9-13mH + 1 amp 


Info/Tech./Intnl: 402-346-4750 
Variable Inductors: Chokes, Wey ies Counters 


Edge Wound 
Variable Inductor 


¢ Kilowatt Design + Mil-Spec 
¢ Silver Plated, Edge Wound 


/TIDIN\D1 


)RI-35 35 uH, edge wound silver coil, 
opposing gripper contact arrangement for 
reliable service year after year. 40 turns. 4” x 
5- Si long x 4-1/4” high. 1/4” shaft. $145 Ea 


20 uH, same exact units as above 


but 4- 3/8” long (1-1/4” shorter) and 25 turns 
$115 Ea 


on the coil. 


1 Slug tuned coil 
has 750 turns #28. Tapped @ 400 
turns (.5-3.58 mH) Phenolic 3/8” 
O.D. core. 2-1/2” long. $35 £a 


Dual Coil 
2.2 -3.1 mH 
21-26 mH 


two coils stacked. Top coil has 490 
turns # 38 and a range of 21-26 mH. 
The bottom coil has 132 turns #34 and 


6 uH Roller Inductor 

: 6 UH all silver plated roller is 

from Collins amplifier. 10 AWG coil has 19 
turns, 1-5/8” diameter. 1/4” shaft and insu- 
lated coupling assembly. Triangular frame is 


| 2” across, 5” long max., as you see it. $39 Ea 


ORDERS: 800-244-4567 


> 2a 

: a QAC 

ax: 4UZ-94C€ 
3 


¢ 2-10 kw Power Handling 
- Taper Wound Front End 
¢ Edge Wound Coil All 

Silver Plated ‘a 


RV)RI-40 It’s here at last! The ultimate auaniee in- — 
qictoe Isn’ t your tuner or amplifier project worth the — 
very best? Made exclusively for Surplus Sales of Nebraska. 


.1-40 uH variable edge wound inductor. Taper wound 
lower end (higher Q) for better results beyond 20 MHz. 
Enough inductance for work below 160 meters too. All 
rf surfaces are thick silver plated. Quad 10 amp contact 
sets on all rotating connections: coil to rotor; rotor to 
shaft armature; shaft armature to end plate contacts. 
There are no weak links with our mil-spec design. 


Perfect for 2-10 kw antenna tuners, tank network for » 
amplifier or anywhere a larger, high Q, variable induc- 
tance is required. Be sure to use our Turns Counter. 


5" wide, 5-1/4" high, 12-1/2" end to end, maximum di- 
mensions. 1/4" shaft. Optional end stop kit for motor 
drive schemes. Add $25 for kit, pn (IRV)RI-40E 

$245 Each $235 (3-9) $225 (10-49) call (50+) 


a range of 2.2-3.1 mH. Phenolic 1/4” | 
O.D. core. 1-1/2” high. $25 Ea 


3.25 mH + 41 mH 


150 - 320 KHz 

Slug tuned coil has 
two stacked coils similar to above 
picture. Top coil has 540 turns and 
a range of 41 mH. The bottom coil | 
has 164 turns, 3.25 mH, and a tap 
@ 1.66 mH. Phenolic 1/4” O.D. 
core. 1-1/2” high. $29£a $24 (6+) 


| 
| 
| 


Surplus Gates roller 
coils removed from big transmitter. Looks to 
be able to handle 5-10 kw. Silver plated. 7-3/4 turns. 
| 3/8” shaft each end. E W- 8- ed 'L - 7-3/8"H.$95 


Motorized 
Edge Wound 


.3-40 uH 


Variable 
Inductor 


A new spare inductor for our “Executive 
Tuner” featured in Catalog 7B. 14-28 vdc motor control 
with end stops. This mil-spec design will hand 5 kilo- 
watts easily. All silver plating on the edge wound induc- 
tor which measures .3-40 uH. 5” wide x 11” long x 7” 
high. 34 turns, 5” diameter, 6” long coil. $495 Ea 


Deluxe Turns Counter — 


plications. 
rear. 


"$79. 95 (1-2} 


Finally, an affordable high quality 
turns counter suitable for many ap- 
1/4" shaft coupling at 
Counts to 9999.9 for precise | 
control of variable inductors. Guar- 
anteed satisfaction. Manufactured 
to our specification. 
quality. Mil-spec crank knob facili- | 
tates quick advance rotation or fine 
tuning fingertip control. Unit mea- 
sures 2-1/4" x 3-1/2". Requires 1"x | 
1ipment for mechanics. Screws included. | 
$75.00 (3-24) $72.00 (25-99) $69.00 (100+) | 


| at 3-4 kw. 
4-3/8” O.D., 
plated coil. 


Professional 


9-3/4” high, 13” long. 


is also included. 


Not quite as robust 
as our RI-40 but you get a little 
more inductance and save a few 
bucks to boot. We rate this one 
It sports a 38 turn, 

edgewound silver 
The follower and 
contacts are also silver. 5” wide, 
A 1/4” 
insulated, flexible shaft coupling 


¢ Edge Wound Coil & 


$169 Hardware Silver Plated 


a" x 6-1/2” long 18 gauge 


Plate Choke 


; fey PC2000 100 wH 1.6-30 MHz 1 amp ce- 
-ramic form, 1”x5” long. Top and bottom oe 
1/4-20 thread. Made by Vectronics. $35 Each 


1 amp 
. (ICH)Z-14 Ohmite 
_ plate choke commonly used in amplifiers com- 
mercial, Collins 30S-1 for example, or 
_ homebrew. 1/2”x 2” long. $6.95 Ea $6(5+) 


17-30 MHa peal Ske 


offs. Max dimensions: 3-1/8” tall, 2-1/4” 
wide, 2” deep. $25 Each $23 (3+) 


(ICH)R154X Same as above but without 
$22 Each 


ceramic side insulator post. 


Millen 
Plate Choke 
1 mH 
1.5 amp 


(ICH)G380066S1 Very nice 4-pi 

plate choke assembly with mounting 

bracket. Made by Bell-Millen. Max dimen- 

sions: 1-7/8” tall, 1-1/4” wide, 3-1/2” long. 
$39 Each $35 (3+) 


preraenit Choke 
(ICH)FC25A 40uH bifilar 10 gage enameled 
wound on a 7-1/2” x 1/2” ferrite rod. Usable 1.8 
— 30 MHz. Easily handles, for example, two 3- 
500Z tubes. We purchased the last remaining 
stock from B&W. Includes mounting hardware. 


$28 Each  $25(3-12) $22 (13+) 


Collins 30L-1 | Ge \ 


Filament Choke 
7.5 WH 


(COL)240-1244-000 Made for ‘al 
use with four 811A tubes in parallel. eacnete 
size (1-1/4” x 2” x 2-1/2” high). 15 amps. $49 


2.5mH —- 375 ma 


RF Choke 
(ICH)R-300S National choke, 3-pi 
style on 2” high ceramic form w/ 
tapped base for mounting. For use 
in those “high current” amps. $20 


22 WH 


(ICH)PC25:- 5 25uH 5amp ceramic form, 1” 
x 10” long. 3/8” center hole. Teflon® $45 Each 


45 wH 


(ICH)PC- 45 Collins KWS-1 Plate Choke. 45 
uH. 1”x 7” long. Silver wire. $65 Each 


44 uH 12 amps 


(ICH)A2140679 TEFLON® plate 
choke, 11 t.p.i. 14 AWG enameled 
wire with tap dead center on top. 8-32 
/ end mounting hole. 1-9/16” long. $14 


Dual 
, 600 WH 


(ICH)D7825 Two individual 600 H, 3 

amp windings that may be used separately, 

in series (1.2 mH @ 2 amps) or in parallel 

(300 pH @ 4 amps). Suitable for “rf” or 

power filter circuits. 2” high x 3-1/4” long. 
$18 Each $15 (3+) 


5mH —- 250 ma 


RF Choke 
(ICH)266-0637 3-pi style on 2” high 
ceramic form w/ tapped base for 
mounting. 3/4” diameter. Looks simi- 
lar to R-3005 but more wire. $22 


2.5 mH 
125 ma 


(ICH)34100 Millen plate choke mounted on ce- \ 


ramic standoff w/ 6-32 mount hole. DC resis- 
tance is 40 ohms. 2-3/4” total height. $12.95 


(ICH)4537 Millen plate choke with wire | 
$13 (5+) 


leads.2” long. $14.95 


. 2.32 mH 
150 ma 


(ICH)PC-2.32 Millen plate choke with 6-32 post. 
2” total height. Eyelet terminals $11.95 


95 mn ™ 


(ICH)573B11-46 Miniature plate choke only 9/ 
32” diameter. 3-1/2” total lead length. $5.95 


High Power 


TRUE Choke Parts 


50 ohm 
15 watt 


(RN1)00050-1 15A Carborendum 773SP 
tubular carbon resistor. Wind your own 


choke. 1/2” x 1-3/4”. Removed from equip. | (1CH)108.9839 ImH 


Smeets (Flt 


=? plated clip fits above 
resistor. New. 


_ (CLP)I5SIL Silver | 


$2 | 


PRU Chokes 

~-wound on 2w 

— “carbon resistors 

(ICH)PARCHOKE Wound on 47 ohm__2 watt 

(ICH)PARCHOKE-22 Wound on 22 ohm 2wt 

(ICH)PARCHOKE-1 Wound on 100 ohm 2wt 
$5.50 Each $4.50 (5+) 


aa Miscellaneous 

_ Parasitic Chokes 
Turns Wire Watt Resis Price 
56 $2.50 


& cane nance a  ssnccnasnenenee™ 
Part Number Value Current 
(ICH)324B1375.077uH lamp 5T 22 1/2 
(ICH)108-0540 .luH 50ma  3T 32 20 $1.50 
(ICH)1296-20 .luH 225ma 8T 28 1/2 470 $2.50 
(ICH)108-0006 .13uH 225ma 6T 28 1/2 100 $2.25 
(ICH)108-0115 .2uH  100ma /2 1 $2.00 
(ICH)36517480.2uH 500ma 8 1/8 100k $1.75 
(ICH)365174 3uH  350ma 7 1/4 10 $2.25 
(ICH)33586 .39uH 350ma 7 1/2 100 $2.25 
(ICH)368881 .5uH  350ma 2 1/8 1meg$2.00 
(ICH)1221559 1.2uH 125ma 1/2 1800 $3.00 
(ICH)CL1196-3 3uH 500ma 5 1 100k $3.50 
(ICH)68-427363 10uH 300ma 1 470k $3.50 
75ma 1 3600 $5.00 


mm (ICH)420-69-0379 Para- 
sitic suppressor Blake: 70 turns wire on 1/2 
watt 2.2k ohm carbon resistor. 27 uH. $2.50 
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4 iH - 2amps 
(ICH)TOR.4 10 turns #20 
enameled wire on a 1/2” 
Teflon® toroid. 

Each 6-24 


2 S125 


a 
4uH - 1 amp 
(ICH)240-2771 17 turns | 
enameled wire on a phe- | 
nolic form 5/8” long. 
$1.50 Ea $1.25 (6+) 


a — 


75 uH - 120 ma 


(TEK)108007200 Rf 
choke for Tektronix equip. 
1/8” OD, 1/2”L. 


$1.50Ea $1.25 (6+) 


25+ 
$1.45 


| Surplus Sales 


2.3 WH -— 220 ma 


(ICH)HP9140 41 turns 
#28 enameled. 3/16” dia. 
x 3/4” long. $2 Ea 


2.5 uH - 350ma 


(ICH)930007 RFC w/#26 

enameled wire. 1/4” dia., 

3/4” long. Phenolic form. 
$1.25Eq $1 (6+) 


_ (ICH)A9010281-2 


Rf 
choke for 2.9 MHz circuit, 


| 3/16” OD, 1/2”L. 


Each 
$2 


6-24 
$1.75 


25+ 
$1.45 


“Info/Tech./Intnl: 402-346-4750 
Fixed Inductors: .4 uH to 950 uH 


a 


1uH - 50ma 
(ICH)L10G Rf choke self 
resonates @ 257 MHz, 
22a2 DCR: TOD: 31: 


— 


6uH - 500ma 
(ICH)K14110860 
turns #29 enameled wire. 
9/32” dia., 7/8” long. Phe- 


eae 

35 uH - 1 amp 
(ICH)35-1 #22 enameled 
wire on a 3/8” dia x 1-1/2” 
long ferrite core. 

$4.50Ea $4 (6+) 


—_~—____ 


38 1H - 100 ma 
(ICH)15000-5 #36 enam- 
eled wire on a 3/16” dia. x 
3/8” long ferrite core. 
DCR= 1.4Q. 3-3/8” long. 

$2.50 Ea $2 (6+) 


= 


45 


50 uH - 1 amps | 
(ICH)240-2728 Heat | 


Each 6-24 25+ | nolic form. shrunk high voltage | 
$2 $1.75 $1.45 $3£o $2.50 (64) na : 
——— a $4£ $3.75 (6+) 
28uH-170m——__— 

(ICH)506-9785002 RFC @§ §uUH - 1.05a BO NH 25 nia 


w/ 17 turns #26 enameled 
wire. .041” DCR. 1/8” dia., 
3/8” long. Phenolic form. 
$1.75 Ea $1.50 (6+) 


(ICH)48- 41 66 turns #32 

enameled wire. 3/16” dia., 

7/8” long. Phenolic form. 
$2.50£o $3 (6+) 


120 uH= 100 n 
(ICH)6153 RFC on 3/8” 


long phenolic form. $2 Ea | 


“post off Bottom. 1-3/2" H. 


$7.50 Ea $7 (6+) 


200 uH - 125 ma 
(ICH)15612 4 pi rfc has 


240 turns #36 on phenolic 
| 42uH - 100ma | core. 3-7/8” long. 
_ (ICH)9140-0040 HP re- $4.50—a $4 (6+) 
placement choke. 3-3/8”L. |__ 
Each 6-24 25+ | 
$2.25' »' S2adeeS1i753 —@_ 
—_—_$_——_| 


200 uH - 600 ma 


(ICH)3C323-194G Ce- 
ramic encapsualted 1-pi 
rfc holds up in harsh, high 


_ temp enviroments. 3-3/4” | 
| total length. | 


Each 6-24 25+ 


$7.90 $7.30 $6.80 


| 
gee 4 

es ee me fd 

ma | | 


(ICH)SP750550 RFC w/ 

enameled wire. 1/4” dia., | 

1/2” long. Phenolic form. | 
$1.25 Ea $1 (6+) 


1TuH - 1.4 amps 
(ICH)205-11 Choke self re- 


sonates @ 236 MHz, 27 
#32 .12” OD, .37” long. 


turns 
$3 


1.5uH - 2 amps 


(ICH)RFC139 RFC w/ 13 
turns #22 enameled wire. 
3/16” dia., 5/8” long. Phe- 
nolic form. 


$3.00Ea $2.50 (6+) 


2uH - 10 amps 
(ICH)23724 6 turns #16 
enameled wire on ferrite 
core. 3/8” dia. x 7/8’ ’ long. 

$3.50 Ea $3 (6+) 


- $6.50 Ea 


a 
12 uH - 10 amps 
(ICH)240-0879 Heat 
shrunk high voltage 
choke on ferrite core. 


| 10kv test. 3/8” x 1-1/4”. 


Each 6-24 25+ 
$5 $4.50 $4 
—_— 


20 uH —- 4.5 amps 
(ICH)240- 0871 similar to 
above but 7/16” x 1-1/4 
7.2 MHz self resonance. 
$6 (6+) 


50 uH 


sa 225 ma | 


220 1H - 100 ma. 


(ICH)545-3973002 Shi- 
elded rfc has 72 turns #36. 


5/16” dia. , 9/16” long. 
$1.50Eqa $1.25 (6+) 


= | 


(ICH)1300-15 lpi 
on phenolic core, 282 
turns #36. 3/8” diameter. 
$6 Ea $5.25 Jee 


aa —_ 
425 5H - 350 ma 
(ICH)425-200 4-pi rf choke. 


3/8” x 7/8”L. Ferrite core. 
$7 Ea $6.25 (6+) 


500 nH - 100 ma 
(ICH)3250-26 2-pi rf 
choke. 1/2” x 1”L._ Phe- 
nolic coil form. 


$5.25 Ea $4.75 (6+) 


ee 


500 uH - 150 ma 


(ICH)R50 3-pi National 

rf choke. 7/16"xai2@L. 

Phenolic coil form. 
$6.50 Ea $6 (6+) 


(ICH)R33 National 2-pi rf | 
choke. 1/4”x 3/4”L. $3 Ea 


—_— 


82 uH - 75 ma 
(ICH)813-3881 Rf choke 
self resonates @ 14 MHz, 
9Q DCR, 1/4” OD, 5/8”L. 
Phenolic form. 

$2Ea $1.75 (6+) 


Ei <3 —_ ome 


23 uH - 75 ma 
(ICH)43264-23 Bobbin 
wound RFC on phenolic 
core 5/8” long. 

$1.50Ea $1.25 (6+) 


tie 


| BPE San 


100 wH - 100 ma 
(ICH)2507-10 Dual bob- 
bin rf choke, 184 turns 
#36, 3/8” diameter, 3/4” 
long. Phenolic core. 
$6.50 Ea $6 (6+) 


225 uH 


200 ma . 


| 


(ICH)CRF8150007 2-pi rf | 
choke. 3/8”x 3/4”L. Phe- | 


nolic coil form. 


$5.50 Ea $5 (6+) 


c= i= ~~ a 
a, 


285 uH - 500 ma 
(ICH)7119212 
RFC on phenolic core 5/8” 
long, 1/2” max. dia. 
Each 6-24 


95 i/ $94.50 pass 


_ choke 


—_— 


500 nH - 250 ma 
(ICH)34300-500 3-pi rf 
choke. 399 turns #38, 


| DCR= 18.5 ohms, Millen, 
_ 7/16” x 5/8”L. Phenolic. 


|, 


Each 6-24 
$8.25 $7.75 


25+ 
$7 


~~ 750 ma 
700 nH 


(ICH)TOR700 Toroidal 
, 24 gage, center 


| mounting post. 5/8” dia. 


Bobbin | 


$5 Ea $4.50 (6+) 


950 uH - 50 ma 


fetiaxos 3-pi RFC on 


25+ ferrite core. 1/2” long. 


$5Ea $4.50 (6+) 


— subminiature 


-14mH -:300m 
(1CH)240-5700 
Millen brute plate choke. 


=200'ma 


ICH)4531 3-pi Millen 


hoke on ceramic core. 2- 
omucS15 Ea 


3 i 


2-1/8” long. 
$22Ea $19 (3+) 
2 mH 
150 ma 


(ICH)L105 Rf 
choke wound on 3/4” di- 
ameter, 1-1/4” high phe- 
nolic form. 


$9 Ea $8 (6+) 


www. surplussales. com 


2.5 mH —- 250 ma 
(ICH)7430390G1 3-pi rf 
choke on iron core. 3/4” 
dia., 7/8” long. 


$16 Ea 


(ICH)RFC3 

3/8” diameter, 

Phenolic form. 
$4 Ea $3.50 (6+) 


Rf choke, 
3/4” long. 


3 mH —- 125 ma 


chassis mount spool plate 


2.4mH —- 20 ma 

(ICH)RAM2.4 Submin- 
iature RFC on ferrite core | 
is only .107” diameter & | 
5/16” long. 3-1/2” w/ leads. | 


Each 6-24 8925+ 
$1.50 $1.25 $1 


ee 


2.5mH - 60 ma 
(ICH)AC401 = 3-pi axial 
lead choke on powder iron 
core. 3/4” long. 20Q. 
$7Eq $6.25 (6+) 


| choke. 1” dia. 1-1/8” high. 
$11Ea $10 (6+) 


e-mail: grinnell@surplussales.com Fax: 402-346-2939 
BONE nductor 


10 mH - 60 ma 


(ICH)R100 5-pi National 
choke on ceramic core. 2- 
1/8” long. May sub. $15 Ea 


10 mH —- 125 ma 
(ICH)12947F 10 mH 
125 ma. ___1-pi choke on 


ceramic core. 1” high, 1” | 
| diameter. 


$19 Ea 


(ICH)D170791 Vertical | (ICH)92-5569G1 3-pi rf | 


| choke on ferrite core. 5/8” 
_ diameter 7/8” long. $12 Ea 


17 mH —- 15ma 


5 mH 
200 ma 


(ICH)S375-1081 5 mH 
200 ma___1-pi choke on 
_ ceramic core. 1” high, 1” 
diameter. $15 Ea 


20 mH - 100 ma 
(ICH)24B841723 20mH 
1-pi choke on ferrite core. 
1/2” diameter, 5/8” long. 
$16Eq $14 (6+) 
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-1-40 uH 


* 2-10 kw Power Handling 

¢ Taper Wound Front End 

¢« Edge Wound Coil All 
Silver Plated 


(IRV)RI-40 It’s here at last! The ultimate variable in- 


| ductor. Isn’t your tuner or amplifier project worth the 


very best? Made exclusively for Surplus Sales of Nebraska. 


| .1-40 uH variable edge wound inductor. Taper wound 


_ shaft armature; shaft armature to end plate contacts. 


lower end (higher Q) for better results beyond 20 MHz. 
Enough inductance for work below 160 meters too. All 
rf surfaces are thick silver plated. Quad 10 amp contact 
sets on all rotating connections: coil to rotor; rotor to 


There are no weak links with our mil-spec design. 


Perfect for 2-10 kw antenna tuners, tank network for 
amplifier or anywhere a larger, high Q, variable induc- 
tance is required. Be sure to use our Turns Counter. 


5" wide, 5-1/4" high, 12-1/2" end to end, maximum di- 
mensions. 1/4" shaft. Optional end stop kit for motor 
drive schemes. Add $25 for kit, pn (IRV)RI-40ESK. 


$245 Each $235 (3-9) $225 (10-49) call (50+) 


2.5 mH 


(ICH)C1510-4 100 ma 
RFC on ferrite core. $5 Ea 


6 mH —- 125 ma 
(ICH)876925 = 1-pi_ rf 
choke on ferrite core. 3/8” 
dia., 7/8” long. $12Ea 


+ 


2.5mH - 125 ma 
(ICH)240-0134 4-pi axial 
lead choke on powder iron 
core. 3/4” long. 
$10 Ea $9 (6+) 


7mH —- 100 ma 
(ICH)T71873810 Rf 
choke, 3/8” diameter, 
3/4” long. Phenolic form. 

$4 Ea $3.50 (6+) 


30 mH - 100 ma 
(ICH)CH1218 30mH 100 
ma __1-pi choke on ce- 
ramic core. 1” high, 1” di- 
ameter. DC resistance 
=190 ohms. $20 Ea 


2.5mH — 150 ma 
(ICH)AD16987 4-pi axial 
lead choke on powder iron 
core. 3/4” long. $12Ea 


a 


8.25 mH - 75 ma 
(ICH)RFC8.25 4-pi choke 


on ferrite core. Axial leads. 
1” long body. $12 Ea 


62 mH —- 125 ma 
(ICH)35-363C 62 mH 
125 ma __1-pi choke on 
phenolic core. 1” high, 1- 
1/8” diameter. 1700 turns. 

$25 Ea $21 (6+) 


Edge 
Wound 
Variable 
Inductor 
¢ Kilowatt 
Design 
¢ Mil-Spec 
¢ Silver Plated 


(IRV)RI-35 35 uH, edge wound silver c il, opposing g rip- 
per contact arrangement for reliable service yea ar after year. 
40 turns. 4 'X 9-9/8" long x 4-1/4” high. 1/4” shaft. $145 E 


(IRV)RI-20 20 uH, same exact units as above but 4-3/8” 


long (1-1/4” shorter) and 25 turns on the coil $115 Ea 
275 mH Triple Pi or. 


Wound Coil § 
(IRF)8109 275 mH (3360 turns to- 
tal) coil tapped at 27 mH (810 turns) 
and 90 mH (1640 turns). 1-1/4" x 4 
4-3/4” long ceramic core. 3” diam- 
eter max. coil size. Frequency @ 
range 20 KHz to 77.5 KHz. NSN 5950- * 
228-8109. $40 Each $35 (3+) 


= a eet ee ae i i ea Pee bh Se a ah ee 


Surplus Sales InfoTech /Intn!: 402-346-4750 ORDERS: soo. 244-1 567. Bax Ae 
é Molded chokes are made in many varieties. 14 
:" ‘ Molde RF me hokes classified each size and estimated an associated Cut 
ity. These specifications are estimated and are not guaranteed. Ph 
Our in house cape Value in micro eae 
MC= Molded Choke Size suffix 


of choke models “-1, -2 & -3” are related to carbon resistors Ini 
Quantity Discount on total as follows: $25 Total, -10% = 

Part Number Value —Gurent 
ICH- MC1R27-2 Molded Choke, 1.27uH - 1 8 amps “ti i 


Size -1 Approximate 


| size of a 1/Aw resistor. | |CH-MC1R3-2 Molded Choke, 1.3uH 1000ma 
1/2 watt carbon resistor a, : ICH-MC1R5-3 Molded Choke, 1.5uH 3000ma 
= ——— Size -2 Approximate | ICH-MC1R8-2 Molded Choke, 1.8uH 720ma 
pe ___._ size of a 1/2w resistor. ICH-MC2-2 Molded Choke, 2uH 500ma 
moa ICH-MC2R1-1 Molded Choke, 2.1UH 300ma - 
1 watt carbon resistor ICH-MC2R2-1 Molded Choke, 2.2UH 395ma a4 
en nl Size -3 Sizes range ICH-MC2R2-2 Molded Choke, 2.2uH 550ma ey 3 
—_—__—__gggg "0m that of a Iwatt | 1CH-MC2R7-1 Molded Choke, 2.7uH  300ma AQ 
carbon resistor to | \CH-MC2R7-2 Molded Choke, 2.7uH  460ma ‘59 
about 20% larger. ICH-MC2R8-1 Molded Choke, 2.8uH  355ma AD 
ICH-MC3-2 Molded Choke, 3 uH 1200ma ay to 
ICH-MC3R3-1 Molded Choke, 3.3uH 270ma fe fo 
—_—__—_—__{yya} $size + Sizes ranges |) ICH-MC3R3-2 Molded Choke, 3.3uH — 1300ma 59 
from .25"-.375” dia., | |CH-MC3R8-2 Molded Choke, 3.8uH 1200ma 59 
-78"-1.2" long ICH-MC4-1 is sd AuH ~—-.250ma 9 
ICH-MC4R7-1 Mo Choke, 4.7uH 230ma AY 
a ee > a dienes | ICH-MCAR7-2 Molded Choke, 47uH.'. 360mm 59 
& > 625” in length ICH-MC4R7-3B Molded Choke, 4.7uH 425maradial .89 
me i ICH-MC4R7-3 Molded Choke, 4.7uH 2000ma iw 1) 
Part Number Value Current Price ICH-MC5R6-1 Molded Choke, 5.6uH 180ma 49 
ICH-MCRO1-1 Molded Choke, .OluH 1790ma 135 ICH-MC5R6-2. Molded Choke, 5.6uH 450ma 59 
ICH-MCRO1-2 Molded Choke, .0luH 3000ma 99 ICH-MC6R8-2 Molded Choke, 6.8uH 800ma ss 
ICH-MCRO5-1 Molded Choke, .05uH 2000ma 59 ICH-MC6R8-2B Molded Choke, 6.8uH 1000ma AN) 
ICH-MCRO8-1 Molded Choke, .O8uH 1900ma 59 ICH-MC8R2-1 Molded Choke, 8.2uH 520ma 559 > 
ICH-MCR1-1 Molded Choke, .1uH 1790ma AY ICH-MC8R2-2 Molded Choke, 8.2uH 720ma )4 
ICH-MCR1-2. Molded Choke,.JuH | 4000ma 65 ICH-MC8R2-3 Molded Choke, 8.2uH 1500ma 1.25 
ICH-MCRIO-1 Molded Choke, .10UH 1790ma A9 ICH-MC8R6-2 Molded Choke, 8.6uH 720ma 59 
ICH-MCR101-1 Molded Choke, .100uH 1790ma A9 ICH-MC10-1 Molded Choke, 10uH  130ma 5 
ICH-MCR12-2 Molded Choke, .12uH 2650ma 99 ICH-MC10-2 Molded Choke, 10uH 650ma 59 
ICH-MCR15-2 Molded Choke, .15mH 2000ma 89 ICH-MC10-3. Molded Choke, 1OUH 1000ma 1.00 
ICH-MCR18-1 Molded Choke, .18mH 1000ma 89 ICH-MC11-1 Molded Choke, 11uH  140ma A9 
ICH-MCR21-1 Molded Choke, .21uH 2000ma 59 ICH-MC12-1 Molded Choke, 12uH  155ma A9 
ICH-MCR22-1 Molded Choke, .22uH 2000ma 69 ICH-MC12-2 Molded Choke, 12uH 250ma a? 
ICH-MCR22-2 Molded Choke, .22uH 2800ma 69 ICH-MC13-1 = Molded Choke, 13uH  155ma A9 
ICH-MCR23-1 Molded Choke, .23uH 145ma 552 ICH-MC15-1 Molded Choke, 15uH  100ma A9 
ICH-MCR27-1 Molded Choke, .27uH 875ma A9 ICH-MC15-2 Molded Choke, 15uH 100 ma 59 
ICH-MCR27-2 Molded Choke, .27uH 200ma 99 ICH-MC16-1 Molded Choke, 16uH  100ma 59 
ICH-MCR28-1 Molded Choke, .28uH 860ma So ICH-MC18-1 Molded Choke, 18uH 145ma 59 
ICH-MCR33-1 Molded Choke, .33uH 315ma 3.00 ICH-MC18-2 Molded Choke, 18uH 460ma 59 
ICH-MCR33-2 Molded Choke, .33uH 1400ma 79 ICH-MC22-1 Molded Choke, 22uH  145ma Bel 
ICH-MCR39-1 Molded Choke, .39mH 2000ma 59 ICH-MC22-2 Molded Choke, 22uH 460ma 39 
ICH-MCR39-7 Molded Choke, .39uH 3000ma 99 ICH-MC22-42 Molded Choke, 22uH 560ma | Per) 
ICH-MCR47-1 Molded Choke, .47uH 650ma 135 ICH-MC27- 1 Molded Choke, 27uH 135ma AY 
ICH-MCR47-2 Molded Choke, .47uH 1225ma 59 ICH-MC27-2 Molded Choke, 27uH 360ma 59 
ICH-MCR49-2 Molded Choke, .49uH 2000ma ae. ICH-MC27-4 = Molded Choke, 27uH  900ma 1.80 
ICH-MCR51-2 Molded Choke, .51uH 3000ma 59 ICH-MC28-4 Molded Choke, 28uH  900ma 1.75 
ICH-MCR56-1 Molded Choke, .56uH 545ma 59 ICH-MC31-1 = Molded Choke, 31uH 135ma Ag 
ICH-MCR68-1 Molded Choke, .68uH 495ma 59 ICH-MC32-2 = Molded Choke, 32uH  1300ma 59 
ICH-MCR68-2 Molded Choke, .68uH 1500ma 39 ICH-MC33-1 Molded Choke, 33uH 130ma AQ 
ICH-MCR8-2 Molded Choke, .8uH 1300ma 59 ICH-MC33-2 = Molded Choke, 33uh 300ma 59 
ICH-MCR80-2 Molded Choke, .80uH 1300ma 59 ICH-MC33-3. Molded Choke, 33uH 450ma 1.00 
ICH-MCR82-1 Molded Choke, .82mH 415ma AY ICH-MC33-4 Molded Choke, 33uH 850ma lef 5 
ICH-MCR82-2 Molded Choke, .82uH 1300ma 59 ICH-MC37-2 Molded Choke, 37uH 300ma 59 
ICH-MC1-1 Molded Choke, 1uH 385ma AY ICH-MC39-1 Molded Choke 39UH 125ma10% 45 
ICH-MC1-2 Molded Choke, 1 uH 1100ma 79 ICH-MC39-2 Molded Choke, 39uH 300ma 59 
ICH-MC1R1-1 Molded Choke, 1.1uH 590ma 59 ICH-MC39-4 = Molded Choke, 39uH 720ma 125 
ICH-MC1R2-2 Molded Choke, 1.2UuH 590ma 59 ICH-MC47-1 = Molded Choke, 47uH  110ma 59 
ICH-MC1R2-3 Molded Choke, 1.2uH 3000ma 1.00 ICH-MC47-2 Molded Choke, 47uH 270ma ay 
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Me Ided Choke, ‘ABuH | 270ma — 59 | ICH-MC501-5 Molded Choke, 500uH 360ma 3.25 
Molded. Chokes A8uH 500ma 2.25 | ICH-MC561-1 Molded Choke, 560uH 35ma 69 
"Molded Choke, 50uH -450ma 2.25 ICH-MC821-2 Molded Choke, 820uH 110ma 79 
Molded Choke, 53.8uH 300ma 1.00 ICH-MC102-1 Molded Choke, 1mH  28ma 65 
~ Molded Choke, 56uH 100ma AQ ICH-MC102-2 Molded Choke, 1mH  78ma .60 
Molded Choke, 56uH 265ma ay ICH-MC102-3 Molded Choke, 1mH 125 Ma ws 
Molded Choke, 57uH —-100ma AQ ICH-MC102-5 Molded Choke, 1mH 500 Ma 5.00 
Molded Choke, 68uH 92ma 49 ICH-MC112-3. Molded Choke, 1.1mH 115 Ma 1.50 
» Molded. Choke, 68uH 250ma 59 ICH-MC122-2 Molded Choke, 1.2mH 80ma 1325 
» Molded Choke, 68uH 350ma 1.50 ICH-MC152-2 Molded Choke, 1.5mH 75ma 1925 
Molded Choke, 7OUH 250ma 59 ICH-MC202-2 Molded Choke, 2mH 100ma 1235 
Molded Choke, 72uH_ = 355ma 59 ICH-MC202-3 Molded Choke, 2mH 110ma 1a 
: Molded Choke, 82uH 88ma A9 ICH-MC222-2 Molded Choke, 2.2mH 90ma 89 
ICH-MC82-2 Molded Choke, 82uH  235ma 59 ICH-MC222-3 Molded Choke, 2.2mH 110ma £25 
~ ICH-MC90-3 Molded Choke, 90uH - 350ma 1.50 ICH-MC222-5 Molded Choke, 2.2mh 165ma 2.75 
~ ICH-MC101-1 Molded Choke, 100uH 100ma iv ICH-MC242-3 Molded Choke, 2.4mH 100ma 1.50 
ICH-MC101-2 Molded Choke, 100UH 220ma 79 ICH-MC252-2 Molded Choke, 2.5mH  80ma 1.50 
ICH-MC111-1 Molded Choke, 110uH 120ma 69 ICH-MC252-5 Molded Choke, 2.5mH 150ma PRE ia 
ICH-MC111-2 Molded Choke, 110uH 200ma 69 ICH-MC272-2 Molded Choke, 2.7mH  70ma 1.25 
ICH-MC121-1 Molded Choke, 120uH 100ma 89 ICH-MC432-4 Molded Choke, 4.3mh 100ma 7.00 
ICH-MC121-2 Molded Choke, 120uH 300ma jl Fea) ICH-MC462-2 Molded Choke, 4.6uH 5é6éma 1.00 
ICH-MC121-3 Molded Choke, 120uH 370ma 2125 ICH-MC472-2 Molded Choke, 4.7mH 40ma 1.50 
ICH-MC121-4 Molded Choke, 120uH 500ma poche ICH-MC502-5 Molded Choke, 5mH 120ma 3.00 
ICH-MC131-2 Molded Choke, 130uH 165ma 79 ICH-MC522-2 Molded Choke, 5.2mH 5é6ma 1.00 
ICH-MC151-2 Molded Choke, 150uH 61ma 69 ICH-MC552-5 Molded Choke, 5.5mH 200ma 5.00 
ICH-MC151-3 Molded Choke, 150uH 110ma 1.50 ICH-MC562-4 Molded Choke, 5.6mH 60ma 150 
ICH-MC151-5 Molded Choke, 150uH 400ma 275 ICH-MC682-2 Molded Choke, 6.8mH 52ma 1.00 
ICH-MC181-1 Molded Choke, 180UH 57 ma mos ICH-MC682-3 Molded Choke, 6.8mH 5é6ma 1.00 
ICH-MC181-2 Molded Choke, 180uH 158ma 79 ICH-MC842-2 Molded Choke, 8.4mH 85ma 1.75 
ICH-MC221-2 Molded Choke, 220uH 145ma 259 ICH-MC103-4 Molded Choke, 10mH 120ma 5.00 
ICH-MC221-4 Molded Choke, 220UH 250ma 2.20 ICH-MC103-1 Molded Choke, 10mH 72ma 1225 
ICH-MC271-2 Molded Choke, 270uH 140ma 79 ICH-MC103-2 Molded Choke, 10mH 50ma 1.00 
ICH-MC331-1 Molded Choke, 330uH 40ma 79 ICH-MC103-3 Molded Choke, 10mH  80ma 1.75 
ICH-MC331-2 Molded Choke, 330UuH 160ma 79 ICH-MC103-5 Molded Choke, 10mH 50ma 1.00 
ICH-MC471-1 Molded Choke, 470uH 36ma 69 ICH-MC123-2 Molded Choke, 12mH 50ma 1.00 
ICH-MC471-2 Molded Choke, 470uH 128ma 69 ICH-MC153-2 Molded Choke, 15mH 2.00 
ICH-MC471-5 Molded Choke, 470UuH 500ma 4.15 ICH-MC153-7 Molded Choke, 15mH 7Oma 1.75 
ICH-MC481-2 Molded Choke, 480uH 125ma 79 ICH-MC104-4 Molded Choke, 100 mH 5.50 
ICH-MC501-3 Molded Choke, 500uH 150ma 2.00 ICH-MC545-4 Molded Choke, 5.4 Henry 8.00 
a A A Ai 
ore Isc y c hokes ICH-40880-] 2 wH, 125 #34, Axial phenoli eh Eid Baa Be da 
ie = ; -40880- ; ma, #34, Axial phenolic core, 
- AllExposed Windings_ - Ferrite Core Chokes CH-1311-2 22H, 350 ma, Axial, 35 turns #30 1.25 
¢ Air Wound PF Coils - Ceramic Formed Coils | (H-100-133 = 2.9 wH, 350 ma, Axial 75T #32, .285 ohm 2.75 
¢ Phenolic Core Chokes’-_- Misc. Fixed Coils ICH-7970 3.3 uwH, 400 ma, Axial ferrite core 2.00 
ICH-9053225 3.95 wH, 250 ma, Axial phenolic core, 1/2”L 2.25 
ICH-33565 .1 pH, 500 ma, Axial phenolic, 8 turns #28 2.00 ICH-3681 4-6 4.1 wH, 150 ma, Axial, 50 turns #34 3/4”L 1.75 
ICH-9010234-1 .125uwH, 500 ma, Axial phenolic, 8 turns #26 2.00 ICH-W476 4.7 wH, 250 ma, Axial, SR= 114 MHz 2.00 
ICH-HP512A60K .14 UH, air wound coil, 5 turns #14 tinned 2.00 ICH-LC-0194 4.7 uH, 300 ma, Axial, 38 turns #30 3/4”L 2.50 
ICH-505885202 .16 uH, 250 ma, Axial phenolic core 1250 ICH-1083 4.85 uH, 150 ma, Axial phenolic core, 1/2”L 1.75 
ICH-33554 .2 wH, 350 ma, Axial phenolic, 10 turns #28 2.00 ICH-B28720 5 wH, 75 ma, Axial phenolic 71 turns #38 1.50 
ICH-122155] .2wH, 1.3 a, Axial phenolic, 13 turns #24 2.50 ICH-25629 9 wH, 125 ma, Axial phenolic core, 5/8”L 2.50 
ICH-363-1534-6 .33 uH, 500 ma, Axial phen., 37 turns #27 2.00 ICH-370-104061 19.6 uH, 150 ma, Axial phenolic core, 3/4”L 2.50 
ICH-33574 5 wH, 350 ma, Axial, 14 turns #30 1.00 ICH-21-1400-10 27 uH, 75 ma, Axial ferrite, #40, 1.7 ohm 2.00 
ICH-375-1593G1 .549 wH, 250 ma, Axial phenolic, 20 turns 1.75 ICH-2030226 32H, 100 ma, Axial phenolic core, 1/2”’L 1.25 
ICH-363-1534-6 .625uH, 125 ma, Axial, 22 turns #30 1.50 ICH-6176 36 wH, 100 ma, Axial phenolic core 1.50 
ICH-201441420 1.35 wH, 125 ma, Axial phenolic, Dia Galle ler) ICH-34300-50 50 uH, 385 ma, Axial phenolic core, 1/2”L 4.00 
ICH-K688-10 1.41 pH, 90 ma, #32, Axial phenolic core, 5/8”L 1.25 ICH-6172 73 wH, 100 ma, Axial phenolic core, 3/8”L 2.50 
ICH-PB2652 1.41 wH, 350 ma, Axial ferrite core, 3/8”L 2.00 C0L505-5335002 80 wH, 500 ma, .5”x3”L ceramic, 161 turns 7.00 
ICH-24(82000E21 1.5 uH, 50 ma, Axial phenolic, 1/4”L 14d ICH-4926 240 wH, 125 ma, Axial ferrite core, 5/16” long 5.00 
ICH-A2140679 = =1.5 WH, TFE .5”’x1.5” form, 9 turns c.t. #14 5.00 ICH-$413577 1 mH, 60 ma, Axial ferrite core, 5/16” long3.00 
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PART # RANGE VOLTAGE MODEL/TYPE PRICE PAGE # PART # RAN( VOLTAGE MODEL/TYPE PRICE 
CTP-530-000 csrcsecesneis BEN BDF corciecims OOOW Sei 
CTP-530-006 ......ssecssssees 25-1.5pF = 
CTP-VOI5OGA opctscilanceon SOF 
CTP-5910-809-4791 .......... 2-2. ODF, Sresintocrsase DOOV Sosfoe susnasbuP ASTON! seats. eentn POO, Bde oes 
CRE=2 7284 0 iicay consumers A-Z.BDP Srisgaasodover DOUV, ons sueecsnsneni I SUOMW arn ae sO saenteaas 
CTP-27283 .....:02..ttesebaeees +42. GDP as cisustsecus AOOOW ss cpsacuscens PISLOMN «en, cave. hO,OU Puchccts CTP-5288-1 
CTP27289R voces 4-2.5pF eS  CTP-5202 
CTP 27281 oes AREF cscsicscecess BOOV cous PIBION co 800 : CTP-VOL3061 . 
CTP-27288 ae ABSDP tec ese BOOV bests ees PIBION ou B00 Lic — CTP-ER-523-015 . 


CAV-160-203 a ccccosenissscctte 5-2.5pF 
CTP-8908154 .o..ceeccsssseesee .85-2.8pF 
CT PVASIO cio ceccstn, ce 3-3pF .: 


CAV-189-563 


CYP-VCJ1I08C 0.0 SSDP acces 1000v aeastcuee Os CTP-VCJ1839 

GTP DPS cs. SSDP oo a eases Os CYP-S0S2 cae 

GIC-917-1256 cc T-OpP ocak. ee i : CTAH19S 29 ooo ceciseossereseoes 

GTC-503-3N........ctAscos tase 1.5-SpP iit. 500WV. ........-.5 Ceramic .......... 2.00 CTP-VCJ1035A 

CT G-39 21 ocsvicchecsssaneerees 1.75-SBF &..&>.c0 S350WV. ........-4- Ceramic <...20.%. : CTP-SC153Y 

CAV-160=1 Ol ccs .cerasrtactes 1.35-G:2) etiniis sess. 900v i 3 GTC-513-10) essere osiccaareee i 75 
CTP-JMG7/170 «ccs SE OODE cacncis DIV iets Piston ; CTC-GKG10066 000. eee UDP oS  aas Ceramic..........3.00 
CTP-5802 2 35-3Spr = i 00.4. GT C-S0SL-10 oobicciscccng: 240PE 3... 500V Ceramic... ssere0ei B00 
CYPAZOT acess OO S.ODP , SOOVEG, cio: Piston .s..5. 7.00 CTP-627A-5 14.00 .. 
CTA-189-1-54 ........dsese0e 1:2-G:5pRe...t-.tes 650v i : CUC-961 12k. eee eke j 

GIT P-V1648R i... ccmeaean 2A DF te .stpecvecscts = Bivchassecatbachn i ‘ CTC-941 01a 25 1 .c.s.ctaata 2.51 Op Feces sons. 250 Vina. titees dee Ceramic.......... 2.00 
CTC-GKV4R000 .................. 1'5*4DF eee 250WV: . cteacesse Ceramic ........... PUichetnts 82 CTC-GKG10011 ................. 2.8- 10D Fas. cesuscetss = Livvsoseenseeh Ceramic.......... 1 coe 
CTA-189-26-5 oo. 4.3-4.1pF cock. S28V06. cn PLES Sncctsses 3:00 32.6 77 C1C-060-0038 i.occ.cce cae SOP ok: S5OWV. ...cceeee Ceramic........... 
CiP-SPSEG ec, O-42DF a asec. 500Y ccc, Piston ........... 9.00 oc 81 CAV-AI97 con ook ccc, 4-100 ec. AKV. scieaes Air 

CIP-VGJ273D oe 1.1-4:20F TSOVGC: oc Piston ..0oc.5 4.00 o..0.... 81 CAV-160-211-1 ooo 2-10 BOP occa S50V sca. Air 

CTP-VGI1920 in... as 8-4: 5 DF tet dines 5OOV iivcbceuatacts Piston ........... A:00) i458: 81 CIP-NSC1SSe5. seccccncateee 8-11 pF ssicasss:.. 1250VMe ots Piston 

GliP=27 21S ccatmiasneetictne ss .6-4.5pFancrtectas: SOOV" ssarecueaneaen PiStony ccrcscrceee 1200 Seating 80 CTA 16-5 2ineeecttienntente 47-31 Derek T25VGG. ie sagteeve ALD ovaconecoteee 1.50 
GCTP-2727 Wissen cs tneiees 6-4. 5p Fives esss. om: 5OOV: 5.-c.szaessee Piston..3.0:...2 8:00) cia: 80 CTG-538-14 0.2. tieriracesce 25-1 TD nvsenesace S50WV. ....s020522 Ceramic.........:. .95 
GUR-21275 ce. B-4.5DF occ... SO0V oc ecceeess PISION cc... $8.00 6.....3: 80 GCIC-TA12 joo 21 2DE cars S50OWV. .-20.--05- Ceramic... » 
CTP-VD611D ccc: 6-4.5pP ois. ica: 5O0V: ics: Piston ........... 6.00 © ...:..:. 80 GIP-3906 oo. ercs iS 12pF occas 2oOV ace Piston 

CTP-GGP4R5 B-4 SpR os. 2HOVEC. ceccscescs Piston <2... 4.00 45k 81 GTP-SCUS4 oo nieces Rs 20) see ee T250V «oi Piston 

CTP-GHW4R500 ............... 0-4 SOR TS5OVGG: <cccecan tes PISTON octane AO cies cis 81 CTP-ViG31G tires ttecesccamn cece 6-1 2p ies ecctakes. SOOVE, Ganesan Pistonycee 5.00 . acephaas 
CAP-IVI447 eect eee 1=4.8DR2.2.5...cct0 QKV..4 SE PISTON cesseese 14,00 Cxics. 81 (CTP-V 1502" i ccres. note cceeee O-1 2D Fate tutes seca TSOV cedeaats Piston ........ WOL00/s2EF i 
GT G=MT 506: saccccecssenssccevectee LSI) ol Preece scecret ee SOV Sete con tee Ceramic.......... 2:00; 5:4..-44 82 GTP-PG41FN 20 ee ‘G-12p Fein. S00V 2s: id-b-0-5.00 Pistonv.8...24 6:00, 52.-3 79 
CTP 6854 ioc S-50F cc. SF piirscseccecass Piston 32.000: £00 3: 80 CIPNGSIG-L Bo OE fs 8 | pe as SOOV cca, Piston. 4.00 wo. 79 
CAP-VCSBE cece SPP VKV cee Piston: <.20:..:. 8:00 3: 81 CTP -128202 |. ccc T-12pF 4500Y cs Piston ........ 4900 [oes 81 
GIP-VCS ee BPP i VV sd cccnsents PISION ..s..0cc5: 6,00 0.3: 81 CIP NGSAG ooo cieccsteen A BACDE cc TH00V. 2.5... Piston ........ 42,06 cc 81 
GTG-SMGISS ...scssetah assets 2-5 PE tetvh scusxtices to hate Ceramic........... SOO tas 82 CTA-189-505-5. ......cmsacsseee l.7-12p Peano te 325vde! hex. Ait Shae 3:50" hus 77 
CANRA160-205.. io dbacsenscaess 1:8-5-4 Dice on T250V \.. easnsscctens Air. S21. 12100) 2h ans 76 CTC-9402-4 i. iciwumensberesedes S2pE LER Asa SOV. drunnstes Ceramic.......... 2:00) Khe 83 
CAV=1 60-156 oy... screens her hac) eae. SEE 1600V, <..¢-..0.-50 8 PAP iancstace oa 8:00 vraercae 76 GTiG-503- 12 ee A ncssacovestertaat B= 2D Ee aces caaces SOOWY. 5 cisencedes Ceramic .......... OD acc raage 83 
CIP-LVJS89 so. (5-D.SDR vce OW. Bsc: Piston ........ 19:00 <.1...: 81 COE-557/3-12 |... S120F a Res Ceramic .......... 695 253 83 
GCTP-3420909 65.5pF cs. aE crpprenere hee Piston 225....4 7,00 wiu:. 79 OTG-557P/371 2 accuse S-12pF on Siete Geaneunes Ceramic.......... 2.95 onok 83 
CTP-NVC10GW ........ eee B-5.5pP occ; TOON ce FISION <2557.,:.. 5.00 ci 79 CTC-TRIM557-12 ooo. Ke 28) gen ees ea pe ere Beer Ceramic.......... G99 ccs. 83 
Gils GOD wa cee. ctasevacsaaeeete {8-5:5pF Gere ee TW y.3. chee Piston .t:n:.... B00) pint 79 C1C-557/3.5-12 tase. oe 3:5-12pF Ae ee i cbse stedse3 Ceramic.......... 6:00) 54.2 83 
GUIPWGI27 12s tahaasesseotaee: 1-5 Spee eee cscs mals ip Suan onsvexcuns Piston accass.s.<ke 4:00 2. -c-x2 79 CMG-557/4-12V cee sh tere 4-1 2DF We Acenensee SBiwiecbisvcces: Ceramic .......... 1.25) coast 83 
SA ml OAY.D ue uaditias cisterns 1.5-S OD iegoyccapexssen aie a aPeceanatetateees PSION Seree est OO eaeee-as 79 GiP-523-016 cece a A. Fo] Sa ee DOV rests sextetene Pistonifteccescs 5.00 crcters 79 
GTP-680015 cence: A-BDP icc AKV: Ces Piston cx... 8.00 «.z.:.. 80 CTA-189-6-54 ooo. eccceeeeees PASDE ce: G50V asics Ale Sos 6.005533: 77 
CTP-MVMOO6W .................2. AOE ec: BOON 2 tasices PIStON occ... TOO Baa: 80 ClUG-A3386 cis cies: ea ot 8] Dep ee eee ices Céramic .......... 200 5 82 
GER 9702 AODR ee Be ase seae Piston «25:83. TSO. 80 CIPNGIIG | ac M14 cca TOON eccscccss Piston 2..22....: 6.00 2.5 81 
GIP-MV MOOG? 2..2.c...-2ieee s4-GD FE ersarice ccie ess =a etpttasste canal PISTON Ee. nces..0. LOO \eersieas 80 GCEP-ATIOL Aas. eee ee B= T4 DF fatictiens 25 OV ei Neciessiane Pistonycasscccve 6:00. :.iaa 80 
GTC TAG ins na ctesinovossckstaasasevetss 5-6DF in. eee o-- S5OWV. ......0000 Ceramic........... (OD vastus 83 CTP-MC601Y ahs fis..seeeee oe 11 AD Fes dross nce NOQOVE Se «-.02.58 Piston! setae 8.00. i...m 81 
CTP-563-O27 Sivscctscccsesversstteove sae) Lm ee betrco S0OV \.2..<stcn0% Piston on.....:-. 4.00 ........ 79 GTP-TEAAZAR a... cisccs.<.-.ccnencties flea k.) ¢] eeereteotere oe TKV ied Sassousses Piston ........ 12:00 Ee sxare 79 
CTP-VCJS2309 ooo... ceecesceeees MG APP a cioac. SOV 26h PISION je0..01.. BOO ce. 81 CEP-S401 3.68 egniee ATOR Bcc 25OV Sais Piston: 450.7 6.005. 5 80 
CTP-SMC4470864 ...........00. tO5pe 5O0V ie Piston 22..2.;.:: 3.00 250%; 79 CTP 4480 os... jecceccsescrecscarrces MTADE coos eS ehaeiencess Piston 0036 FOOeG oh 80 
CTP 5607 icc ccuee SO5-1DR ce mere oee Spine Piston sci: 6.00 2323 80 CTR-EF14 cca cane BAAADE co cinc.. 250V secs: Piston 42... 5.00 chica 80 
WC -508= Fike sacs thncces deena 1.5-/DRi tine 500WV. ........... Ceramic.......... ZOU Ertia 83 CTR-8093)8.c% 28.. ceteen nes i Ro) 9 ee 250Vizsis.aeeeess.. Piston .2.h.5.i0 6:00%...i0 80 
510) WLS Fil i Mo ay Meer tree eed sere 1:5-/ Digieeccis tet — egg teoesh Ceramic.......... 6.95 nade 83 CTA-189-506-5 .........eeeeeeee 11 ADF wcccereses S25VEGs sna -.s Ail’ c-ctisssuete 3.00 st 77 
CTC-TRIMS57-7 ....:2.!.imes 15-7 PP ean scd seas asp Wacestee sues Ceramic.......... 3.95 6.2.84 83 CTP-GSG:002 cinta attests MA1E ODE Ceccectsct ie. SOO eivs.t.s.tve-. Piston s4:.ann 5.00 Ricca 79 
CIC SATIS S-7V coo BSI BE ccaccccicnce ee ee Ceramic .......... 125 aia 83 CUP-I M15 cic acs t-15DE ac, SOQVOG. sisi Piston 2.55550. S50 Sos 81 
ASTINA0O ooo eoooee cress tees ZS-TPE ccs 175/350v ..... Compression ...... 2.00 jcc: 82 GCIM-H27 742 oii EO ASDP <sccces S50V ic Compression ...... S00 Fe 82 
CTAS189-3-7 a 15-7 Spr oe BZOVOC i siccciccne PES eo ccsactcons 400 Bae 77 GICSAIS cicicnc iene PAL SDE: vciccntens S5OWV, oo ece eee Ceramic ........... BO os sadeacs 83 
TEV CAIG SG aos ies «ety enip oie es OEODe ciscshagatetas BOOV, «tec cenesssses PISIOM gE iccrerts 4 OO madsen: 79 GT eV B22 S riic ssasssscagueuteoeee 21 BDF re cstsssokns 25 OV: ge excerecvess Piston. gssiees 5.50 tates 80 
GTP-VGIAST ON. acto teste 1G-SpF st... 1250vde™.2.....28 Piston ........ 12:00Yte2: 81 CAV-160-107-18 «0.00... B= 1 ODP eaters VZ50Vi reezeccanete Alt: 8. xeee 6.00 iF -. 76 
CTP-27294PC 25) din-scteastd Mol ee ee BOOV ei fesse: ss ts PISTON fec03552-:- 9.00 Fate 80 CAV-M7481115-3 ...........000 PROT ODE. asaichecte a QO i, o8 cnirecc. cs Air). dcscee 6.000 53 76 
GiPet4cGGle ea SOP nko TKY. becivctcoess PISION cciccs TOO oie 79 CTC DSH 1B accnccieccascc SHI ODE cicccccecse S5OWV ....eeeees Ceramic........... BO see 82 
CT P-SMB91162 30 a Tpke POV vepccicicc ccs Piston ........... 4.00 .55i3.3 81 GIM-460 osc S-15PF oc 175/350v ..... Compression ...... 2.00 0.0. B2 
CLP-D5443 oo) aca 4-8 pee pis, BOGV. i cccacassss Piston ........ 44.00 discs 81 CTG-538-18B occ ccccescssace @150F S5OWV. ..eeeeeeees Ceramic ........... 95 ican. 82 
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RANGE VOLTAGE MODEL/TYPE PRICE 
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74 Siipitis Sales 


More Variable Capacitors..... puai 


Our new line of industrial air variables rival the quality of 
Johnson variable capacitors from yester-year. Be! 
e Heavy ceramic tie bars 
e Rounded and thick - for high 
current - stator and rotor plates 
¢ 1/4” aluminum end plates 
e 3/8” shafts 
e Silver plated contact assemblies 


e Adjustable tension | 
75-500 pF + 8kv 


(CAV)250-43 1/4” plate spacing. 
Beautiful, solid construction. 
sy 6-3/4” high, 6” wide, 15” long 
(max. outside dim.). 3/8” shaft. 
Each 3-9 10+ 
$125 $115 $100 


47-300 pF - 8kv 


(CAV)250-27 1/4” plate spacing. 
Beautiful, solid construction. 
6-3/4” high, 6” wide, 11” long 
(max. outside dim.). 3/8” shaft. 

Each 3-9 10+ 


$115 $105 $95 
40-470 pF + 4kv 
(CAV)125-27 .125” plate spac- 


ing. Another of the large frame 
family. Same H/W but 8” long. 


Each 3-9 10+ 
$115 $105 $95 
50-1400 pF - 2 kv 


(CAV)50-35 .050” plate spacing. 
Same as two above but 8-3/8” 
long (maximum outside dim.). 


1-3/4"H x 2-5/8”L. $49 Each 


Each 3-9 10+ 

$110 $95 $85 
32-250 pF - 4kv 
(CAV)125-37 1/8” plate spacing. 


Same basic construction as 
above... but smaller. 3-3/4” high, 
», 3-1/4” wide, 8-1/4” long (maxi- 
mum outside dim.). 1/4” shaft. 
Each 3-9 10+ 
$75 $68 $59 


Info/Tech. /intni: 402-346-4750 ORDERS: 800-244-4567 Fax A 402-3 


Section 


(CAV)5620 8-140 pF/12- 230 pF 
(combined 20-370 pF in parallel) 
@500 volts. 1/4”x 1” shaft. Ball 
bearings. 1-3/4”W x 1-5/8”H x 1- 
3/4”L. Mounts by tapped holes 
in bottom (3/4” x 7/8” c-c pattern). 
Each 6-24 25+ 

$19 $18 $17 


2 Section 


f, 2-34 pF 
™ @ 750v 


(CAV)9433-80 Hammarlund 
quality split stator dual capaci- 
tor. Silver plated. 1/4” shaft. 
Ball bearings. 15/16”W x 15/ 
16”H x 1-7/8”L. Mounts by rou 
posts on bottom. $39 Each 


Dual 100 pF - Silver 


(CAV)SMC129366 Hammarlund 
dual cap similar to above but 
larger. 100 pf, 750v. 1-3/4"W x 


a 


4-10 pF 
8:1 Ball Drive 

tm 2 speed 
tuning 


(CAV)4197 Nifty variable with 


ee 


(CAV)0121-0002 COM [PLETE 
CHROME PLATED! Be: uti fs 
11-534 pF per section (x4) @ 750, | 
volts. Dividing wall between sec- 
tions. Parallel all for 2136pF. 
1/4” x 1/4”L shaft. Ball bearings. 
3-1/4°W x 1-7/8"Hx7’L. Mounts — 
by holes in front and rear plates. 


$175 Each $ L 65 (3+) 


Quad Section Variable 
(CAV)22635 15-500 pF per sec- 
tion (x4) @ 750 volts. Dividing 
wall between sections. Parallel all 
for 2000pF. 1/4” x 1/4”L shaft. 
Ball bearings. 3-1/2” W x 2-3/4”H 
x 6-1/2”L. Mounts by holes in 
front and rear plates. Removed 


from equipment. Save some bucks. 
$65 (3+) 


$75 Each 
Dual 600 pF 
Air 
Variable 


(CAV)V3066 TRW silver plated 2 
section air variable, each 16-600pF 
@ 600v. 1/4” shaft. 3-3/8”W x 2- 
3/8”H (open) x 4” long. Ball bear- 
ing. Dividing wall. $95 Each 


built-in vernier ball drive. 2 kv 
plate spacing. 1/8”/1/4” shafts. 
Mounts by end plates. 1-3/8” x 1- 


(CAV)65-53 1/16” plate spacing. 
Same basic construction as above. 
3-3/4” high, 3-1/4” wide, 7-1/4” 
long (maximum outside dim.). 
1/4” shaft is 3/8” long. 


Each 3-9 10+ 


32-600 pF + 2.3kv | 


$65 $58 $53 


3/8” x1” deep. Knob set $8. * Triple 
Each 3-9 10+ 
yo lomeeyiye cafe 375 pF 
(CAV)841350 TRW 3 section air 
variable, each 11-375 pF @ 400v. 
Dual 3/8” shaft. 3-3/8"W x 2-1/2”H 
Section | (open) x 4” long. Ball bearing. 
Dividing wall. Mounts by end 
8 - 27 pF plates. $65 Each 
ae Each | 
(CAV)ASP-5699 (2) 8-27 pF, 1000v 7.4-18 pF 


sections. 1/4” x 7/8”L shaft. Front 

panel has three #6 tapped mounting 

holes. 1-1/2”W x 1”H x 3/4” deep. 
Each 6-24 25+ 
$7 $6.25 $5.50 


1500v 


Me es (CAV) 11065-1 
7% Hammarlund 1.5”w 
175) 'H 2.2”L, 1/4” x 3” shaft. $35 


les — saatunesirebsalet sam | 
Air Variable 


[ Headquarters 
All units are ra ba 2-1/2” hig 
ave a 1/4” shaft & mounting feet per picture. 


4-11- i 9-38 pF @ Aky (. 125" plate spacing) 3-3/8” long 
-12-23. 9-110 pF @ 4ky (.125" plate spacing) 5-3/4” long 
[12-53- 5 _ 36-249pF @ 4kv (.125" plate spacing) 10” long 
-75-37 _ 23-259pF @ 2.5kv (.075" plate spacing) 6” long 
25-310 pF @ 3.3kv (.1" plate spacing) 10” long 
25-500pF @ 2kv (.045" plate spacing) 
45-1000pF @ 1200v (.032" plate spacing) 5-1/2” long $69 Each 


ere 


i | <a. 

BCAT5.- 7 i section air variable. 
_23-259pF @ 2.5kv per section. 
.075” plate spacing. 11-1/2” long 


$92 Each $88 (3+) 


6 Section 
Superior Quality 


(CA W20c 1 
UA WV JOIO-1 


La Pointe 6 sec- 
tion air variable. Silver plated 
plates. 4.5-18 pF, 6-30 pF, 9-40 pF (all 
three 3.5kv); 30-200 pF @ 1kv; Two 


20-150 pF @ 2.4 kv. Double ball bear- 
ing. 2-5/8” square x 9” long. 1/4” 
shaft. Common rotor. Brass, alumi- 


num & steel. Very fine workmanship. 
$70 (3+) 


$75 Each 


(CAV)AV250-360 
variable. 


$79 Each 


5” long 


~ 20-250pF 
30-360pF 
2 section air 
20-250pF @ 6kv & 
30-360pF @ 2kv. 14-1/2” long. 


$75 (3+) 


e-mail: grinnell@surplussales. com Fax: 402-346-2939 
4 Section 


$42 Each 


$39 (3+ pes) 
$49 Each $45 (3+ pes) 
$65 Each $62 (3+ pes) 
$52Each $49 (3+ pcs) 
$62 Each $58 (3+ pcs) 
$55 Each $52 (3+ pcs) 

$65 (3+ pcs) 


(CAV)395-1 La Pointe 4 sec. 
air variable. 500v. (3) 1-10pF 
& (1) 2-18pF. 1/4” shaft. 1- 
7/8” square x 2-7/8” long. 
Dual ball bearing.3/16” shaft 

w/ gear attach. $23 


Dual 12-200pF 
‘)396-2 La Pointe 
Ds section air variable. 12- 
200pF @ lkv. 1/4” shaft. 
2-5/8” square x 3-1/2” 
long. Dual ball bearing. 
$38 Each $32 (3+) 


Dual 400 pF 
muuble Ended Shaft 


(C 2 TRW 2 section | 
air cwatiablé 14-400 pF @ 1500v | 


per section. Dual ball bearing. 
3/8” diameter shaft is 1-1/2” long 
on front side, 2-1/2” long on rear. 
Ceramic insulators. Mounts on 
edge with stud bolts (at top of pic- 
ture) to secure. 


$59 Each 


$52 (3+) 


Dual 13-400pF 
TRW 


2 section air variable. 13- | 
| 400pF @ lkv. 1/4” shaft. | 
| 3-3/8” W x 2-5/8”H (open) | 
| x 3-1/2” long. Dual ball | 


bearing. Dividing wall. 
$75 Each 


=a 


5 Section 
_12- 402 pF @ 750vac 


La Pointe 5 
section air variable measures 2010 | 
pF if all sections paralleled. Spline | 
drive made for motor operation. 2 lev- | 
els anti-backlash gears. 3° capacitor 
advance per full shaft rotation. | 
Double ball bearing. 4” max. wide, 2- | 
3/4” high (plates up), 10” long. Ce- | 
ramic insulators. Mounts by front | 
plate. Sections divided by wall. Com- 
mon rotor. Brass, aluminum & steel. 


$179 Each $160 (3+) 


» Dual 
gana, Section 


6 Section 


La Pointe 6 sec- 
tion air variable, all 500v. 14-190 | 
pF; 14-195 pF; 16-195 pF; 5-26 pF; 
6-33 pF; 8-49 pF. Double ball bear- 
ing. 2” max. wide, 1-3/4” high, 7-3/ 


75 


18-620 pF 
@ 1500v 
.03” spacing 


(CAV) 1554-40 General Radio 4 section air 
ih Sr Double ball bearing. 3/8” dia. x 
1” shaft. 3-1/4” wide, 2-3/4” high (plates 
up), 6-1/2” long. Ceramic insulators. Com- 
mon rotor. Brass,aluminum & steel. $145 


4 Section 


18-440 pF are 
@1500v 
.03” spacing 


La Pointe 4 section air 
vara! Double ball bearing. 11/32” (3/ 

8”) dia. x 5/8”L shaft. 3-1/4” wide, 2-3/4” 
high (plates up), 7-1/8” long. Ceramic insula- 
tors. Pictured in upright position on mount- 
ing studs. Sections divided by wall. Common 


rotor. Brass, aluminum & steel. Very nice. 
$135 Each $120 (3+) 
4 Section 
14-450 pF 
| @ 1000v 


.023” spacing 


La Pointe 4 section air 
variable. Double ball bearing. 1/4” dia. x 
1”L shaft. 3-1/4” wide, 2-3/4” high (plates 
up), 6-1/2” long. Ceramic insulators. Mounts 
by front plate. Sections divided by wall. Com- 
mon rotor. Brass, aluminum & steel. 


$119 Each $110 (3+) 


4 Section 


12-180 pF See 
@ 1800v 
.035” spacing 


TRW 4 section 
air variable. Double ball bearing. 1/4” dia. 
x 3/8”L shaft. 3-1/4” wide, 2-3/4” high (plates 
up), 8-1/2” long. Ceramic insulators. Mounts 
by front and rear plates. Sections divided by 
wall. Common rotor. Brass, aluminum & steel. 


$98 Each $89 (3+) 


8” long. 1/4” shaft. Larger sections 
divided by wall. Common rotor. Brass, | 
aluminum & steel. $110 Each 


Hammarlund 2 section cap. 6- 


y. 
e 60 pF &9-115 pF both @ lkv. 1/4” shaft. 3-3/8"W 
x 2-3/4”H x 2-1/2” long. Dual bearing. 


$85 (4-500 pF 1kv (open) x 1-7/8" long. 


Silver 
* plates, double ball bearing, 
| 1/4” shaft. 4-500 pF G@ 
lkv.3-5/8"W_ x 


2-5/8"H 


$48 


Johnson 160 Series 
(CAV)160-203 .5-2.5 pF, 
ee 1250v, 3/16” shaft, break 
away Slates: bushing mount. $ 10 Ea 
CAV)160-205 1.8-5.1 pF 1250v $12Ea 


( 
(CAV)160-208 2.5-8.5 pF 1000v $16 £a 
( 
( 


CAV)160-211-1 2.7-10.8 pF, 850v $18 Ea 


CAV)563-1084 4,8-15.6 pF 3kvpk, 1/4” shaft, 


1-3/8” square, 1-1/4” behind panel. $42 Ea 


1.9-8.5 p 
(CAV)189-253-5 1.9-8.5 pF, 
* 850v, slot adjust, machined solid 

~~ brass plates, vertical PC mount, 
silver RES T11LG Wi Xe 2eD Xx 3/40, 


Esch wnt 24 pis ss 1004. 
$9 §8 $8.25 $7.50 
4—48 pF 


(CAV)148-205 4-48 pF, 
»750v, slot adjust, break away 
plates, front panel mounts by 
two screws. 1-1/2” long. $32 Each 


(CAV)167-202 4-40pF, 
.5kv, 1/4” shaft, front 
panel mounts by two 
screws. 1-3/8”square. $42 


(CAV)167-203 7-80pF, similar to above 
but higher capacity. $52 Each 


6-950 pF 
@ 500v 


Teflon Dielectric 


(CAV)390-3 La Pointe compact butter- 
fly capacitor size accomplished with 
Teflon dielectric between plates. 1.31” 


Each 


ae RS: 


2.5-15 pF « eer | : 


(CAV)160-107-18 2.5-15 pr, | #CAV-160-101 
1250v, 1/4” shaft, break away 
plates, bushing mount. 

6-24 
$7.25 


25+ 


$8 at 50 


3.4-60 pF + 1/4” Shaft 
(CAV)922-0261 3.4-60 pF, 


bushing mount. Hammarlund 
$18 Each $16(10+) 


4-28 pF 
@ 750v 
= 1/4” shaft 
(CAV)A2142547 4-28 pF, 
750v, 1/4” x 5/8”L shaft, 2 
hole mount. $12 Each 


1/4” shaft 


(CAV)MAPC-50ME 4-50 pK, 
600v, 1/4” x 1/2”L shaft, 2 
hole APC mount. 

$15 Each $13 (3+) 


6.3-140 pF. 


& ~ to easily reduce range. 3/16” dia. 


800 244-4! 


ade 


160 series JOHNSON 
W Air variables w/ breakaway eine 


“slotted shaft. Panel bushing mount. 


#CAV-5490272P17 
#CAV-160-156 


machined plates. 


Panel bushing mount. 
#CAV-189-563 


#CAV-193-10 


2.8-16 pF 
@ 1500v 
1/4” shaft 


(CAV)HFA-15B = 2.8-16 pF, 
1500v, 1/4” x 9/16”L shaft. 


Bushing hole mount 
$23 Each $21 (3+) 


bt Ree 
@ 1500v 
; 1/4” shaft 


(CAV)CB105 ~— Front 2 hole 
mount, 1/4” shaft, 3-1/2” long. 
$18 Each 


@ 750v 


1/4” shaft 
(CAV)HF-140 6.3-140 pF, 
750v, 1/4” x 1/2”L shaft, versa- 
tile bushing mount or use front 
foot w/ 6-32 tap hole. 1-5/16” 
square, 1-3/4” deep. 


4-50 pF 
@ 750v 
1/4” shaft 


(CAV)HF-50 4-50 pF, 750v, 1/ 
4” x 1/2”L shaft. Mounts by foot 
on bottom and/or front bush- 


1.35-3.2 pF, 900v. 5 
1.2-9 pF, 700v 9 plates ) $6r 
2.2-5.4 pF, 1600v 11 plates $8 Each — 
#CAV-M7481115-3 2.5-15 pF, 900v 15 plates 
#CAV-160-110A 2.7-19.6 pF, 1000v 21 plates — . (6 
#CAV-160-110-38 as above but has additional shaft Tock nut 


JOHNSON Machined Plate 


Air variables with silver plated 
3/16” shaft. 


1-10 pF, 250v 8 plates 
: #CAV-501185-8 2-22 pF, 250v 12 plates 
600v, 1/4” x 1-1/8°L shaft, |4caVv-501185-15 2-20 pF, 500v 18 plates 
#CAV-193-8-52 2-26 pF, 250v 16 plates 
2-35 pF, 250v_ 20 plates 


square x 1” deep. 1/4” shaft $39 Each $38 Each $35 (34) ine. $16 Each 
3.5 - 53.5 pF 4-55 pF 
| @ 1200v 
nts a 3 4-52 pF 
1/4" shatt ; wi @ 750v 
(CAV)148-4-101 Johnson double bear- ae 1/4" ood 1/4” shaft 


ing deluxe capacitor. Mounts APC style 
from front or rear with 6-32 screws. That 
means you can base or rear mount this 
little guy, with no support on the shaft 
end. 1/4” x 1/2” shaft. 1-1/16” wide, 7/8” 
high, 1-1/2” behind panel. $21 


| 1/4” x 3/8”L shaft. APC style 
| mount w/ 8-32 tapped holes in 
| ceramic. 


| high, 1-1/2” behind panel.$21 


(CAV)50J12 4-55 pF 1200v, 


1-1/16” wide, 1-1/4” 


(CAV)160 4-52 pF, 750v, 1/4”x 

1/2”L shaft. Mounts by large foot 
on bottom and/or front screws / 
bushing. $16 Each 


$6 Ex 
$9 Each | 


$6 Ea $5.5 50 0 (6+) 
$4.50Ea $4(6-24) §3.50(25+) 
$7 Ea $6.50(6-24) $5(25+) 
$5 Ea $4.50(6-24) $4(25+) 
$5£a $4,50(6-24) $4(25+) 


8-35 pF 
@ 3000v 


Dual Bearing - 


(CAV)MC-35MX 

3000v, 1/4” x 1/2”L shaft. Mounts. 

by 2 feet on bottom or bushing. 
$38 Each 


(CAV)GA51402 SAME as above 
but 5-21 pF, 1500v, 1/4” shaft 


8-35 pF, 


$25 Each 


front & rear. 


Single 
Bearing 


Front Bushing Mount 
1-1/2"W x 1-1/4"H 


(CAV)G603470-2 3-25 pF, 
1400v, 3/16” x 3/8”L shaft. 


Hammarlund. 1” long body. 
$25 Each 


(CAV)2123707 5-40 pF, 1250v, 

1/4” x 1/2”L shaft + slot & lock- 

ing nut. Cardwell. 1-1/8”L body. 
$25 Each 


(CAV)HFA-100A 4-102 pF, 
1100v; 1/4" x 1/27 ae 
Hammarlund. 1-3/8” long body. 

$36 Each — 
|(CAV)ZULO0AS 4-106 pF, 
1250v, 1/4” x 1/2”L front shaft + 
locking nut. Rear 1/4” shaft. 
Cardwell. 1-1/2”L body. 

$37 Each 


amic insulator. 


-atiate ta 


Mini APC trimmers mo 


13/16"W x 15/16"H. Ceramic insul. 


_|(CTA)34451-31 3-50 pF, 


| 400v, lock nut. 1-1/8” long. 


CT 150 3- 30 pF, 
50v, 1-3/16” long 
Ee, Each $4.50 (6+) © 


(CTA)APC-50- C 3-50 pF, 
750v, lock nut. 1-1/8” long. 
$10 Each $9 (6+) 


(CTA)APC-75 4.6-75 pF, 500v. 
$6 Each $5 (6+) 
2 A 


(CTA)CT12F075J 6-75 pF, 
750v. 1-5/8” long. 
$7 Each $6 (6+) 


(CTA)APC-100 5-100 pF, 
500v, lock nut. 1-5/8” long. 
$11 Each $10 (6+) 


(CTA)APC-140 6.5-140 pF, 
650v. 1-7/8” long. 
$12 Each $10.50 (6+) 


(CTA)922-4800 2 side by side 
8-100 pF trimmers mounted 
on a 1-7/8” square ceramic 
plate. Small slotted knobs. 
Unit 1-3/4” long. Collins. 
$15 Each $13 (3+) 


$8 Each $7 (6+) 
(CTA)19C83583 4-75 pF, 


500v, lock nut. 1-3/8” L. $10 


500v, lock nut. 1-11/16” long. 
$11 Each $10 (6+) 


Vertical PC Mount 
Machined Solid Brass 
Silver Plated » High O 


(CTA)189-26-5 1.3-4.1 pF, 


325vde. 6 plates. Slot adjust. 
Q=2000. 7/16” square, 1/2”H 
$3 Each $2.25 (6+) 
(CTA)189-505-5 1.7-12 pF, 
325vde. 12 plates. Slot adjust. 
Q=2000. 7/16” square, 5/8”H 
$3.50 Each $3.25 (6+) 


(CTA)189-506-5 1.9-14 pF, 
325vdc. 14 plates. Slot adjust. 
Q=2000. 7/16” sq., 11/16”H 
Each 6-24 25+ 
$3.50 $3 $2.75 


(CTA)193-8-5 2.7-27 pF, 
325vdc. 16 plates. Slot adjust. 
Q=1500. 1/2”W x 9/16” 3/4”H 


Each 6-24. 254+ 
$4.50 $4 $3.50 
TY BISCOUNTS 


Combine I 100 pieces or more of any 
wertical PC trimmens above and de- 
duct another 10% from your total, 


WOO 2.5 -15 pF 


(CTA)CV140A 2.5-15 pF, 
300v silver plated slot adjust 
‘rimmer, lock nut. 7/8”W x 
tH x:5/87L; 


$5 Each $4.50 (6+) 


5-9 pF 


(CTA)267871-2 .5-9 pF, 
1250v silver plated slot adjust 


trimmer, lock nut. 5/8”W x 
17H x5 /8? bs. 
$6 Each $5 (6+) 


jount with (2) #6, , if : 
pped holes on front. Slot adjust. | 


(CTA)MAPC-100-C 5-100 pF, | 


»A a\e 
Dif ferent al, 
- 
st > 7% 
; - 


@1 125vde 


ceramic base. Q=2000 @ 1 MHz. 12 
machined silver plates. Vertical 
mount for Re board. 


100+ 
85¢ 


Pech 6-24 
$1.50 $1.25 


25. 99 
$1 


2.4-24.5 pF 
@ 325vdc 


(CTA)189-509-151 Johnson hard 
wire or PC mount air variable. 20 
machined silver plates. Slot adjust. 
Vertical mount. 7/16” sq., 13/16”H 


Mi olifcon submin- 
jature “T” type air variable. Stable 


Each 6-24 25-4 
$4 $3.50 $3 
: 1.5-7.8 pF 
@ 325vdc 


(CTA)189-3-7 Johnson hard wire air 

variable. 8 machined silver plates. 

Slot adjust. Vertical mount. 9/16” L 
$4 Each 


1.2-10 pF @ 500vdc 
(CTA)193-29 Asabove but 1/2”Wx 
9/16”D x 5/8” L. 


$4 Each $3.50 (6+) 


"Capacitors " 
“ a 2.0-9.3pF 
(CAV)160- 305 2.0-9.3 
’ pF, 1250v, 3/16” shaft, 
break away plates, bushing 
mount. Ina differential, one capaci- 


tor section decreases while the other 
increases. $15 Each 


2.7 - 19.6 pF 


CAV)160-311-1 2.7-19.6 
~pF, 1250v, 3/16” 
shaft, break away 
plates, bushing mount. 


$18 Each $16 (3+) 


2.5 — 23 pF 
CAV)189-968-2 2.5-23 
‘ pF, 500v, slot adjust, ma- 
chined solid brass plates, bushing 
mount, silver plated. This is a beauty 
oa differential. Stock up today. 


— 


1.2 -3.5 pF 
@ 650v 


? (CTA)189-1-54 Slot 
adjust. Hangs point 
to point or mounts by front bush- 
ing. Silver plated. Tunes from either 
end. Qe 2000. $5 Each 


2- 13 pF @ 650v 
(CTA)189-6-54 2-13 pF, otherwise 
same as above capacitor. $6 Each 


QUANTITY DISCOUNTS 
Each obs 24 25-99 100+ 
$10 $9.25 $8.50 $7.50 
3.2 — 50 pF 
Differential 


Capacitor 


(CAV)148-304-2 Johnson long 
shafted differential. 850 vac, 1/4” 
x 1-5/8” shaft, APC style mount- 
ing. In a differential, one capaci- 
tor section decreases while the 
other increases. 


$24 Each $22 (3-9) 


High Q 
Horizontal Mount Trimmers 
(CTA)189-509-105 2.4-24.5 pF, 


500vac. 20 plates. Slot adjust. PC 3 | 


leg base. 7/16” square, 13/16” long. 
(CTA) 189- 5089- 105 2. 1 - 22 pF, 
500vac. 18 plates, 3/4” long. Other- 
wise as above capacitor. 
Your Choice 
$6 Each $5.50 (6+) 


‘Silver Plated | 


re 


2-8pF - 3kv 
(CAV)D829 Silver plated giant 
APC style differential cap. Mounts 
by front 6-32 spacers. short 1/4” 
phenolic shaft keeps the rotor in- 
sulated. 15/16” wide, 1-1/2” high, 
1-1/16” behind panel. $32 Each 


78 


Surplus Sales 


Rear View of Turret 
Hammarlund 
A Real Piece of Work 
(CAV)94089510004 Ultra linear 
15 to 100 pF @ 2.5 kv air variable. 
Right angle worm drive with anti- 
backlash gear, 1/4” shaft. Fine trim- 
ming screws placed in overlapping 
positions @ rear turret allow linear- 
ity adjustments to the N" degree. Sil- 
ver plated plates, cast bronze frame. 
Double ball bearing. 3-1/2”W x 3-7/ 
8”H x 4-1/2” long. Very fine workman- 


ship. Current cost over $2,000. 
$225 Each 


2 renee Antni: 402-346-4750 


40-480 pF @ 3,000v 
(CAV)PL-8050 Cardwell single 
section air variable has 1/4” x 1-1/ 
2”L shaft, dual bearing, Micarta 
insulation, measures 4-1/4”W x 3-1/ 
2”Hx5”L. Steel and aluminum.$89 


(CAV)398-1 LaPointe 6 section 
air variable (5x 0-10pF, 1x 0-13pF) 
with individual piston trimmer 
padders for each section. Measures 
1-5/16”, 1-13/16”, 5-3/8”L. 


: Capacitor 
Terminals 


lost Expensive 


World’s lV 
Air Variable 


(CAV)D39858-1 20 to 330 pF @ 
500v air variable. Right angle 
worm drive with anti-backlash gear, 
1/4” shaft. 30 turns from minimum 
to maximum capacity. Silver plated 
capacitor and cast housing. Weather 
and RF sealed. Capacitor terminals 
feedthru housing on bottom. Double 
ball bearing. 2-3/4”W x 2-1/27H x 2- 


7/8” long. Current cost over $6,000. | 


$175 Each 


@ ikv 


* (CAV)20-37108-2 
- Hammarlund single 

Pea silver plated variable 
has 1/4” shaft. Double bearing. 
Measures 1-3/4” sq., 2-1/2”L. $37 


$65 =e 
15-280 pF 


7 


(CAV)2716-15 


double bearing. Threaded feet for 
mounting. Measures 1”Wx 1-1/2”H 
x 3-1/8” long. Silver plated. Ceramic. 
Each 6-24 25+ 

$22 $20 $19 


\ 
oer 


(CAV)9411-60-20015 _ Differen- 


other breaks) air variable. 13-160 
pF and 5-70 pF @ 2.5kv. 1/4” x 3/4” 
long shaft, double bearing. Feet for 


-25 pF 
a 1500v 
(CAV)CHC48575 Hammarlund 
single section air variable has 
1/4” x 4-5/8” long brass nickel 
plated shaft. Front bushing or 
base feet for mounting. Measures 
1-3/4” square x 1-3/4” long. 

$25 Each $21 (3+) 


5 


mounting. 2” square x 5” long. 
$32 Each $29 (3+) 
4 Section 


Air 
Variable 


(CAV)397-4 La Pointe 4 sec- 
tion variable has 3/8” x 7/8” long 


NOSNVHOF 


y 
6-50 pF @ 2.5 kv 


(CAV)JMC-2194 — A very fine ca- 


pacitor machined by Johnason. | 
Right angle worm drive with anti- | 


backlash gear, 1/4” shaft. Rotor and 
stator completely isolated from body. 


Dual stator (marked with “S”) is sta- | 
| Right angle worm drive with anti- 


tionary while insulated rotor rotates 
through each, in effect coupling the 
stators. Unit pictured from bottom. 
Top has removable silver screen. 
Double ball bearing. 3-1/4"W square 
x 4-3/4” long. $165 Each 


~ (CAV)B51817 7-104 pF 
,§? @ 750v. Front and 


“ee rear 1/4” shafts, 
j © double bearing. Front 
posts for mounting. Mea- 


/ 


sures 1- 9/16" x 1-3/16” x 2” long. $19 


shaft, double bearing. Front sock- 
ets for mounting. Measures 3-1/ 
4”W x 2-3/4” x 4” long. All 600v. 
Section a: 9-27 pF. Isolation panel. 

| Section b: Shares stator terminal with 
section c. Measures 14-78 pF to gnd. 


20-125 pF 
Tuning Assembly 


(CAV)A4200 Precision instru- 
ment with calibrated dial 0-100. 


backlash gears. Fine trimming screws 

at each end of travel. Silver plated 

plates @ 1kv spacing. Double ball 

bearing. 3”W x 3-1/8”H x 4” long. 

Very fine workmanship. Only 2 ava. 
$275 Each 


Section c: Section c & d share rotor 

that is isolated from ground. The cap 

is from terminal 1 to 2 and is 4-76 pF. 
$50 Each 


~ORDERS: 5: 800-2444 7 OF 


Hammarlund | 
dual section air variable with di- | : 
viding barrier. 1/4” x 1/2” long shaft, | ( 
single section air v. 


rear, double bearing. Fro: 


tial (one section makes while the | 


1/4” x 1/4” long sha 


ing mount. Measures 1- 
1- 15/16"H x 3-5/8” long $3 


(CAV)MC325M Same as ab ie 
13-325 pF, 1.4 kvac and a little 
shorter, 3-1/4” long. — lake bia 


20-440 pF 

(CAV)CHC482115 -Hammarlund 
air variable has silver plates, 
double bearing & a 1/4” x 1” long 
shaft. Insulated pads for mount- 
ing. Measures 1-13/16”W x 1-5/ 


__| 8”H x 3-3/8” long. 


$45 Each 


13-452 pF 
@ 500v 


Collins 
KWM-2 
Tuning / Loading Cap 
(CAV)920-0138 Dual section 
3/8” shaft. 13-452 pF per section. 
Exact replacement for KWM-2. 


$49 Each 


480 pF. 
per 
section 


|” 1440pF parallel total 
(CAV)397-3 La Pointe 3 sec- 
tion silver plated variable has 1/ 
4” x 1/4” long shaft, double bear- 
ing. Mounts by front panel. Mea- 
sures 3-5/8”W x 2-3/4” x 4” long. 
All 500v. $95 Each 


_ 12-125 pF 
3500v 


(CAV)MTC-125B | Hammarlund 
capacitor removed from new 


_ equipment, never used. 1/4” shaft cou- 


pling on 5/16” shaft. 18-125 pF @ 

3,500v. 3-1/4”W x 2-3/8H x 3-5/8” L. 
$45 Each 

Air Variable 

3 Section 


eopstiee 


(CAV)169-31 Johnson (2) 4-100 
pF and (1) 1.5-48 pF sections all 
at lkv. 1/4” x 5/8” long shaft, double - 
bearing. Mounts by front ceramic 


| panel. 1-3/8” square x 4-1/4” long. 


$32 Each $29 (3+) 


| -o- 5.5 pF 

(CTP)NVC1OGW JFD 750v 

Q=1000, .31” long, .25” dia. 
—  $5£a $4 (6-up) 


; 5-8 pF 
-(CTP)VCJ656  JFD piston 
einer. 500v .28” dia., 9/ 
16” long. Allen adjustment. 
$4Ea $3.50 (6-up) 


: 1- 8.5 pF 

(CTP)PC41J8R5. JFD 500v 

.28” diameter, 9/16” long. 
$4Ea $3.50 (6-up) 


: .8 - 12 pF 
(CTP)VC31G JFD 500v, 
Q=500 .25” dia., 3/4” long. 
$5Ea $4 (6-up) 


(CTP)PC41H120 JFD 750v, 
Q=500 .31” dia., 1” long. 
$6Eq $5 (6-up) 


8- 18 pF 
(CTP)GGC18000 JFD 750v, 
Q=500 min .31” dia., 1” long. 

$6Ea $5 (6-up) 


1.2 - 22 pF 
(CTP)GSG130 Sprague 
750v, Q=500 .31” dia., .88”L. 

Each 6-24. 25+ 
$6 $4.75 $4 

.8 - 30 pF 
(CTP)GGC30000 JFD 750v, 
Q= 350 .31” dia., 1.6” long. 

$8Ea $7 (6-up) 


.8 - 30 pF 
(CTP)VC43GWY JFD  lkvy, 
f=.3007 31” dia., 1.6” long. 

$9 Ea 


$8 (6-up) 


Sealed both ends; Trimmers for 
harsh environments, higher opera- 
tional voltages. Wire leads. Circuit 
board mounting. Horizontal tune. 


.8 - 5.5 pF 
(CTP)PC52 .8-5.5 pF 
Q=1000, 1kv .625” long. 

$8Ea $7 (6-up) 


.8 - 8 pF 
(CTP)1428312  I1kv 5/16” 
diameter, 7/8” long. 

$7Ea $6.50 (6-up) 


1.2 - 10 pF 
(CTP)SC153Y 1.2-10 pF 
Q=1000, 750v .875” long 

$9Ea = $8 (6-up) 


8-18 pF + 1250v 
(CTP)GGL1800 Sprague 
Q= 500, 1250v_ .31” diam- 
eter, 1.375” long. 

$15Eq $13 (6-up) 


1-42 pF - 1000v 
(CTP)MC624Y Sprague 
Q= 250, 1000v_ .31” diam- 
eter, 1.25” long. 

$18 Ea #16 (6- 5-up) 


1-90 pF + 1000v 
(CTP)MC629Y Sprague 
Q= 250, 1000v_ .31” diam- 
eter, 2” long. 

$22 Ea $19 (6-up) 


1.5 - 250 pF 
(CTP)V1949 VOL Q=900 


A400v .28” diameter, 2” long. 
$45 Ea $42 (6-up) 


(CTP)EMC869 JFD 500v 


.31” diameter, 2-1/4” long. 
$38 (6-up) 


$42 Ea 


| Turret pin one end, wire lead opposite. 


e Turret Pin 


Circuit board mounting or point to point. 


1- 8.5 pF 
(CTP)V1154 750 volt, 
.25” dia., 3/4” total length. 

$5Ea $4 (6-up) 


-1- 12.4 pF 
(CTP)523-016 750 volt 
31” dia., 5/8” total length. 

Each 6-49 50+ 
$5 $4 $2.90 
1-14 pF 
(CTP)TF14AR VOL 1 kv 


Q=700  .31’ dia., 1/2” total 
length. Extra small! $12 


1 - 14.3 pF 
(CTP)GSG-002 Sprague 
500 volt, Q= 500 31” dia., 
5/8” total length. 
Each 6-49 


$5 $4.50 


50+ 
$3.50 


Sealed Pistons 4s 


.8-8.5 pF 
Tie point 
“(CTP)GGC8R516 


8. 8.5 pF Q=500, 750v Hangs 
between tie points, lug on 
adjust end, wire on back. 


$4Ea $3.50 (6-up) 


.5-6 BE wy 
500v~ 


(CTP)563- 027 “Class piston 
trimmer. Rear angle mount- 
ing foot. Wire lead on front 
end. 500v, .25” dia., 9/16”L. 
$4Eqa $3.50 (6-up) 


“mae 


(CTP)MC619 aM Q= 354 
750v. Allen adjust lug end, ® 
wire leads back end. 31” 


diameter, 2” long. 
$22Ea $19 (6-up) 


* 1-6.5 pF 
(CTP)SMC447084 JFD pis- 
ton trimmer. 500v_ .31” dia., 
.O” long. Lug term. 

$3Ea $2.50 (6-up) 


25 - 1.5 pF 
Teflon® 
Trimmer 


(CTP)530-000 Erie Teflon 
trimmer. Q= 2000 @ 1 MHz. 
Works well for any high temp 
/ frequency purpose. 600 volt 
(2kv test). Fits in 1/8” hole. 
5/8” total length. 


Each 6-24 25+ 
$5 $4 $3.50 


Teflon® 
Trimmer 


.25 - 1.5 pF 


(CTP)530-006 Erie Teflon 
trimmer. Q= 2000 @ 1 MHz. 
Same as above but tail 
prefabed for PC mount. 7/16” 
leg spacing. 5/8” long. 


1/8” 
Shaft 


.8-12 pF 
1/8” Shaft 


(CTP)V1502 Aperfect glass 
piston trimmer. Have you 
ever seen one with an 1/8” 
shaft to accomodate a knob? 
Well here it is. PC mount VOL 
with Q= 650. 750 volt. 1/4” 


diameter, 1-1/4” long, 3/4” 
between legs. 
Each mel6:245 9 25+ 
$10 $9 $8 
.2-2.5 pF 
%, Silver Plated 


(CTP)5910-809-4791 Erie 
UHF stripline trimmer, 500v. 
Military surplus from 60s, 


| sealed in foil bags. Silver oxi- 


dized on some units but per- 
formance not affected. 


Each 6-49 
$1.50 $1 


50+ 
90¢ 


Each 6-24. 25+ 
$5 $4 $3.50 
1-25 pF 
Silver Plated 
(CTP)41096 3/4” long (1- 


1/2” slug extended), hole 
mount, 500v, lug terminals. 


1-5.5 pF PC 
Mount 
| (CTP)VCJ2712 JFD piston 


trimmer solders in 1/4” hole. 
Top adjust. Only 1/4” high! 
$4Ea $3 (6-up) 


», 1.5-5.5 pF 
~ PC Hole Mnt 
(CTP)1.5-5.5 Fits 1/4” circuit 


board, iden in hole, silver. 
$1Eq  80¢ (10-up) 


"8 - 12 pF 


Lug rear, single 
wire front 
(CTP)VC31G-L 
“ JFD 500v, 
Q=500 .25” dia., 3/4” long. 
$4Eaq $3. 50 (6-up) 


1-90 pF - 1000v 


(CTP)MC609Y JFD Q= 

250, 1000v. Hole mount, tur- 

ret. .31” diameter, 2” long. 
$22Ea $19 (6-up) 


3-10 pF 
Silver Plated 
(CTP).3-10 Vertical piston 


trimmer, 5/8” high, PC mnt 
$1Ea  80¢ (10-up) 


7 


Each 6-24 25+ 
$2.50 $2 $1.50 
1-8 pF 


Piston Trimmer 
(CTP)801-96135 3 leg PC 
horizontal mount. Silver 
plated. 1/2” max length. Slot 
adjust piston from both ends. 


3/16" 


.8 - 2.0 pF 
1,500 vdc 
(CTP)VCJ593A 


Ribbon 
leads. JFD piston trimmer. 


1500v .25” dia., .625” long. 
$5£a $4 (6-up) 


EGCh mao" 2 aero 20+. | 

$1.75 $1.50 $1.35 
Dual 
Piston 
.5-3 pF 


(CTP)DP-3 
.5-3 pF. Hor. PC mount. Can 
be removed from header. 


$3Ea $2.50 (6-up) 


| (CTP)JMC75 


Each trimmer is | 
| 3/4” 
thread. When installed, 


Capacitor Assy 
Silver Plated 


Johanson 
ALL silver plated piston as- 
sembly. Plunger alone is 1- 
long. Bushing 3/8” 


50 


should be about 1-25 pF $4 


~ 27000 Series stripline GHZ piston trim- 
P om mer. Several ranges and body styles. 


Vertical 
Stripline 


.4-2.5 pF » Q =3000 
(CTP)27284 Q=3,000@ 


250 MHz. 500v, .175” long. 
$7 (6-up) 


8-8 pF - Q = 3000 
(CTP)27294PC Q=3,000 @ 
250 MHz. 500v, .437” long. 

$9 Ea 


$8 Ea 


$8 (6-up) 


Vertical 
Surface Mount 


4-2.5 pF > Q =4000 
(CTP)27283 Q=4,000 @ 
250 MHz. 500v, .23” long. 
$8Ea $7 (6-up) 
(CTP)27283R Identical to 


above but removed from bds. 
$5 Ea $4. 25 Ae- +R 


.6- 4. 5 pF- -O= =4000 

(CTP)27273 Q=4,000 @ 

250 MHz. 500v, .31” long. 
S7Ea $6 (6-up) 


Horizontal 


pee re: InfoTech. tes Pee 
“nt ntn A ‘ 


Ladi 


Johanson mi- 


(CTP)5607 
cro mini piston trimmer. 
Q=5,000 @ 1 GHz. .155” di- 
ameter x .5” long. 


Each 6-24 25+ 
$6 * 9395.90 Gneod 
5-5 
(CTP)5851 Johanson mi- 


cro mini piston trimmer. 
Q=5,000 @ 1 GHz. .145” di- 
ameter x .48” long. 

$7 Ea 


$6.50 (6-up) - 


isto mn Capacitors ; anemia : 


OQ = 5000 | 


~\, PC Mount 
% 
.4-2.5 pF - Q =4000 
(CTP)27281 Q=4,000 @ 
250 MHz. 500v, .23” long. 
$8 Ea $7 (6-up) 


6-4.5 pF + Q =3000° 
(CTP)27271 Q-=3,000@ | 


250 MHz. 500v, .31” long. 
$8 Ea 


$7 (6-up) 


Vertical 
Hole Mount | 


.4-2.5 pF - Q =4000 | 
(CTP)27285 Q=4,000 @ | 
250 MHz. 500v, .23” long. 
$8Ea $7 (6-up) 
.1-5.1 pF » Q =3000 | 
(CTP)27275 
250 MHz. 500v, 
$8 Ea 


31” long. | 
TAG 


.6-4.5 pF 


Ry ’ Q=3000 
(CTP)VD611D_ Stripline 
piston trimmer. Q=3,000 
@ 250 MHz. 500v, .325”L | 
$6Ea $5.25 (6-up) 


Q = 3,000 @ + 


| (CTP)5401 
| tontrimmer. Q=3,000 @ 100 


All ae 
(CTP)SG11215 
Roanwell PC mount 
horizontal tune pis- 
ton trimmer. 
diameter x .5” long. 

Each 6-49 
$4.50 $4 


ee: 
$3.50 


Horizontal 


(CTP)MVM006W Erie/ 
Murata or Johanson 4642. 
Q=10,000 @ 100 MHz. 250v. 
.21” diameter x .5” long. 


Tohaneon piston. tr 


oO 5” 


Q=5,000 @ 100 MHz, 2501 
28” diameter, .46” long. 
$6 Ea ty (6-up) e 


Johanson piston trimmer. 


Q=2,000 @ 100 MHz, 250v - 


.28” diameter, 
$5 Ea 


.46” long. 
$4.50 (6-up) 


1.3-14 pF 
(CTP)EF14 
Voltronics verti- 
cal mounting 3 
leg trimmer. Gold. 250v. 
.25” dia. x .5” high. 

$5 Ea $4.25 (6-up) 


oer : 45 pF 
(CTP)V3223 Same as above. 
$5.50Ea $4.75 (6-up) 


Q = 3000 


Johanson pis- 


MHz, 250v __.28” diameter, 
51” long. 3/8” extended PC 
terminals. 


$6Ea $5 (6-up) 


» CP .35-3.5 PF | §7£a $6.50 (6-up] 
-Q=10,000 art 
(CTP)5802 Turret base .8-12 pF 
Johanson trimmer. Q= | (cTP)3906 Johanson 
10,000 @ 100 MHz. .155” | Q-3000 @ 100 MHz. 250v. 
diameter x .5” long. .25” diameter x .75” long. 
Each 6-24 25+ $6Ea $5 (6-up) 
$7 $6.50 $6 Te aL rte oe es ee 
1-20 pF 
(Cp) oe oe (CTP)MVM020W Erie/ 
Murata. Q=1500 @ 100 
.35-3.5 pF Q=5,000 | Miz. 250v. 25” dia.x.75” L. 
(CTP)4701 Stud base $7 Eq $6. 50 (6- up) 
Johanson trimmer. Q= 5,000 
same (CTP 3906 Johanson 
@ 100 MHz. .155” diameter ie 1P)3 @ 100 MHz. 250v, 
x .5” long. 250 vde. ae ” 
$7£a $6 [6-up) 20” dia. X .75” L. 
$7 Ea $6.50 (6-up) 
meen, (OP 
3-3 pF 1-30 pF 
(CTP)5601PC Johanson 
Q =5,000 | Q = 750 min. 250 vde. .25” 
(CTP)VAJ19 PCorbushing | diameter x .875” long. $9 
| hole mount trimmer. .155” 
diameter x .5” long. 250 vdc. .3-31.6 pF 
$6Ea = $5 (6-up) (CTP)5696 Johanson Q= 
750 min. 250 vde. .25” di- 
ameter x .875” long. 
$10Ea $9 (6-up) 
(CTP)5201 Johanson PC 
mount piston trimmer. 8-10 pF 
Q=5,000 @ 100 MHz, 250v -™ QO = 3000 
.28” diameter, .51” long. (CTP)5288-1 FoR Geen 
zeFs acm 78 (oP) | piston trimmer. Q=3,000 
(CTP)2951 Sameasabove. | @ 100 MHz, 250v. — .28” 
| Cap not slotted. diameter, .51” long. Sol- 
$5.50Eq $4.75 (6-up) der lug. Also SAV90716. 
~ $5 Ea $4.50 (6-up) 
cop 1-14 pF 


.2-4 pF 
(CTP)V1648R ne 
Voltronics piston 
trimmer. Ribbon lead / 
turret pin. .25” dia., .75” L. 
$4Ea $3.50 (6-up) 


1-20 pF 


(CTP)4802 Johanson 
Q=1000 @ 100 MHz. 250v. 
.25” diameter x .875” long. 
Turret base, vertical mnt. 
$9Ea $8 (6-up) 


1-30 pF 
(CTP)5602 Johanson 
Q=750 @ 100 MHz. 250v. 
.28” diameter x .94” long. 
Turret base, vertical. 

$11 Ea $10 (6-up) 


(CTP)8093 Vertical mount | 


4-6 pF § 


(CTP)5702 Johanson trim- 
mer. Q= 10,000 @ 100 MHz. 
Turret terminal, hole mount. 
.23” diameter x .5” long. 
$7.50Ea $7 (6-up) 


(CTP)MVM006 Erie/ 


Murata same spec as above. 
Each 6-24 25+ 
$7 _ ($6. 50 i _ $6 


ig: 10 pF 
(CTP)5202 Johanson 5202, 
P5242, 5222 or 4335 trimmers, 
virtually all the same. Q= 5,000 
@ 100Mc. Physically as above. 
$6Ea $5 (6-up) 


1-14 pF 
(CTP)4480 Johanson trim- 


mer. Otherwise as above. 
$7 Ea $6 (6-up) 


MHz, see “38” diam 
.28” long. ‘Lug term 
$6 Ea $5 {6up 


Hole m maint piston trimmer Gold hard- i 
ware / plates. Clip in rear terminal, 


1.5 - 8.3 pF 
(CTP)VCJ420A Sealed glass; 
body. lkv. .23”D x .5” long. . 

$5Ea $4.25 (6-up) 


2 - 17.5 pF ; 
(CTP)VCJ421 Sealed glass. 
body. lkv. .23”D x 1” long. 

$9Ea $8 (6-up) 


Hole nou vston Ginn Silver 
hardware. Ribbon lead rear terminal. 

.1-6 pF 
(CTP)680015 Sealed glass: 
body. 1kv. .23”D x 1-1/4”L. 


Each 6-24 25+ 
$8 $7" @ 96,50! 
.2- 17 pF 


(CTP)680035 Sealed glass 
body. lkv. 5/16”D x 1-7/8”L. | 


Each 6-24 25+ 
$12 $11 $10 


.8 - 10 pF | 
(CTP)ER-523-015 Stud base. 
secures piston vertically. Top 
adjustment. 250v. 5/16” di- 
ameter x 5/8” long. $5 


1-10 pF 


(CTP)VCJ758 JFD 1500v: 
panel mount trimmer. Sil-. 
ver. 5/16” diameter, 1-1/16” 
long. Wire base lead. Slot- 
ted lead screw. 


$8.50Ea $7 (6-up) 


8 
0” TP)GGPARS- Sprague 
2=1000, 250 vde .3” long. 
$4 Ea $3.50 (6-up) 


8 - 4.5 pF 
(CTP)GHW4R500 Sprague 
Q=1000, 750 vde .48” long. 
$4.50 Ea $4 (6-up) 


 .1-6.1 pF 
(CTP)VCJ2309 JFD, 
vde .31” long 
$3.50 Ea 


500 
$3 (6-up) 


1-10 pF 
(CTP)GSG007 Sprague, 500 
vde .31” long. 

$4Ea $3.50 (6-up) 


1 - 15 pF 
(CTP)TM15 VOL, 250 
vde .37” long. 

Each 6-24 25+ 
$5.50 $5 $4.50 


.8 - 35 pF 
(CTP)1951 Johanson gold, 
over sized glass piston trim- 
mer. 1000v, 1/2” dia., 2-1/8” 
long. With cap as shown. $25 


6 - 30 pF 
(CTP)1902 Johanson gold, 
over sized glass piston trim- 
mer. 600v, 7/16” dia.,1-5/8” 
long. Turret terminal. $19 


1 - 12 pF 
(CTP)123252 Johanson gold, 
over sized ceramic piston trim- 


mer. 1500v, 1/2”D, 1”L. $19 


@ 1-35 pF 


(CTP)803 Jumbo Johanson 
piston trimmer. 500VAC. 
Bushing mount. 11/16” di- 
ameter, 1-1/8” long. 


$18Ea $16 (6-up) 


“Hele: Baan 
- Piston Trimmer 


.3-3.5 pF + 3kv 
(CTP)JMC7170 Johanson 
Hi Q= 3000 piston trimmer 
with gold neck/nut/piston, 2” 
silver ribbon tail lead. 3kv, 
1/4” diameter, 13/16” long. 
Each 6-24 25+ 


$10 $9 


(CTP)VC5BE JFD piston 
trimmer with gold neck/nut/ 
piston. lkv, 5/16” diameter, 
1-1/4” long. 

$8Ea $7 (6-up) 


(CTP)VC5 JFD piston trim- 
mer same as above but with 
standard trim. 


$6Eq $5.50 (6-up) 
1-8pF 
(CTP)SMB91162 Glass 


piston trimmer. 750v, .28” 
diameter, 1” long. 
$4Eaq $3.50 (6-up) 


.8 - 8.5 pF 
(CTP)GGP8R5 — Sprague , 
Q = 500 min, 750v, 9/32” 
diameter, 5/8” long. 

$5Ea $4.50 (6-up) 


6- 14 pF 
(CTP)VC11G Q=500min 
@ 20 MHz, 750v, 1/4” diam- 
eter, 1-1/4” long. $6 


.1- 16 pF 
(CTP)VCJ2233 JFD glass pis- 
ton trimmer. 1,000v, 5/16” 
diameter, 1-1/4” pra $7 


4- 16 ie» 
(CTP)VC52 JFD glass piston 
trimmer. 1,500v, .3” diam- 
eter, 1” long. 


ih Ea ad 6 vp) 


o5- 16 pF 
(CTP)VCJ2398 JFD pis- 
ton trimmer. 500v_ .28” di- 
ameter, 3/4” long. 

$5Ea $4.50 (6-up) 


.3- 17 pF 
(CTP)566-013 Murata/Erie 
glass piston trimmer. 500v 
.28” diameter, 1” long. 


$5.50—Ea $5 (6-up) 


tsing (> 9/16" long) glass, open 
ended, wire base lead. Values to 17 pF. 


$8.25 


' 


2-10 pF 1 1,500v 


(CTP)VCJ eee JFD high 


voltage glass piston trimmer 

conservatively rated at 1500v. 

.38” diameter, 1.9” long. 
$10Eq $9 (6-up) 


.85-2.8 pF 1,000v 
(CTP)8908154 Low induc- 
tance ribbon leaded piston 
trimmer. 1.2” long. Hole mnt. 
$8Ea $7 (6-up) 
.8-4.2 pF 500v 
(CTP)SP86G As above but 
smaller, 1/4” dia., 5/8” long. 
$5Ea $4 (6-up) 


Hole Mount 
Piston Trimmer 


Sealed trimmers for harsh envi- 
ronments, higher operational voltages. 
Turret terminals. Hole mount. 


1- 14 pF 
(CTP)MC601Y JFD piston 
trimmer. 1,000v_ .31” diam- 
eter, .44” long. Turret 

$8 Ea $7 (6-up) 

1 - 16 pF 
(CTP)VCJ2516 JFD, 1,000v 
.31” diameter, .5” long. 

$8.50Ea $8 (6-up) 


1 - 28 pF 
(CTP)MC603-G JFD pis- 
ton trimmer with gold neck/ 
nut/piston, allen adjustment, 
Q= 350 min. 1,000v_ .31” 
diameter, .7” long. 

$12£o $11 (6p) 
(CTP)MC603 Same as 
above but with standard trim. 

$10Eq $9 (6-up) 

1 - 28 pF 
(CTP)SPT90711B High 


temp, lkv trimmer, slot ad- 
justment, .31” dia., 1-1/8” L. 


Each 6-49 50+ 
$9 $8 $7 
enn 
8 - 18 pF 
(CTP)MPT62004A JFD 
500 vde 1/4” dia., 1-1/4” long. 
Each 6-24 25+ 


$6 $5.50 $4.75 


Hole Mount 
Sealed Pistons 
Sealed trimmers for harsh envi- 
ronments, higher operational voltages. 

Wire terminals. Hole mount. 


8-11 pF + 1250v 
(CTP)NSC133 Quartz piston 
trimmer, Q= 900 min.,1/4” 


diameter, 5/8” long. $15 
8-12 pF + 1250v 
(CTP)SC134 JFD glass 


piston with allen adjustment, 
.31” diameter, 1” long. 
25+ 


Each 6-24 
$10 $9 $8 


1.5-12 pF S 1,500v 
(CTP)VC54G JFD glass 
piston with slot adjustment, 
.31” diameter, 1-1/2” long. 
$12Eq $11 (6-up) 


.6-8 pF 1250vdc 
(CTP)VCJ457C JFD sealed 
piston, with removable cap. 


Hole mount .28” diameter, 
1.2” long. 
$12Ea $10.50 (6-up) 


Hard - To- Find 


Differential Pistons 
Two Section Capacitor 


Sealed , two section piston trim- 
mer. One section increases in capacity 
as the other decreases, with respect to 
grounded bushing. Wire leads. Hole 
mount. Allen adjustment. 


1-8 pF per section 
(CTP)DS443 JFD differen- 


tial. 

Both sections 1-8 pF. 

diameter, .75” long. 
ats sles up) 


.9-3.2 pF / 2-3 pF 
(CTP)VCJ609A  JFD differ- 
ential piston trimmer. Q = 
500 min., 500v. First section 
is .9-3.2 pF, the second is 2-3 
pF. .31” diameter, .5” long. 

Each 6-49 50+ 


$8 $7 $6 


Q = 500 min, 500v. 
Es gs 


Insulated Nylon bushing ide 
entire capacitor above ground. Sealed, 
ole mount, various leads. 


.5-3pF + 1,000v 
(CTP)VCJ108C —_JFD, wire 
leads both sides. 1/4” diam- 
eter, 7/8” total length. 

$8 Ea _ $6.50 (6-up) 


8 - 4.5 pF 
(CTP)VCJ1920 JFD 5/8” long 
insulated neck, 500v $4Ea 


1-10 pF 
(CTP)VCJ1839 JFD, Q= 
500 min. 500v_ .31” diam- 
eter, 3/4” long, behind panel. 
78 Ea dag 1: upn 


1 60 oF ° 7 000v 
(CTP)MC606F = JFD glass 
piston trimmer. .34” dia., 1- 
1/4” long. Turret terminal. 
Nylon insulated bushing. 

$18Eqa $16 (6-up) 


LC 
Tuners 
Piston Capacitor - 
Inductor Combination 
JFD’s unique design of LC tuner incorpo- 
rates an inductor etched on the glass of 
an otherwise normal piston trimmer. By 
sliding a piston in and out, the capacity 
and inductance changes, varing the fre- 


quency of a circuit in maximus stabilus 
fashion. Ribbon leads. Hole mount. 


045-.05 uH_ 2.4-10 pF 
(CTP)627A-5 Mean induc- 
tance of .047 uH. 1 kv. 3 
turns on the coil. 1/4” diam- 
eter, 1” long... max. $14 


A- 6 uH_ = _1- 4. 8 pF 
(CTP)LVJ447 Mean induc- 
tance of 47 MHS 2 ky etl 
turns on the coil. 3/8” diam- 
eter, 1-3/4” long... max. 

$14Eq $11 (6-up) 


2-2.25uH .5-5.5 pF 
(CTP)LVJ383 Mean induc- 
tance of 2.125 uH. 2 kv. 40 
turns on the coil. 3/8” di- 
ameter, 2-3/4” long... max. 
$19Eq $15 (6-up) 


~ control and a panel mount bushing. The ceramic body 


ARCO Mica 


a Fi Compression Trimmers a 


ompression Trimmers. This new line of 


trimmers fills a big gap for those needing variable 


capacitors in the 1,000-2,500v range. Plus ny 


have an 1/8” diameter x 7/16” long shaft for kno 


is similar to the 30 Series ARCO, 7/8” x 15/16”. 


#CTM-L302HV 10-48 pF 


ARCO 


30 Series 
500/1000v 


ARCO Mica Compression 
Trimmers. Slot adjust, bush- 
ing mount. 7/8” x 15/16”. 


(CTM)302M 15-120pF 1kv 
$6.50 Ea $6.00 (6-up) 


(CTM)303  65-340pF. 500v 


$5.75 Ea $5.25 (6-up) 


(CTM)304 115-550pF 500v 
$6.50 Ea $6.00 (6-up) 


(CTM)306M 265-880pF lkv 
$7.00 Ea $6.50 (6-up) 


(CTM)309M 500-1450pF, 1kv 


Unit maked 235-7268-P1 
$8.50Eq $7.50 iS up) 


(CTM)310 650- 1890pF 500v 
$7.50 Ea $6.75 (6-up) 


(CTM)311 780-2100pF, 500v 
$8.00 Ea $7. 25 25 (5 up) 


(CTM)311M 730- 1785pF lkv 
$9.50 Ea $8.75 (6-up) 


(CTM)313 1150-2605pF, 500v 
$9. 00 Ea $8. 50 (6 up) 


(CTM)313M 1000- 2155pF, 1kv 
$10 Eo $9 (6 up) 


(CTM)314M 1100- 2340pF. lkv 
$11 Ea $10 (6-up) 


(CTM)315 1400-3055pF, 500v 
$10£a $9 (6-up) 


400-1950 pF / 
1/8” Shaft 4 
1Ikv 


(CTM)235-7267P 
Similar function ™ 
wise to 312M. This wide range 
7/8” x 15/16” compression trim- 
mer has an 1/8” shaft!! 

$15E—Eq $13 (6-up) 


$ 9.50 Ea 
#CTM-L303HV 45-105 pF $10.00 Ea 
#CTM-L305HV 95-230 pF $11.00 Ea 
#CTM-L307HV 170-350 pF $12.50 Ea 


$5 Each 
2.5-25 pF 


2.5 - 25 pF 
(CTM)50993-2 Double 
2.5-25pF compression 
trimmer. 1-11/16”L brkt. 


$ 8.50 (6+) 
$ 9.00 (6+) 
$ 9.50 (6+) 
$11.00 (6+) 


i 


(CTM)50993-3 3 Triple Pie) 
-25pF mica compression 
trimmer. 2” long bracket. 


$8 Each 


Removable 


Dual 3-30 pF 


(CTM)286113 Dual 
ARCO 461, 3-30pF each. 
Trimmers are removable 
from 1-7/8” long bracket. 


$6Ea $5 (6-up) 


/ 42 Series 
250v © 3/8" x 3/4” 
7-60 pF 
(CTM)422 ARCO mica 
trimmer. Marked 50980. 


20-150 pF 


1 (C TM)424 Arco trimmer. 


75-300 pF 
(CTM)30700 
trimmer same as a 427. 


150- 500 pF 
(CTM)31100 Sprague 
trimmer same as a 4211. 

Mix or match for best prices 
$4 $3.25 (6-24) 
$2.50 (25-99) $2 (100+) 


a ‘ gral adjust, ve 


5/8" x3/4".*=500v part | ° 


(CTM)460 3-15 pF 
$2Eo $1.80 (6-up) 

(CTM)461. 3-30 pF | 
$2Ea $1.80 (6-up) 


(CTM)5071* 3-60 pF 500v 


$3Ea $2.75 (6-up) 
(CTM)462 10-80 pF 
adecaatill alt Pc 
(CTM)463 20-180 pF 
APEAO Earn 8225350) 
(CTM)464 45-280 pF 
$2.50Ea $2.25 (6-up) 
(CTM)465 75-380 pF 
$2.75 Ea $2.45 (6-up) 
(CTM)466 105-480 pF 
$2.75 Ea $2.45 (6-up) 
(CTM)T52918 120-560 pF 
$5.00 | Ea $4.50 (6-up) 
(CTM)468 175-680 pF 
$3.50 Ea $3.00 (6-up) 
(CTM)469 215-790 pF 
$4.00 Ea $3.50 (6-up) 
ARCO 
40 Series 
175/350v test 
ARCO Mica Compression Trimmers. 
Slot adjust, 3/8” x 17/32". 
(CTM)400  =2.5-7 pF 
$2Ea $1.80 (6-up) 
(CTM)GMA20000 2-8.5 pF 
pace euro 
(CTM)402 4-20 pF 
$2Ea $1.80 (6-up) 
(CTM)404 12-65 pF 
$2.50£a $2.25 (6-up) 
(CTM)405 16-90 pF 
$2.50£a $2.25 (6-up) 
(CTM)406 25-115 pF 
$3.00 Ea 


$2.65 (6-up) 


(CTM)TRIM190 ARCO 
mica compression trimmer. 
5/8” x 3/4”. Removable 
screw cup. 

Each. 10-24 254 


$2.75 $2.40 $2.10 


(350vT) 


(CTM)S-463 ARCO 463 
compression trimmer with 
a knurled shaft. Panel 
mount or PC mount. 


$4Ea $3.50 (6-up) 


Erie 53 pSeiles 


(CTC)538D/9-35 3/8” diam- 
eter, axial eyelet leads. 
$1.25Ea $1.10 (6-up) 


1.1-5.0 pF 
(CTC)MT506 ‘3% 
JFD Modutrim “* NPO 
trimmer. 1/4” diameter, 50v. 
Gold leads. 


$2 Ea 


$1.50 (6-up) 


Top Adjust 
PC Trimmer 
250wv 2Leg 


Sprague | 


4k 


‘ 28 - 200 pF 
(CTM)54-0253 27 Kas 
3/8” high compression trimmer. 

$6Ea $5 (6-up) 


| mer. 


4-60 pF 
| (CTM)422S ARCO mica trim- 


Marked 281-0181-00 
$4Eaq $3.25 (6-up) 


High stability ceramic 


Ceramic silver trimmer, 3/8” 
diameter. Eyelet terminal. 
(CTC)660-003 3-10 pF 
(CTC)538-15B 3-15 pF 
(CTC)538-25B 7-25 pF 


(CTC)538E 8-25 pF 
Each 6-24 25+ 
95¢  80¢ + —-70¢ 


Erie 
538 


350wv Side Tune 
3/8" diameter ceramic trimmer. 3 leg 
PC mount. 
(CTC)538S/2-8 2-8 pF 
(CTC)538S/5.5-18 5.5-18 pF 
(CTC)538S/9-35 9-35 pF 
(CTC)538S/15-60 15-60 pF 
Each 25+ 
$1.20 90¢ 


6-24 
$1.05 


~w 


Sub Miniature 
Ceramic silver trimmer. 
7/32" dia. Eye terminal 
(CTC)917-1256-0701-3 pk 


trimmer. 7/32” center. | (CTC)SMCT-5 2-5 pF 
(CTC)GKV4R000 1.5-4 pF | (CTC)88-22 2.5-9 pF 
(CTC)ECV12W20 3.3-20pF | (CTC)518-3-9 3-9 pF 
(CTC)24AA023 5-30 pF | (CTC)518-6-22 6-22 pF 
(CTC)300-45 5-45 pF | (CTC)518-016 5-25 pF 
(CTC)24AA084 9-50 pF | (CTC)J1-3 6-30 pF 
Each 6-24 25+ | Each 6-24 25+ 
75¢ 65¢ 58¢ | 80¢ 65¢ 55¢ 
3.6 - 8.2 pF 
(CTC)5S/TRIKO-3 Same 
2 leg style as above but 3/16” i 3.5-13 pF 
diameter, 3.6-8.2 pF, 100v. 
(CTC)23386 Three leg ce- 
Each 6-49 50+ | ramic trimmer. 5/16” dia. 
50¢ 45¢ 40¢ $1 Eq 90¢ (6-up) 


ey ack? 2 PES ve af et 25 i Pi i err qe #24 ee. x aay i 7. oonteh aie 
fans of . Hens» e 3 aM { > oa “ 


i I s www. Reece eephait ciel (atinshiaeatds a com Poe 402-346-2939 33. 4 
brs: Sprarrites AinVary wane » Collins 


- Side Adjust 7 6 - 30 pF x ‘Trimmer 


S thin Centralab trimmer with 
_ eyelet terminals. 1/2” diam- Authentic: tab trimmers as made by 
eter ceramic body. © Tucsonix for Collins ham equipment. You 
Each = 6-24 = 25+ | may mix values to reach best price level. 
$3. $2.50 = $2 (COL)557/1.5-7 1.5-7 pF 
(COL)557/3-12 3-12 pF 


oy Mabie ures (COL)557/5-25 5-25 pF 
= 3g" Pith sa (COL)557/8-50 8-50 pF 


--360wv 


Vertical ceramic trim- 
mer. 3 leg. 5/16” center. 
(CTC)SA27 3.3-27 pF 
(CTC)SA15 2-15 pF 
95¢Ea 85¢ (6-up) 


~ Q=1000 


Q = 200 


($2Ea $1.75 (6-up) Top Adjust 5-22 pF —s $1 Fa «906 (é-up) | CEU WY DISCOUNTS 
: PC Trimmer Each 6-24 25-99 100+ 
350wv 3Leg -  (CTC)917-1256150 5-15pF@ |$6.95 $6.35 $5.95 $5.45 

a 200v, 7/32” diameter ceramic 


vertical mount, side tune, ce- 


ie. ? : Horizontal ceramic ; ical | 3.5 - 12 pF 
, Thin-Trim eG trimmer . 5/16” center. ramic trimmer. ee 
BHligh Q trimmers for RF circuits. (CTC)3521 1.75-3 pF (CTC)E7-40G 7-40 pF @ 200v, otherwise By e Centralab 3.5- 


: (CTC)TAG 5-6 pF | sameas the above trimmer. 2pF tab trimmer also fits 
Bin G-560 ci pF (CTC)TAI2 2-12 pF $1.25 Each $1 (6+) Collins in place of 3-12pF. 
(CTC)9410-1 25-10pr | (CTC)TASO — 3-30 pF i - eh eh 
Q=1000 250v | (CTC)TA60 — 5-60 pF Surface Mount 
Bastia tig san. 95¢ Ea 85¢ (6-up) : 
(CTC)9410-3 6-35 pF Trimmer Caps . 
ee 20 Bott F This little guy is pictured several times Erie 057 
(CTC)9410-4 7-40 pF “A 0 ; om larger than it's mere 3/16” square foot print. Tri mmers 
$2 He Tera eer : Adj ust Phillips adjustment. Made by Sprague. : 
; F PC Trimmer (CTC)GKG10066 2-10 pF Save money and rebuild your Collins tab 
350wv 3Leg (CTC)GKG20066 4-20 pF type trimmers. Both the stator and rotor 
5.1- 40 pF Pacha iets 3-95!09 1004 are iccaner ae Es ila clip. 
(CTC)GKD40000 Mounts $3 $2.50 $2 $1.65 (P/3-12 3-12 p 
ae iy areata poe. canes (CTC)557P/5-25 5-25 pF 
Ceramic silver trimmer. .2” diameter, | through board. Q= 200 @ (CTC)557P/8-50 8-50 pF 


075” high. PC mount. 10 MHz, N1400. 


fetaysis10" 2-10 pr | 21-25 £2 $1-10 tun) 
(CTC)513-20 3.5-20pF | Erie 
(CTC)513-30 5-30pF | faa oa, 
(CTC)513-40 7-40 pF eries 


8-50 pF Each 6-24 25+ 
@ 750vde $9.95» $2.35 "$1.95 


(CTC)557/8-50H Another style of Erie 557 a Tae 


95¢Ea  85¢ (6-up) 500 wv trimmer. This one is horizontal PC mount 1/2" diameter 
with 4 wire leads. $5 Each 
QUANTITY DiscouNTs | f°"! ihe Hn gr F - ae 
* Special Pricing on 513-10 "7 /Q” at Section Worm Driven (CTC)TRIM557-7 —-1.5-7 pF 
2 5/8" 7/8". *NPO (CTC)TRIM557-12 3-12 pF 


49-249 250+ (CTC)503-3N* 1.5-3.0 pF ——, = Air Variable 
75¢ 60¢ CTC)503-7* 1.5-7.0 pF ‘ 
CTC)503-12* 3-12 pF 


: (CTC)TRIM557-25 5-25 pF 
) 
CTC)503-25 4.5-25 pF 
) 
) 
) 
) 


(CTC)TRIM557-30 5-30 pF 
(CTC)TRIM557-50 8-50 pF 
Each 6-24 25+ 
$3.95 $3.35 $2.75 


CTC)503-45 7-45 pF 
CTC)503-100 12-100pF 
(CTC)GKG10011 NPO | (CTC)503-110 11-110 pF 


( 

( 

( 
(CTC)503-30 4-30 pF 

: 2.8 _ 10 pF ( 

( 


9-50 pF 


Sprague trimmer. Q= 300 @ 5 4 
10 MHz. 1/4” diameter. 2 leg. Pantemt ree oe) 16 150 pF @ 2100 van @ 750vde 
$1.25£a $1 (6-up) 3 | 
20 - 200 pF @ 1350 vac Yet ata style ee oa oes 
mer. is one is vertica moun 
20 - 225 pF @ 1250 vac on a small metal frame. 1/2” dia. 


Rectangular trimmer similar to 503, but | (CAV)SCD36075 A real treasure hiding out on 


3-35 pF | vider. 500v. 2holemount. 5/8”x1- | this ceramic trimmer page. What a beauty. (CTC)997/2.5-7V 2.9 - 7 pF 


1/8". *N300 **N500 Three sections share a common rotor shaft. | (CTC)557/4-12V 4-12 pF 

: x « | Single 5/16” shaft from center with right angle | (CTC)557/6-25V 6 - 25 pF 

Beach ie Tarzian 3 SN eas ce worm drive / anti-backlash control. Center (CTC)557/9-50V 9-50 pF 
eg metal clad ceramic NPO a» | Wheel graduated 0-30, records 180° capacitor | 7 

trimmer. (CTC)CV14C450 7-45 pF rotation in 1 increment divisions. 6-1/4” wide, | Each 6-24 25+ 


$1.50Ea $1.25 (6-up) $3Eqa $2.50 (6-up) | 3-1/4” deep, 3-1/2” behind panel. $145 $1.25 $1.05 $0.95 


: Surplus Sales 
ee ae 


1000pF / 2200pF 


FRI-2498-1000 1000 pF 
Tusonix 4kvw, 8kv test, 2-3/8” 
long, 7/16” bushing mount. 
#8/32 stud runs through center. 
Ceramic body, silver hdwr. $38 


FRI-2498-2200 
Same as above. 


2200 pF 
$42 


* FRI-2432-2200 


4000pF + 1kv 
FRI-FT1202-052 4000pF 
feedthru. 3kv test, 5-20 amp. 
1” long, 3/8” hole, bushing 
mount. Silver plated. $16 


Info/Tech Antal 402-346-4750 ~ ORDERS: 800-24 2A! 
peor DS | 


Z2kv Feed-thru 
FRI-2432-1000 1000pF 
Tusonix 2432 feedthru 4kv test, 
1” long, 5/16” hole, bushing mnt. 
Each 10-24 25+ 


$8 $7 $6.45 
FRI- 2432- 1100 ~1100pF, 
same body as above. $8.25 


2200pF 

Tusonix 2432 feedthru 4kyv test, 

1” long, 3/8” hole, bushing mnt. 
Each 10-24 25+ 
$10 $9 $8 


RE 


1000pF + 5kv « 5a. 
FRI-99JX87A Robust 
feedthru. 8kv test, 2-1/2” long, 
3/4” hole, flange mount. Made 
by CDE. $39 


2500pF + 2.5kv 
FRI-51-721-001 2500pF feed- 
thru. 5kv test, 1” long, 3/8” 
hole, bushing mount. Silver 
plated. 

Each 10-24 25+ 

$12 $11 $10 


1300pF - 3kv 


FRI-GRN-1300 1300pF 
feedthru. 5kv test, 1” long, 
5/16” hole, bushing mount. Sil- 


Feedthru 
7/32" hole 


1/2” long 

FRI-FT2499-101 100 pF kv 

FRI-FT2499-471 470 pF 1kv 

FRI-FT2499-102 1000pF lkv 

FRI-FT2499-152 1500 pF 500v 

FRI-FT2499-252 2500pF 500v 
Each 10-24 25+ 
94. 50 $4 SE és 


Gold Body Feed- thrus 
Same size as above... but gold. 
FRI-FT1270-122 1200 pF 500v 
FRI-FT1270-538 6500 pF 100v 
Each 10-24 9) 25+ 
$6.50 $6 $5.50 


et 


600v/1kv Feed-thru 


Ceramic, 1-1/8” long, hook ter- 
minals, 1/4” mount hole. Tin. 
FRI-N16C16638 55 pF Ikv 
FRI-FT1000-201 200pF 1kv 
FRI-FT600-102 1000pF 600v 
FRI-FT600-152 1500pF 600v 
Each 10-24 °25+ 
$3.95 $3.60 $3.45 


CK70 Feedthru | 
1000wv, 7/8” long, 1/4” hole, 
silver plated. 

FRI-CK70AW-22 

FRI-CK70AW-102 1000 pF 


22 pF 


Each 10-24 25+ 
$6... $5.50 ¢gmo5 


FRI-CK70AW-103 .O1uF as: 
above but 600wv. Hard-to-find! 
Each 10-24 25+ 
$9 $8 $7 


FRI-51-719-068 3 amp induc- 
tive (.9luH)/ capacitive filter. 1/ 
2”L body, 3/16” mnt hole. Gold 


a Mini 
- Feedthru 
Feedthru capacitors, 7/16” long, 

5/32” mount hole. 


FRI-FT2425-6.8 6.8 pF 600v 
FRI-FT2425-10 10 pF 600v 
FRI-FT2425-101 100 pF 500v 
FRI-FT2425-651 650 pF 300v 


FRI-FT2425-102 1000 pF 200v 
FRI-FT2425-152 1500 pF 100v 
FRI-FT2425-202 2000 pF 200v 
FRI-FT1250-900* 2500 pF 200v 
FRI-FT2425-252 2500 pF 200v 
FRI-FT2425-482 4800 pF 200v 
* Gold plated Erie Feed-thru. $6 each. 


ver plated. et $9.45 leads. $5 Each — $4(25+) 
-002uF 
3 
Skv 


FRI-S82856 


Sprague high voltage feedthru 


filter capacitor. 6-1/2”L (flange in middle), 1” diameter. $85 


Each 10-24 25+ 
$3.50 $3.25 $3.00 
5600 pF 


FRI-400-562 3 amp saduttiee) 
capacitive filter. 1/2”L body, 3/ 
16” mnt hole. Gold leads. $5 
022 uF + 2.1uH 
FRI-3323-000C Same as above 
but silver, .022uF, 2.1uH made 
by Spectrum. $6 


5 amp 
3000pF - 500v 


FRI-1202-054 3000 pF Erie’ 
feedthru filter. 7/8” long, 7/16” 
hole, bushing mount. Silver 


plated. 25 amps. $12 
4000pF - 500v 
FRI-702-003 4000 pF SCI 


feedthru filter. 3/4” long, 5/16” 
hole, bushing mount. Silver 
plated. $10 

.05 uF + 100v 
FRI-C60072 .05 uF Erie 
feedthru filter. 1-3/8” long, 
3/8” diameter, 5/16” hole, bush- 
ing mount. Silver plated. 


Each 10-24 25+ 
$8.50 $7.95 $7.25 
22 uF + 500v 


FRI-8320-9813-001 Viclan .22 
uF feedthru filter. 3/4” long, 5/ 
16” hole, bushing mount. Silver 
plated. $12 


4 — 


mp. | 50 vdc, Measures .25 uH. 
$18 | 11/16” dia, 5/32”hole. $15 


_ Feedthru 


_FRI-2960-002 Gold plated 
_ Erie, 3/8” hole. Eyelet ter- 
~ minal. 500v. Nut, washer 
included. $18 


FRI-2922-102 Gold plated 
bypass, 7/16” hole. 500v. 


$18 


Nut, washer incl. 


im Gold Plated 

=e Standoff 

_ & Bypass Caps 

Cold plated bypass caps se- 

cure with #4 screw. 500v 
FRI-FT8GBY-151 150 pF 
FRI-FT8GBY-271 270 pF 
FRI-FT8GBY-501 500 pF 
FRI-FT8GBY-102 1000 pF 


$10 Each $9(5+) 
ene 100v 


COL-241-5055-010 Feed- 
thru Pi-Filter. 1/2” long, 
3/16” mounting hole. $4 


mounting hole 


, 10pF 
Bypass 


FRI-19-0321 Silver body, 
3/16” mounting hole. Tur- 


ret terminal. 500v. $3 


CK80 + Bypass. 
FRI-CK80AX-152 1500 pF 
500wv. lkv test. Erie stud 
bypass cap similar in con- 
struction to our CK70 series 
feedthru. Silver pltd. 1” long, 
3/8” diameter. 3/16” hole. 


FRI-CK80AX-101 100 pF 

500wv. lkv test. Erie stud 

bypass cap same as above. 
Each 10-24 25+ 
$4. ...$3,50 ~. $3 


eo OS ae 


a 


Stud 


By Pass 


FRI-507C8 475 pF 500v. By- 
pass cap from eyelet to #6 
threaded stud base. $2 


FRI-2122-5 150 pF 500v. By- 
pass cap from turret to #6 
threaded stud base. All gold 


plated. Cambion. 


FRI- 2122- 10 1000 pF 500v. 
Bypass cap from turret to #6 
threaded stud base. All gold 


plated. Cambion. 
Each 10-24 25+ 
$4 $3.50 $3.25 


Sub Miniature 


.01.F 100v yd 
Feedthru - 


FRI-FT2425-103  .01pF 
feedthru. 3/8” long, 3/32” 
$4.90 


” | reodahre | | 
| 50amp-1.3 uF | -FRI-ATOAPT 2 uF 
9F | FRI-LD-EE0SW 1.3 pF 


feed thru 
filter capacitor / network. 50 
vdc. 15 amp. Measures 1H. 
3/16” long, 3/8” diameter 
1/4” hole mount. 


FRI- 594-367-035 SCI 2 uF 
feed thru, same physically as 
above. 125 vac. 50Q, 15 amp. 
Measures .05 Ba 


FRI-9051- 100-000 0000CM 2 uF 
feed thru, same physically as 
above. 50 vde. 50Q, 15 amp. 
0.31 wH. 


FRI-9051-510-0000 CM 1.5 
uF feed thru, same physically 
as above. 50vdc/125 vac. 50Q, 
15 amp. Measures .59 WH. 


FRI-9050-100-0008 Erie 1 
uF feed thru, same physically 
as above. 125 vac. 50Q, 15 
amp. Measures .34 WH. 


$8 Each $7(10+) | 


FRI- 79P11_ Excellent 
power feedthru filter, ac or 
dc. 1-1/4”L, 3/8”D. Flange 
mount, Reduced price. 

ES SS ea ne aaa ee eS 


05 uF + 200vdc 
FRI-79P9 Same as above 
$9 Each $8(10+) 


FRI- 17D401-204A .2uF 
400vdc feedthru filter. 2- 
5/8” long, 3/4” hole, flange 
mount. Made by ByCap. 
Screw and wire post terminals. 


FRI-NFF135D .25 uF 200 
vdc feedthru filter as above 


1000pF - 500v 
FRI-514C1 1000pF 1/2” 
long, 3/16” hole. $3.50 


1.25 mH + .3 amp 
FRI-1JX112A7 Sprague 
150 vde feedthru LC filter. 
Measures .28 uF, 1.25 mH. 
1-1/4” long, 1/2” diam- 
eter, 1/4” hole mnt. Mil. 


$8 Each $7(10+) 


except both terminals 


#8/32 threaded socket. 
Each 10-24 25+ 
$7 $6.50 $6.25 


Ovde 


vy 
CFPAIROGAFA 240 vac 
and 400 vdc, 20a power 
feedthru filter. 2-1/8” L, 
3/4”D. 5/16” hole mount. 
Acushnet K323Z-1285. 


$5 Each $4.50(10+) 


1 uF + 400vdc 
CFP96P10594T16 Vita- 
min Q power feedthru fil- 
ter. 2” long, 1” diameter. 
5/16” hole mount. 


$5 Each $4.50(10+) 


2 choices 


.82 UF +» 200 vde 


thru filter cap by Westcap. 
1-1/8” long, 9/16” diam- 
eter. 5/16” hole mount. 
$8 Each $7. 50(1 0+) 


PRI- 178234A Sprague 
Feed-thru noise filter 


Same physical as above. 


Sprague Noise Filter 
FRI-JN17-1157  .2 amp 
28.5vdc filter. Measures 
1.4 uF & 90 uH. 2”L body, 
5/16” mounting hole. $5 


$7 Each $6.50(10+) 


CFP48K2824AAG Feed | 


rated @ 2 amps, 100vdc. | 


.68 uF +» 200 vdec 
FRI-909083-116 Highly 
effective 5 amp feedthru 
filter cap. 1-7/8” long, 21/ 


2.5 uF © 100v 


FRI-1209-171 10 amp in- 
ductice/capacitive filter. 1/ 
2”L body, 1/4” mnt hole. 


1-1/8” Lleads. $5 


470pF 
600v 

Feedthru | 
COL-913-4235-010 470pF 
feedthru. 3/8” long, 7/32” 
mounting hole. $4 


32” dia. 5/16” hole mount. 
$10 Each $9(10+) 


SOpF:-500v 
Low Inductance #77 
FRI-2DBT02L500J 50pF 
feedthru. 3/8”L body, 
7/16” mtg hole. $5 
1000pF 


Low inductance: 


FRI-FTBT-102  1000pF 
500v. 3/8”L body, 7/16” 
mtg hole. Removed. $3 


.05 uF * 300 vde 


thru filter. 0.05 amps. 
1-7/8” long, 11/16” dia. 
5/16” hole mount. 

$6 Each $5(10+) 


FRI-1B210 Pi type feed | 


4 choices 


.56 UF + 230 vac 


CFP56ROGADD Vitamin 
Q 50-420 Hz, 20 amp 
power feedthru filter. 2- 
1/2” long, 3/4” diameter. 
5/16” hole mount. Eye 


hook up terminals. 
Collins pn 931-3341-000. 
$7 Each  $6(10+) 


| CFP56ROGBDD Same .56 


uF Vitamin Q Feedthru as 
above but wire leads. 


| Collins pn 931-3343-000. 


$7 Each $6(10+) 


27 uF + 200 vde 
CFP196P27492T16 Same 
style feedthru filter as 
above but 1-1/2” long, 9/ 
16” dia. 5/16” hole mount. 

$6 Each a ome 


22 2 uF - 400 vde 


| CFP196P22454T16 Same 
| as above. 1-3/4” long, 9/ 


16” dia. 5/16” hole mount. 


| Sprague. 
EGS 7. esi poet) 
1uF - Tkvde 


CFP118P104010T1 Same 
as above but 1-1/2” long, 
9/16” dia. 5/16” hole 


| mount. Sprague. 


$12 Each 10 (10+) 


15 
amp 


ben F28861/1-01 CDi 
.2 UF, 50 vde feedthru filter. 


1/4” high (above chassis), 3/ 


8” diameter. 1/4” hole mnt. 
$8 Each $7(10+) 


.025 uF + 16 amp 
FRI-B85121-AB7 Siemens 
250 vac / 350 de feedthru 
filter. 1” long, 5/8” diameter. 
3/8” hole mount. $7 


05 uF - 25 amp 
FRI-B85121-AB6 Siemens 
120 vac / 350dc feedthru fil- 
ter. 1-1/2” long, 3/4” diam- 
eter, 1/2” hole mount. $10 


Surplus Sales 


.22 are ¢ 10 amp 
CFPCZ24BKB224 Kemet 
100v power feedthru fil- 
ter. 1-1/2” long, 3/8” di- 
ameter. 5/16” hole mount. 
1 uH series inductance. 


$7 Each $6(10+) 


250 volts - 15 amp 
FRI-51-321-306 SCI Pi 
network power feedthru fil- 
ter. 250 vac or vde. Measures 
.6 uF, 7.5 wH. 15/16” long, 
11/16” dia. 5/16” hole mount. 

$15 Each $13(10+) 


150 volts > 5amp 
FRI-51-311-322 SCI Pi 
network power feedthru fil- 
ter. 150 vac or vdc. Measures 
15 uF 7yH. 5/8” long, 


3/8” dia. 1/4” hole mount. 
$6.25(10+) 


$7 Each 


ey 

77 amp 
FRI-54-370-009 SCI 
feedthru capacitor. 150 


| vac or vdc. Measures .15 


uF. 7/16” long, 3/8” dia. 
1/4” hole mount. 


$5.50 Each $5(10+) 


ter. 1” long, 3/8” diam- 
eter. 5/16” hole mount. 


$6 Each $5.50(10+) 


9 UF - 3amp 


ag | FRI-JN173844A1 Sprague 
047 uF +10 amp | two 
CFPCZ24BKC473 Kemet | 999 yde/ 100 vac. Mea- 


200v power feedthru fil- | sures 40 WH. 


feedthru filter network. 


3/4” long, 
3/8” dia. 1/4” hole mount. 
$8 Each $7(10+) 


.22uF * 5amp 
CFPCP11A1KC224 West- 


|\2uF 2am 5.5uH 
| FRI-2JX2723E Sprague 
| 50v power feedthru filter. 


Cap 200v power feedthru | 
_ hole mnt. 6” L shielded lead. 


filter. 1-3/8” long, 3/8” di- 
ameter. 5/16” hole mount. 


$6 Each $5.50(10+) 


| $6 Each 


15/16” long, 3/8” dia. 1/4” 


$5.50(10+) 


guts 
Chesil 


RFI 7 Filter 
FRI-CSK21038 
115vac, 50-440 Hz. 3/4”L, 
3/8”D, 1/4” mnt hole. Erie. 


f 
4 


3 uF + 400 vde 


| CFP118P30594S26 Spra- 


2 amp | 
| pacitor. 2-5/8” long, 1” di- | 


gue power feedthru ca- 


/ ameter. 1/2” hole mount. 


$6 Each $5.50(10+) | 


$14 Each $13(10+) 


50 vde - 10 amp 
FRI-9004-103-1005 CM Pi 
network power feedthru fil- 
ter. Measures 3.5 pF, 3.2 WH 
total. 1” long, 3/8” diam- 
eter. 1/4” hole mount. 50Q. 

$15 Each $13(10+) 


amp 


FRI-RF3745_ RF Inter- 
onics feedthru filter net- 
work. 28 vdc. Measures 2 
uF, 5H. 3/4” long, 3/ 
8” dia. 1/4” hole mount. 
$8 Each $7(10+) 


FRI-9200-530-002 Murata 


. feedthru filter network. 


50 vde. Measures 1.7 uF, 

3.3uH. 9/16” long, 3/8” 

dia. 1/4” hole mount. 
$5 Each $4.50(10+) 


3 amp « 125 ac/dc 
FRI-9001 Same as above 
but 125v. 

$6 Each $5.25(10+) 


16 uF - 160 amp 
FRI-22826-1077 West- 
Cap power feedthru ca- 
pacitor. 2-3/8” long, 1-3/ 
8” dia., flange mount 1/4” 
stud terminals each end. 
$75 Each $69(10+) 


100 nH - 10 amp 
FRI-10JX63A Sprague 
125 vac (0-400 Hz) 400 vde 
power feedthru filter. Mea 
sures 1.3 uF. 3-1/2” long, 
1-1/4” dia., 5/8” hole mnt. 

$12 Each $11(10+) 


2.6uF ¢ 20 amp 


15 


125 vac - 225 vde 
FRI-9933-100-6001 125 
vac / 225 vdce Murata feed- 
thru filter network. Mea- 


sures .6uF 1uH. 9/16” | 


L, 5/8”D. 5/16” hole mnt. 
$9 Each $8(10+) 


230 vac - 450 vdc 


FRI-9932-100-6005 230 
vac / 450 vdc Murata feed- 
thru filter network. Mea- 
sures .27UF, .07 WH. 50Q. 
9/16” L, 5/8”D. 5/16” hole 
mount. $14 


FRI-7B160 Axel 125 vac 
power feedthru filter. 
Measures 6 LH. 3” long, 
1-1/2” dia., 5/8” hole mnt. 

$15 Each $13(10+) 


—— 


5.8uF *« 2amp 
FRI-2JX4503 Sprague 
200vde power feedthru 
filter. Measures 3 mH. 3- 
1/4” long, 1-1/8” diam- 
eter. 7/16” hole mount. 


$10 Each $9(10+) 


60 mH - 2.16 amp 


1uF 1000 vde 
FRI-118P104T16 Sprague 


| high voltage feed-thru ca- 


pacitor. 9/16” D, 2”L. $12 


FRI-JN14-1284E Sprague 
600vdc power feedthru 
filter. Measures .7 uF. 
2-1/2” long, 7/8” diam- 
eter. 7/16” hole mount. 
$15 Each $13(10+) 


power feed! 
Measures" 3. am 
4” long, 2- 
mounts in 1- 
Heavy stud ter 
$35 Each | $30(1 


Sioa | 


BENE TE She 9 


a UE 20 amp 
FRI-JNFT-1F247 Hypass 
feedthru capacitor. 600 
vde / 300 vac. 2-1/2” long 
(2” below chassis), flange 
mounts in 3/4” hole. 

$8 Each $7(10+) 


2 uF - 50 amp 
FRI-NF-10270-1 CDE 
noise filter feedthru ca- 
pacitor. 50 vde. 1-5/8” 


long (3/4” below chassis), 
flange mnts in 3/4” hole. 
$10 Each 


$9(10+) 


20 amp 
FRI- N16C47322 Sprague 
Hypass surface mount 
style. .5 uF capacitor. 3” 
long, 1” dia. $11 


== 50 amp 
FRI-JN14-796A Sprague 
surface mount style. 200 
vdc, 75 vac, 2 uF, 1 uH. 
Stud terminals. 


$9 


= 20 amp 
FRI-48P9 Sprague 


Hypass surface mount 
style. 250 vac, .1 uF cap. 


$6 Each $5.25(10+) 


= 


125 vac - 1 amp 
FRI-1JX260 L/C network, 
525 HH inductance, .12 uF 0- 
400 Hz. 1-1/4” long, 11/16” 
diameter. Sprague $10 


' power feedthru surface 

mount capacitor. 100 vde. 

2 3-1/2” long, 2-1/4” high. 
$25 Each $22(5+) 


115/230vac + 10a 
FRI-10VSK7 Corcom top 
of the line RFI power line fil- 
ter. Built-in IEC connector 
accepts standard cord. Ter- 
minals on rear. 1-7/8” x 2-1/ 
4” x 4-1/4”, Internal compo- 
nents: 2 x 7 mH chokes, 2 x 
.27uF caps, 2 x .0055yF caps. 
$19 Each $17(5+) 


2.5 uF +10 amp 


_ FRI-M1502 High voltage, 
~ lkv power feedthru network. 
5-1/4” long (mnt flange 2” 


from end), 2” diameter. 
$55 Each $49(5+) 


uF -20 amp 
FRI-NFR111 CDE Radio 


87 


5 amps + 400 vde 
FRI-RF6135 4 pF, 1 mH. 
115 vac, 0-400 Hz, 400 FRI 
vde.6”Hx1-1/2”D. $20 


amps > 400v 

-A232 Highly effective 
RFI/ EMI filter. Measures 
1 uF 110 wH. 120 vac / 400 
vdc, 0-400 Hz. 4-5/8”L x 1- 
3/4’D. Fits 3/4” hole. Made 
by Captor Corp. $24 


1500 vdc> .5 amp 
FRI-S94936 Sprague Vi- 
tamin Q RFI/ EMI filter. 
Measures .015 uF, 7.75 
mH. Bulkhead mounts 
vertically (1/2” hole). 3- 
3/4” x 1-1/8” square. $30 


Corcom 
3a Switch / Filter 
FRI-3EZL2S Deluxe 
fused EMI filter w/ built- 


lamps - 600v 
FRI-RF757 RFI/ EMI L/C 
network filter. Measures 


Noise Filter. 600 vdc, 250 
vac. Pi network, 3.3 UH in- 
ductance. 5” long, 1-3/4” di- 
ameter. Mounts in 1” hole. 

$24 Each $22(10+) 


35 amps 
FRI-35JX52 Sprague 
power filter. 130 vac, 500 
vde. 1-7/8”H x 2-1/4” x 4”. 
#8 studterminal. $22 


in IEC jack & switch. | 4 amp + 600v_ | 1.7 nF 2.5 mH. 120/250 
a 2 Ae ef rer FRI-FA719 Filtron high | Vac / 600 vde, 0-400 Hz. 
F, oe inductance RFI/ EMI fil- | 9 L x 1-1/4"D. Fits 7/16 
Ge Cn Me ter. Measures .5 uF, 1 hole. RFINTERONICS $35 
20 amps | mH.600vdc. 17” shielded | 
: silver braid lead. 3"Lx 1- | 100 ma 
115 / 1/4” x 1-1/8"H. $18 | 100 vde ee 
230 v . ii FRI-1JX2608 Sprague 
FRI-20B1 CORCOM L/C power filter. Measures 
power filter. 50-400 Hz. 8 uF 1 mH. 1” x 3/8”D. 
23°27 x 1-V/87H-O0.$!7 Bees somes Each 10-24 25+ 
'10 amps + 25vdce = $3.50 $3.25 $2.75 
| FRI-FCA-3703 Fil-Coil 
| RFI/ EMI filter. Measures : 
| 1yR 9H. 3-1/2”Lx1- Nothing Gets 
Through This One 


| 1/8”. 3/8” mnt hole. $7 


2x25amps 277v 


FRI-FSRW25B2_ Filtron 
RFI filter. Each of two cir- 
cuits handles 25 amps, 


115/230v - Gamp | 
FRI-6S1 CORCOM power | 
filter. 50/60 Hz. 3-1/2” x | 
2” x 1-1/2”H. $9 | S AMneeRWAOO velc 


35 amps 
FRI-JN17-4627A Sprague | 
power feedthru filter. 120/ 
208vac. 2-3/4” square, 5” L. 

$48 Each $42(5+) 


250vac - 20 amp | 
FRI-GF3907 30 RFI fil- 
ter system handles 3 poles 
plus ground. Cabinet is 
2-1/4” x 5-1/2” x 10-1/2”. 
Made by Genisco Tech 


20 


| 240 vac 


| network power feedthru fil- 


| 16” hole mount. 


| FRI-JN17-545A Sprague 

| RFI/ EMI filter. 125 vac or 
400 vdc, 0-400 Hz. Mea- 
sures .1 uF 3-1/2” total 
| length (bulkhead @ 2”). 


ter. Measures .45 uF, 24 nH. Fits 3/4” mnt hole. $ cal 


15/16” long, 11/16” dia. 5/ | FRI-F6100-13 Westinghouse RFI fil- 
$9 ter. 115 vac, 47-420 Hz. Each indi- 


120/ 208 / 277 vac or 600 
vde. Built into nice totally 
enclosed wall mountable 
cabinet, 11-1/2” x 37°L x 
5”H. 4 mounting tabs. 
51200 gov t cost. $175 


4amp oe 
| FRI-51-321-612 SCI Pi 


| Group. Reduced, $85 | 
, amps 
FRI-FA1218A _ Filtron 
bathtub feedthru filter. 30 
vde. 2” square, 1-1/2”H. 

$6 Each $5(10+) 


250vac - 90 amp 
FRI-GF56360 Deluxe RFI 
| filter system handles 5 | 
| poles. Complete isolation 
ee including ground, 3¢ 
and neutral. Cabinet 
6-1/2” x 12” x21-1/2”. | 
Great for screen room, 
shack or whatever. 
Made by Genisco Tech 
Group. Reduced, $245 | 


120 vac @ 3 amps 


_ T design RFI / EMI filter. 


™ vidual section 10 amps, & measures 
1.8 uF, 90 wH. 3-5/8” x 4-3/4” x 2-3/ 
16”. 6-32 terminals $45 


4 pole : 


10 amps 


250 vac @ 1.5 amps 
FRI-F2120 Corcom Dual 


100 amps « 120 vac 


1-1/2” x 2” x 2-1/2”. 
$4 Each $3.50(10+) 


FRI-CDRB100A6 
| Hz. Approx. 5” x 6” x 24” 


CORCOM premium RFI filter. 60 
$ 175 


ER VON 


Silver pla ed bypass caps 
secure with #4 screw. Eye- 
let solder terminals. 


FRI-FT8BY-27 27 pF 500v 
FRI-FT8BY-30 30 pF 500v 
FRI-FT8BY-241 240 pF 500v 
FRI-FT8BY-351 350 pF 500v 
FRI-FT8BY-501 500 pF 500v 
FRI-FT8BY-511 510 pF 500v 
FRI-FT8BY-102 1000pF 500v 
FRI-FT8BY-162 1600pF 500v 


Each 10-24 25+ 
$4.50 $4.25 $3.90 


Values cannot be mixed 
for quantity discount. 


Silver/Mica Button 
Capacitors 


+ Button 
~ Bypass Caps 


Silver plated solder in by- 
/pass cap. Base has 1 leg 
and fits 5/16” hole. 500v. 
FRI-FT7BY-101 100 pF 
FRI-FT7BY-501 500 pF 
FRI-FT7BYL-501* 500 pF 
FRI-FT7BY-102 1000pF 
*BYL model has no leg. 


$3 Each $2.50(10+) 


, . Button 
Feedthrus 


LO 


Silver plated feedthru ca- 
pacitor. Base has 3 legs and 
fits 5/16” hole. Solder in. 


FRI-FT7-56 56 pF 400v 
FRI-FT7-75 75 pF 400v | 
FRI-FT7-101 100pF 400v 
FRI-FT7-151 150 pF 400v 
FRI-FT7-201 200 pF 500v 
FRI-FT7-221 220pF 400v 
FRI-FT7-241 240pF 400v 
FRI-FT7-281 280pF 400v | 
FRI-FT7-301 300pF 400v 
FRI-FT7-331 330 pF 400v 
FRI-FT7-361 360pF 400v 
FRI-FT7-751 750 pF 400v 
FRI-FT7-102 1000 pF 300v 
FRI-FT7-102B* 1000 pF 500v 
FRI-FT7-152* 1500 pF 300v 
FRI-FT7-202* 2000 pF 500v 
Each 10-24 25+ 
$3:50/.S3 $2.70 


Values cannot be mixed 
for quantity discount. 


*NOTE: $6 each this 
model. 


es eke a on eb tot + a 


Solder-In™ 
Feed Thru 


1/8” diameter body, post | 
solder terms. 500v. 10a. 


FRI-FT2404-27 
FRI-FT2404-101 
FRI-FT2404-125 
FRI-FT2404-471 
FRI-FT2404-501 500 pF 
FRI-FT2404-102 1000 pF 
Same but 350v 
FRI-FT2404-132 1300 pF 
FRI-FT2404-152 1500 pF 
FRI-FT2404-232 2300 pF 
FRI-FT2404-502 5000 pF 
Each 10-24 254 


$2.50 $2 $1.75 
Values cannot be mixed 
for quantity discount. 


H.D. —aha— 


Feed Thru Caps 


3/16” diameter body, post 
solder terminals. 15 amp. 
FRI-FTH2404-5R6 5.6 pF 1kv 

FRI-FTH2404-8 8 pF 
FRI-FTH2404-10 10 pF 
FRI-FTH2404-125 125 pF 
FRI-FTH2404-201 200 pF 
FRI-FTH2404-132 1300pF 
FRI-FTH2404-202 2000pF 
FRI-FTH2404-242  2400pF 


Each 10-24 25+ 
$3.50 $3 $2.75 


Values cannot be mixed 
for quantity discount. 


27 pF 
100 pF 
125 pF 
470 pF 


1500 pF ° 2kv 


FRI-2404HD-152 1/4” 
diameter body, post solder 
terminals. 20 amp. 


$4 Each $3.25(10+) 


| FRI-FT8L-502 
Fits 3/8” hole. | 


Large 
Button 
Feedthru 


Silver plated solder in by- 


x eer” 
ag? 


Surplus sales Info/Tech, Ant 1 402-346-4750 “onper 


1/8” oar body, hook sol- 
der terminals. 500v, 1kv test 
FRI-FT2404-007-501 500 pF 


FRI-FT2404-007-102 1000pF 
Each 10-24 25+ 
$2.50 $2 $1.75 


1000 pF - 200v 
1/8” diameter body, post 
solder terms. 200v. 10a. 
FRI-FT102-100 1000 pF 

Each 10-24 254 

$2 $1.50 $1.25 

1200 pF 


Feed Thru SN 


FRI-A5723-01A AVX 1/4” 
diameter body, forked sol- 
der terminals. 200v. 
Each 10-24 
$2.50%47 92 


25+ 
$1.75 


1kv 

FRI-FTHD-152_ Fits 3/16” 
hole & has leads for chas- 
sis or in line use. 15 amp. 


$3.50 Each $3(10+) 


1500 pF - 


FRI-1214-001 2700 pF 
feed-thru filter fits 5/32” 
hole. 5 amp. $3 


| legs and fits 5/16” hole. 


or et 


Button 
Bypass Cap 


FRI-FT7BY-135 135 pF 
Silver plated solder in but- 
ton bypass cap. Base has 3 


A00v. 


FRI-FT7BY-511 510 pF 
400v button feedthru 
same as above. 


$3 Each $2.50(10+) 


ty Crea * 
ae San eee ea 


7) 
3 8 


Bypass Caps 


der terminals. 500v. 


FRI-SS5D-2701, 27 OF 
FRI-0160-0489 100 pF 
FRI-5480300-331 330 pF 


COL913-1298-040 470 pF 
FRI-5480300-122 1200 pF 


Each’ 10-24 25+ 


$2.75 $2.50 $2.25 | 


Solder in ee 
Feed ThruCap ~ 
Tusonix style 2450 silver 
plated feedthru caps fit 
3/16” hole. Hook solder 
terminals. 500v. 


FRI-2450-6R8 6.8 pF 
FRI-2450-820 82 pF 
FRI-2450-101 100 pF 
FRI-2450-681 680 pF 
FRI-2450-102 1000 pF 
FRI-2450-122 1200 pF 
FRI-2450-152 1500 pF 
Each 10-24 25+ 
$3.35 $3°) $2.85 


emcee LEO, 
Pi Filter Networks 


Solder in, 1/8” diameter 
body, post solder leads. 10 
amp. 350v. 50Q in/ out. 

FRI-2404-382 3800 pF 
FRI-2404-652 6500 pF 


As above but 3/32” diam- 
eter body, 100v. 
FRI-FT2551-0020 2500 pF 


Each 10-24 25+ 
$4 $3.50 $3.25 


10 pF 
Feed Thru 


FRI-SCI9920-100 Solder 
in feed-thru filter fits 1/8” 
hole. 5amp, 200v. $3 


pass cap. Base has 3 legs | 


and fits 1/2” hole. 500v. 
FRI-FT8L-251 250 pF 
5000pF 
$9 Each $8.50(10+) 


: 4000 pF 
Pi Filter Networks 
| FRI-1204-050 3/16” di- 
ameter body, notched sol- 
der terminals. 500v, 25 


amps, 70 Q in/ out. 
$6 Each $5.50(10+) 


Gold ——@t— 
Feed Thru Cap 
Murata Erie 9900-001 se- 


ries gold plated feed-thru 
filter fit 7/64” hole. 250v. 


FRI-9900-101 100 pF 
FRI-9900-151 150 pF 
$6 Each $5(10+) 


Silver plated bypass caps | a 
fit 3/16” hole. Hook il Ba 


FRIPTA-I52 I 
FRI-51-722-001 1 
Each 10-24 
a3 00 $2. 50 


$225 


Coaxial ; 
Feed Thru © 


Coaxial ceramic cammerer | : 
with plated through cen- 
ter eyelet hole. Fits 1/8” 
circuit board hole. 
FRI-EYE-27 27 pF 500v 
FRI-EYE-471 470pF 400v 
FRI-EYE-102 1000 pF 400v 
FRI-EYE-182 1800 pF 400v 
Each 10-24 25+ 
$2 $1.60 $1.40 


FRI-EYE-102B 1000 pF 500v 
FRI-EYE-502 5000 pF 500v 
Each 25+ 
$3 $2 


1000 pF 

Coaxial 

Feed Thru 
FRI-159-25439-01 1000 
pF, 800v coaxial ceramic 
capacitor with plated 
through center eyelet 


10-24 
$2.50 


hole. Fits 3/16” circuit 
board hole. 
Each 10-24 25+ 
$3 $2.50 $2.25 
2000 pF 


Mini Feed Thru 


FRI-L027-4 2000 pF 100v 
GOLD plated AVX feed-thru 
cap. 1/8” mounting hole. 


9/64” diameter. 
Each 
$5 


10-24 
$4.50 


25+ 
$4 


-—~ capacitors 
FRI-7327-000 Feed-thru 
header has 27 individual 
1500 pF, 25v capacitors. 
Flange is 3/8” x 2-1/2”. 


$18 Each $15(10+) 


( 346-4750 “ORDERS: 800-244-4567 
icito ors: Custom Electronics: | 


Neate ee ota 


hd ie a 


Fax: 402-346- 2939 


Cpr By ae 
Xx 


Capacity Voltage Size info Price 
pal } (dual section) 001 uF 10kv 1-1/8"x 1-7/8" $9 J PLEASE NOTE ————_ 
pat FICMRTA3B24S 005uF = Bkv1-7/16"x2" S28 Poe As 
~(CFT)CMRI A123602 006uF 12kv  1-1/2"x 2-3/4” § 35 High Voltage Capacitors listed on the following pages 
a (CFT)CGRI A4890SP_ Ol0uF 4kv 1-1/4"x2" § 24 Sle v awe ea including small quantity items. 
(CFI)KGRI A4456SP O2uF sky _‘1-1/2"x 2-3/4" § 45 | Youwili not find a broader shelf stock in such a wide variety... 
“ee (CFT)CGRIADB66SP (dualsection) OS uF 3kv 1-3/4”x2-1/4" § 35 en Often we have depth across an entire line but 
a y there are just a few pieces in stock for a particular 
(CFT)CGR1A502503 «=.05uF 5 kv 1-1/ X 2-3/: $ 29 listing. Keep this fact in mind when ordering and offer ae 
(CFI)CGRIA2793SP = .O75uF 10kv 2”x3-1 /2" $ 65 tives or call to check the quantity stocked before ordering. 
~ (CICGRIA202104 «uF =o 2kv—s*1-1/4"x 2” $ 25 
—— (CFTI)CGRIA352104. «uF «= 3.5kv1-1/2"x 2-1/2" 5 30 
—— (CFI)CGRIA3164SP (dual section).1 uF 2.5/4kv 1-3/8"x 2-1/2" $ 39 .01 UF 
(CFI)KGRIAS205SP .2uF = 1.Skv—1-1/2"x2” $ 25 6 kv 
(CFI)CGRIAS370SP.25uF 2.5kv 2" 2-3/4” $335 (CFT)CET1A602103 Custom 
(CFI)KGRIASO79SP .25uF §=3kv—2”x 4” S45 mica. Radial leads. 1-3/4” sq. $18 


003 uF + 25kv 


(CFT)24A253-302B ByCap tubu- 
lar ceramic high voltage cap. 1-1/ 


2”D x10” long. #6 studs. $95 


1.25 uF +» 7.5 kv 


(CFT)160-1234 DEL Electronics 
axial lead high energy capacitor. 
2-5/8” x 3-3/4” x 6-7/8”. $115 


-TuF 5 kvde 
(CFT)CEM3A267SP Custom 


block mica high voltage cap. 10%. 
13/8" 1-3/3” x 3-3/8". $35 


4section 18kv 
.07 uF @ 10kv 
07 uF @ 10kv 
04 UF @ 13kv 
02 uF @ 18kv 

(CFT)221M242  Fabmika 4 

section Cera-mite® epoxy 


encased ceramic capacitor. 3” 
x5"Lx3” high $149 Each 


005 uF 12 kvde 


(CFT)CER2A64SP Custom block 
mica high voltage, high current cap. 
10%. 2-5/8” x 6” x 3/4” high. $85 


(CFT)221M100A — Sprague 
Fabmika 1” diameter, 2-1/2” long. 
High stability capacitor. $25 


6uF 6kvde 


(CFT)CEM3A2095SP Custom block 
mica high voltage cap. 10%. 1-1/4” 
XA-S/4 UR, $135 


3 kv 


TUF & .05 uF 


(CFT)6-42480 2 section Bendix 
mica block capacitor. 11/16” x 
2-1/4” x 2-3/4”. Mount holes on 
bottom, as pictured. $32 Each 


X 


5 uF ¢ 2kv 


Nine vee Axel “Dri Mica” 


lock capacitor. 13/16” x 2-3/8” 


2-1/2” high. $29 


05 uF x 2 
16.5 kvdce 


| (CFT)CEM3A5SP DUAL SECTION 
Custom block mica high volt age cap. 


005 uF 15 kvde 


| 
(CFT)CEM3A153502 Custom 
block mica high voltage cap. 
1- 1/4” x1. 3/8” ‘x3- 3/4 $45 


05uF 2.5kvde 


| Hag hi gh. 
(CFT)EFX503K25-S1 Dearborn 
block mica high voltage capaci- | 


tor. 10% tol. 1”x1”x3-3/8".$32 | 015 uF 40 kvdc 


kvde. 
x 4-5/8” 


$185 


Each section .05 uF @ 16.5 
Hap een mounting base. 4” 


| (CFT)C8720 High Energy flange base 
high voltage cap has stud terminals 


on ends. Flanged base similar to 
| above. 2-3/8” x 6-1/4” x 2-5/8” high. 
| $235 


‘5 uF ¢ 2kv 
CFT)1508705 Mica block ca- 
to 1-3/4” x 3-5/8” x 1-7/8” 


igh. Solder terminals. $29 


1uF « 1kv 
(CFT)520BIG105J Electrocube 
polyethylene terephthalate cap. 


1-1/8” x 4-1/4"L. $15 Each 


06 uF 40 kvde 


| (CFT)21052 High Energy flange base 


high voltage cap has stud terminals 
onends. 3-1/4”x 7” x 3-5/8” H. $265 
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MAXWELL 
High Voltage 
CAPACITORS 
ANCE e 


All Maxwell prices set below factory cost. Further — he F 
discounts may be available for large quantities. _ ab 


Model Capacity Voltage Size Case Price Model Capacity Voltage Size Case Price 
(CFO)39049 130pF 1500kv  2-1/2"x 5" x 21-3/4” P $850.00 (CFO)35207 2.5uF 20kv 4"x6"x29" SP $625.00 
(CFO)31898 0.001 pF 50kv =. 2”x 6"x 10” P $450.00 (CFO)30133 3.08 LF 12kv 4" diameter x 7-1/4"H (used) C $145.00 
(CFO)37431 0.0023LF 80kv = 55"x 7-3/4" x 15” P = $525.00 (CFO)34039 3.5uF 1Okv 3-1/2" diameter x7-1/2"H C $125.00 
(CFO)31899 0.003 uF 50kv = 2-1/4" x 6" x 9-3/4” P = $450.00 (CFO)36158 4uF = 46.2kv  8-1/2"x 14" x 28” WM $700.00 
(CFO)37432 0.0046pF 80kv 4-3/4” x 8" x 7-3/4” P = $495.00 (CFO)32575 8 LF 50kv = 11" x 14" x 36” WM $2200.00 
(CFO)31601 0.005 uF 50kv = 2-1/4” x 6" x 9-3/4” P $450.00 (CFO)33860 8.3,uF 32kv = 7-1/2"x 14"x 32" WM $1200.00 
(CFO)31900 0.0075uF 50kv =—-2-1/8" x 5-3/4" x 15” SP $495.00 (CFO)32552 10,pF  S50kv 8x 17x 36” WM $2000.00 
(CFO)31394 0.0075F 100kv = 2" x 5-1/2" x 15-3/4” SP $625.00 (CFO)36261 12pF  1Okv = 7-1/4"x7-1/4"x 9-1/4" WM $425.00 
(CFO)31797 0.01 pF 75kv == 2-1/4"x 6" x 27-1/2" P = $490.00 (CFO)36126 13pF =610kv ~— 7-1/4" x 7-1/4" x 9-1/4" WM $425.00 
(CFO)37093 0.02uF 45kv = 4-"x6"x 10-1/4" M $425.00 (CFO)30836 1SpF =63.5kv  — 3-3/4"x 4-1/4" x 11-1/2". M $150.00 
(CFO)31901 0.02uF S50kv = 2-"x 5-3/4" 15” SP $625.00 (CFO)36171 1ouF Okv 6-1/4" x 10" x 13-3/4” WM $700.00 
(CFO)35175 0.03 uF GOkv 4"x6"x21" P $395.00 (CFO)36163 20;F  40kv = 7"x20"x 29" WM $800.00 
(CFO)37621 0.035, 30kv = 2-1/2" x 5-1/2" x 6” P = $395.00 (CFO)30834 25 uF  3kv 2" x 3-3/4" x 8-3/4" D $165.00 
(CFO)35212 0.035 pF 50kv 4" 6"x 6-1/2" P = $450.00 (CFO)34034 25,F  6kv 4” diameter x 7-1/2"H C = $195.00 
(CFO)37392 0.037 pF 50kv 4"x 6"x 5-1/2" P = $450.00 (CFO)33916 28uF =30kv—«11"x 14" x 29” WM $1400.00 
(CFO)35215 0.04uF 100kv 2-1/4"x6"x 16" P $735.00 (CFO)30846 32uF =5.5kv = 2"x3-3/4"x7" M $185.00 
(CFO)35225 0.043 F 5SOkv 4"x6"x 14” P $395.00 (CFO)30155 33.2pF 1.4kv 5” diameter x 7-1/2"H C $ 95.00 
(CFO)37017 0.05pF SOkv 4"x6"x 13" P = $375.00 (CFO)38697 35uF = 5.1kv 2-3/4" x 4-3/4" x 7-1/4" M $245.00 
(CFO)31869 O.05uF 75kv = 4"x6"x15-1/4” P $475.00 (CFO)30839 36,F 4.9kv = 2x 3-3/4" x 7-1/2" M $250.00 
(CFO)37321 0.06uF 30ky = 2-1/4”x 5-3/4" 8-1/2"  P $350.00 (CFO)34015 40uF = 3kv 3-1/4" diameter x 7-3/4"H_  C $265.00 
(CFO)35227 0.06pF 40kv 4”x6"x 10-3/4" D $490.00 (CFO)30633 42uF = Skv 2" x 3-3/4" x 7-1/2" M $175.00 
(CFO)37433 0.069 pF 80kv 5" x 7-3/4" x 13-3/4” P = $550.00 (CFO)37186 45uF 1.6kv = 4"x 8" x 8" stainless steel  M-S/S $450.00 
(CFO)36091 0.08pF SOkv 5”x12"x 25" WM $825.00 (CFO)36231 46,F WOkv  8-1/4"x15"x 25-3/4" WM $550.00 
(CFO)31902 O.125 pF 50kv = 2-1/4" x 6" x 28” P = $525.00 (CFO)30659 50puF =44kv = 2-1/2"x3-3/4"x7-1/2"  M $135.00 
(CFO)35211 0.14, 37kv = 4”x6"x 10-1/2" P = $325.00 (CFO)32637 50uF 30kv 12”x 16"x 28” WM $1550.00 
(CFO)37239 O15 pF Sky  4-1/4"x6"x 9-3/4” D $295.00 (CFO)39209 52uF 2kv 3/4" x 4-1/2" x 4" WM $225.00 
(CFO)37398 O15 pF 20kv = 4"x 6-1/4" x 9-3/4” P $350.00 (CFO)30580 54pF  4.2kv = 2-1/2" x 3-3/4" x 7-1/2" M $125.00 
(CFO)35226 O.16pF 45kv 4-1/8" x 6"x 21-3/4" P $550.00 (CFO)30671 75uF 3.5kv 3-3/4"X4-1/4x11-1/2" M $225.00 
(CFO)37407 0.2uF 20kv 4”x6"x10-1/4" P = $365.00 (CFO)33898 90uF 20kv 8"x14"x 30" M $1100.00 
(CFO)31431 0.33 pF 40kv  4"x6"x 10-3/4" P = $395.00 (CFQ)37424 98uF 8=2kv 6" x 13-1/2" x 9-1/2" M-S/S $450.00 
(CFO)34041 O.5pF  I2kv = 2" diameter x 7-1/2"H C $150.00 (CFO)34018 100uF 4kv 6” diameter x 7-1/2"H C $250.00 
(CFO)38689 O.5 uF  20kv  1-3/4"x 3-3/4" x 8-1/2" M $595.00 (CFO)32639 WiSpF 30kv =: 12" 16"x 28” WM $1800.00 
(CFO)35171 O.6uF 25kv — 4-1/4"x 6"x 10-3/4" P $425.00 (CFO)33358 170pF 1Okv = 7-1/2"x 14" x 24" WM $1500.00 
(CFO)35192 O.6uF 30kv = 2-1/4"x6"x 12” SP $375.00 (CFO)30680 185,F 2kv 3-3/4" x 4-1/4" x 11-1/2" M $425.00 
(CFO)31392 O8uF 75kv = 4”x6"x 29" SP $495.00 (CFO)32317 206,F 22kv = 12"x16"x 28” WM $2200.00 
(CFO)35145 O.9uF I2kv 2-3/4"x 3-1/4" x 6” D $195.00 (CFO)32571 207 pF 22kv = 12”x17"x 19" WM $2200.00 
(CFO)39190 1 uF kv 3-1/2" x 6-3/4" x 10-3/4"  M-S/S_ $295.00 (CFO)32634 225,F 22kv — 11-1/4"x 16"x 29” WM $1200.00 
(CF0)39501 1 uF kv 3-3/4" x 4-1/2" x 9-3/4” M $275.00 (CFO)33843 330,F IOkv 7”x14"x 28" WM $1700.00 

33469 1 uF 25kv = 3-1/2" x 5" x 9-1/4" WM $595.00 (CF0)36239 350uF 2kv 6" x 6" x 9" WM $475.00 
(CFO)32565 1.3pF 100kv 11”x18"x 36" WM $1700.00 (CFO)36134 350uF Sky 7" x14" x 24-1/2" WM $1900.00 
(CFO)33651 1.4uF 20kv = 7”x14"x 27" WM $1225.00 (CFO)32586 206/412 pF 22/11 kv (Dual) 12”x 16"x 29" WM $2500.00 
((FO)32642 1.5, 100kv 11"x14"x 32” WM $1750.00 (CFO)36203 460.F  8kv 6-1/2" x 13" x 27" WM $995.00 
(CFO)38688 2 uF 20kv =. 3" x 3-1/2" x 8-3/4" M $625.00 (CFO)36151 S00pF 1.5kv  6"x9-1/2"x 13-1/4" WM $1600.00 
(CFO)39219 2 uF 20kv = 3-1/2" x 10-3/4" x 11-1/4" M-S/S $825.00 (CFO)32162 700pF 3.2kv = 12"x14"x27" WM $1800.00 


WM - Welded Metal Largest of our 


Maxwell selection, the welded metal cans 
have two terminal variations. Two isolated 
terminals as shown and the lowest induc- 
tance models with single terminal case 
ground. Allow for extra weight in your de- 
sign. These beauties are heavy duty! 


P - Plastic Case single 


ended capacitors with compact 


e- mail: grinnell@surplussales.com Fax: 402-346-2939 


M _- Metal Case caps have 


drawn metal can, double roll 
seams. High capacity / voltage 
ratio in small package. 


D _ Double Ended Plastic Case 


capacitors have terminals on opposing ends. 
Plastic compact case designed for extremely 
low inductance, fast rise time applications. 


Ga Cylindrical Metal 


| ; anitaree witli ligt 
design for extremely low induc- fi) Ml-S/S - stainless Steel Metal Case apeeeohact Ox syviin Ligh 
Bama rath isc umetapplicn weight, unique design just 
seer ae capacitors are impervious to harsh enviroments. right for compact applications. 
Healing Co uy te ee @ Terminal on each end. Valve allows access to cavity. Terminals on top end. 

and “rf” enviroments. 


Quantity Discounts Available 
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Maxwell High Voltage Products: Switches, Power Supplies, Dei : 


MAXWELL 
Power Supply Controller 
(PS)65064 A quality Maxwell high voltage dc 


controller designed for use in pulse power 
systems with high noise levels. Only 5 avail- 


able, new in the box with manuals. $1500 


(PS)65064-TC Top cover for 65064 $35 
(PS)65064-BC Bottom cover for 65064 $45 


MAXWELL 
High Voltage 
Spark Gap Switches 


Maxwell spark gap switches for a Age 
switching like Marx generators, EMP and 
current injectors, pulse forming networks, la 
sustainers, flash lamp drivers, e-beam pumping, 7 
vices and many other research and industrial uses. We 
different switches on hand at substantial savings over normal pricing. ¥ o¢ 5 


ORDERS: 800-244-4567 


ail “eray fest ating de Fe 
have limited numbers of 


(SWZ)40280 An IRR/SC trigger device, this switch has a maximum Le transfer of 


MAXWELL 


Delay Generator Modules 


Modular design of the Model 40150 allows up to seven 
variable delay modules or trigger channels to plug into 
mainframe. Modules can be cascaded. Trigger input: +10v, 
Sync output: +10v, Trigger output: 500v. We have only 
limited quantities of three models on hand at reduced prices. 


(EQPMAX)40150C 10-100 uS Delay Module 


(EQPMAX)40150G 1-10 uS Delay Module 


(EQPMAX)40150H 100-1000 uS Delay Module 


(ICR)56180 High 
voltage plastic 
bushing. Spares 
from the manu- 
facturing of 
Maxwell’s 70 kv 
oil capacitors. 4” 


$245 dia. male thread on bot- 
$265 tom, 3/4” center hole, 6-1/2” 
$225 total diameter. 


.OC, is rated from 20-60 kv @ 50kA peak current and has <40nH inductance. 


(SWZ)40265 A Field Distortion trigger device, this switch has a maximum charge transfer 
of .15C, is rated from 25-100 kv @ 100KA peak current, 


$10 Each 


$500 


<40nH inductance. $250 


| MAXWELL 
4nverter Assemblys 


(PS)97954-502 408v, $300 
(PS)96088-848 $300 


Help! We've got 75 tons of dielectric films and papers. Bale us out & save. 


MAXWELL K-Film 
(RPS)P-20 High quality Kapton Mylar film. 
l6um thick, 150mm wide, 1000m rolls. 101 


rolls available. 10 lbs/roll 


(RPS)G-20-92 Toray Polyester film type G- 
20. 8um thick, 92mm wide, 3350m rolls. 44 
rolls ava. 7.4 lbs/roll 823-201000-803-821$50/roll 
(RPS)F32-6 
35 rolls Wailabl e€. 823-192003-206- 


251 $50/ roll 


(RPS)F28-9.75 Polyester film, 28 ga, 9.75”w, 
14 rolls available. 823-191000-709-751 $65/ roll 


25 Polyester film, 32 ga, 6.25”w, 


16 rolls available. 823-202003-203-001 


(RPS)F9-6.25 Polyester film, 8um, 6.25”w, 
11 rolls available. 825-112002-006-251 $40/ roll 


(RPS)F32-3 Dupont Mylar film, 32 ga, 3”w, 
$30/ roll 


| (RPS)F10.1-6.25 Polyester film, 10.1um, 


| 6.25’w, 10 rolls available. $40/ roll 
| (RPS)F70-5 Polyester film, 70 ga, 5”w, 32 
_ rolls available. 825-192007-005-002 $50/ roll 


$75 per roll | 


(RPS)F70-6.25 GE Poly film, 70 ga, 6.25”w, 
3500 long. 12 rolls available. $60/ roll 


| (RPS)MF92-12  Metalized polyester film, 92 


ga, 12”w, 1 roll available. $200/ roll 


(RPS)F24-9.25 Polyester film, 24 ga, 9.25”w, | 


7 rolls available. $50/ roll 
(RPS)F80-6.62 Polyester film, 80 ga, 6.62”w, 
6 rolls able $50/ roll 


1 side 


Aluminum Metallic 
- film is used in making 
capacitors. Conductive 
film one side, dielectric 
on back. 


| (RPS)MF8. 150 Foil film, 8um, 150 mm, 8 
| rolls available. 825-092083-024-000 


$90/ roll 


(RPS)F80-6.63 Polyester film, 80 ga, 6.63”w, | (RPS)MF7-150 Foil film, 7um, 150 mm, 30 


8 rolls available. 


$50/ roll | rolls available. 


K001068346 $80/ roll 


MAXWELL 
Brown 
Kraft 
Dielectric Papers 


(RPS)P8-21.5 8 ga, 21.5”w, 16 rolls ava. $35/ 
(RPS)P9-21.5 9 ga, 21.5”w, 16 rolls ava. $35/ 
(RPS)P9-25.25 9 ga, 25.25’w, 27 rollsava $35/ 
(RPS)P10-25.25 10ga, 25.25”w, 105 rolls $30/ 
(RPS)P10-25.31 10ga, 25-5/16”w, 110 rolls $30/ 
(RPS)P11-25 11 ga, 25”w, 139 rolls available, 

part # 825-131001-125-001 $30/ roll 
(RPS)P11-25.25 11 ga, 25.25”w, 154 rolls avail 

able, part # 825-131001-125-001 $30/ roll 
(RPS)P25-6 25ga, 6”w, 32 rolls $25/ roll 
(RPS)P20-6.25 20 ga, 6.25”w, 40 rolls available, 

part # 825-112002-006-251 $25/ roll 
(RPS)P25-6.25 25 ga, 6.25”w, 203 rolls avail 

able, part # 825-112002-506-251 $25/ roll 


(RPS)P25-9.25 25ga, 9.25"w, 14 rolls $35/ 
(RPS)P30-6.25 30ga, 6.25”w, lrolls  $40/ 
(RPS)P30-9.75 30ga, 9.75”w, 22 rolls $35/ 


(RPS)P40-22 40 ga, 22”w, 43 rolls available, 

part # 825-112004-022-001 $45/ roll 
(RPS)P60-22.5 60ga, 25.25”w, 76 rolls $50/ 
(RPS)P65-22 65ga, 22”w, 36 rolls $50/roll 


(CFO)0000R00107.A .001 mF 7kvdc. 
1” x 1-3/4” x 1-3/8”H. Grounded body. 
Bypass style. BYCAP part# 4B702-102A. 
Each 3-12 13+ 
$24 = $21 $19 


.1 UF 
~ 15 kvde 


-(CFO)0000R10015.A 
.lmF 15kvdc. 1-3/4” x 
3-3/4” x 7°H. Plastic 
Capacitor LK150- 
104ND. 


Each 3-5 6+ 
$165 $159 $154 


.2 UF 
10 kvde 


(CFO)0000R20010.A | 
.2mF 10kvdc. 2-1/4” 

x 4” x 6-7/8”H. GE 
26F433. Mounting 
feet. Contains Pyranol. 


Each 3-5 619 20+ 

$99 $92 $87 $79 
5 UF z 

5 kvde 


(CFO)0000R5005.B 
5 mF 5kvde 2-1/4” 
x 3-3/4” x 6”H. Made 


by Sprague and High 
Energy Corp. Part # 
CQ72E1GN504K3. 
Each 3-5 6-19 20+ 
$59 $55 $53 $49 


me 


| ~ (@oyo000ROOIO7 A 
—(CFO)0000R00325.A . 
_ (CFP)CP69B1EG103K 
-(CFO)0000R01006.A 


(CFO)0000R01912.A 
(CFO)0000R03010.A 
(CFO)0000R04040.A 
(CFO)0000R050.6.A 
(CFO)0000R05001.A 
(CFO)0000R05007.A 
(CFO)0000R05010.A 
(CFO)0000R05010.8 
(CFO)0000R05014.A 
(CFO)0000R07516.A 
(CFO)0000R100.6.A 
(CFO)0000R10001.A 


(CFO)0000R10001.B . 
(CFO)OO00R10005.A . 
(CFO)0000R10005.B . 
(CFO)0000R10005.C . 
(CFO)O000R10007.A . 
(CFO)O000R10008.A . 
(CFO)O000R10008.B . 
(CFO)OO00RI0010.A . 


(CFO)0000R10010.8 


(CFO)OOOORIO012.A . 
(CFO)O000R10012.8 . 
(CFO)O000R10015.A . 
(CFO)O000R10020.A . 
(CFO)0000R15004.A . 
(CFO)0000R20007.A . 
(CFO)O000R20010.A . 
(CFO)O000R250.6.A . 


(CFO)0000R251.5.A 
(CFO)0000R25002.A 
(CF0)0000R2502.B 


(CFO)0000R25003.A 
(CFO)0000R25004.A 
(CFO)0000R25005.A 


(CFO)OOOORZ5010.A . 


(CFO)0000R350.6.A 
(CFO)0000R50001.A 
(CFO)0000R501.5.A 
(CFO)0000R501.5.8 
(CFO)0000R502.5.A 
(CFO)0000R50004.A 
(CFO)O000R50005.A 
(CFO)0000R50005.B 
(CFO)0000R50005.C 
(CFO)0000R50.40.A 
(CFO)0000R50007.A 
(CFO)0000R50010.A 
(CFO)0000R50012.8 
(CFO)0000R50012.A 
(CFO)0000R50015.A 
(CFO)0000R50020.A 
(CFO)0000R50040.A 
(CFO)0000R60.09.A 


05 pF (dual) 600 v 
05 uF (dual) 1 kv 


25 uF (dual) 2 kv 
25 uF (triple) 2 kv 
(CFO)O000R2502.5A . 


6 LF (triple) 90 vac 


apace: hein at Size / Case Lede 
O01 uF. 7kv 1x 1-3/4" x 2-3/8” 
003uf = 25kv — 1-1/2" Diameter x 9-1/2"L 
Olu ol ky 1/2" x 2-1/2" x 1-5/8" 
Olu 6k 1" x 1-3/4" x 3-3/8" 
O193uF ««W2kv 1-3/4" x 3-3/4" x 4-5/8" 
03 LF 1Okv = 1"x 1-3/4" x 4-1/2" 

04 LF 40kv —- 9-5/8" x 9-5/8" x 19” 


5/8" x 2-1/2" x 1-3/4" 
1/2" x 2-1/2" x 1-5/8" 


05 LF Tkv 1-1/4" 3-3/4" x 5” 

05 LF 1Okv 1-1/4" x 4-3/4” x 5-3/4” 
05 pF (dual) 1Okv =—-1-3/4" x 3-3/4" x 5-1/2" 
05 LF kv 4-3/4" x 5-5/8" x 7-1/2" 
0O75uF = 6 kv ~—s1-1/4"x 3-3/4" x 7-3/4" 
| LF 600v =—-:1/2"x 1-3/8” x 4-3/8” 
uF 1 kv 1" x 1-7/8" x 2-1/4" 

1 LF Lkv 1" x 1-3/4" x 2-1/4" 

1 uF 5 kv 1-1/4" x 2-3/8" x 4” 

1 uF 5 kv 2-1/4" x 3-3/4” x 5-1/8" 
1 uF 5 kv 2-1/4" x 3-3/4" x 3-7/8" 
1 uF 7.5kv 2-1/4" x 3-3/4" x 6-1/4" 
1 uF 8 kv 1-1/4" x 2-1/2" x 5-1/2" 
1 uF 8 kv 1-1/4" x 3-3/4" x 4-1/2" 
1 uF 10kv 1-3/4” x 3-3/4” x 6-1/2” 
TB WOkv 2-1/2" x 3-3/4" x 5-5/8" 
1 uF 12.5kv 2-1/4" x 3-3/4" x 5-1/2" 
1 LF 125kv 2-1/4" x 3-3/4” x 5-1/4" 
Iu Sky 1-3/4"x 3-3/4" x7" 
IF kv 33/4" 4-5/8" x 8-3/4" 
15 uF 4kvde 1.3kvac 2-1/4” x 3-3/4” x 5-1/4" 
2 LF T.5kv 1-1/4" x 2-1/2. x5-1/2" 
2 UF 1Okv = 2-1/4" x 4" x 6-7/8" 

25 LF 600 v 11/16" x 1-1/4" x2-3/4" 
25 uF 15kv — 1-1/8"x 1-7/8" x 2-1/4" 


1" x 1-3/4" x 3-3/8” 
1-1/4" x 2-1/2" x 3-3/4" 


25 LF 25kv 1-1/4" x 2-1/2" x 3-3/4" 
25 UF 3 kv 1-1/4" x 2-1/2" x 3-1/4" 
25 uF 4ky 2-1/4" x 3-3/4" x 5-1/4" 
25 uF 5 kv 1” x 1-3/4" x 4" 

25 uF 10 kv 1-3/4” x 3-3/4" x 5-3/4" 
35 LF 600v = 9/16" x 2-1/2” x2-5/8” 
5 LF 1 kv 11/16” x 1-5/16” x 2-1/2" 
5 uF (dual) 1.5kv 1-1/4" x 2-1/2" x 3-1/4” 
Sue Sky Vx 1-7/8" 2-5/8" 

5 uF 25kv 1-1/4" x 2-1/2" x 4-5/8" 
5 uF 4ky 1-1/4" x 2" x 4-1/4" 
LF 5 kv 1-1/4" x 2-1/2" x 6-1/8" 
LF 5 kv 2-1/4" x 3-3/4” x 6" 


SUF Skvde / 1600vac 2-1/4” x 3-3/4" x 5-1/2" 
SuF/.1 ué(dual) 6 kv 


3-1/2" x 3-5/8” x 6" 


Sue Sky 3-3/4" x 4-1/2 x 6-1/2" 
Sif WOkv—«1-1/4"x 3-1/4" x 8-1/2" 
Sub WDkv —3-3/4"x 4-1/2" x 6-1/2” 
Sif 1D5kv 3-3/4" x 4-1/2.x 8" 
Sif Sky "x 3-3/4 x 6-1/2" 

Sif 20kv —-3-3/4x 4-1/2 x 10-3/4" 
Sif 40kv 4-7/8" x 11-3/4x 5-3/4" 


1-3/4" x 2-1/2" x 3-1/2" 
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Hak Price 

~~ By Cap 4B702-102A § 24.00 
By Cap 24253-3028 § 35.00 
Sprague CP69B1EG103K1 $ 19.00 
Sprague Vitamin Q 305-1663 $ 39.00 
HEC (S385/M $ 95.00 
Sprague Vitamin Q P51139 $ 95.00 


Westinghouse 17F338, 10ppm PCB $125.00 


Sprague CP67B4EF503 $ 15.00 
Sprague CP69B4FG503V1 $ 20.00 
Plastic Capacitor HC70-503 $ 95.00 
HEC 21052 P52445 $125.00 
Sprague VitQ $235-1234P1 $ 85.00 
Cond. Products LSCI4MO05ES $225.00 
Sprague 25P17 $245.00 


Western Electric D161553 low noise $ 10.00 


Sprague (Q72E1FG104K1 $ 35.00 
Sangamo (P72E1EG104K1 $ 30.00 
Sangamo 702012-1604 $ 95.00 
GE 47F176 § 75.00 
Sangamo CP72E1EN104K1 $ 95.00 
HEC CQ72D1FR104K3 $121.00 
Cond. Products AOC8MO1ES $110.00 
Cond. Products KMOC8MOTES $110.00 
Sprague Vitamin Q P50038 $110.00 
Sangamo 823410 $105.00 
Sprague 271P286 $139.00 
GE 23F434 Pyranol (PCB) $ 59.00 
Plastic Capacitor LK150-104ND $165.00 
GE 24F717/28F248 Pyranol $ 79.00 
GE 26F386 Pyranol $ 35.00 
Plastic Capacitor OE75-204A $135.00 
GE 26F433 Pyranol $ 99.00 
720555-63 $ 5.00 
Sprague VitaminQ 271P172 $ 19.00 
Cond. Products AOC-DM-23 $ 25.00 


Sprague VitQ 03130721 3 section $ 25.00 


Sprague Vitamin Q $ 27.00 
(SI 3F21403 $ 35.00 
HEC/Sprague CQ72E1FM254K3 $ 49.00 
Plastic Capacitor LK50-254 $ 55.00 
Plastic Capacitor LK100-254 $125.00 
Kearfott CP69B1EF354V $ 9.00 
Potter 1117-5021 $ 15.00 
Sprague P52573 $ 22.00 
Chicago Cond. CQ72B1EH504K1 $ 20.00 
Chicago Cond. CQ72E1FK504K1 $ 25.00 
GE 26F7553 $ 55.00 
Plastic Capacitor LK50-504 $ 65.00 
HEC/Sprague (Q72E1GN504K3 $ 59.00 
CDE TSONP5 $ 59.00 
Dual section ByCap 2B602-205A S$ 85.00 
HEC/Sprague CQ72D1GR504K3 $110.00 
CDE TKC113 $135.00 
HEC (C125 $185.00 
2E1 23-5048 $165.00 


CS! 15W1047T High discharge rate $185.00 
Plastic LK200-504ND Energy Stor. $385.00 
(SI! 45W320 High discharge rate $550.00 
Delta connected CDE 1C3 section $ 5.00 
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Surplus sales 
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Capacity Voltage 


ane 5.A 


~ (CFO)0000R90015.A 


(CFO)0001R000.2.A 
(CFO)0001R00.33.A 
(CFO)0001R00.37.A 
(CFO)0001R000.4.A 
(CFO)0001R000.5.A 
(CFO)0001R000.6.A 
(CFO)0001R000.6.B 
(CFO)0001R00001.A 


(CFO)0001R00002.A. 


(CFO)0001R00002.8 
(CFO)0001R00002.C 
(CF0)0001R00002.D 
(CFO)0001R002.5.A 
(CFO)0001R002.5.B 
(CFO)0001R00003.A 
(CFO)0001R00003.B 
(CFO)0001R00004.A 
(CFO)0001R00004.B 
(CFO)0001R00005.A 
(CFO)0001RC0008.A 
(CFO)0001R00010.A 
(CFO)0001R40015.A 
(CFO)0001R50.33.A 
(CFO)0001R50.66.A 
(CFO)0001R60.44.A 
(CFO)0002R00.41.A 
(CFO)0002R00001.A 
(CFO)0002R0001.5.A 
(CFO)0002R00002.8 
(CFO)0002R002.5.A 
(CFO)0002R002.5.B 
(CFO)0002R00004.A 
(CFO)0002R00004.8 
(CFO)0002R00005.A 
(CFO)0002R00005.8 
(CFO)0002R0007.5A 
(CFO)0002R0007.58 
(CFO)0002R00008.A 
(CFO)0002R10.24.A 
(CF0)0002R34043.A 
(CFO)0002R4540.0A 
(CFO)0002R50.66.A 
(CFO)0003R00.33.A 
(CFO)0003R00.37.A 
(CFO)0003R00002.A 
(CFO)0003R00005.A 
(€F0)0003R50.37.A 
(CFO)0003R50.44.A 
(CF0)0003R501.6.A 
(CFO)0003R70.33.A 
(CFO)0003R75.33.A 
(CFO)0004R000.05A 
(CF0)0004R00.12.A 
(CFO)0004R00.22.A 
(CF0)0004R00.22.8 
(CFO)0004R00.22.C 
(CF0)0004R00.33.A 
(CFO)0004R00.33.8 
(€FO)0004R00.37.A 
(CFO)0004R00.60.A 


6iF = 25kv 
OF 1Okv / 15kv 
1 LF 200 vde 
1 330 vac 
1 LF 370 vac 
1 uF 400 vde 
1 uF 500 vdc 
lu 600 vde 
1 LF 600vdc/350 vac 
1 LF 1 kv 
1 2kv 

1 uF 2kv/ 800 vac 
1 2 kv 

1 LF 2 kv 

1 uF 2.5 kv 
1 LF 2.5 kv 
1 uF 3 kv 

1 LF 3 kv 

1 LF 4ky 

1 uF 4ky 

1 LF 5 ky 

1 LF 8 kv 

1 uF 10 kv 

1 uF 15 kv 
1.5 uF 330 vac 
1.5 uF 660 vac 
1.6 LF 440 vac 
2 LF 410 vac 
2 uF 1 kv pk 
2 uF 1.5 kv 
2UF 2 kv 

2 uF 2.5 kv 
2 uF 2.5 kv 
2 LF 4 ky 

2 uF 4 ky 

2 LF 5 ky 

2 uF 5 ky 

2 LF 7.5 kv 
2 LF 7.5 kv 
2 uF 8 ky 
2.1 UF 240 vac 
2.34uF = 43kv 
2.45 LF 40000 vde 
2.5 uF 660 vac 
3 uF 330 vac 
3 LF 370 vac 
3 LF 2 kv 

3 LF 5 kv 
3.5 UF 370 vac 
3.5 UF 440 vac 
3.5 LF 1600 v 
3.7 uF 330 vac 
3.75 uF = 330 vac 
4 uF 50 vde 
4 uf 125 vac 
4 uF 220 vac 
4 uF 220 vac 
4uF 220 vac 
4 uF 330 vac 
4 uF 330 vac 
4 uF 370 vac 
4 uF 600 vdc 


Deh Te. aaa ae 
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‘tt CAPACITORS High Voltage, Motor Start, DC, tees 


Size / Case info 
1-3/4” x 1-3/4 x 4-3/4" 
3-1/2" x 4-1/2" x 11" 
1-1/4" x 3/4" x 2-1/2" 
Oval, QD spade terminals 
1"x 1-7/8" x 2" oval 
1-1/4" x 9/16" x 2-1/2” 
3/4” x 1-1/4" x 2-1/4" 
1"x 1-7/8" x 2-1/2” oval 
1-1/8" x 1-7/8" x 2-1/2" 
lx 1-7/ "y 3” 

1-1/4" x 3-3/4" x 5” 
1-1/4" x 2-1/16" x 4-1/4” 
1-1/4" x 2-1/2" x 4” 
1" x 1-3/4” x 4-1/2" 
1-3/16" x 2-1/2" x 4-1/4” 
1-3/4" x 3-3/4” x 4-3/4” 
1-1/4" x 2-1/16" x 3-5/8” 
1-1/4” x 3-3/4” x 5-3/4" 
2-1/4" x 3-3/4” x 6-1/2" 
1-1/4" x 2-1/2" x 5” 
2-1/4" x 3-3/4" x 5-1/4" 
2-3/4" x 3-3/4” x 5-3/4" 
3-3/4” x 4-5/8” x 10-5/8” 
4" x 8" x 7-3/4" 
2" diameter x 2-5/8”H 
1-1/4" x 2-1/8" x 2-1/2" 
1" x 1-3/4 x 5” 
1-1/4" x 2-1/4" x 2-1/2" 
1-1/2" x 2-1/4" x 6" 
1-1/4" x 2-1/2" x 4-1/2" 
1-1/8" x 2-3/4” x 4-3/8” 
1-3/4” x 3-3/4” x 3-5/8” 
1-1/4” x 2-1/8” x 4-3/4” 
1-3/4” x 2-3/4" x 4-7/8" 
2-1/4" x 3-3/4” x 7-1/4" 
3” x 3-3/4” x 6-1/2" 
1-3/4" x 3-3/4” x 6” 
3-3/4" x 4-5/8" x 5-7/8” 
ese Ky 
4” 5"x 9" 
1-3/4” diameter x 3”H 
5-3/4" x 31” x 28H 
6”x 13-1/2"x 23" 
3-1/4" x 3-3/4” x 5-1/2" 
2" diameter x 3”H 
1-1/4" x 2-1/8" x 2-1/2" 
1-1/4" x 3-3/4" x 5-1/2" 
3-1/4" x 4-1/2" x 4-1/2" 
1-1/4" x 2-1/8” x 2-3/4” 
1-5/16" x 2-3/16” x 2-3/8” 
2-1/4" x 3-3/4" x 5” 
2-1/8" diameter x 3-1/2"H 
2” diameter x 3-1/2”H 
1" x 1-3/4" x 2-1/2"H 
1-1/4" x 2-1/2" x 5-1/4" 
1-1/4" x 2-1/2" x 3-3/8" 
1-1/4" x 2-1/2" x 3-1/2" 
3-3/4" x 4-1/2" x 4-1/2" 
1-1/4" x 2-1/8" x 2-1/2” 
1-1/4" x 2-1/8” x 2-1/2" 
1-1/4” x 2-1/8" x 2-5/8" 
1-1/4" x 2-1/2" x 3-5/8” 


oa Remmr es Sess Sieg ACPO yl oy 
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Notes 
Sprague P195133 


ORDERS: (800-244-4567, 


Price 


—§ 20.00 


Dual Capacitor, CS! 25W762TN $175.00 


Aerovox 216M-P16M665 
Aerovox P5063301E21 


$ 5.00 
$ 3.50 


CDE KGDX3010 solder clip on terminals$ 4.00 


Sprague CP91B1FET05K1 Tant. 
Chenelec P7767437 w/ bracket 


S 14.00 
S 6.00 


GE 23F1008G2 solder clip on terminals $ 5.00 


GE 23F648 

CDE TIOWIN or CS! 1F20301 
HEC/Sprague CQ72E1KJ105K3 
Sprague 366P105X9800A33NX 
Aerovox P07D2001Y21 
Dearborn CMLE105M20 
VJET05M25 

(Q72E1FK105K3 

GE 26F7528 

(S!- 3W914 

HEC (Q72E1GM105K3 

Plastic Capacitor LK40-105-20 
Sangamo 702012-5301 
Plastic Capacitor LN80-105B 


$ 5.00 
$ 17.00 
$ 29.00 
$ 19.00 
$ 22.00 
$ 21.00 
$ 25.00 
$ 35.00 
$ 41.00 
$ 47.00 
$ 52.00 
$ 59.00 
S$ 59.00 
$ 95.00 


(S! 10F28914 High discharge rate$189.00 


GE 30F1445 


$215.00 


Industrial Cond. Corp. w/ bracket $ 6.00 


Mallory 32BB66015 
Sangamo 823258 
oval GE 45F270FB 
GE 97F8614FC 
Sprague VitQ P52357 
Chicago Cond. 103-C-5 
Sprague P195124 

GE 26F7519 

Plastic LK40-205Y 
Sprague P52649 
Sprague (Q72EIGN205K3 
Plastic LK50-205YN 

HEC (C563 

Guideman 8964 

Condenser Prod. KMOC8M2ES 
Mallory 21DB2402L round 
HEC (E338 

GE 30F1485, 2.1 gallon 
Aerovox P68M6602Y 
Mallory RPN3303 round 
oval CDE KKN37P305QP1 
P4990] 

FC] KBE2-50-3M . 
Aerovox P150F3703.5 

GE 2116027 

72026-504 

(SI 946658T 3% 

No PCB 

Plastic Capacitor LDO5-405A 
GE 26F636 

Sprague VitQ P52284B 
Sangamo 7522-4.R 

Aerovox P103F509 

CDE 33P405Q-AX 

Sprague 500P33004KA2 oval 


10 KHz 


$ 8.00 
$ 6.00 
$ 10.00 
$ 39.00 
$ 30.00 
$ 25.00 
$ 38.00 
$ 41.00 
$ 78.00 
$ 65.00 
$ 75.00 
$ 95.00 
$169.00 
$100.00 
$100.00 
S 9.00 
$650.00 
$450.00 
S$ 16.00 
$ 8.00 
$ 6.00 
$ 39.00 
$ 85.00 
$ 15.00 
$ 18.00 
$ 35.00 
$ 15.00 
S$ 16.00 
$ 15.00 
$ 5.00 
S 5.00 
S 7.00 
$ 7.00 
$ 9.00 
$ 13.00 


GE 21L3004FA / Spr 520P40SX $ 11.00 
Chicago Cond. CQ72B1EF405K3 $ 12.00 


TOE rm 


800 vac 
(CFO)0001R00002.B re 
1mF 2 kvdc or 800 vac. 1- 1/4 x 2- ie 
x 4-1/4"H. Sprague ECCOL 366P105- 
X9800A33NX. Large quantity available. 


Each 3-5 619 20-49 50+. 
$19 $17 $15 $13 $10. 
1 uF 
4 kvdc 
(CFO)0001R00004.A 


lmF 4kvde 2-1/4” x 
3-3/4” x 6-1/2”H. HEC 
21052 CQ72E1GM -} 
105K3. + 10%. 

Each 3-9 
$52 $48 


10+ 
$44 


Dual 
-5SUF 6kv 
- TULF 6kv 


(CFO)0000R50.40.A 
2 section high voltage 
capacitor, .5 uF and .1uF both @ 6kv. 3- 
1/2” x 3-5/8” x 6”. BYCAP 2B602-205A. 
Common terminal above ground. 


Each 3-9 10+ 

$85 $80 $75 
.0193 UF 
12 kvdc 
(CFO)0000R01912.A 


0193 mF 12kvde 1-3/§ 
4” x 3-3/4” x 4-5/8”H. * 
HEC 21052 CS385. 

$95 Each 3-9 $90 


2 uF 1500vdc 


(CFO)0002R0001.5.A 2 mF 


1500vde. 1-1/4” x 2-1/2” x 4-1/2” | 
$30 Each 3-9 $27 10+ $24} 


10+ $85 


Ree se eA eae vanes poe 


Lie : 


2 Fidide. [8 800 vac 
(( 0)0005R00002.A 5 mF | 
: 00 vac. 1-7/8” x 
2-7/8” x 6H. Sprague. 
_ ECCOL 366P505X9800C- 
53PX. #10 stud terminals. 
_ Large quantity available. — 


Each 3-5 619 20-49 50+ 
oie ol8 $17. $15 $13 
5 
, 1 WF 

8 kvde 
(CFO)0001R00008.A 


~1mF 8kvdc. 2-3/4”x 
3-3/4” x 5-3/42”H 
Plastic Capacitor 
LN80-105B. Rectan 
gular phenolic, non’ 
conductive case. Base 
mounted w/ 4 tapped 
holes. #8 stud termi- 


Bate Each 3-9 
$95 $90 


10+ 
$85 


4 uF 
1 kvde 


(CFO)0004R00001.A 4 | 
mF lkvde 2-1/8’diam- | 
eter x 4-3/4”H. CSI | 
1F611TP. : 
Each 
$49 


(CFO)0001R00.37.A 
1 mF 370 vac. 1” x 1-7/ 
8” x 2”H oval. Spade clips. 
CDE KGDX3010. : 
Each 5-19 20+ 
$4 $3.75 $3.50 


4uF 330 vac . 
(CFO)0004R00.33.8 a 


4 mF 330 vac. 1-1/4” x @ 
2-1/8” x 2-1/2”H oval. @ 


1048 
$40 


3-9 
$45 


Spade clips. Sprague 500 ' 
Each 5-19 20+ § 
$13 $12 $10 
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(CFO)0010R0001.5C 
(CFO)0010R0002.5A 
(CFO)0011R0015.0A 
(CFO)0012R0.115.A 
(CFO)0012R000.6.A 


Po pee as. 
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' | { PACITORS High Voltage, Motor Start, DC, AC (metal can) 


Size / Case info 
1-1/4" x 2-1/2" x 4-1/4" 
1-7/8” x 2-7/8" x 4” 

1-1/4” x 2-1/8” x 3-5/8” 
2-1/8” diameter x 4-3/4”H 
1-1/4" x 3-3/4" x 4-1/4" 
1-1/4" x 2-1/2" x 4-3/4" 
2" Diameter x 5-1/2’L 
1-1/4” x 3-3/4" x 5-3/8” 
1"x 3-1/2" x 5-1/2" 

1-1/4” x 3-3/4" x 5” 
3-1/2" x 4-1/2" x 5-3/4" 
2" x 3-1/2" x 8-3/8” 
3-1/2" x 4-3/4" x 11” 
2-1/2" x 3-3/4" x7" 

3” x 3-3/4" x 6" 

4” x 13-1/2" x 15-1/4” 

2" diameter x 3-1/2”"H 
1-1/4" x 2" x 3-1/2" oval 
1-1/4" x 2” x 3” oval, QD 
1-1/4" x 2" x 5-1/4" 

1"x 2" x 4" oval, spade clips 
1-7/8” x 2-7/8" x 4” oval, 


551-720vac 1-1/2” x 2-5/8” x 4” oval, 


1-7/8" x 2-7/8" x 6" 


2” diameter x 2-1/2"H, bracket 


1"x 2" x 4” oval, spade clips 
1"x 2" x 3-1/2" oval 

1"x 1-3/4" x 4” 

1-3/4" x 3" x 4-1/2", oval 
2-1/8" x 3-1/2" x 5-1/2" 
1" x 3-1/2" x 4” 

2-1/2" x 3-3/4" x 5" 
3-1/4" x 3-3/4" x 5” 

3” x 3" x 5-1/2" 

3-1/2" x 4-1/2" x 7-1/2" 
2-1/4" x 3-3/4" x 4-1/2" 
3-1/2" x 4-1/2" x 8" 

4" x 13-1/2" x 11" 
3-3/4" x 2-1/2" x 5-1/2" 
1-1/4" x 2" x 4-1/4", oval 
1-1/4" x 2-1/8” x 3-1/8" 
2-1/4" x 3” x 3-3/4" 
1-3/4" x 2-3/4" x 6" 
1-3/4" x 3-3/4” x 6” 
1-7/8" x 2-7/8" x 5-1/4" 


8 uF 660 vac /1500vde 3-3/4” x 4-1/2 x 4-7/8" 


Model Capacity Voltage 
(CFO)0004R00.60.C 4 uF 600 vde 
(CFO)0004R00.66.A 4 uF 660 vac 
(CFO)0004R00.66.8 4 uF 660 vac 
(CFO)OOO4ROOOI.A 4uk = T kv 
(CFO)O004R0001.B 4if  —Tkv 

(CFO)O004R0001.C = 4.F 1kv / 440vac 
(CFO)0004R00001.E 4uF Tkv 
(CFO)O004RO01.5A 4 uF 1.5 kv 
(CFO)0004R001.5B 4 uF 1.5 kv 
(CFO)0004R00002.A 4 LF 2kv 
(CFO)0004R00003.A 4 LF 3 kv 
(CFO)0004R003.5.A 4 uF 3500vdc/950vac 
(CFO)0004R00004.A 4 uF 4ky 
(CFO)0004R00005.A 4 uF 5 kv 
(CFO)0004R00005.B 4 uF 5 kv 
(CFO)0004R7020.0A 4.7 uF 20000 vdc 
(CFO)0005R00.22.A 5 uF 220 vac 
(CFO)0005R00.33.A 5 uF 330 vac 
(CFO)0005R00.37.A 5 uF 370 vac 
(CFO)0005R00.60.A 5SuF 600vdc/440 vac 
(CFO)0005R00.66.4 5 uF 660 vac 
(CFO)0005R00.66.8 5 uF 660 vac 
(CFO)0005R00.66.C 5 uF 
(CFO)O005R00002.A 5yF 2kv/ 800 vac 
(CFO)0006R00.22.A 6 .F 220 vac 
(CFO)0006R00.33.A 6 LF 330 vac 
(CFO)0006R00.37.A 6 LF 370 vac 
(CFO)0006R00.60.A 6 uF 600 vde 
(CFO)O006R001.5A 6 uF 1500vdc/660 vac 
(CFO)0006R001.5B 6 uF 1500 vde 
(CFO)OO06RO0001.A 6 uF 1000 vde 
(CFO)0006R00001.B 6/6/1/1 pF 1 kvdc 
(CFO)O006R00002.A 6 LF 2 kvdc 
(CFO)O006R00002.8B 6 LF 2 kvde 
(CFO)0006R0002.5A 6 LF 2500 vdc 
(CFO)O006R00003.A 6 LF 3 kvdc 
(CFO)0006R00004.A 6 LF 4 kvdc 
(CFO)O006RO0008.A 6 uF 8 kvde 
(CFO)0006R00.75.A 6 LF 750kvdc 
(CFO)0007R50.37.A 7.5 LF 370 vac 
(CFO)0008R00.236A 8 LF 236 vac 
(CFO)O008R00.33A 8 LF 330 vac 
(CFO)0008R00.66.A 8 uF 660 vac 
(CFO)0008R00.66.8 8 LF 660 vac 
(CFO)O008RO0.66.C 8 LF 660 vac 
(CFO)0008R00.66.D 
(CFO)OO08RO0001.A 8 uF 1 kvde 
(CFO)O008R0001.5A 8 LF 1500 vde 
(CFO)0008R0002.5A 8 LF 2500 vde 
(CFO)OO10R00.165A 10 LF 165 vac 
(CFO)0010R00.236A 10 LF 236 vac 
(CFO)0010R00.33.A 10 LF 330 vac 
(CFO)O010R00.37.A 10 .F 370 vac 
(CFO)0010R000.6.A 10 LF 600 vde 
(CFO)0010R00.75.A 10 UF 750 vde 
(CFO)OO1ORO0001.A 10 LF 1 kvde 
(CFO)0010R00001.B 10 LF 1 kvde 
(CFO)OO1ORO0001.C 10 LF 1 kvde 
(CFO)O010R0001.5B 10 uF 1500 vde 


10uE =——-1500 vde 


10 uF 2500 vde 
11 uF = 15000 vde 
12 UF 115 vac 
12 LF 600 vde 


1-3/4" x 3-3/4" x 5-1/2" 
3-3/4" x 2-1/2" x 6-1/2" 
3-3/4" x 4-1/2" x 6-3/4" 
1"x 2" x 3-1/2" oval, spades 
1-1/2" x 3-1/2" x 5", spades 
1-1/4" x 2-1/2" x 4-3/4 
1-3/4” x 2-3/4" x 2-3/4" 
1-1/4" x 3-3/4" x 5" 


1-3/4” x 3-3/4" x 5”, 4 term. 


1-1/4" x2" x7" 
2-1/4" x 3-1/2" x 5” 


2-3/4" x 3-1/2" x 6-1/4" 
3-3/4" x 3-1/4" x 6-1/4" 
3-3/4" x 4-1/2" x 6-3/4" 

5” x 13-1/2" x 15-1/4" 

2” x 3-1/2" x 4" oval, spades 
1-3/4" x 2-3/4" x 4-1/4” 


05 

Notes Price 

HEC (Q72E1GF405K3 $ 13.00 
Sprague P158695. oval $ 15.00 
Ronken P81A23405HO01 $ 15.00 
CSI 1F611TP Round $ 49.00 
Sprague Vitamin Q172P2013 $ 25.00 
TIONW4 $ 25.00 
Industrial (10GA400) $ 19.00 
CDE TJH15040 $ 38.00 
Sprague CQ72E1GH405K3 $ 45.00 
GE CP7OE1EJ405K $ 55.00 
(SI 3F294TNP + others $110.00 
(SI 16617 TNP $ 99.00 
CP70E1FM405K $125.00 
Plastic LK50-405 $145.00 
HEC CN1 28-1 $155.00 
GE 30F1459, .97 gallon $450.00 
(SI 93681 5TP $ 6.00 
GE 49F338562 $ 7.00 
Sprague 500P9042F6 $ 7.00 
Sprague 366P505X9400A44PX S$ 8.00 
Ronken P81A24505H05 $ 10.00 
Aerovox N93R6605E 6% $ 10.00 
GE 45F607 $ 11.00 
Sprague 366P505X9800C53PX $ 19.00 
Aerovox P104F427 $ 6.00 
CDE KKT3060 $ 7.00 
Aerovox 8552-003 $ 7.50 
Aerovox CH70B1MF605K $ 9.00 
GE 26F7504FA $ 12.00 
Sprague CQ72E1FH605K3 $ 12.00 
Sprague 234P54, Clarinol dielec. $ 4.00 
4 section cap, Sprague 10-54483 $ 65.00 
Sprague CP70E1FJ605K $ 65.00 
(SI 2F620TN / bottom flange  $ 85.00 
Sprague (Q72E1EK605K1 $105.00 
HEC 21052- (S467 $115.00 
Sangamo 702012-8602 $175.00 
HEC 21052- P5293] $395.00 
BYCAP Inc. 2B751-605A $ 18.00 
CDE KKN37U755QP1 $ 11.00 
oval, QD, Sprague 200P23008K $ 4.50 
oval, QD, Sprague 200P14 $ 7.50 
GE 26F1034 $ 12.00 
Lambda CAN80-020 $ 12.00 
Mallory RT89, oval, QD terminal $ 13.00 
Aerovox F740 / 23F1039 $ 14.00 
HEC (Q72E1FG805K3 $ 39.00 
Sprague CQ72E1FH805K3 $100.00 
Sprague CQ72E1CK805K3 $125.00 


Mallory 024-12334 /32A1610DA $ 10.00 
Sprague $83004, Clarinol dielec. $ 5.00 


Aerovox P506331E22 $ 12.00 
B3710-A24G6 $ 14.00 
Vit. Q (CQ72B1EF106K3 $ 14.00 
Low Ind. Western Ele GA11649 = $ 15.00 
HEC 21052-C(377 $ 49.00 
HEC (Q72B1EG106K $ 39.00 
Oil cap operates to 10 KHz § 59.00 
Sprague CQ72EIFHIOGK3 $45.00 
Sprague CP70B1EH106K1 $ 35.00 
Sangamo 7125-10P § 55.00 
GE 30F1451, 1.3 gallon $345.00 
GE 49F6741FB $ 10.00 
(SI 94H618TP $ 18.00 
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Surplus Sales 

Model Capacity. Voltage 
(CFO)OO12R00001.A 12uF = kvde 
(CFO)O012RO0001.B 12 ue 1 kvde 
(CFO)0012R50.33.A 125.F 330 vac 
(CFO)0012R50.44.A 125.F 440 vac 
(CFO)0012R60.33.A 12.6.F 330 vac 
(CFO)0015R00.23.A 15 uF 236 vac 
(CFO)0015R00.27.A 15 LF 275 vac 
(CFO)0015R00.33.A 15 uF 330 vac 
(CFO)0015R00.37.A 15 uF 370 vac 
(CFO)0015R00.37.B 15 uF 370 vac 
(CFO)0015R00.60.A 15/15/2 uF 600 vde 
(CFO)0015R00001.A 15 LF 1 kvde 
(CFO)0015R00001.B 15 uF 1 kvde 
(CFO)O015R00004.A 15 LF 4 kvde 
(CFO)0015R50001.A 15.5 uF 1 kvde 
(CFO)0016R00004.A 16 LF 4 kvdc 
(CFO)0016R0004.5A 16 LF 4.5 kvde 
(CFO)0018R00.30.A 18 LF 300 vac 
(CFO)0018R00.66.8 18 LF 660 vac 
(CFO)0020R00.33.A 20 LF 330 vac 
(CFO)0020R00.33.B 20 uF 236-330 vac 
(CFO)0020R00.60.A 20 LF 600 vde/330 vac 
(CFO)0020R00.60.8 20 LF 600 vde/330 vac 
(CFO)0020R00001.A 20 LF 1 kvde 
(CFO)0021R30005.A 21.3 pF 5 kvde 
(CFO)0024R00001.A 24 uF 1 kvde 
(CFO)0025R0000.5A 25 LF 5 vde 
(CFO)0025R00.33.A 25 uF 330 vac 
(CFO)0025R00.44.A 25 uF 440 vac 
(CFO)0025R00.90.A 25 uF 900 vac 
(CFO)0025R00001.A 25 uF 1 kvde 
(CFO)O026R30005.A 26.31F  — Skvde 
(CFO)0027R50.33.A 27.5 uF 330 vac 
(CFO)0030R00.20.A 30 uF 208 vac 
(CFO)0030R00.33.A 30 LF 330 vac 
(CFO)0030R00.37.A 30 LF 370 vac 
(CFO)0030R00.44.A 30 iF 440 vac 
(CFO)0030R00.48.A 30 LF 480 vac 
(CFO)0030R00.60.A 30 LF 600 vdc 
(CFO)OO30R0002.A 30 uF 2 kvde 
(CFO)0035R00.24.A 35 uF 240 vac 
(CFO)0035R00.37.A 35 uF 370 vac 
(CFO)0035R00004.A 35 LF 
(CFO)0040R00.22.A 40 LF 220 vac 
(€FO)0045R00.33.A 45 LF 330 vac 
(CFO)0045R00.44.A 45 LF 440 vac 
(CFO)O050R00.20.A 50 F 200 peak 
(CFO)0050R00.30.4 50 uF 300 vde/ 200vac 
(CFO)0050R00.37.A 50 uF 370 vac 
(CFO)0050R00.60.4 50 uF 600 vde/ 330vac 
(CFO)0050R00.60.8 50 uF 600 vde 
(CFO)O050R00.44.A 50 uF 440-460 vac 
(CFO)0050R00.44.B 50 LF 440 vac 
(CFO)0050R00.44.C 50 LF 440 vac 
(CFO)0050R00.60.8 50 LF 600 vac 
(CFO)0050R00.72.A 50 uF 720 vac 
(CFO)O050RO0005.A 50 uF S'kvde 
(CFO)0053R3003.5A 53.3 uF 3.5 kvde 
(CFO)0088R0001.2A 88 LF 1.2 kvde 
(CFO)0092R00.50.A 92 LF 500 vac 
(CFO)O100RO0002.A 100LF = 2kvde 
(CFO)O125R00.25.4 125, 250 vac 


(CFO)0145R00.33.A 
(CFO)0193R00.125.A 
(CFO)01617R00.33.A 
(CFO)0910R00.11.A 


145-175 LF 330 vac 
161-193 pF 125 vac 
161-193 LF 330 vac 
760-910 LF 110 vac 


Info/Tech./Intnl: 402-346- 4750. 


Size / Case info 
1-3/4" x 3-3/4” x 5-1/2" 
2-1/8" x 3-3/4" x 5” 

1"x 2"x 5” oval, spades 
1-7/8" x 2-7/8" x 4” oval, 
1-3/4" x 3-3/4” x 5-1/2" 
1-5/16” x 3-7/8" x 4-3/4” 
2-1/2" x 3-1/2" x 5” 
1-7/8" x 2-7/8" x 3-5/8" 
2" x 2-3/4" x 4” oval 
1-3/4" x 2-3/4" x 3” oval 
2-1/2" x 3-3/4" x 6” 
3-3/4" x 3” x 5” 
2-1/2" x 3-3/4" x 5" 
3-1/2" x 4-1/2" x 9-1/2" 
2" x 3-3/4" x 5-1/2" 
3-3/4" x 4-1/4" x 9" 
2-3/4" x 4" x 10” 
1-3/4" x 3-3/4" x 5" 
1-7/8" x 3-1/2" x 8” oval 
2" x 3-1/2" x7" 
1-7/8" x 2-1/8" x 4-3/4" 
1-3/4" x 2-3/4" x7” oval 
2-1/4" x 3-3/4" x 5” 
1-3/4" x 3-1/2" x 7-3/4" 
3-1/2" x 4-1/2" x 10-1/2" 
2-1/2" x 3-3/4" x 6-1/2" 
1-1/4" x 2-1/2" x 5” 
1-7/8" x 2-7/8" x 5-3/4" 
2" x 3-5/8" x 6-1/4" 
3x 4.1/2" x9" 
3” x 3-5/8” x 6” 
3-1/2" x 13-1/2" x 13-1/2" 
2-3/4" x 4-1/2" x4" 
2-1/4" x 3-7/8" x 5-3/4" 
1-3/4" x 3-3/4" x 6-1/2" 
2" x 3-1/2" x 5-1/2" spades 
2" x 3-5/8" x 7-1/4" 
1-7/8" x 3-1/2" x 7-7/8" 
2"x4"x9" oval 
4-1/2" x 5-1/2" x7" 
2" diameter 3-1/4"H 


1-7/8" x 3-1/2" x 3-1/4" oval CDE KBSF37P356QAPI_, spades 
Akvde pk 3-1/2" x 4-1/2" x 8” 


3-3/4" x 4-1/2" x 5” 
1-3/4" x 3-1/2” x 8” oval 
2” x 3-1/2" x 9-1/2" oval 
2” x 3-1/2" x7" — oval 
2" x 3-1/2" x 8" 
2-7/8" x 4-9/16" x 6-1/4’H 
3-1/2" x 4-1/2" x 5-1/2” 
3-3/4" x 4-5/8” x 5-3/8" 
3” x 4-1/2" x 6-3/4 
2-3/4" x 4-1/2" x 7-3/4 
2" x 3-3/4" x 6-1/4 
2-3/4" x 4-1/2" x 9” oval 
3-1/2” x 4-1/2" x 11" 
3-1/2” x 4-1/2” x 8-1/2” 
3-1/2" x 4-1/2" x 11" 
3-1/2" x 4-1/2" x 10” 
3-3/4" x 4-3/4" x 11" 
2-3/4" x 4-1/2" x 7-3/4" 
2” x 4" x 4-1/2" 
2-1/2” Diameter x 4-1/2’L 
1-3/8” Diameter x 2-3/4’L 
2-1/2" Diameter x 4-1/2’L 
2" diameter x 4-1/4”, spades 
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Notes Price 
HEC (C-110 $ 99.00 
(Q72B1G66126K3 $ 89.00 
(SC 520P12DX9330A46P4X $$ _ 14.00 
Sprague OV-4125 $ 16.00 
Past (733-126A S$ 16.00 


Aerovox P103F545, QD terminals $ 11.00 
Plessey 522/1 w/ terminal box $ 15.00 
oval, spade QD term. GE 45165 $ 16.00 
Mallory OPN1570 $ 16.00 
GE 297F5461, spade clips $ 17.00 
3 section cap, Lambda CAP32-012 $ 25.00 
HEC (C415 and CQ72B1FG156K3 $112.00 


Sprague (Q72B1EG156K3 $ 95.00 
HEC (543 $175.00 
HEC C110 S 99.00 


Sprague P48649, Clarinol dielec. $ 75.00 
GE 28F2009 $ 99.00 
Sprague 036-051, Clarinol dielec. $ 10.00 
CDE KBNP66U186QPI, spade clips $ 19.00 


GE 28F1202 $ 17.00 
CDE KTX-23P206QAX, oval QD $ 15.00 
GE 23F1220 $ 16.00 
GE 23F357 $ 17.00 
CS! 95G603TP $107.00 
GE 28F2029 $199.00 
Lambda 24-011 $ 65.00 
Industrial SK-53820-3014 $ 17.00 
oval, KTX-33P256Q-AX $ 19.00 
oval, Aerovox P62G4425E $ 25.00 
CDE SCR205 $ 45.00 
FC| KMH2-10-25MS1 $ 95.00 
By CAP 2B502-266A $599.00 
spade clips $ 24.00 
Hoyt 4742A $ 15.00 
oval GE 23F1222 $ 15.00 
Ronken P71D123006K05 $ 14.00 
oval, spade clips GEHC96LH030 $ 17.00 
oval, spade clips GE 26F6660  $ 19.00 
CDE SCRN230 $ 65.00 


LK20-306 (mounted in Lexan box)$175.00 


York 300688 $ 15.00 

$ 17.00 
High energy discharge 301356 $245.00 
Aerovox P103F509 $ 18.00 
GE 2113345 , spades $ 20.00 

$ 22.00 
CDE SCRN210 $ 12.00 
Sprague 365P506X9200073PX $ 32.00 
KNX37P506Q S$ 19.00 
GE 23F710 $ 22.00 
4-1609 $ 35.00 
Dayton 4X758 § 22.00 
Mallory OPRN5040B $ 20.00 
Mallory A38FB4450 $ 20.00 
GE 26F6806 ( dented unit) $ 29.00 
Sangamo 772501 $ 39.00 
HEC 21052 OL268 $450.00 
CSI 4W308T $399.00 
GE 26F7001 / 102P10202 $ 35.00 
GE 26F6470 $125.00 
CS! 2W365TN $145.00 
GE 97F7505FC $ 10.00 
Dayton 5X572 $ 10.00 
Sprague AB-1225 $ 8.00 
Dayton 5X573 $ 11.00 
Mallory 275463-105 $ 10.00 


ORDERS: 800-244-4567 


Ol CAPACITORS High Voltage, Motor Start, DC, AC bere 
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88 UF | 
1200 vde 


(CFO)0088R00001.2.A 
88 mF 1200 vdc . 3- 
1/2” x 4-1/2” x 10H. 
Add multiple caps in 
series to increase total 
voltage. Divide total number of units into 
88 uF to get the capacity and multiply 
1200v by the number of caps to get total 
voltage. Follow along to figure 4 caps in 
series: 4 caps + 88 uF = 22 uF; 4x 1200v = 
4800 vdc. Large quantity available. 
Each 3-5 6-19 20-49 
$35 $33 $32 $30 


50+ 
$28 


3x .25 uF 2kv 


(CFO)0000R2502.B 

3 section .25 mF 2kvdc 
cap. Case is common 
ground. Vitamin Q. $25 


(CFO)0001R000.5.A 

1 mF 500vde cap. Bracket} 
on terminal end. 3/4”D,} 
1-1/4’W, 2-1/4"H. $6 4 


Dual .05 LF 
600v 


(CFO)0000R050.6.A 
CP67B4EF503 Dual..< 

.05 mF 600vdc cap. 
Bracket on bottom, terminals 4 
on top. 5/8”D, 2-1/2”W, 1-3/4”H. $15, 4 


(CFO)0000R05001.A CP69B4FG503V1 Dual 
.05 mF lkv cap. Bracket on bottom, terminals 
ontop. 1/2”D, 2-1/2”W, 1-5/8”H. $20 
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bu ar High Voltage Capacitors: Glassmike, Plastic, Oil (No PCBs) 
pe CG: ASGIT 


: Our i in house fie 


Plastic / Phenolic body, wire leads, 65°C 


Ceramic body, hermetic] Wire Leads, hermetic 
seal, stud terminals stan-| seal, wire terminals. 


_ dard. Highest temp range. | Glass and ceramic body. 


, Size 7 Ee info Price Model Price 


Size / Case info 


Capacity Voltage 


| FGNTSE pee d 2 oF 6 kv 9/16"D x 1-5/8"L Glass bdy, wireS 24.00 | (CFG)GML37W202 .002uF 25kv —_—-7/8"D x 3-3/4”L Ceramic bdy $59.00 

| Fa TSE euak “SOpF 1.5 kv = 5/8"D x 1"L Glass body, wire trm$ 15.00 | (CFG)LSB202-30MP .002uF 30kv 2-1/2"Dx7-1/4"L Phenolic body stud $ 95.00 
FG) —75pF 2k 9/16"D x 1-1/8"L Glass body $ 25.00 | (CFG)LSB202-30MN .002uF 30kv — 1-5/8"Dx11”L Phenolic body, studS 99.00 
 100pF 40kv —-1-3/16"D x 5-3/4” L Ceramic body $ 65.00 | (CFG)PK202B600D  .002uF 60 kv 1-1/2"D x 10-1/2"L Phenolic body stud$175.00 

40 500pF 10kv = 9/16"D x 1-5/8"L Glass body + $ 29.00 | (CFG)LSG-402-20M .004uF 20kv —‘1-5/8"D x 8-1/2L Glass body $ 49.00 

(dit )ASG- 501- 15M. ‘500pFo Sky = -9/16"D x 2-1/4"L Glass body  $ 40.00 | (CFG)205P52 005uF 3kyv 1/2"D x 1-1/4"L Glass body  $ 24.00 
(CFG)ASG-47 500pF = ISky = 7/8"D x 2-3/4"L Glass body  — $ 39.00 | (CFG)ASG-502-3M  .005uF 3kv 9/16"D x 1-1/8"L Glass body $ 25.00 

; (CFG)ASG- 501 30M 500 pF = =30kv = 5/8"D x 4-9/16"L Glass body $ 52.00 | (CFG)ASG-502-3M1 .005uF 3kv 5/8"D x 1-1/4"L Glass body  $ 25.00 
(CFG)ASG-52 © 500 pF 30kv = 5/8"D x 4-9/16"L Glass body $ 52.00 | (CFG)ASG-502-5M  005uF 5kv 9/16"D x 1-5/8"L Glass body  $ 28.00 
(CFG)30075-G6 500 pF 30kv —-9/16"D x 4-9/16”L Glass body $ 49.00 | (CFG)GMP50-005 005uF 5kv 9/16"D x 1-3/4"L “Glass body  $ 28.00 
ACFG)EBS01-30M1 = 500pF = 30kv ~—‘1--1/4"D x 7"L Phenolic body, stud $ 85.00 | (CFG)ASG-502-5MU .005uF 5kv 9/16"D x 1-5/8"L Glass body,used $ 21.00 
ACFG)651-75MXX = 650pF = 75kv ~—*1-1/2”D x 13”L Phenolic bdy,stud$165.00 | (CFG)PK502B70A  .005uF 7kv 1-5/16"D x 1-5/8"L Ceramic body $ 27.00 
(CFG)TSB9OI-50MX 900pF S50kv © 2"D x 7-3/4"L Phenolic bodystud$ 95.00 | (CFG)OFIO0-502  .005uF 10kv  13/16"Dx 1-3/4"L Glass body $ 35.00 
A(CFG)ASG-102-3M = 001 uF. = 3kv 5/8"D x 1-1/8"L Glass body  $ 24.00 | (CFG)OFN-100-502 .005uF 1O0kv — 1-1/4"Dx 2-3/4L Glas,Xtnd Foil$ 37.00 
-(CFG)ASG-27 001 uF = 5Skv 9/16"D x 1-3/16"L Glass body $ 29.00 | (CFG)ASG-43 005uF 10kv  3/4"D x 1-3/4"L Glass body,used $ 28.00 
ACFG)CQ20A1KNI02 001 uF 5Skv 1/2'D x 1-1/2’L Glass body, wireS 22.00 | (CFG)G205428 OO5uF 13kv — 1-1/8"Dx5-1/2"L Glass body $ 37.00 
A(CFG)GMP-50-001L 001 uF = Skv 1/2"D x 1-1/4"L Glass body, wireS 22.00 | (CFG)LQ150-502YA .005uF I5kv 1"Dx2-1/2’L Plasticbody  $ 23.00 
(CFG)OF50-102 OOluF Sky 5/8"D x 1-3/16"L Glass body $ 22.00 | (CFG)PK502B200A .005uF 20kv 1-5/16"Dx3"L Ceramichody  $ 42.00 
(CFG)ASG-102-5M 001 uF 5Skv 5/8"D x 1-1/8”L Glass body, used$ 20.00 | (CFG)D6-300-5 O05uF 30kv —-1-5/16"D x 4-5/8”L Ceramic bdy $ 65.00 
(CFG)D6-50-1CP OOluF 5kv 5/8"D x 1-1/8"L Ceramic, wire $ 22.00 | (CFG)502-30MXX  .005uF 30kv  2-1/2"Dx8"L Phenolic bdy, studS 95.00 
(CFG)B6-70-1 O01 uF =7kv 3/4"D x 2-7/16"L Ceramic body $ 27.00 | (CFG)CPM502-50MES .005uF 50kv = 2”Dx 10-1/2"L Phenolic bdy,stud $175.00 
(CFG)OF80-102 001 uF = 8kv 9/16"D x 1-1/2"L Glass body $ 32.00 | (CFG)EBSO2-50M  .005uF 5O0kv 1-3/4"D x 9”L Phenolic body, stud $165.00 
(CFG)ASG-102-8M 001 uF 8kv 9/16"D x 1-1/2"L Glass body  $ 32.00 | (CFG)3L6-50GR OO5uF 50kv = 2-3/4’D x 13”L Phenolic body, term $175.00 
(CFG)P17636 Ol uF WOkv = 1-1/2"D x 5-1/4"L Glass Cartridg $ 37.00 | (CFG)3L9-60B O05uF 60kv  2-1/2”D x 8"L_ Phenolic bdy, stud $225.00 
(CFG)P28M26 OOluF 10kv = 3/4"D x 3-1/2"L Glass bod $ 35.00} (CFG)KM7-600-5 005uF 60kv — 1-7/8"Dx13”L Phenolic bodystud $225.00 
(CFG)P28S19 OOluF 10kv = 1/2"D x 3-1/2"L Glass Extd Foil $ 33.00 | (CFG)ASG-602-2 006uF 2kv 1/2'D x 1"L Glass body $ 32.00 
(CFG)ISG102-10.5 001 uF 10.5kv 3/4"Dx4-1/2"L Glass body  $ 36.00 | (CFG)ASG-1 OluF 600v = =1/2"Dx1-1/4"L Glass body = $ 17.00 
(CFG)ASG-102-15M 001 uF I5kv = 3/4”D x 2-1/4” L Glass body $ 38.00 | (CFG)D6-6-10 OluF 600v =: 9/16"D x 1-1/4" L Ceramic body $ 18.00 
(CFG)ASG-48 OO0luF I5kv = 7/8"D x 2-3/4" Glass body $ 38.00 | (CFG)GC246H103M .OluF = 1.5kv = 1/2”D x 1-1/8"L Glass bdy, Wire $ 15.00 
(CFG)ASG-51 001 uF §=20kv 1-5/16"D x 3-1/2'L Glass body S$ 44.00 | (CFG)ASG-103-2M OluF 2kv 9/16"D x 1-1/8L Glass body $ 19.00 
(CFG)OF200-102 O01 uF §=20kv =. 3/4"D x 3-1/2’ Glass body $ 47.00 | (CFG)GMP30-01 OluF = 3ky 9/16"D x 1-3/4”L Glass body $ 21.00 
(CFG)ASG-102-30M 001 uF 30kv = 3/4"D x 5"L Glass body $ 65.00 | (CFG)ASG-103-3M OluF 3kv 9/16"D x 1-1/2’L Glass body  $ 21.00 
(CFG)LSB102-30MN =.001 uF = 30 kv 1-1/2"D x 9-1/4"L Phenolic body stud $ 75.00 | (CFG)ASG-103-3M] .OluF  3kv 5/8"D x 1-5/8"L Glass body  $ 21.00 
(CFG)ASG-102-50M 001 uF 50kv 1-13/16"D x 8-1/4"L Glass body $ 99.00 | (CFG)GMP30-01S .OluF  3kv 1/2"D x 2-1/2"L Glass,X’tnd Foil $ 26.00 
(CFG)3L1.2-506 O01 uF =50kv —-1-1/2”D x 8”L_ Phenolic bdy, stud$125.00 | (CFG)ASG-103-3MU .OluF  3kv 9/16"D x 1-1/2’L Glass, used $ 21.00 
(CFG)OF800-102A = .001 uF §=80kv —‘1-1/2"D x 9-1/2" L Glass body $129.00 | (CFG)HG-35-103  OluF  3.5kv 3/4"x1-3/4"L Glassbody $ 45.00 
(CFG)ASG152-8M  =.0015uF 8kv 9/16"D x 1-1/2°L Glas bdy, wire $ 32.00 | (CFG)GC245M103M .OluF 4kv 3/4"D x 1-3/4"L Ceramic body $ 26.00 
(CFG)OFIO0-162K .0016uF 10kv 1-1/8"D x 4-1/4"L Glass body $ 39.00 | (CFG)ASG-103-5M  .0luF  5ky 3/4"D x 1-3/4"L Glass body  $ 26.00 
(CFG)ASG-13 002 uF =2kv 9/16"D x 1-1/8"L Glass body $ 21.00 | (CFG)CQ20C1KNI03 .OluF 5kv 5/8"D x 2-1/4"L Glass body  $ 24.00 
(CFG)ASG-202-2M  .002uF 2kv 5/8"D x 1-3/16"L Glass body  $ 21.00 | (CFG)PKIO3B50A .OluF 5kv 1D x 1-3/4’L Ceramic body $ 29.00 
(CFG)D6-20-2 002 uF §=2kv 9/16"D x 1-1/8"L Ceramic, Wire LS 15.00 | (CFG)D6-50-10 OluF = 5kv 3/4"D x 1-3/8" Ceramic bdy $ 26.00 
(CFG)OF30-202 002uF §=3kv 1/2'D x 1-1/8"L Glass body $ 23.00 | (CFG)ASG-37 OluF =7.5kv —-11/16"D x 2-5/16”L Glass body $ 29.00 
(CFG)TF40-202-5 .002uF 4kv 11/16"D x 2-3/16"L Glass body $ 22.00 | (CFG)PKIO3B70A OluF 7.5kv — 1-1/16’Dx 2-3/8"L Ceramic body $ 32.00 
(CFG)P52476 002uF = 5kv 9/16"D x 1-5/8”L Glass bdy wire $ 24.00 | (CFG)ASG-103-8M OluF 8ky 11/16’D x 2-1/4"L Glass body $ 32.00 
(CFG)GC21R202K = 002uF_e = 7.5kv = -9/16"D x 1-1/2"LGlass body  $ 23.00 | (CFG)OF80-103 OluF = 8kv 3/4"D x 2-1/4"L Glass body  $ 34.00 
(CFG)ASG-35 002uF = 7.5kv 9/16"Dx1-1/2"LGlass body  $ 24.00 | (CFG)I00S1-G36 OluF = lOkv = 7/8"D x 2-1/4"L Glass body  $ 35.00 
(CFG)GC246R202K = =.002uF §=7.5kv 5/8"D x 2”L Glass body, wire Ids $ 24.00 | (CFG)ASG-103-10M .OluF Okv 7/8"Dx2-1/4"L Glassbody  $ 35.00 
(CFG)GML1R202 002uF = 7.5kv = 1/2"Dx1-1/2’L Glass body, wireS 26.00 | (CFG)OFIO0-103 OluF kv = 7/8"D x 2-1/4"L Glass body  $ 35.00 
(CFG)80D2-G6 002uF = =8kv 1-5/16"D x 3"L_ Glass body $ 29.00 | (CFG)205P134 OluF = 10kv 1D x 2-3/4"L Glass body $ 35.00 
(CFG)ASG-202-8M  .002uF 8kv 9/16"D x 1-1/2"L Glass body $ 25.00 | (CFG)PKIO3B100A .OluF O0kv 7/8"Dx2-3/8"LCeramicbody $ 35.00 
(CFG)20SP132 002uF 10kv = 9/16"D x 2’°L Glass body $ 32.00 | (CFG)GTL-378103 OluF 10kv 1-3/8"D x 3-1/2’L Glass body $ 35.00 
(CFG)ASG-202-10M .002uF 10kv 9/16’Dx1-5/8"LGlass, used $ 25.00 | (CFG)Z29106 OluF = =10kv —-1-1/8"D x 5-1/2"L Glass body $ 39.00 
(CFG)14281 002uF 10kv = -1-5/16”D x 3"L Ceramic / used $ 24.00 | (CFG)DRB7010/444 .OluF 0kv 1”x2-5/8"L Phenolic/plas. body $ 24.00 
(CFG)HG-100-202 .002uF 10kv 1-3/8"D x3.5"L Glass body $ 65.00 | (CFG)GMP100-01S OluF 10kv 1-1/4"D x 3-3/4"L Glas,Xind Foil$ 40.00 
(CFG)HG-140-202 .002uF 14kv 1-3/8"D x 4"L_ Glass body $ 75.00 | (CFG)KMOG103-15MN Ol uF = 15kv 1-1/8"D x 3-3/4"L Glass body $ 40.00 
(CFG)ASG-202-15M .002uF I5kv = 11/16"Dx2-1/4"L Glass body $ 45.00 | (CFG)OFI50-103 OluF = 15kv 1-1/8"D x 3-3/4"L Glass body $ 45.00 
(CFG)ASG-49 002uF 15kv = 11/16"D x 2-1/4"L Glass body $ 45.00 | (CFG)OF200-103 OluF = 20kv 1-1/8"D x 4-1/2"L Glass body $ 50.00 
(CFG)GMP-200-002 .002uF 20kv 3/4"Dx3-1/2"LGlassbody  $ 50.00 | (CFG)PKI03B200A .OluF 20kv — 1-3/8"Dx4-5/8"L Ceramic body $ 55.00 


Model 
(CFG)PK103B300A 
(CFG)EB103-30MXX 


(CFG)PK103B400D ~ 


(CFG)3L12-506R 
(CFG)3L1 8-606 
(CFG)KM0G33-8M 
(CFG)HUG909007-1 
(CFG)3L60-90B 
(CFG)ASG-203-1M 
(CFG)OF20-203 
(CFG)GSA-20-02 
(CFG)GMP20-02L 
(CFG)ASG-203-2M 
(CFG)GTL-1J-203 
(CFG)D6-20-20 
(CFG)ASG-203-3M 
(CFG)205P54 
(CFG)PSM-203-3M 
(CFG)ASG-203-5M 
(CFG)SML1005 


(CFG)KM0G203-7MN . 


(CFG)ASG-203-8MD 
(CFG)LQ80-203YA 
(CFG)B125Y151 
(CFG)PK203B100A 
(CFG)OF1 50-203 
(CFG)7E153-203A 
(CFG)MSB2031 5MX 
(CFG)D6-200-20 
(CFG)PK203B200A 
(CFG)0F300-203 
(CFG)LSG-253-7M 
(CFG)205P615 
(CFG)ASG-303-10M 
(CFG)100S3-G6 
(CFG)ASG-46 
(CFG)231464-004 
(CFG)MSB30315MX1 
(CFG)LSG-403-5M 
(CFG)3L32-406 
(CFG)CQ20€1 KL473 
(CFG)ASG-503-6C 
(CFG)ASG-10 
(CFG)10E202-5038B 
(CFG)D6-20-50 
(CFG)20S5-G6 
(CFG)ASG-503-2M 
(CFG)OF20-503 
(CFG)OF30-503 
(CFG)GC2471L503K 
(CFG)GML37M503 
(CFG)ASG-503-5M 
(CFG)ASG-32 
(CFG)OF50-503 
(CFG)OF50-503R 
(CFG)LSG-503-7M 
(CFG)ASG-39 
(CFG)ASG-503-8MD 
(CFG)OF80-503 
(CFG)D6-100-50K 
(CFG)GC245S503M 
(CFG)GML37S503 
(CFG)OF100-503 
(CFG)711486-1 
(CFG)KMOS503-15M 
(CFG)OF1 50-503 
(CFG)PK503A150A 
(CFG)KM7-20050S1 


Capacity Voltage 
OluF » 30kv 
OluF = 30kv 
OluF. 40kv 
OluF = 50kv 
OluF  60kv 
O13uF = 8kv 
OISuF =3kyv 
OISuF 90 kv 
02uF =o kv 
02uF =2kv 
02uF = 2kv 
02uF = =2kv 
02uF = 2kv 
02uF = 2kv 
02uF = 2kv 
02uF = 3kv 
02uF = 3kv 
02uF = 3kv 
02uF = Sky 
02uF = 6 kv 
0O2uF = 7kv 
02uF = 8 kv 
02uF = 8 kv 
02uF § 10kv 
02uF = 10 kv 
02uF = 1S kv 
O2uF =15kv 
02uF = 15kv 
02uF  20kv 
02uF = 20kv 
02uF  30kv 
025uF 7kv 
O3uF = 7.5kv 
03uF 10kv 
03uF 10kv 
03uF 10kv 
03uF = 10kv 
O3uF = 15kv 
04uF = 5 kv 
O4uF  40kv 
047 uF = 3 kv 
O5uF 600v 
O5uF =o. kv 
O5uF =2kv 
O5uFi = 2 ky 
O5uF =2kv 
O5uF 2k 
O5uF = =2kv 
O5uF = 63kv 
O5uF §=3kv 
O5uF =64kv 
O5uF 65S kv 
O5uF =5kv 
O5uF = 5 ky 
O5uF Sky 
O5uF = 7 ky 
O5uF = 7.5kv 
O5uF =68ky 
O5uF = 8 kv 
O5uF = 10 kv 
O5uF =: 10 kv 
05 uF 10 kv 
O5uF = 10 kv 
O5uF = 10 kv 
05 uF 5 kv 
O5uF = 15 kv 
05 uF 15 kv 
O5uF 20kv 


Size / Case info Price 
1-5/8"D x 6-1/8"L Ceramic body $ 85.00 
2-1/2'D x 8"L Phenolic bdy, stud $110.00 
2"D x 7-5/8"L Phenolic bdy, stud $155.00 
3-7/16"D x 13”L Phen. bdy, stud $295.00 
3"D x 6-5/8"L Phenolic bdy, stud $335.00 
1-1/16"D x 2-1/4"L Glass body $ 39.00 
9/16"D x 1-5/8"L Glass body  $ 23.00 
4") x 10"L Phenolic body, stud $450.00 
5/8"D x 1-3/16”L Glass, wire Ids $ 19.00 
1/2"D x 1-1/2'L Glass body  $ 22.00 
1/2'D x 1-1/2"L Glass body  $ 21.00 
1/2"D x 1-3/4”L Glass, wire Ids $ 20.00 
9/16"D x 1-9/16"L Glass body $ 22.00 
5/8"D x 1-9/16"L Glass body $ 21.00 
9/16"D x 1-1/2"L Ceramic body $ 23.00 
11/16"D x 2-1/4”L Glass body $ 27.00 
5/8"D x 2-1/4"L Glass body  $ 25.00 
11/16"D x 2-1/4’L wire leads $ 25.00 
3/4"D x 2-1/4"L Glass body $ 39.00 
3/4"D x 2-1/4"L Ceramic body $ 42.00 
1-1/8"D x 2-7/8"L Glass body $ 44.00 
7/8"D x 2-3/4"L Glass body  $ 45.00 
1D x 2-1/2’L Plastic, wire leads $ 45.00 
1"D x 3-7/8"L Plastic, wire leads $ 48.00 
1-1/16"D x 3°L Ceramic body $ 48.00 
1-3/8"D x 4-1/4'L Glass body $ 58.00 
1-3/4"D x 3-1/4"L ByCap Phenolic$ 52.00 
2-1/2'D x 2-3/4"L Phenolic body $ 52.00 
1-1/2"D x 4-3/4”L Ceramic body $ 55.00 
1-9/16"D x 4-5/8”L Ceramic body $ 58.00 


1-5/8"D x 9"L Glass body $ 74.00 
1-3/8"D x 6"L_ Glass body $ 45.00 
1-1/4"D x 3”L Glass body $ 44.00 


1-5/16"D x 2-3/4”L Glass body $ 45.00 
1-3/8"D x 2-3/4’L Glass body $ 41.00 
1-5/16"D x 2-1/2’L Glass body $ 45.00 
1"D x 4”L Phenolic body $ 39.00 
3"D x 2-3/4"L Phenolic bodystud$ 75.00 
1-5/8"D x 4"L_ Glass bod $ 32.00 
4-3/16"D x 5"L_ Phen. bdy, stud $245.00 


3/4"D x 2-1/2'L Glass body $ 29.00 
9/16"D x 1-1/2"L Glass body $ 15.00 
3/4"D x 1-3/4"L Glass body  $ 17.00 


3/4"D x 1-1/2"L Ceramic body $ 19.00 
3/4"D x 2-1/4"L Ceramic body $ 22.00 
1-1/16"D x 1-13/16"L Glass body$ 22.00 
11/16"D x 1-3/4"L Glass body $ 22.00 


3/4"D x 1-3/4"L Glass body $ 22.00 
3/4"D x 2-1/2'L Glass body  $ 32.00 
3/4"D x 2-1/4"L Ceramic bdy $ 29.00 
7/8"D x 2-1/4"L Glass body  $ 30.00 
7/8"D x 2-3/16"L Glass body $ 32.00 
7/8"D x 2-3/16"L Glass body $ 32.00 
7/8"D x 2-1/4"L Glass body $ 31.00 
7/8"D x 2-1/4’L Glass body $ 35.00 
1-5/8"D x 8"L Glass body $ 38.00 


1-5/16"D x 2-13/16"L Glass body$ 35.00 
1-3/8"D x 2-3/4’ L Glass $ 39.00 
1-3/8"D x 2-3/4”L Glass body $ 44.00 
1-7/16"D x 2-3/4"L Ceramic $$ 49.00 
1-3/4"D x 4-1/4"L Glass body $ 49.00 
1-3/8"D x 2-3/4’L Glass body $ 49.00 
1-5/8"D x 2-11/16"L Glass body $ 49.00 
1-1/4"D x 4-1/4"L Glass body $ 42.00 
1-5/8"D x 6-5/8"L Ceramic body $ 65.00 
1-5/8"D x 7"L Glass body $ 69.00 
1-9/16"D x 6-9/16"L Ceramic body$ 69.00 
2D x 7-5/8"L Plastic High current$ 89.00 


Model 


(CFG)PK503B400D 


(CFG)3L62-50GR1 
(CFG)ASG-603-10M 
(CFG)OF100-603N 
(CFG)ASG-104-6C 
(CFG)ASG-11 
(CFG)ASG-104-2M 
(CFG)SML104-2M 
(CFG)RM202F104 
(CFG)G230930 
(CFG)GC245K104M 
(CFG)ASG-104-3M 
(CFG)ASG-104-3MG 
(CFG)ASG-26 
(CFG)GMP30-1 
(CFG)D6-30-100 
(CFG)GC245M104M 
(CFG)GML37M104 
(CFG)185P-104-4 
(CFG)GMP-50-1S 
(CFG)ASG-104-5M 
(CFG)ASG-33 
(CFG)CQ20A1KN104 
(CFG)KMOS104-5MN 
(CFG)ZD502C104-1 
(CFG)VJS104K55S2 
(CFG)GC245P104M 
(CFG)PK104B70A 
(CFG)OF75-104A 
(CFG)D6-75-100 
(CFG)OF80-104 
(CFG)OF100-104 
(CFG)KNOB104-10M 
(CFG)EB104-15M 
(CFG)CQ20A1KJ154 
(CFG)EB204-15M 
(CFG)ASG-5 
(CFG)ASG-254-1M 
(CFG)ASG-12 
(CFG)D6-10-250 
(CFG)OF20-254F 
(CFG)OF20-254K 
(CFG)ASG-254-2M 
(CFG)ASG-19 
(CFG)D6-20-250S1 
(CFG)ASG-254-3M 
(CFG)OF30-254 
(CFG)GMP50-25 
(CFG)ASG-254-8M 
(CFG)GC150474K 
(CFG)ASG-504-6C 
(CFG)GC245H504M 
(CFG)OF20-504 
(CFG)GML37J504 
(CFG)GML37K504 
(CFG)PK504B30A 
(CFG)SMLE-5043M 
(CFG)OF30-504 
(CFG)GMP40-5 
(CFG)OF50-504 
(CFG)SML1006 
(CFG)OF60-504 
(CFG)ASG-504-8M 
(CFG)EB504-15M 
(CFG)GML376105 


05 uF 
05 uF 
06 uF 
06 uF 


du 


.] uF 
.] uF 
| uF 
.] uF 
.] uF 
1 uF 
.] uF 
lL uF 
.] uF 
.] uF 
.] uF 
| uF 
.L uF 
1 uF 
| uF 
1 uF 
1 uF 
| uF 
1 uF 
.L uF 
1 uF 
.L uF 
.] uF 
1 uF 
1 uF 
.] uF 
1 uF 
1 uF 
.] uF 
15 uF 
2 uF 
25 uF 
25 uF 
25 uF 
25 uF 
25 uF 
25 uF 
25 uF 
25 uF 
25 uF 
25 uF 
25 uF 
25 uF 
25 uF 
47 uF 
5 uF 
5 uF 
Jj uF 
Jj uF 
5 uF 
5 uF 
5 uF 
5 uF 
Jj uF 
5 uF 
5 uF 
Jj uF 
Jj uF 
Jj uF 


1 uF 
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Capacity Voltage 
— A0kv 3-7/8"D x 9-1/4" P 


3/40 x 2-1/4" Glass 


Size / Case info. 


4-3/4"D x 11"L P 
1-3/8"D x 4-1/4'L G 
1-5/8"D x 3"L. Glass 
3/4"D x 2’L Glass body 
3/4"D x 2-1/4"L 


7/8"D x 2-1/4'L Ceramic 
11/16"D x 1-3/4"L x 5/16” P 
1-1/8"D x 3”L Ceramic bdy 
3/4"D x 2-1/2"L Glass body 
3/40 x2-1/4"L Glass body 
1-1/8"D x 2-1/4’ Glass body $ 
1-3/8"D x 2-1/4”L Glass body $ 29.¢ 
7/8'Dx3"L Glass body $ 2800 
1-5/16"D x 2-3/8”L Ceramic bdy $ 27.00 
1-3/8"D x 2-3/4"L Ceramic bdy $ 31.00 
1D x 2-3/4’L Ceramic a ~$ 30.00 
1-3/8"D x 2-3/4"L plastic film $ 20.00 
1-1/8"D x 2-3/4” Potter glass $ 35.00 
1-3/8"D x 2-1/4"L Glass body  $ 39.00 
1-5/16"D x 4-1/8"L Glass body $ 39.00 
1-5/16"D x 3-1/2"L Glass body $ 37.00 
1-9/16"D x 3"L  Glassbody  $ 39.00 
1"D x 3-1/4"L Standley Mica Cap $ 32.00 
1-3/8"D x 2-3/4"L Ceramic body $ 39.00 
1-3/8"D x 4-1/4"L Glass body  $ 39.00 
1-3/8"D x 5-1/4L Ceramic body $ 42.00 
1-3/8"D x 4-1/4"L Glass body $ 44.00 
1-9/16"D x 3”L Ceramic bd $ 49.00 
1-5/8"D x 3.9/16'L Glas body § 52.00 
1-1/2"D x 5-1/2"L Glass body + $ 75.00 
2-5/8"D x 4"L Phenolic body,stud$ 75.00 
3”D x 4-3/4"L Phenolic body,stud $105.00 
1D x 2-1/2'L Glass body, wire! $ 24.00 
3"D x 5-1/2"L Phenolic body,stud $135.00 


7/8"D x 2-1/4’ L Glass body $ 19.00 
7/8"D x 2-3/4'L Glass body $ 21.00 
7/8"D x 2-3/4"L Glass body $$ 21.00 


15/16"D x 2-3/8"L Ceramic body $ 19.00 
7/8"D x 3-7/16"L Glass body $ 26.00 
7/8'D x 3-7/16"L Glass, wire Ids $ 26.00 
7/8"D x 2-3/4°L Glass body  $ 24.00 
1-5/16"D x 2-11/16"L Glass $ 25.00 
1-3/16"D x 2-1/4L Ceramic bdy $ 27.00 


1-3/8"D x 2L Glass body $ 37.00 
1-3/8"D x 2’L Glass body $ 37.00 
1D x 3’L Glass body $ 45.00 
1-5/8"D x 3”L Glass body $ 85.00 


1-3/8"D x 3-3/4”L Glas Bdy Wire $ 30.00 
7/8"D x 2-3/4"L Glass body $ 23.00 
1-1/4"D x 3”L_ Glass Body $ 33.00 
1-5/16"D x 2-3/4’ Glass Body $ 33.00 
1-3/8"D x 2-3/4" Ceramic body $ 35.00 
1-5/16"D x 2-3/4”L Ceramic body $ 40.00 
1-9/16"D x 3”L Ceramic body § 45.00 
1-3/8"D x 4-1/4"L Ceramic body $ 45.00 


1-3/8"D x 2-3/4"L Glass body  $ 45.00 
1-1/2"D x 4”L Glass body $ 47.00 
1-5/8"D x 6"L_ Glass Body $ 50.00 


1-9/16"D x 4-3/8”L Ceramic body $ 52.00 
1-5/8"D x 6-3/4"L Glass Body $ 65.00 
1-5/8"D x 9’L Glass body $120.00 
4-1/2"D x 5-3/4’L Phenolic bdy,stud $225.00 
1-3/8"D x 2-3/4" Glass body $ 35.00 


eee rs eS ee i= mse} 
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~ G1/ 291 series 
 2”to 2-3/4” wide, 3-1/4”cc @ 
holes 2-1/2” high. Surplus se- 
_ lection may be porcelain or 
f cast mica 


G2 / 292 series 
2-1/2 to 3-1/2” wide, 4-1/4’cc 
@ holes 3” high. Surplus se- 
lection may be porcelain or 
cast mica. 


G3 / 293 series 
3-1/2” to 4-1/2” wide, 5-3/ 
4’cc @ holes 3-1/2 to 5” high. 
Surplus selection may be 
porcelain or cast mica. 


G4 / 294 series 
3-1/2” to 5” wide, 5-3/4”cc @ 
holes 4-3/4” to 5-3/4” high. 
Surplus selection may be 
porcelain or cast mica. 


G5 - G9 series 


NEW giant mica transmitting caps made by Aerovox, commissioned by Los 
Alamos Lab high energy experiments, but never used. 4 hole aluminum flanges 
(5” diameter, 6-1/4”cc @ holes) are standard on all sizes. Length varies and is 
noted on each value. Bakelite case. 


Model Capacity /Size Voltage Current Price Model Capacity /Size Voltage Current Price 
(CFT)000100-291 100 pF(.00010uF) 6kv 20amp $ 89.00 (CFT)001000-295  1000pF 9” high 40kv 27 amp $350.00 
(CFT)000100-292 100 pF(.00010uF) 10kv  3.0amp $125.00 (CFT)001000-297 1000pF 16”high 75kv  27amp $550.00 
(CFT)000100-294 100 pF(.00010 uF) 30kv  5.lamp $265.00 (CFT)001000-299  1000pF 20” high 150kv 27amp $595.00 
(CFT)000120-291  120pF(.00012uF) 6kv 22amp S$ 89.00 (CFT)001300-293 1300 pF(.0013uF) 15kv  l6amp $189.00 
(CFT)000150-291 150 pF(.00015uF) 6kv 24amp $ 89.00 (CFT)001800-293 1800 pF(.0018 uF) 15kv § 18amp $189.00 
(CFT)000150-292 150 pF(.00015uF) 10kv  3.6amp $125.00 (CFT)002000-291 2000 pF(.002 uF)  6kv  Ilamp $ 99.00 
(CFT)000150-293 = 150 pF(.00015uF) 20kv 4.7 amp $169.00 (CFT)002000-292 2000 pF(.002uF)  10kv 13amp $135.00 
(CFT)000150-294 = 150 pF(.00015uF) 30kv 6.2amp $265.00 (CFT)002000-294 2000 pF(.002uF)  I5kv 20amp $295.00 
(CFT)000180-292 180 pF(.00018 uF) 10kv  4.3amp $125.00 (CFT)002000-299 2000 pF 26” high 150kv 39 amp $725.00 
(CFT)000200-291 200 pF(.00020 uF) 6kv  3.0amp $ 89.00 (CFT)002400-291 2400 pF(.0024uF) 6kv I3amp $ 99.00 
(CFT)000240-291 240 pF(.00024uF) 6kv 33amp $ 89.00 (CFT)002700-292 2700 pF(.0027 uF) ~ 8 kv 15amp $135.00 
(CFT)000240-292 240 pF(.00024uF) 10kv 5.lamp $125.00 (CFT)003900-293 3900 pF(.0039 uF) 12 kv 27 amp $245.00 
(CFT)000300-291 300 pF(.00030uF) 6kv 3.9 amp $ 89.00 (CFT)004000-294 4000 pF(.004 uF)  20kv 30 amp $295.00 
(CFT)000360-291 360 pF(.00036uF) 6kv  4.3amp $ 89.00 (CFT)004300-292 4300 pF(.0043 uF) 8kv I8amp $135.00 
(CFT)000390-291 390 pF(.00039 uF) 6kv 47 amp S$ 89.00 (CFT)004300-293 4300 pF (.0043 uF) = 12kv 27 amp $209.00 
(CFT)000430-291 430 pF(.00043 uF) 6kv 4.7 amp S$ 89.00 (CFT)004700-292 4700 pF(.0047 uF) 6kv 20amp $135.00 
(CFT)000470-291 470 pF(.00047 uF) 6kv 5.1amp $ 89.00 (CFT)005000-291 5000 pF(.0050 uF)  6kv 16amp $109.00 
(CFT)000560-291 560 pF(.00056uF) 6kv  5.6amp $ 89.00 (CFT)005000-292 5000 pF(.0050uF) 6kv = 20amp $135.00 
(CFT)000570-291 570 pF(.00057 uF) 6kv 58amp $ 89.00 (CFT)005000-297  5000pF 16”high 75kv 56amp $475.00 
(CFT)000600-291 600 pF(.00060uF) 6kv  5.9amp $ 89.00 (CFT)005100-293 5100 pF(.0051 uF) 10kv  30amp $209.00 
(CFT)000620-293 620 pF(.00062uF) 20kv Ilamp $179.00 (CFT)005600-293 5600 pF (.0056 uF) 10 kv 33 amp $209.00 
(CFT)000620-294 620 pF(.00062uF) 30kv 13amp $275.00 (CFT)007500-293 7500 pF(.0075 uF) 10kv 36amp $209.00 
(CFT)000750-293 750 pF(.00075 uF) 20kv 12amp $179.00 (CFT)010000-292 OluF 5 ky 24amp $145.00 
(CFT)000820-291 820 pF(.00082uF) 6kv  68amp S$ 89.00 (CFT)010000-293 Olu 10 kv 39 amp $209.00 
(CFT)000820-292 820pF(.00082uF) 10kv 9.lamp $135.00 (CFT)022000-294 .022uF 8 kv 50 amp $395.00 
(CFT)000820-293 820 pF(.00082uF) 20kv 12amp $189.00 (CFT)050000-295 .05uF 18"”high 50kv 75amp $565.00 
(CFT)000820-294 820 pF (.00082 uF) 30kv 15amp $275.00 (CFT)050000-295A .05uF 20” high  50kv 85amp $595.00 
(CFT)001000-291 1000 pF (.001 uF) 6kv 7.5amp $ 99.00 (CFT)100000-299  .luF 40H, 11"D 150kv 100 amp $1800.00 
(CFT)001000- 292 ~—- 1000 pF (. 001 uF) 10 kv 10amp $135.00 (CFT)210000-299 21 uF 44”H,18’D 140kv 200 amp $4900.00 


NEW Mica Transmitting scrigtatiet 


urplus stock and are being sold ata 20-40 % savings over our regular factory 
st micas. Current rating at 1 MHz. Note the unusual large capacitors suitable for many rf and high energy projects. 


Surplus Sales of Nebraska stocks a complete line of cast 
mica transmitting capacitors. 291 (CM76), 292 (CM81), 


293 (CM86) and 294 (CM91) sizes in values ranging from 100 pF to .01 uF. Please call for special pricing on any value 
you might need. Broadcasters: we can ship next day service to keep you on the air. 


100 


Surplus Sales 


F1 series 
15/16” wide, 2-3/4” max. 


length, 2” high. #6 studs on 
top. Also known as CM65. 


Ee 


2 letter model aca 2 letter ere 
CFT - A2005000AGG 


Our in house prefix 
Value in pico Farads 


Model 
(CFT)A2000051A06 
(CFT)A2000068A0G 
(CFT)FIO00075APA 
(CFT)A2000091A0G 
(CFT)F1000091APA 
(CFT)A2000100A06 
(CFT)FI000100APA 
(CFT)A2000120A0G 
(CFT)A2000150A0G 
(CFT)F2BO0200ARA 
(CFT)F3000250AUA 
(CFT)A2000300A0G 
(CFT)F2BO0300ARA 
(CFT)F2B00320ARA 
(CFT)A2000330A06 
(CFT)A2000350A0G 
(CFT)A2000360A06 
(CFT)A2000400A0G 
(CFT)A2000470A0G 
(CFT)A2000500AHA 
(CFT)A2000500A06 
(CFT)F3000500AUA 
(CFT)A2000510A0G 
(CFT)F1000510APA 
(CFT)A2000680B06 
(CFT)A2000750A0G 


51 pF 

68 pF 

75 pF 

91 pF 

91 pF 
100 pF 
100 pF 
120 pF 
150 pF 
200 pF 
250 pF 
300 pF 
300 pF 
320 pF 
330 pF 
350 pF 
360 pF 
400 pF 
470 pF 
500 pF 
500 pF 
500 pF 
510 pF 
510 pF 
680 pF 
750 pF 


F2 series 
1” wide, 3-1/4” max. length, 
2-1/4” high. #8 studs on top. 


Also known as CM70. 


Ist suffix le er 


sequencial designator 


2.5 wkvde (5kv test) 
2.5 wkvde (5kv test) 
3 kv .62 amps 

2.5 wkvde (5kv test) 
3 kv .68 amps 

2.5 wkvde (5kv test) 
3kv 2.2 amps 

2.5 wkvde (5kv test) 
2.5 wkvde (5kv test) 
5kv 2 amps 

8kv 2.25 amps 
2.5 wkvdc (Skv test) 
5kv 2.7 amps 
5kv 2.5 amps 

2.5 wkvde (5kv test) 
2.5 wkvde (5kv test) 
2.5 wkvde (5kv test) 
2.5 wkvde (5kv test) 
2.5 wkvde (5kv test) 
600 wkvdc (1kv test) 
2.5 wkvde (5kv test) 
8kv 3 amps 

2.5 wkvde (Skv test) 
3kv 3.6 amps 

2.5 wkvde (5kv test) 
2.5 wkvde (5kv test) 


02 UF 


(CFT)EFX203K100 
high voltage cap. 1-1/4” x 3-3/ 


4” x 1-3/8” high. 


1 UF 


10 kv 


Dearborn 


$39 Each 


7.5 kv 


(CFT)EFX104K75002 


Dear- 
born high voltage cap. 1-5/8” x 
4-1/2” x 1-3/4” high. $39 Each 


Capacity Voltage /Current Price 


$10 


Model 


(CFT)F2B00750ARA 
(CFT)A2001 000AKF 
(CFT)A2001000A06 
(CFT)F2B01 1 00ARA 
(CFT)A2001 500AKF 
(CFT)F2B01 500ARA 
(CFT)A2001 500A06 
(CFT)F1001800APA 
(CFT)A2002000AHA 
(CFT)A2002000AKF 
(CFT)A2002000A06 
(CFI)FIO02000APA 
(CFT)F3BO2000AWA 
(CFT)F3B02000BWA 
(CFT)A2002200AKF 
(CFT)FI002200APA 
(CFI)A2002400A06 
(CFT)F1002400APA 
(CFT)F2B03000BPA 
(CFI)F2BO03000APA 
(CFT)F3BO3000AWA 
(CFT)A2003300A06 
(CFT)A2003500A06 
(CFT)A2003600A06 
(CFI)A2004000A06 
(CFT)F2BO04000APA 
(CFT)A2004700AHA 
(CFT)A2004700A0G 
(CFT)A2005000A06 
(CFT)FSBO5000AVA 
(CFT)A20051 00AKF 


2x2, x4-1/4", 


_Info/Tech./Intn: 402- 346- 4750 


2” wide, 4” max. length, 4” 


~ 


-F3 series 


high. #10 studs on top. 


750 pF 

1000 pF 
1000 pF 
1100 pF 
1500 pF 
1500 pF 
1500 pF 
1800 pF 
2000 pF 
2000 pF 
2000 pF 
2000 pF 
2000 pF 
2000 pF 
2200 pF 
2200 pF 
2400 pF 
2400 uF 
3000 pF 
3000 pF 
3000 pF 
3300 pF 
3500 pF 
3600 pF 
4000 pF 
4000 pF 
4700 pF 
4700 pF 
5000 pF 
5000 pF 
5100 pF 


1uF 3kvde 


(CFT)CER2A1285SP Custom 
block mica high voltage cap. 10%. 


$65 


Capacity Voltage /Current Price 


5kv 2amps $45 
1.2 wkvde (2.5kv test) $ 6 
2.5 wkvde (5kv test) $ 9 
5kv 2.35amps $45 
1.2 wkvde (2.5kv test) $ 7 
5kv 5.lamps $55 
2.5 wkvde (5kv test) $ 9 
3kv 6.2amps $35 
600 wkvde (Ikv test) $ 5 
1.2 wkvde (2.5kv test) $ 7 
2.5 wkvde (5kv test) $ 9 
3kv 4.3amps $39 
12.5kv 15amps $79 
8kv 11 amps $65 
1.2 wkvde (2.5kv test) $ 8 
3kv 4.7 amps $35 
2.5 wkvde (5kv test) $ 9 
3kv 6.8 amps $39 
3kv 6.8 amps $40 
3kv 8.2 amps $45 
12.5kv 13.5 amps $85 
2.5 wkvde (5kv test) $11 
2.5 wkvde (5kv test) $ 9 
2.5 wkvde (5kv test) $ 8 
2.5 wkvde (5kv test) $ 9 
3kv 9.1 amps $45 
600 wkvde (kv test) $ 5 
2.5 wkvde (5kv test) $ 9 
2.5 wkvde (5kv test) $10 
10kv l6amps $65 


1.2 wkvde (2.5kv test) $ 7 


06 uF 20 kvdc 


(CFT)CER2A479SP 


block mica high voltage cap. 5%. 
3-1/4” x 5-3/4” x 4-1/2” . 


re 


Bee oe 


A2series | 


Supplied with both #8 threaded holes and 


solder terminals. 


3/8” x 1-3/8” x 1-3/ 


4”, Also known as CM55 / CM50 / CM45 


Model 


(CFT)A2005100A0G 
(CFT)A2006000AHA 
(CFT)A2006200A0G 
(CFT)F1006200A0A 
(CFT)A2006800AKF 
(CFT)A2007 500AKF 
(CFT)F2B07500APA 
(CFT)A2008200AKF 
(CFT)A2008200A06 
(CFT)FI008200ALA 
(CFT)A2008800AHA 
(CFT)A201 0000AKF 
(CFT)A2010000A06 
(CFT)F1010000AKA 
(CFT)F2B10000AGA 
(CFT)A201 3000AHA 
(CFT)F101 6000AKA 
(CFT)A2020000AHA 
(CFT)F2B22000A0A 
(CFT)A2030000AKF 
(CFT)F2B30000A0A 
(CFT)A2047000AHA 
(CFT)A2050000AHA 
(CFT)F3050000AQA 
(CFT)A2060000AHA 
(CFT)F2B62000AKA 
(CFT)F1100000ADE 
(CFT)F2100000AGA 
(CFT)F3100000A0A 
(CFT)F3500000AHA 


5100 pF 
6000 pF 
6200 pF 
6200 pF 
6800 pF 
7500 pF 
7500 pF 
8200 pF 
8200 pF 
8200 pF 
8800 pF 
01 uF 
01 uF 
01 uF 
01 uF 
013 uF 
016 uF 
02 uF 
022 uF 
03 uF 
.03 uF 
.047 uF 
.05 uF 
.05 uF 
06 uF 
062 uF 
1 uF 

| uF 

| uF 

5 uF 


~4kv 25 amps 


Capacity Voltage /Current Price 


2.5 wkvde (5kv test) $10 
600 wkvde (Ikv test) $ 5 
2.5 wkvde (5kv test) $12 
2kv 7.5amps $25 
1.2 wkvde (2.5kv test) $ 8 
1.2 wkvde (2.5kv test) $ 8 
3kv 9.1 amps $47 
1.2 wkvde (2.5kv test) $ 8 
2.5 wkvde (5kv test) $12 
1.5kv 10 amps $30 
600 wkvde (Ikv test) $ 7 
1.2 wkvde (2.5kv test) $ 9 
2.5 wkvde (Sky test) $15 
Tkv 9.lamps $30 
500v I8amps $49 
600 wkvde (Ikv test) $ 7 
Tkv Ilamps $35 
600 wkvde (Ikv test) $ 7 
2kv 13 amps $49 
1.2 wkvde (2.5kv test) $10 
2kv 15 amps $49 
600 wkvde (kv test) $10 
600 wkvde (Ikv test) $ 9 
$79 
600 wkvde (kv test) $10 
Tkv 18 amps $49 
250v llamps $35 
500v 18amps $40 
2kv 25 amps $75 
600v 25amps $79 


.08 UF 
1.5 uF 
2.8 UF 
3.3 UF 


4 sections, all @ 1 kvde 


Custom 


$165 


(CFT)CER2A491SP Custom 
block mica high voltage cap. 10%. 
3” x 3” x 4-1/4"H. 4 mounting 
bolts front and back. Terminals 
on bottom. 


$75 


“i 


orice. The following discounts apply: 
$100-$249 (3%) 
$250-$499 (5%) 


Series 


$1000 + 


HT-57 
Series 


Our largest ceramic doorknob. 1.187” 
D, 1.89” long. 10-32 UNF thread. 
Model 

(CFQHT570010-15 
(CFQHT570025-15 
(CFQHT570040-15 
(CFQHT570050-15 
(CFQHTS70100-15 
(CFQHT570200-75 
(CFQHT570200-15 
(CFQHT5S70500-15 
(CFQHT571000-15 
(CFQHT571 500-15 


Capacity Voltage Current Price 
10pFo = 15kv Ila $40 
25pF = 15kv 13a = $37 
40 pFNPO 15kv 13a $20 
50pF 15kv 14a $38 
100 pF 15kv 140 $38 
200 pF = 7.5kv 15a $32 
200pF 15kv 15a $36 
500 pF 15kv 7a $36 
1000 pF 15kv 5.10 $36 
1500 pF 15kv 5.30 $39 


yan on total one time pur- 
of HT53-HT58 ceramic doorknobs. 
s’and values canbe mixed forbest — 


$500-$999 (10%) 
(15%) 


25pF & 50pF 
» Jennings 
“2 Ceramic 
(CFC)JIDT02-25 25 pF 15kv, 5% NPO 
16 amps. Low profile, high Q design out 


preforms typical HT-57 style doorknobs. 1- 
7/8” diameter, 1-1/8” high. #10 screw term. 


(CFC)JIDT02-50 50 pK 15kv, 5% NPO 
18 amps. Same physical size as above cap. 


Each 3-9 10+ 
$28 $24 $22 
01 WF 
15 kvde 
HEC 


(CFC)SPSL2103WA .O1 uF, 15kv, +50%, - 

20% 6amps. Highest capacity in a low 
profile design. 2” diameter, 1” high. #6 
screw terminal. $55 Each 


Model 


(CFQHTS50001-5 


(CFC)HT550002-5 
(CFQHT551002-5 
(CFC)HT55T02R-5 
(CFC)HT550003-5 
(CFC)HT551003-5 
(CFQHT550005-5 
(CFC)HT551005-5 
(CFC)HT551006-5 
(CFC)HT55N006-5 
(CFC)HT551007-5 
(CFQHTS50010-5 
(CFQHT551010-5 
(CFCQ)HT55NO10-5 
(CFC)HT550015-5 
(CFC)HT550020-5 


HT-53 = 


Ceramic doorknob. 0.562” D, 0.437” long. 


— -HT-55 ae 
Wire or thread ceramic doorknobs. 
312” D, 0.39”L. 18 ga wired or 2-56 threads. 


Capacity Voltage Current Price 


1 pF NPO wire 5kv 1.20 $10 
2 pF NPO wire 5kv 1.30 $10 
2pF NPO Skv 14a $9 
2.5 pF NPO Skv 1.40 S10 
3 pF NPO wire 5kv 1.40 $10 
3pF NPO 5kv 1.40 $ 9 
5 pF NPO wire 5kv 1.70 $17 


5pF NPO 5kv 
6 pF NPO. 5kv 
6 pF N750 5kv 
7 pF NPO 5kv 
10 pF wire 5kv 
10 pF NPO 5kv 
10 pF N750 5kv 
15 pF wire 5kv 
20 pF wire  5kv 


2-56 UNF threads or wire. 


Model 
(CFC)HT53T007-5 
(CFC)HT531020-5 
(CFC)HT531027-5 
(CFC)HT531032-5 
(CFC)HT530040-5 
(CFC)HT53T040-5 


7 pF NPO 5ky 
20 pF NPO 5kv 
27 pF NPO 5kv 
32 pF 5kv 
40 pF wire 5kv 
40pF Skv 


3.80 


5a 
$12 


Capacity Voltage Current Price 


$1 


HT-54 series 


Wire or thread ceramic doorknobs. aaa 
A37°D, 0.422”L. 18 ga wired or 2-56 threads. 


Model 
(CFC)HT541001-5 
(CFC)HT541002-5 
(CFC)HT541004-5 
(CFC)HT540004-5 
(CFC)HT540006-5 
(CFC)HT541007-5 
(CFC)HT541009-5 
(CFC)HT540010-5 
(CFQC)HT541010-5 
(CFQHT541020-5 


$8 Ea 


1 pF NPO 5kv 
2pF NPO 5kv 
4nF NPO 5kv 


.670 
1.3 
1.3 


Capacity Voltage Current Price 


SH] 
$1] 
$1] 


4 nF NPO wire 5kv 2.10 $10 
6 pF NPO wire 5kv 2.30 $ 9 


7 pF NPO 5kv 
9 pF NPO Sky 


2.50 
2.60 


SH 
$12 


10 pF NPO wire 5kv 2.80 S11 


10 pF NPO  5kv 
20 pF N750 5kv 


(CFC)TDK-5-30k 5 pF 30kv, 
1.5 amps. 1/2” diameter, 
axial leads. 


(6-19)$7 


(CFC)3915-750-10 750 pF, 
10kv uncased ~~ 


2.80 
2.80 


(20+)$6 


$10 
$10 


Model 
(CFC)HT580005-5 
(CFCHT580010-5 
(CFC)HT58001 2-5 
(CFC)HT580020-5 
(CFC)HT580025-5 
(CFC)HT580025-75 
(CFC)HT580025-10 
(CFC)HT580030-25 
(CFC)HT580030-5 
(CFC)HT580030-75 
(CFC)HT580032-5 
(CFC)HT580037-5 
(CFQCHT580040-5 
(CFQHT580047-5 
(CFQHT580050-5 
(CFC)HT580050-5N 
(CFQC)HT580050-75 
(CFC)HT580054-5 
(CFC)HT580057-75 
(CFQC)HT580062-5 
(CFC)HT580063-5 
(CFC)HT580065-5 
(CFQHT580067-5 
(CFC)HT580075-35 
(CFC)HT580075-5 
(CFC)HT580080-5 
(CFC)HT5801 nee 
(CFQHTS80100 
(CFC)HT5801 10. 5 
{CFQHTS8¢ } 
CFOHTS8( 


HT-58 
Ceramic doorknob. 0.813” D 
0.89” long. 6-32 UNF thread. 


series 


Capacity Voltage Current Price 


5 pF NPO 
10pF NPO 
12pF NPO 
20pF NPO 
25pF NPO 
25pF NPO 
25pF NPO 
30pF NPO 
30pF NPO 
30pF NPO 
32pF NPO 
37pF NPO 
40pF NPO 
47 pF 

50pF 


(CFC)SPHT1600KK 


5kv 
5kv 
Sky 
Sky 
Sky 
7 5kv 
10kv 
2.5kv 
Sky 
7.5kv 
Sky 
Sky 
Sky 
Sky 
5kv 


7a 


8.50 


$13 


SOpF NPO 2.5% 5kv 8.50 $14 
50pF NPO 7.5kv 8.5a S15 
54pF 5kv 8.60 $13 
57pF NPO 7.5kv 8.7a $14 
62pF 5kv = 8.7a $13 
63pF 5kv = 8. 8a_-$12| 
65pF ~=ssSkv. «9.30. S14 
67pF Skv = -9.8a_- S18) 
75pF 3.5kv 9.80 $ 9 
75pF 5kv = 9.80 $13) 
80pF 5kv = 9.8a $12) 
100pF 5kv = 9.80 S11, 
100pF 7.5kv 9.80 $17) 
11 0pF Skv = 9.8a $13) 
120pF = Sky 9.90 $13) 
120pF 7.5kv 9.90 $16) 
140pF 5kv = =10a $14! 
140pF 7.5kv 10a $17! 
150pF 7.5kv 10.20 $17] 
170pF 7.5kv 10.40 $17! 
2000F — Skv 6.90 $14 
200pF 7.5kv 6.90 $17| 
300pF 5kv = 7.4a $15 
400pF Skv = 7.70 $15 
400pF 7.5kv 7.70 $18 
500pF 5kv = 7.30 $14! 
> 1000pF 5kv 5.60 $14 
)-75 died 7.5kv 5.60 $18 
SPHT 
Ceramic 


60 pF, 13kv,10% 15 


amps. Low profile design. 1-1/2” diameter, 


1” high. #10 screw terminals. 


$29 Each 


(CFC)SPHT1P150-2 150 pK 2kv, 12 amps. 


Low profile design. 1-1/2” diameter, 3/4 
high. #10 screw terminals. 


Same size as above. 


3/4’ 


$22 Each 
(CFC)SPHT1P200-2 200 pF, 2ky, 


12 amps. 


$26 Each 
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High 
Voltage 
prague Caps &Doorknobs 
(CFT)720C1200-30 1200 pF 30kv. | (CFT)715C0180-40 180 pF 40kv. 
1-1/2” D, 1-1/4”H. $45 Each | 3/4” D, 1-1/2"H. $45 Each 
(CFT)715C1600-30 1600 pF. 30kv. | (cppy799¢0220-40 220 pF. 40kv 
” ” F- p , . 
a ape nie Maat eae 1”.D, 1-1/2”H, $45 Each 
7] - . 10kv. 
ie sie is $29 Each | (CFT)715C0460-30 460 pF, a 
(CFT)715C2200-15 2200pF 15ky, | 2D» 1-1/2°H. $45 Eac 
1-3/4” D, 1°H. $39 Each | (CFT)715C0500-20 500 pF 20kv. 
(CFT)715C2400-20 2400 pF, 20ky. 1D, 1H. $35 Each 
1-3/4” D, 1-1/8"H. $45 Each | (crry715C0500-30 500 pF 30kv. 
(CFT)715C2500-30 2500 pF. 30k 1” D, 1-1/4°H. $42 Each 
STE BE | remscuns it 
- p 3 5 ” ” 
9-1/4"D, 1-1/2”H. PC Foil) ce Me $22 Each 
(CFT)715C5000-20 5000 pF 20ky. | (CFT)715C2000-6 2000 pF, 6kv. 
2-3/8”D, 1-3/8”H. $55 Each | 1”D, 5/8”H. $18 Each 


(CFT)715C8000-6 8000 pF, 6kv. 
1-3/4” D, 5/8”H. $42 Each 


(CFT)715C11000-6 .011 uF, 6kv. 
2-1/8” D, 5/8”H. $45 Each 


(CFT)715C16000-6 .016 uF, 6kv. 
2-3/8” D, 3/4”H. $49 Each 


2700 pF 40 kvdc 
(CFT)706A-270040 Cast doorknob. 
15 amps rf current. 2-3/8” diam- 
eter, 1-1/2” high. 8-32 threads. $70 


10 pF 
12 kvde 


(CFT)221M353 Sprague “Fabmica” 
high stability doorknob. 10 amps 
rf current. 1-3/8” diameter, 1-1/4” 
high. 8-32 thread on top, bottom. 
Each 3-9 10+ 
$16 $15 $14 


2800 pF 
10 kvdc 


(CFT)906A-270040 Cast doorknob. 
5 amps rf current. 1-1/2” diameter, 
1/2” high. 8-32 threads. $27 


500 pF 

15 kvde 
(CFC)SPRAGS00-15 Sprague : 
TN ee De 
socket on bottom for easy series ff 15 kyle 


stacking. 2 stacked = 250 pf 30kv. 


(CFT)D500-15 It’s nota 
ghost from 1980! We found 
another small supply of this 
dual capacitor. $15 Each 


5-19 
$23 


20+ 
$22 


Each 
$25 


Info/Tech./Intnl: 402-346-4750 
Misc. Transmitting Capacitors: Ceramic, Plastic, Mian 


ORDERS: 800- 244-4567 if oe : 


Q and sabi. 7 amps ai current. 1- 1/8” ero ori 
8” high body, 1-5/8” overall. 8-32 stud on top, bottor 
Each 5-19 "20°49 S50 aes 


$18 $17 $16 


Sas 00 
($15 ans 


(CFC)SPFT2000-85 Ceramic rf capacitor. 50 
amps rf current. 2-1/2” diameter, 5” high. $150 


2500 pF 
10 kvde 


B (CFC)805-2500 Ce- 
ramic coupling cap. 
30 amps. 1-1/2” D, 
3-1/2”high. $95 


CFC)TD45X90 Ce- 
= ramic Draloric cou- 
# pling cap. 40 amps. 
| 2-1/2” diameter, 4” 
* high. $125 


(CFT)271-500 Sangamo type 
27130B501J00 cube cap. 2 amps. 
1” x 1-1/4” x 1-1/4”. $20 Each 


2000 pF 10 kvde 


(CFC)TOZ-130X30 2000 pF, 10kv, 60 amps. 
5-1/4” diameter, 1-3/8” high. Six- #8 screw 
terminals each side. $265 Each 


(CFT)PPMG-4 LCC giant blocker. 
2500v peak, 1300wv - 65a, 5%. 2” 
high, 3-1/2” diameter. $95 Each 


3300 pF 
15 kvde 


» (CFC)LCC-TPU050 

_ Ceramic coupling ca- 
pacitor. 100 amps. 3- 
1/2” diameter, 10” 
high. Used/ removed. 
$287 Each 


01uF 
15 kvdc 


(CFC)SLL103WA Cast 
mica coupling / block- 


3” diameter, 


$65 Each 


ing cap. 
3/4” high. 


x _wowsurplussales. com ~—©103 5 


; Rotary... 


e-mail: grinnell@surplussales.com — Fax: 402-346-2939 


(SWR)88-7-11 Radio Switch model 88. 30° index. Mounts by three 
#8 standoffs on front plate. 4” O.D., 10” deep behind panel with 1/4” 
shaft extending extra 6-1/2” beyond that. 1/4” x 2” shaft. $425 


; 15kv - 30 amps 
(SWR)3P6T15-40 Radio Switch ceramic switch sith lots of power 


handling capability. 30° index. Mounts by three #8 standoffs on front 
P late. 4-3/4” 0.D., 9-1/4” deep behind panel. 1/4” x 1-1/2” shaft. $275 


(SWR)88-7-11L 
Radio Switch model 88. Same 
switch as above but each contact has a long 
3/8” wide silver strap pre-attached for convenient installation: $575 


4 pole 
9 throw 
20kv -— 40 amps 


(SWR)90-4-9 Radio Switch model 90. 36° index. Mounts by front 
and rear plates. 9” O.D., 15” long. 1/4” front shaft, 1/2” rear. $595 


@y 5kv - 5amps 
Ea (SWR)JVC8-12 Centralab JVC model. 30° index. Has 24 contacts per 2- 
4 kv 8 a mps 1/2” diameter ceramic wafer, skipping every other one as a dummy. No 
10 pole index. 1/4” shaft. Mounts by front bushing and rear plate. 9-1/2” long. $225 


9 throw 


A (SWR)78-10-9 Deluxe Radio 
Switch model 78, a 10P9T configuration. Each of 5 thick ceramic 
wafers has two poles with 9 position per. 3” O.D., 6-1/2” long behind 
panel, 1/4” shaft. Bushing mount and by support head. $125 (3+)$110 


8 pole 
8 throw 2-3 kw 


(SWR)JV9039 Centralab JVC model. Silver 5/32” diameter heavy con- 
tacts. 20° index with adjustable stop. 2-3/4” diameter ceramic wafer, 6- 
1/2” long behind panel, 1/4” shaft. Bushing mount at front. $185 
(SWR)JV9015 12 pole, 5 throw, — same physical dimensions as 
above but in three wafers (each one 3P5T) $185 
(SWR)JV7 9 pole, 5 throw, as above but in n three’ Ww afers $145 


(SWR)80-32 Radio Switch 
model 80. Easily handles 5 kv. 
60° index. Silver contacts. Three 
wafers, each 2P2T. 2-1/2” 
‘diameter x 3-3/4” behind 
panel. 1/4” shaft. Mounts by 


2P5T+ 40 amp. _1P3T- 20 amp 


(SWR)SWCER5-2 This beasty | (SWR)120383 Radio Switch | 
switch should handle 15-20kv. 36° | model 86. Easily handles 7 kv. 90° front support posts 2-1/4” apart. 
index. Glazed ceramic. 2-3/4” x3” | index. 3-3/8” x3-1/8” behind panel. | “3 A AES, Ate index w heel A 
x 2” deep. 1/4” shaft. Mounts by | 1/4” shaft. Mounts by front sup- thought... move contacts from 
front plate. $135 | port posts 2-7/8” apart. $85 6P2T y 1 0 amp one wafer to another?? $85 


p eo iice tela) ie Wo Wi PE ned me Leas ere oe RES A Thal 
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_ Switches: Rotary, Ceramic — 


(SWR)88-1-5 Radio 
Switch model 88. 36° 
"™%, index. Mounts by two 

“side posts. 4” O.D., 5” 
deep. 1/4” shaft extends 1-1/2” 


out front, 4-1/2” out rear. Top wafer is 


a shorting type with only two fixed contacts. Bottom five position 
wafer has four open positions. User can purchase additional contacts 
from Radio Switch and increase total configuration to 1P9T non-shorting, 


1P9T shorting with any five adjacent contacts shorted at one time. 


$195 


_ Heathkit 


(SWR)63-562 Repair your 


Heath \inear amplifier SB200/220 
series that use this 6 position wa- 
fer, 63-562, exactly as pictured 
above. Very limited quantity. $45 


(SWR)150748-DH2C 2P12T 
in two OAK, thick, HD ceramic 
wafers. 2” diameter, 1-1/2” deep 
behind panel. 1/4” shaft. $35 


(SWR)148707-DH2C Two OAK 
ceramic wafers. Standard 30° in- 
dex, silver contacts (three per wa- 
fer missing). 2” diameter, 2-1/4” 
deep behind panel. 1/4” shaft. 


Barker & 
Williamson 


‘DP5T 


(SWR)B-60241 Original ceramic 
switch used in popular B&W 1500 
watt 5 position shorting antenna 
switch. We picked up all remain- 
ing stock from the factory. Top 
contacts normal 5 position, all but 
active bottom contacts short. 60° 
index, 1/4” shaft. 3/8” mount. 


| maining stock from the factory. 


Each 3-19 20+ 
$25 $21 $18 
Barker & 


Antenna Switch 


(SWR)B-52108 Original ceramic 
switch used in the most popular 
B&W 1500 watt 2 position non- 
shorting antenna switch. We 
bought all remaining stock from 
the factory. Notice the double contact 
for each position, one on top, one on 
the bottom, for double the power han- 


| dling. 120° index, 1/4”shaft. 3/8” mnt. 


nee 


SE a ee 


15kv > 30 War 


(SWR)CER2-2 A unique switch- 
ing arrangement. Our graphic 
shows four contacts with a single 
armature. Tie both commons to- 
gether for SPDT. 1/4” shaft. 
Mounts by front plate. $85 


Barker & 
Williamson 


SP5T 


Antenna Switch 


(SWR)B-52071 Original ceramic 
switch used in popular B&W 1500 
watt 5 position non-shorting an- 
tenna switch. We bought all re- 


Notice the double contact for each 
position, one on top, one on the 
bottom, for double the power han- 
dling. 60° index, 1/4’ sft. 3/8” mnt. 
Each 3-19 20+ 


$25 $21 $18 cl 


| unique switch. 60° index, 1/4” sft. 


Each 3-19 20+ Each 3-19 20+ 
$29 $25 $22 $15 $13 $11 
SPDT Switch SPDT Wafer _ 
(SWR)88087  Stan- | (SWR)W521084¢ 
dard 1-7/8” ce- 


= ramic wafer. Silver 
* contacts. 1” behind 
panel. 


shaft. $12 


| Standard 1-7/8” ce- 


1/4” x 1/2”L | 


ramic wafer, Con 
tacts both sides. Re- 
placement for above © 


switch. $7 $6 (3+) 


SP5T 
. Wafer 


* 
(SWR)590SW-AF Want to buy 
just the wafer for the above 
switch, without the index? Maybe 
as a replacement for your Be W 
5 position antenna switch. Or 
stack it on our index with two or 
more wafers to create your own 


Each 3-19 20+ 
$15 $13 $11 
pole Shorting 


SWR)B50774-1 
Standard 1-7/8” ce- 
amic wafer. Con- 
tacts both sides. 


wafer. Our most 3 lar am 
fier switch. Centralab JVC moc 
Silver 5/32” diameter ieee 


tacts. 20° index with adjustable 
stop. 2-3/4” diameter ceramic wa- 
fer, 1/4” shaft. Bushing mount at 
front. 8 bands! Will handle 3-4: 
kv, 17ampcap. $75 $68 8 (34) 


(SWR)JV9001_ IP17T in one 
wafer. Otherwise as above. $75 


(SWR)JV9034 2PI7T in two 
wafers. Otherwise as above. $115. 


(COL)259-0109000 ZP2T in one 
wafer. Otherwise as above. $59 


(SWR)PA310-291 4P2T 
Centralab, continuously rotating 
ceramic switch. 1-7/8” diameter, 
1” deep behind panel. 1/4” shaft. 
$18 Each $15 (5+) 


Piggy back with others $6 


Barker & 
Williamson 


Switch Index. 


(SWR)B-50773-2 B&W switch 
index for adjacent wafers. Stack 
two 5 position wafers ora5anda 
shorting. 1/4”shaft. 3/8” mount. — 


Adjustable stops. 
Each 3-19 20+ 
$8 $7 $6 


2 pole single ceramic wa- 
fer, 30° index, adjustable 
stop. Includes knob. 1-7/8” 
diameter, 1-1/8” behind 
panel. 1/4”sft. 3/8” mount. 
Each 3-19 


$29 $25 $23 


oa 2 oe 
2P6T « Silver 
(SWR)B120169 Highest 
quality Mallory, thick, HD 
ceramic wafers and 5 amp 
hefty silver contacts. 2” 
diameter, 1-5/8” deep be- 
hind panel. 1/4” shaft. 


$45 Each $40 (3+) 


4P5T - GOLD 

(SWR)275854-H2C Oak 
5 position 4 pole dual wa- 
fer, 30° index, gold con- 
tacts, silver rotor. 1-7/8” 
diameter, 1-5/8” behind 
panel. 1/4’”shaft. 3/8” mnt. 
Each 3-19 20+ 


$35 $32 $29 


(SWR)37702-H1C  Qak, 
ceramic wafer switch, 180° 
index, 1-7/8” diameter, 1” 
deep behind panel. 1/4” 
shaft 1”L. $18 


20+ 


www. satpldecalee com 


, ches: Rotary, Ceramic 


1P12T + Gold 


(SWR)38-0350101 OAK 


Unidex 12 position 1 pole 
dual ceramic wafer, 30° 
index. Bottom section 
open only on position 12. 
1-7/8” diameter, 2-1/8” be- 
hind panel. 1/4”shaft. $28 


(SWR)2513 Two medium 
duty Centralab 1P11T ce- 
ramic wafers. 1-7/8” diam- 
eter, 1-3/4” deep behind 
panel. 1/4” shaft, 1-3/4” L. 
$32 Each $29 (3+) 


1P5T 


\\, shorting 
vater 


(SWR)G1B45658 OAK 
single ceramic wafer. Top 
contacts 1P5T, riveted to 
bottom progressive short- 
ing contacts. 2” diameter, 
1-1/8” deep behind panel. 
$39 Each $35 (3+) 


4 contact sets 


#1. 1P2T #2. 1P4T 

#3. 1P3T shorting, make B4 brk 
#4. 1P3T shorting, make B4 brk 
(SWR)69242-DH2C Oak 
dual wafer, 30° index, sil- 
ver contacts. 2” diameter, 
1-3/4” behind panel. 1/ 
4” shaft. 3/8” mount. $35 


(SWR)279-517 Centralab 
single ceramic wafer.1-7/ 
8” dia., 1-1/8” deep behind 
panel. 1/4” shaft, 1-3/4” L. 
$25 Each $23 (3+) 


3P7T 


(SWR)56-1024 Centralab 
high voltage triple wafer 
ceramic switch each 1P7T. 
1-7/8” diameter, 2-1/2” be- 
hind panel. Insulated in- 


ternal fiber 1/4”shaft. $45 


(SWR)2543 
Dual ceramic wafer, 90° 
index, 1P4T each wafer. 
1-7/8” diameter, 1-7/8” be- 


hind panel. 1/4”shaft. $23 


30° Index i 
(SWR)70-01824 OAK 
Unidex style 4 wafer ce- 
ramic switch. Gold con- 
tacts. 1-7/8” diameter, 2-1/ 
4” deep behind panel. $42 


e- hail grinnell@surplusaes com Fax seer 346- 2939 


12P2T « Silver 
(SWR)179706-H3C OAK 
thick, HD ceramic wafers 
(3), each 4P2T. Heavy sil- 
ver contacts make before 
break. 1-7/8” diameter, 2- 
1/2” behind panel. 1/4”’shaft. 


$32 Each $29 (3+) 


4PAT « Silver 


(SWR)PA310-434 Indus- 
trial Centralab thick, HD 


ceramic wafers (4), each 
1PA4T. Spaced @ 90° index, 


105 


3P1 1T- Silver 
(SWR)PA2523M Wide 
spaced three section (each 
with 1P11T) Centralab ce- 
ramic switch. Silver contacts. 
Adjustable stop. 1-7/8” diam- 
eter, 3-3/8” behind panel. 1/ 
4”shaft 1-3/4” long. $45 


SPAT « Silver 


(SWR)GIB42994 OAK 
thick, HD ceramic wafers 
each 2PAT and separated 
with a metal shield disk. 
Silver contacts. 2-1/4” di- 
ameter, 3-1/4” behind 
panel. 1/4”shaft. 30°. $65 


switch useful in high volt- 
age applications. Heavy silver 
contacts. 1-7/8” diameter, 3- 
3/8” behind panel. Insulated 
1/4”shaft 1-7/8” long. $45 


(SWR)137701-H2C Oak 
dual ceramic wafers, 1P5T 


2P4T ¢ Silver 
(SWR)155018-H2C Wide 
spaced two section (each 
with 1P4T) OAK ceramic 
switch. Make before break 
silver contacts. 1-7/8” di- 
ameter, 3-5/8” behind panel. 
1/4”shaft 1-3/4” long. $22 


each. Wide spaced con- 
tacts. 1-7/8” dia., 2” deep 
behind panel. 1/4” sft. $28 


60° Index 


2P3T « Silver 
(SWR)155712-H2C Oak 
dual ceramic wafers, 1P3T 
each, silver contacts. 1-7/ 
8” diameter, 2-1/8” deep 
behind panel. 1/4” sft. $22 


a 5 


| 


4P4T 


(SWR)198626-H4C Four 
| section (each with 1P4T) 
| OAK ceramic switch. 1- 


7/8” diameter, 3-1/8” be- 
hind panel. 1/4’shaft. $35 


(SWR)199816-H1C OAK | 
single wafer ceramic | 
switch. Gold contacts. 1-7/ | 
8” diameter, 1” deep be- | 
hind panel. 30° index. $19 


1P4T Silver @ 


Oak, 30° 
index ceramic 
wafer switch skips 
over one empty contact. | 
(SWR)217441-H1C $19 | 


| (SWR)377( 


\3-H1C OAK 
single wafer ceramic 
ieee Silver contacts. 1- 
7/8” diameter, 1” deep be- 
hind panel. 90° index. $18 
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Switches: Rotary, Ceramic 


< 


1P6T « Silver 


vances continuously, re- 


peats . Silver contacts. Re- - 


moved from egqpt. 2-1/4” 
wide, 1-3/4” high. $18 


3P3T 


(SWR)PA6007 Centralab 
ceramic wafer, gold con- 
tact, adjustable stop, 30° 


index. 1-3/8” diameter, 
7/8” deep behind panel. 

Each 3-19 20+ 
$17 $14 $12 


30’ Index 
2P4T « Silver 


(SWR)160094-F1C OAK 
ceramic switch. 1-3/8” di- 


ameter, 1-1/2” behind 
(SWR)360496 Pull chain | 
ceramic rotary switch ad- | 


panel. 1/4”shaft. 


Each 3-19 20+ 


$19 $16 


30’ Index 
oP12T « Silver 


(SWR)PA024-3361 Con- 
tinuous rotation Centra- 
lab ceramic switch. 1-1/ 
2” diameter, 1-3/8” behind 
panel. 1/4” flat shaft. $29 


$14 


_ (SWR)192082-N3C_ 3wa- 


fer OAK ceramic switch 
each with 4P2T contacts. 
30° index. 1-1/2” diameter, 
2-1/8” behind. $29 


(SWR)9072128 Centralab 
ceramic wafer, gold con- 
tact, spring return one 
position, 30 index. 1-3/8” 
dia., 3/4” behind panel. 


$16 Each 


2P2T 


_ 
OAK ce-. 
ramic wafer ™ 
silver con- Se 
tact, 60° index.~ 
1-3/8” 
behind panel. 


9 
> 


om 
> 


diameter, 7/8” deep 
1/4” tapped 
SWR)154493-F1C 
3-19 
$12 


aries 
bidit. 


Each 


$15 


3 


=” sets 


contact 

#1) 2P2T #2) 2PIT foe 1P2T 
SWR)66507-DH1C Oak, 
30° index, silver contact 
2” dia., 1” behind 
A” shaft. $15 


3P4T + Gold 
(COL)259-105700 Dual 
redundant contacts mirror 
one another on top and 
bottom of wafer for extra 
current handling. 30°. $37 


Barker & Williamson 


(SWR)B51645-1 B&W 
410 special 3 wafer ce- 
ramic switch with two 
2P6T sections and others. 
1-1/2” diameter, 2” long. 
$8 Each $7 (3+) 


30’ Index 
6P4T + 6P5T 


(SWR)6860C0009 OAK 
3 wafer ceramic switch 
each with one set 2P4T & 
2P5T contacts. Make be- 
fore break on two wafers 


only, 1-1/2” diameter, 2 | (SWR)9073472 Centralab 


. behind panel. 1/4”sft. $42 


$13 (3+) 


20+ -— 
$10 


(SWR)193404- NC2 OAK 
2 wafer ceramic switch (#1 
-2P5T; #2- 1P5T contacts). 
1-1/2” diameter, 1-3/8” be- 
hind panel. 1/4”sft. 30°. $23 


a ee 


12P2T 


(SWR)20-37089-9 3 wa- 
fer Centralab ceramic 
switch each with 4P2T 
contacts. 30° index. 1-1/2” 
dia., 1-3/8” behind. $25 


(SWR)5-32863-5 OAK 6 
wafer ceramic switch each 
with 1P12T gold contacts. 


Adjustable stops. 1-3/8” 
diameter, 4-1/8” behind 
panel. 1/4”shaft. $59 


bi eal 


-Info/Tech./Intnl: 402-346-4750 — _ ORDERS: 800-244-4567 - Fax: 402-3: 


OM .aias 


4+ > @ oS 
WY Sen5 


erwise as above. 


9P4T 
(SWR)283822 Centralab 
ceramic switch, 4th posi- 
tion all wafers & rear switch 
off. 30 index. 1-1/2” diam- 
eter, 2-1/4” deep behind panel. 
Each 3-19 20+ 


$32 $29 $27 


» APAT 


(SWR)743561 DAVEN 
precision 3 wafer ceramic 
switch has gold/silver con- 
tacts. 1-7/16” diameter, 2- 
1/4” behind panel. 1/4” x 
1” shaft. 20°/40° index. $29 


(SWR)10212-2. DAVEN 
TWO wafer 4P4T switch, 
1-1/2” deep, 1/2” long shaft 
otherwise as above. $29 


a Pole 


(SWR)311C240H01 OAK 
4 wafer ceramic switch 
with contacts as follows: 
#1. 1P6T = #2.:*‘IP7T 
#3. 1P6T #4. 1P4T 
1-3/8” diameter, 2-3/8” be- 
hind panel. 1/4”shaft. $17 


(SWR)7703886-2 OAK 2 
wafer ceramic switch each 
with 2P5T contacts. 1-3/8” 
diameter, 1-1/2” behind! 
panel. 1/4”sft. 30° ind. $277 


4P4T 


2 wafer switch each with: 
2PAT gold contacts. Oth- 
$25 


2P11T 
(SWR)149847 OAK 2° 
wafer switch each with: 
1P11T contacts on top and’ 
shorting section on bottom | 
shorts all but active terminals. 
Otherwise as above. $35: 


2P6T 
(SWR)9000-470-0040 3: 
wafer ceramic switch. 
1P6T on two wafers. Third | 
wafer has arbitrary con-. 
tacts. 2” dia., 3-3/16” be- 
hind panel, 1/4” shaft. $29 ' 


(SWR)PA024-2794 Wide 
spaced Centralab 3 wafer 
ceramic switch has gold 
contacts, silver rotor. 1- 
1/2” diameter, 2-1/4” be- 


hind panel. 1/4” x 1/2” 
long shaft. 
$25 Each $20 (3+) 


4PDT + 3PST 
(SWR)G1B45667 2 wafer ' 
ceramic switch. 4PDT on: 
one wafer, 3PST other. 2” 
diameter, 1-1/2” behind 
panel, 1/4” shaft. $19. 


tus 


2 1-1/2” 5a $32 
3 1-3/4” 5a $24 
3 2-1/4” 5a $38 
(SWR)17-1983-3B21C 3P12T 3 f 1-5/8” 2a $22 
(SWR)27-1936  4P5T 2 2P5T 30° 1” 1-1/4” 2a $21 
(SWR)52-1916  5P18T 5 1P18T 20° 2” 2-1/2” 5a $85 
5 1P24T 15° 2” 2-1/2” 5a $95 
{SuR3. 1900-6-B10 6 1P10T 225° 1-12” 3” 5a $80 
8 1P8T 45° 1-3/16” 4” 5a $75 
‘(SWR)6-1901-7* 10 1P24T 15° 2” 4-3/4” 5a $150 
(SWR)16-1944-1 12P24T 12 1P24T 15° 2” 5” 5a $175 
(SWR)1-1937 14P12T 14 1P12T 30° 1” 5-1/2” 2a $65 
(SWR)4-1939-2 30P3T 10 3P3T 30° 1” 4-1/4” 2a $45 
(SWR)5-1904**  30P4/8T 10 apaty2pst 22.5° 1-1/2” 5” 5a $95 | 


* Dual concentric shaft splits top 3 & bottom 7 sections. 
** Dual concentric shaft splits top five 4PAT & bottom five 2P8T sections. 


Three 12P10T 


in this “Test Selector” control 


5 amp switches mounted on 
this head have continuous ro- 
tation. The left switch is inde- 
pendent, the right two are ganged 
to one shaft. NSN 5930-944-6189. $250 


GRAYHILL / OLE Pealed, 
explosion proof, mil-spec switches 


Part Number Config- Wafers Per Index Dio- Length Amps Each 
uration Wafer meter behind 

(SWR)M3600-0868 IP5T 1 1P5T 45° 1-1/4” 1-1/8” la $12 
(SWR)1030F-101-8NY 1P8T 1 1P8T 30° 1” 1-1/8" la $17 
(COL)260-2175-000 2P2T 2 1P2T 36 1” 1-5/16” la $16 
(SWR)57HS22-02-114N 2P14T 2 1P14T 22.5° 1-1/4” 1-1/4” .la $25 
(SWR)42M36-03-1-3N 3P3T 3 1P3T 36° 1” 1-3/4" 10a $38 
(SWR)42YY23303-1-06 3P6T 3 1P6T 36° 1” 1-3/4" la $25 
(SWR)44M30-03-1-11N 3P11T 3 1P11T 30° 1-3/16” 1-3/4” la $35 
(SWR)9M30-02-4-3N 4P3T 2 2P3T 30° 1” 1-1/8" .12a$I5 
(SWR)8A36-04-1-38 4P3T 4 1P3T 36° 3/4” 1-3/4” .12a$18 
(SWR)44MS30-01-5-2N 5P2T 1 5P2T 30° 1-1/8" 1-1/8” 2a $15 
(SWR)24853 6P4T 3 2P4T 36° 1-1/8" 1-7/8" 2a $25 
(SWR)42M36-06-1-04 6P4T 6 1P4T 36° 1” 2-7/8” .25a$25 
(SWR)24006-6N 6P6T 6 1P6T 36° 1-1/8” 4-1/8” la $32 
(SWR)24YY2-056-10 6P10T 6 1P10T 36° 1” 3-1/8" 5a $69 
(SWR)M3786/13-0045 8P3T 2 4P3T 30° 3/4” 1-1/4" .12a$12 
(SWR)44A30-02-4-3N 8P3T 2 4P3T 30° 1-1/4” 1-3/8" la $19 
(SWR)9YY23043-3-4N 9P4T 3 3P4T 30° 3/4” 1-1/2” la $24 
(SWR)4M36-11-1-05N 11P5T 11 1P5T 36° 1” 4-5/8" la $45 
(SWR)44HS45-06-2-4N 12P4T 6 2P4T 45° 1-1/8” 2-3/4” .25a $39 
(SWR)M3786/4-0255 16P3T 4 4P3T 30° 1-1/8" 2” 2a $A9 
(SWR)44M30-05-4-03 20P3T 5 4P3T 30° 1-1/8” 2-3/8" .25a$39 


25 www.surplussales.com 


as ‘Rotary, Sealed — 


(SWR)2235 JANCO switches mounted | 
head. Three 12 wafer, 12P10T | 


cle grinnell@surplussales.com 


Plessy Type 72 
precision, low resistance switches 


reliability. Stops can be adjusted on some models. Modify for make | 
B4 break by engaging adjacent unused contacts or leave as is for | 


break B4 make. 1/4” shaft x 5/8” long. Silver contacts. 
Part Number 


uration Wafer meter behind 
(SWR)72-73-36 BP 1" 2PTT 24 2-1/8" 1-3/8" 5a S45 
(SWR)72-73-25 2PI5T 2 -1PIST 24 2-1/8” 2” 5a $85 
(SWR)72-73-43 ARIT = 2a Cpitaeeri ee 20 e-5a, S75 
(SWR)72-73-36-1 6P3T 2 3P3T 24 2-1/8" 2” 5a $65 
(SWR)72-73-39 SP3Te See SPs 24. 2-1/8" 2s 5a $75 
GRAYHILL, RCL, COLE 


miniature sealed, 1a 
mil-spec switches 


al 


Config- Wafers Per Index Dio- Length Amps Each | 


Fax: 402-346-2939 


' over 800 tuners!) 1-1/2” dia., 


Very expensive high quality switches have low resistance andhigh | 1/8” deep behind panel. 1/4” shaft. 


107 
AT-300 


Antenna 
Tuner 
Switch 


2P6T 


(SWR)AT-300 Original AEA re- 
placement rotary fits the popular 
AT-300 antenna tuner (we sold 
es 


$18 Each $15 (3+) 


4P13T 


Radio 
Switch 


(SWR)MS14B4 Radio Switch 
sealed rotary switch has 4 wafers 
(1P13T each), 25.43° index, 10 
amp contacts. 2-3/4” dia., 1-3 
4” deep behind panel. 1/4” shaft. 
$49 Ea $39(3-9) $35 (10+) 


Part Number Config- Termi- Index Dic- Length Shoft — Each 
uration —_nals meter behind Dio. /Len. 
(SWR)281-41 1P2T Eyelet 60° 1/2” 3/4” 1/8"-3/8" $4 
| (SWR)50MY26113§ 1P2T Eyelet 60° 1/2” 3/4” 1/8”-1/2” $6 
| (SWR)1800-236-050 1P3T Eyelet 36° 1/2” 3/4” 1/8’-3/8" $5 
| (SWR)50MY23721 1P4T PCB 36° 1/2” 3/4” 1/8"-3/8" $6 
(SWR)51M30-01-1 1P6T Eyelet 60° 1/2” 3/4” 1/8”-3/8" $7 
(SWR)50YY24185  1P8T PCB 45° 1/2” 3/4” 1/8”-1/2" $8 
(SWR)50MY23101-10 1P10T Eyelet 36° 1/2” 3/4” 1/8”-3/8" $10 
| (SWR)51SP30-01-1 1P11T PCB 30° 1/2” 3/4” 1/8”-3/8" $8 
(SWR)SW3082-40D* 1P12T Eyelet 30° 1/2” 3/4” 1/8”-3/8" $10 
(SWR)50YY26018-1-2 2P2T PCB 60° 1/2” 3/4” 1/8”-slotted$ 8 
(SWR)50MY23925 2P5T Eyelet 36 1/2” 3/4” 1/8”-1/2” $10 
(SWR)51YY23333 2P5T PCB 30° 9/16” 3/4” 1/8”-5/8" $9 
* Special Pricing: $10 Ea. $9(15-49) $7.50 (50+) 
§ 6 amp contacts 
GRAYHILL 
sub-miniature 1P5T Actual Size 


(SWR)75BP36015NF Extra small rotary switch can 
bushing or circuit board mount. 1/8” shaft, 0.3” 
dia. body, 5/8” behind panel, 1-1/4” total length. $4 


4P19T 


(SWR)MS20B4 JBT sealed rotary 
switch has 4 wafers (EE each), 
25.43° index, 10 amp Cc 


3/4” dia., 1-3/4 deep behin 
panel. 1/4” shaft. $85 


| 1/8” / 1/4” concentric shafts., 


GRAYHILL 2P10T 
circuit board mount 


(SWR)71BY231713 11 pins per @& 
row, continuous rotation. 1/4” shaft, 
0.3” diameter, 1- 3/16” behind panel, 3/4”W, H. $15 


1P8T & 1P5T, circuit board mount 
(SWR)71MY 233332 
1/8” / 1/4” concentric shafts. 1P8T on the back wa- 
fer (1/8” shaft), 1P5T on front wafer, 1/4” shaft. $15 


& 


Same physical as above but | 


GRAYHILL 2P5T 
circuit board mount _, 


14 pins. 
0.3” diameter, 1-3/8” 


(SWR)71CY231679 


| behind panel, 11/16” O.D. 1/8” center shaft with 


slot tip drives through center of switch and pokes 
out rear as seen in graphic. Rear chamber is open 
for extra pot section or switch. $10 


amp contacts. 2-1 


sen hehi | h? ft 
deep den ind panel. 1/4 SIT. 


(COL)259-2768-01 Collins 
sealed rota ry switch nas Z wafers 
(2P6T each), 30° index, ¢ 
amp contacts. 1-1/2” diz 4 
deep | behind pane 1/4" s 

cad 3-19 ZU+ 

$3 $2.50 $2 


| 408 ” chcrmbingees. 


(SWR)56137 CTS dust proof cir- 
cuit board mount rotary switch. 
30° index, 1-1/2”W, 3/4” deep be- 
hind panel. 1-3/8”high. 1/4” shaft. 
Each 3-19 20+ 


$3 $2:50'S, S352 


1P23T 


Continuous 
Rotation 


(SWR)SWHY5 Left over from the 
HYGAIN CB radio days.PCB or 
bushing mount. 1-1/2” square, 1- 
3/8” deep behind panel. 1/4” shaft. 
$4 Each $3.50 (4-19) 


Ve 


(SWR)SWOAK4 Left over from 
the HYGAIN CB radio days.PCB 
mount. 1-1/2” square, 1” deep 
behind panel. 1/8” shaft. $8 


“Info/Tech. antab 1: 402-3464 o E ; 
: Switches: Rotary : 


Part Number 


(SWR)2A2N3-1 
(SWR)2A3N2-1 
(SWR)2A4N2-1 
( 
( 


SWR)2A1S12-6 
SWR)2A1S12-7 


1P9T 


Silver & 
Contacts’™ 
(SWR)40C83462H05 


1-1/2” dia., 


Each 
$6 


All 15° Index, 2-1/4"Dia, | $8 $7 $6 


5-3/4” $ 95 
6-1/4” $115 


OAK phe- | behind panel. 3/ 
nolic wafer switch, silver contacts, | 16”D x 7/8”L shaft. 
7/8” deep behind | $10 Each $9 (3+) 

panel. 1/4” shaft. 30° index. 


 1P AD yr agreed 
KWM-380_ 
~ Meter 


a ‘Switch | 
“a (COL)259- 2936-030 1PAT | \ 
| Unidex style rotary switch. 
1” diameter, 1/4” shaft. Re- 
placement part for KWM-380. 
Each 6-24 25+ — 


Length Each 
ind 


1-3/8” $ 29 
1-3/8” § 25 
1-3/8” $ 29 


Unidex 


(SWR)262363-1 OAK 45° Unidex, 

1” dia., 1” deep behind panel. 

1/4” shaft, 3/16” long. 1 wafer. 
$4 Each $3.50 (3+) 


(SWR)169251-1 OA 
18° Unidex, 1-3/ 
4” diameter. 3/4” 


(SWR)2J68-B34-DK14 Precision, 
high current rotary switch. Gold con- 
tacts. 2” square. 2-3/4” behind panel. 
1/4” x 1-1/2”L shaft. $95 


Sal a POT: 


2P6T 


(SWR)5-16531-410 4 


BCD 


Continuous 
Rotation 


(COL)259-8021-020 7 pin PCB 


or bushing mount. 1-5/8” W, 7/8” 
deep behind panel. 1/4” shaft. 
$8 Each $7 (3+) 


(SWR)304-78-33 2PAT | 
Stackpole PCB or bushing mount. | 
13/16”W, 9/16”H, 5/8” deep be- | 
hind panel. 1/8” shaft 1-3/4” long. 


(SWR)304-78-25 1P6T 


Stackpole, otherwise same as | 


above switch. 


$5 Each, Your Choice 


maintain). 


Each 
$5 


2P3T  unidex, 1di-g 


Lever Switch 
(SWR)1467 Centralab phenolic 
lever switch with spring return on 30° Unidex. 1” di- 
down side only (center and up 
Silver contacts, 3/4” 
wide, 1-3/8” deep behind panel. | ,,, 

| 1-7/8" high, 4” shaft. $7 


at 


OAK A5° 30" Index 


ameter. 3/4 (SWR)A6654C ° Pre- 
behind panel. 1/4” shaft. cision, high current, at- 
$7 Each $6 (3+) tenuator type rotary switch. Gold 
contacts. 2-3/16” square. 1-1/2” be- 

OP5T hind panel. 1/4” x’7/8”L shaft. $45 
(SWR)840220 OAK 


ameter. 3/4” be- 
hind panel. 1 


15° Index 


Continuous Rotation 


2P2T 


(SWR)7707232-3 

OAK 30° composite 
(ceramic like) wafer. 
| 1-1/4” diameter. 1” be- 
hind panel. 1/4” shaft. 


$3.50 Each $3 (10+) 


3 2P6T e Silver (SWR)231-DM-11A Precision, high 


bed , | current, low resistance, attenuator 
(SWR)3126J ‘Make Before Break’, type rotary switch. Gold/silver con- 


heavy silver contacts, 1-1/4" dia., | tacts, 2-1/4” square. 2-1/2” behind panel. 


7/8” deep behind panel. 1/4” | 14x1-1/2"L shaft. Adjustable stop. $95 
break-away shaft is 2” long and : shaft. Adjustable stop. $ 


breaks off to 3/8”, 3/4” or 1-1/2”. 
Each 6-24 25+ 


(SWR)5100-5014 


5P12T 


CTS sealed 5 


so 6.§8-—s«s$7.50.—Ss | 6PBT s 
3P4T 


A (SWR)82891E01 CRL, 


wiched wafers. Top, | (SWR)37942 Precision, high qual- 
inside and bottom, all | ity, low resistance, attenuator type ro- 


wafer switch, 1P12T each. 30° in- | have 1P4T config. 30 index, 1” di- | tary switch. 3 sections, each 2P8T. 
dex. 1-1/2” diameter, 1-5/8” be- | ameter. 5/8” behind panel. 1/8” shaft. | Gold contacts. 2-5/8” square. 4-3/8” 


hind panel. 1/4” shaft. 


$25 $6 Each $5.25 (3+) behind panel. 1/4” shaft. $150 


Sales www. Sarpldssalees com 
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a ait ‘ ian 


totary Switches: High Quality, US Made 
henolie, standard single or multiple wafer. 


art Number Config- Wafers Per Index Dio- Length Amps Remarks Each 
uration Wafer meter behind Shaft 
SWR)12YY2137 APat- 1 36° 13/16” 1/2” la 1/4” Enclosed, slotted $ 2 
(COL)259-2959020 1P2T 1 e 30° 1-1/8” 3/4” la 1/4” Continuous short $ 3 
(SWR)1461 - ley ial 30° 1-5/8” 5/8” 3a* 1/4” MakeB4Break §$ 5 
(S R)125131-H1 A ea 30° 1-7/8” 7/8” 2a* 1/4” 3/8” tongshaft $ 5 
(SWR)438386 1P8 45° 1-7/8” 7/8” 3a” an va" long shaft $ 6 


[ 30° 1-7/8” 1-1/8’ 
3 16” 5a 1/2 A” Fiberglass wafer § 4 
oT 30° 4” Continuous rot. $11 
18 Unidex $10 


(SWR)560691 bok «ial 30° 1-5/16” 3/4” ’ 3/8” long shaft $§ 4 
(SWR)172246-H1 2P5T 1 2P5T 30° 1-7/8” 1” 3a* 1/4” MakeB4Break $12 
(SWR)5-16531-410 2P6T 1 2P6T 45° 1” 3/4” la 1/4” Unidex So7, 
(SWR)3126J 2P6T 1 2P6T 45° 1-1/4” 7/8” 3a* 1/4” MakeB4Break $ 9 
(SWR)60B542 Aa 2 1P6T 30° 1-7/8” 1” . 2a* 1/4” 3/8” tong shat $ 9 
Pl] “IP1IT 30° 1-7/8" 2-1/2” 3a* 1/4” 1-34” tong shat $16 | 
-1P24T 15° 2-3/8” 1-1/2” 2a* 1/4” 3/8” tongshat $25 
T 2 1P24T 15° 2-3/8” 1-1/4” la** 1/4” 716" long shaft $30 
1 3P3T 30° 1-1/2” 7/8” 2a 1/4” Adjustable stop $ 7 
08 AT 2 2P4T 30° 1” 5/8” la 1/8” Fiberglass wafer $ 6 
(SWR)262363-1 Bee er AP2 Tt 45) 1 1” la 1/4” Unidex $4 
(SWR)46020370 4P2T 1 4P2T 30° 1-1/4” 1” ~~ la 1/4” 38”longshaftt $ 5 
(SWR)PA1013 AP5T- 2 2P5T 30° 1-1/2” 1-1/4” 2a 1/4” 1-3/4” long shaft $12 
(SWR)5100-5014 5P12T 5 1P12T 30° 1-1/2” 1-5/8” 2a 1/4” Sealed Contacts $25 
(SWR)243444-MF5 5P22T 5 1P22T 15° 2-1/4” 2-1/8” 2a** 1/4” 1/4” long shaft $65 
W R)PA1019 -6P3T) «62 «(3P3T 30° 1-1/2” 1-3/8” 2a* 1/4” 1-3/4 long shaft $10 
WR)49C14931 6P5T 3 2P5T 30° 2” 1-5/8” 2a* 1/4” MakeB4Break $15 
NR)8518479 8P2T 2 4P2T 30° 1-1/4” 1-1/2” 2a* 1/4” 2° tongshat $12 
WRIK253 Sear 2s APAT «O30 1” 1” la** 1/4” Double sided waf $12 
WR)PAO22-3010 SP5T 4 2P5T 30° 1-3/8” 1-3/4” 2a** 1/4” sre" longshat $18 
(SWR)PA022-2947 10P5T 5 2P5T 30° 1-1/2” 2-1/4” 2a** 1/4” 1-3/4” tong shart $45 
(SWR)4MLW-3 12P3T 3 AP3T 30° 1-1/2” 1-3/4” 3a* 1/4” 1” tongshatt $22 
(SWR)208-926-A8 16PAT 8 2P4T 30° 1” 2-1/4” 2a* 1/4” Fiberglass wafer $35 
* Silver contacts ** Cold Contacts 


e-mail: grinnell@surplussaes. com 


aes: Rotary, pe a 


(SWR)LLAS02LA 120 vac @ 10 amps 
Electro Switch power tap switch. 
Two contact sets follow each other 
through open-open, closed-open, 
closed-closed and open-closed rou- 
tine. 2-1/4” diameter, 1-1/2” behind. 
7/32”D x 1/4”L shaft. 90° index. $19 


(SWR)8641BK 125 vac @ 10 amps 
Electro Switch power tap switch. 
Dual section has two positions plus 
neutral ‘off’. 2-7/8” square, 2-3/4” be- 
hind. Includes knob. 45° index. $35 


109 


Fax: 402-346-2939 


2P8T + 100 amps 
(SWR)608- 8 2section Ohmite ce- 
ramic tap switch. Handles 100 
amps @ 300 vac. 6-1/2” diameter, 
7” behind. 3/8” x 1-1/2” shaft. $135 


2P2T - 60 amps 
(SWR)SCC67038-1 500 vac / 250 
vdc Electro Switch power tap 


Single 
Pole 
Shorting s 


(SWR)32901LB 125 vac @ 10 amps 
Electro Switch shorting tap switch. 
Rotates through one to three positions 
shorted. 1-3/4 dia., 1-1/4” behind. $22 


switch. Make before break 60 amp 
contacts. 7” diameter, 4” behind. 
3/8” x 1-1/8” shaft. 90° index. $110 


2 pole 


(SWR)33201A3 125 vac @5 amps 
ESCO tap switch with the follow- 
ing three positions: Position 1: 


6P5T 


Make 


B4 Break “| 
(SWR)49C14931 

3 wafer, 2P5T each. 30° index. 
2” diameter, 1-5/8” behind panel. 
1/4” shaft. 2a silver contacts. 


(SWR)CRL1413  Centralab 2 
wafer switch, 1P11T each. 30” in- 
dex. 1-7/8” diameter, 2-1/2” be- 
hind panel. 1/4” x 1-3/4” shaft. 


(SWR)412-5 300 vac 
@ 50 amps Ohmite power tap switch. 
Ceramic body. 4-1/4 diameter, 2-5/8” 
behind panel. 3 screw face mnt. $49 


Each 3-19 20+ Each 3-19 20+ 
$16 $14.50 $13 $15 $14 $12 
(SWR)60B542 
2P6T Oak 2 wafer 1P6T 
Me 2 switch, 1P6T 
each. 30° index. | Single waferg 
1-7/8” diam- | 30 index. 1- 


7/8” diameter. A 
1/4” x 3/8” shaft. 
2 amp silver contacts, 4 

(SWR)125131-H1 $5 ost (6+) 


eter, 1” behind 
BE. panel. 1/4” sft. 


“$9 Each $8 (3+) 


@. (COL)259-2959020 One pole, con- | 
tinuously shorting from open to | 


1 to 2 positions. 1/4” shaft. 


Each 3-19 20+ 


$3 $2.75 $2.50. 


1P3T 


SWR)1461 MAKE Before BREAK. 
3 amp silver contacts. 1-5/8” diam- 
eter, 5/8” deep. 1/4” x 1-3/4” shaft. 


$5 Each $4.50 (3-19) 


$4 (20+) | 


| B-C, F-G. __ Position 2: A-B, E-F. 
Position 3: A-C, D-E. 1-7/8 dia., 1- 
1/4” behind. Includes knob. $15 


4 pole 
10 amp 


ve 
(SWR)ARR-4P 125 vac @ 10 amps 
ARROW tap switch with the follow- 
ing four sections: Sections 1 & 2: 
| 1P4T. Section 4: 1P3T. Section 3: 
Continuous shorting three of four ter- 
minals as rotated. 3-3/4” max. OD. $45 


9 4 position 


(SWR)123903LL 
ac/dc @ 30 
Amps E Vaeo Sw itch 
Ppower tap switch. Two 
rotate throug! 1 the followir 


oles ig rou- 
ine: Position 1: all open, Position 2: 
1B-3. Position 3: 4-5. Posi- 


tient 4: 1-2,3-5B, 4’ Mees renee x, 4-1/2 
long. Pointer knob included. 90° index. $75 


Pe a 


Ameer Oe Fl, Ag Oo ene 
Taira eg tee oe ae ed 
sf 
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Lear ee © i ce ie « 


Switches: Rolaty: Misc, LEDEX 


60a Tap Switch 


(SWR)125702A-3 500 vac / 250 
vdc, 60 amps Electro Switch tap 
switch with the following three 


positions: Position 1: contacts 
1-2, 4-6 are made. Position 2: 
all open. Position 3: contacts 
1-3, 5-6 are made. 4-3/4” square., 
4” behind panel depth. Includes 
knob. 60 amp contacts. 90° index. 
Explosion proof. $110 


Barker & 
Williamson 
(SWR)B51647-1 B&W 410 spe- 
cial 3 wafer phenolic switch. Wa- 
fers 1.& 2 each have 2PAT, 3 has 
weirdness. On/Off switch hanging off 
back kicks in @ end of rotation. 1-1/ 
2” diameter, 4-3/8” behind panel. 
$5 Each $4 (3+) 


LEDEX 
6P12T 
(SWR)2178-4 JANCO sealed, ex- 
plosion proof switch body with 
Ledex motor has 6 wafers, eacha 
1P12T configuration. Contacts 2 
amp, 115vac. 24 vdc coil, continu- 
ous rotation. Pulse or constant 
voltage advances switch by one. 


Remove and reapply to advance again. 
1-1/2” square head, 4-1/2” long. $35 


(SWR)8002-1 Motorized switch 
assembly has 3 wafers, each a 
4P2T configuration. 28 vdc coil, 
continuous rotation. Contacts 2 
amp, l115vac. 2” square head, 
2-1/8” long. $45 


Barker & Williamson 


SPAT 


(SWR)B51637 B&W special 4.wa- | 


fer phenolic switch. Shield disc 
between 2 & 3. Can be shortened 


to 2” by removing 4th tie point wafer. 
1-1/2” diameter, 3-5/8” behind panel. 
$5 (3+) 


$6 Each 


2P4T { 


Barker & Williamson | 


(SWR)B51652 B&W special | 
2PAT phenolic switch. 2nd wafer 
is tie point du immy and could be 
reduced. 1-1/2” diameter. 1/4” 
shaft. Centrale 4! 

$2 Each $1.50 (3+) 


| (SWR)B62554A Single wafer 


1P6T Ledex has extended 1/4” 
shaft to drive extra wafer or ? 15 - 
24 vde. 2-1/8” sq., 3” long. $35 


OAK gang 
| switch assembly has 5 wafers, 
each a 1P9T. One has redundant 
| contacts for reliability. 1-7/8” di- 
| ameter, 4-1/2” behind panel. 1/4” 
| x 3-1/2” long shaft. $22 


(SWR)3173-502 


(SWR)172145 Motorized switch 
assembly has 8 wafers. 1 & 2 are 


1P10T. 3, 4,5,6&7 short various 


contacts. 8 is coil control wafer. 28 
vde coil, continuous rotation. Pulse 
or constant voltage advances switch by 
one. Remove and reapply to advance 
again. 2” diameter, 5-3/4” long. $59 


(MOT)123611 Rotary motor for 
switch applications or ? 28 vdc 
nominal coil voltage, will operate 
on 12 vde. 0.156” O.D. shaft. 3/4” 
center to center on mounting 
posts. 1-1/8” diameter body. $9 


| 12-24vde 


LEDEX 


Motor 
Only 


(MOT)A46624 Rotary motor 
same as above but 0.187” O.D. 
shaft. 7/8” center to center on mount- 
ing posts. 1-5/16” diameter body. $12 


‘T-advde 


(MOT)129723-032 Rotary motor 
same as above but 0.219” O.D. shaft. 
1-1/16” center to center on mounting 
posts. 1-1/2” diameter body. $16 


(SwR)10001-04 
motorized switc 
wafers, each a 
tion. 24vdc. 
tation. Pulse or i: 
advances switch by one. R 

and reapply to advance j 
1/2” diameter, se pig 


(KO)B29481 Stepper Relay ad- 
vances with pulse on coil (32-48 
vdc @ .5a). Use interrupter con- 
tacts for continuous rotation @ 
about 10 rpm @40vde. $59 


LEDEX 


(SWR)179192 Ledex brand 
motorized switch assembly has 4 
wafers, and is very similar to 
above. Ath wafer performs a short- 
ing function. 24 vde coil. $24 


\ LEDEX 


1P6T 


(SWR) 174492 Ledex brand 


motorized switch assembly has 1] 
wafer, and is very similar to above. 


Tektronix 


(SWR)262-245 Tektronix switch 


| subassembly has many extra parts 
| including three NPO ceramic 
trimmers, concentric shafts, mul- 


| tiple switch wafers, etc. 


$15 


Motor 
Only 


(MOT)LEDX-1 
same as above but 1/4” x 2-3/4” 
shaft ready to stack standard wa- 
fers on. 1-5/8” center to center on 
mounting sockets. 2-3/16” mount- 


Rotary motor 


ing flange. 12-24 vde control. 
Removed from equipment. $14 


Gold disc rotates and shorts all 
but 1 gold contact of six together. 
24 vde coil. Auxillary switch opens 
each advance. 
1/2” long. 


2-1/2” square, 2- 
$35 


3P11T 


ee” (SWR)631906 OAK 
brand motorized switch assembly 
has 4 ceramic wafers, and is very 
similar to above. 15-24 vde coil. 
1-9/16” square, 3-5/16” long. $35 


a allow 10 Wwa- 
28 vde. Pulse or 
oltage advances switch 
yo emove and reapply to ad- 
al ve again. 2-1/2” high, 8-1/2” long. 
iat Each $30 (3+) 


+ Shorting Wafer 
(SWR)653219 OAK rotary step 
relay has 1P10T wafer comple- 
mented by a shorting wafer that 
shorts all but the selected posi- 
tion. Gold contacts. 115Q, 12-24 
dc coil. 2-1/8” sq., 2-3/4” long. 
$49 Each = $39 (3+) 


again. 1-9/16” sq., 4-3/8” long. 


(SWR)5-53523-109 12 step ad- 
vance rotary motor with 16 tooth, 
5/16” pinion. Control wafer only. 
12-24 vde, 8Q coil, continuous ro- 
tation. Pulse or constant voltage 
advances switch by one. Remove 
and reapply to advance again. 1-1/2” 
sq., 2-5/8” total length. $25 


(SWR)A47089-001 Motorized 
rotary switch assembly has 5 wa- 
fers, 4 are a 2P6T configuration, 
complemented by a shorting wa- 
fer that shorts all but the selected 
position. 15-24 vdc, 8Q coil, con- 
tinuous rotation. Pulse or con- 
stant voltage advances switch by 
one. Remove and reapply to advance 


$42 


12P18T 
(SWR)A34987-001 Motorized 
rotary switch assembly has 13 wa- 
ers, 12 are 1P18T configuration 
one control wafer. 24 vdc, 
.72Q coil, continuous rotation. 
Pulse or constant voltage advances 

itch by one. Remove and reapply 
‘d 


long. Shock mount base. $175 


advance again. 2-3/8” wide, 3” high, 
12 pos 


Shorting 
ISWR)652313 Motorized rotary 
s;witch assembly has 12 fixed con- 
‘acts, two of which are continu- 
ally shorted by double wide rotat- 
ng contact. 28 vdc coil. Extended 
\/4” shaft will engage extra wafer. 2- 
1/8” sq., 2-1/2” behind. $35 


8P24T 
(SWR)S10018-014 Motorized 
rotary switch assembly has 9 wa- 
fers, 8 are 1P24T configuration + 
one control wafer. 12-24 vdc, 10Q 
coil, continuous rotation. Pulse or 
constant voltage advances switch by 
one. Remove and reapply to advance 
again. 1-7/8” wide, 2-3/4” high, 6” 
long. Shock mount base. 
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4P12T © 


(SWR)632222 Motorized ro- 
tary switch assembly has 5 
Micarta wafers, 4 are 1P12T con- 
figuration + complemented by a 
shorting wafer that shorts all but 
the selected position. 28vdc, 5Q 


coil, continuous rotation. 1-9/16” sq., | 


4-3/8” long. 1/4” extended shaft. $49 


12PST 


(SWR)CN241302 
lever switch has 12 contact sets, 
each 3 amps. Rotate shaft 90”, all 
contacts open. Rotate again, they 
close. 1-3/8” square, 3-1/2” be- 
hind panel. 1/2” mounting hole. 


Rotary leaf / 


Each 
$7 


1P16T 


5-11 
$6 


12-49 50+ 
$5 $4.50 


(SWR)436042-3 AMP 16 
position rotary switch. Mounts 
by front bushing. Gold circuit 
board fingers. 1/4” shaft. 

$10 Each $8 (3+) 


um (SWR)GA50871 Old 
Mefashioned Western 
@ Electric SPDT rotary 
“switch. 1 amp. Solid 
brass frame. Deluxe! 1-7/ 
©°8’W x 1-1/16”H x 1-3/4’D. 

$2 Each $1 (25+) 


rnait grinnell@surplussales. com Fax: 402-346-2939 


tary Stepping, 


ja 


5PDT 
Key Switch 


(SWR)5189177 JANCO sealed 
explosion proof key switch. 5 wa- 
fers, IPDT each. 5 amp, 115vac 
contacts. 2 keys supplied. Key not 
removable while in on position. Metal 
head, 2 tapped mounting holes. 1-1/ 
2” dia., 3-1/4” behind panel. $37 


(SWR)1J54A5/6 ~—-Electroswitch 
sealed explosion proof rotary with 
removable stop to set 5 or 6 posi- 
tions (factory set at 5). 6 wafers, 
1P6T each. 1 amp contacts. 30° 
index. 1-1/4” dia., 2” behind panel. 
$25 Each $19 (3+) 


20a 3e@ 600 vac 


(SWR)WSS96344  Entrelec ac 
power switch. 6 poles configured 
for 20 amp, 7.5 KW, on-on-off 
load. 1-3/4” square, 6-1/4” behind 
panel. Includes knob, data sheet. $75 


| (SWR)180822-001 


2P12T 


Motorized 
rotary switch assembly has 4 wa- 
fers with the following three ac- 


Wafer 1: 1P12T, break 
Wafer 2: 1P12T, 
Wafer 3: 


tions: 
before make. 
make before break. 


Shorts all contacts but active one | 


wafers 1&2. Wafer 4 is weird. 12- 
24 vdc, 5.2Q coil, continuous rota- 


| 


tion. 1-3/8” sq., 2-1/2” long. $35 
(SWR)179792-001 Same physi- | 


cally as above but 3 wafers are 


2P6T, 4th is a shorting wafer that | 


shorts all but the selected position. 
15-24 vdc, 10Q coil, continuous ro- 


| tation. 1-3/8” sq., 2-1/2” long. $35 


| (2P6T each), 


(SWR) 1471 


APDT 


Langevin 


Precision audio 


switching unit with < 40dB cross 
talk. Spring return, 45° index. 2 
amp contacts. 2-1/2” sq. 
1/4” shaft. 


2” deep 


_ behind Pa $25 


(SWR)73-5859 Stackpole dust 
proof rotary switch has 7 wafers 
30° index, silver 1] 
amp contacts. 1-1/2” dia., 2-1/2” 
deep behind panel. 1/4” sft. $45 
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¢ WARRANTIES « 


A. 12,000 hours / 3 years: (0-6,000 hours full replacement 
or refund; 6,001-12,000 hours prorated; 3 year warranty be- 
gins when tube goes into operation). 


B. 5,000 hours / 2 years: (0-500 hours full replacement or 
refund; 501-5,000 hours prorated; 2 year warranty begins 
when tube goes into operation). 
C. 1,000 hours / 1 year: (0-100 hours full replacement or 
refund; 101-1,000 hours prorated; 1 year warranty begins 
when tube goes into operation). 


D. 1 year, materials & workmanship 


E. 90 Days - Warranty begins when tube goes into operation 
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Svetlana Svetiana 


Svetlana EL509/6KG6 
High Performance 
Beam Power Tetrode 


The Svetlana EL509/6KG6 is a beam power tetrode intended 
for use in class A, AB or B audio amplifiers or for class C RF 
. amplification. Close manufacturing specification toler- 
ances and improved processing provides improved reli- 
ability and superior performance. The Svetlana EL509/ 
6KG6 features: 


e Increased peak cathode emission from new cathode 
materials, 

Stable operation from extended processing and aging. 

~ © Gold-Plated Grid. 

_ © Precise grid/screen alignment. 

e Extra-heavy glass envelope for ruggedness. 

e Improved vacuum processing. 

e Comprehensive testing before and after aging. 


The Svetlana EL509/6KG6 is manufactured in Russia at 
the Svetlana factory in St. Petersburg, and is designed to 
be a direct replacement for any 6KG6 or EL509. The strict 
manufacturing and quality controls at the Svetlana plant as- 


© Uses 5K509 ite functionality and long life. 


Socket 


Svetiana 572B 
High-Mu Power Triode 


The Svetlana 5728 is a high-mu power triode intended for use in class 
I AB, class B and class C RF and Audio amplifiers. The Svetlana 572B 
eatures a massive graphite anode for high peak overload ca- 
ability and a high average plate dissipation of 160 Watts. The 
vetlana 572B also features a low loss ceramic base and a 
onded-ceramic plate cap thermal insulator for high power RF 
@ transmitting tube capability. 

‘The *572B has a superior getter system based on titanium 
dhered to the external surface of the graphite anode. The 
itanium coating covers the entire anode area extended by the 
nherent micro surface roughness of graphite. Further, the tita- 
nium operates over the entire anode temperature gradient thus 
assuring absorption of a wide spectrum of gases. Titanium has 
an index of gas absorption 6-10 times greater than barium. 
The Svetlana 572B may be used as a direct drop-in replacement 

in any equipment designed for the 811A. 
The Svetlana 572B is manufactured in Russia at the 
Electronpribor Manufacturing Corporation in Ryazan. The strict 
manufacturing and quality control systems at Electronpribor are similar 
! ~ to those at the Svetlana complex in St. Petersburg where Svetlana 
© Uses SK4A ceramic power tubes and the majority of Svetlana glass power tubes 

are produced. 


‘24 


Cc i 
socket 


402-346-475 


| Svetlana 4CX1600B oexaetil 
OASRROELE 


“7 hy 
f 


sc al 


Hana Svetlana Svetianay 
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High Performance 
Tetrode 


a high gain grid-driven RF amplifier 
~ ora grounded grid amplifier. A recom- 
mended mode of operation is in grid-driven 
service with a passive (resistive) 50-Ohm 
untuned input circuit. This eliminates the need 
for multiple input tuned circuits and neutral- 
ization. In this mode, a simple, stable, low-cost amplifi- 
er design with good intermodulation performance can be achieved. As a linear 
power amplifier, the 4(X16008 will conservatively produce 1500 Watts PEP SSB, 
and 1500 Watts Key Down CW in any of the three modes: grid-driven, grid-driven 
passive input, and cathode-driven. Because of the unique internal geometry of the 
Svetlana 4CX1600B, the tube will operate efficiently at low plate voltage. Im- 
proved electron ballistics using a double-focused electron trap configuration con- 
tribute to the superior performance. The Svetlana 4(X1600B is manufactured in 
the Svetlana factory in St. Petersburg, Russia. The 4CX1600B replaces the 
4(X1 600A. © Uses SK3A Socket 


Svetiana 811A 
High-Mu Power Tetrode 


< The Svetlana 81 1A is a power triode intended for use in class AB, 
class B and class C RF and Audio amplifiers. The Svetlana 811A 
features a low loss ceramic base and a bonded-ceramic 
plate cap thermal insulator for high power RF transmit- 
ting tube capability. Two temperature-initiated getters de- 
signed specifically for transmitting tubes are mounted on 
the plate for superior gas absorption. These getters op- 
-erate only at high temperature and are far more effec- 
_ tive in comparison to the receiving tube flash getters 
silvered on the inside surface of the glass envelopes of 
~ tubes made with receiving tube techniques. The enve- 
- lope is fabricated from hard glass intended specifically 
for the high-temperature operation of transmitting tubes. 
Svetlana provides an excellent ceramic socket for the 
811A, The Svetlana SK4A, as well as a plate cap connec- 
tor, the Svetlana PCIA. 

. The internal tube parts are supported by low loss ceramic 
insulators for high-temperature operation and high voltage 
hold-off. Against the envelope, mica supports are used to 

J j absorb shock. The internal structure is well supported and is 

J & aligned with respect to the base pins to avoid internal shorts in 

© Uses SK4A equipment designed for horizontal mounting of the original 
Socket RCA 811A. 
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ne Svetlana 4CX400A is a compact, high-perveance radial beam tetrode hav 
tended for Class AB SSB linear RF amplifier service. Because of the 
alate voltage with high efficiency. This advantage is possible through 
sion at low plate voltage. The Svetlana 4CX400A is manufactured in 
ed in Russia and other independent commonwealth states where it 
refully-constructed power grid tubes for both OEM and end-user — 
malin’ product line features power tubes at all levels up to 
ntodes. eS oe 
Svetlana power tubes are designed for single sideband transmission, UHF — 
‘Cations including high voltage pulse modulator service. And, the Svetlana 
band distributed amplifiers. _ 


Back in 1984, | decided that 100 watts of “brick” power 
wasn't enough for me on 432 MHz so a home-made project 
was in order. An article had appeared shortly before my 
decision in QST, which helped spark my decision to build 
the amplifier. This article was by Fred Merry, W2GN, and 
it was on a tetrode amplifier for the 70 cm band. This 
amplifier was based on the 4CX250B or you could also 
use an 8930. | proceeded to build one of these especially 
since | already had most of the parts, and a power supply 
ready to go. 

After building the amplifier the only difference was that 
the tube that | was going to use was a 4CX350A/DX553 
by Amperex. The tube seemed to work OK on 432 MHz 
although they did experience quite a bit of power drift. 
Even though, this amplifier would quite happily produce 
350+ watts. It was also quite reliable surviving over 10 
years of contesting, on the original tube. 

Last year | heard about new tube being built by the 
Russian manufacturer Svetlana, called a 4CX400A. This 
tube had full ratings to 500 MHz, and was virtually the 
same size as the popular 8930. | thought I’d give one a 
try in the 432 amp. The only modifications that were made 
to the amplifier was a new plate line and top cover. These 
modifications had to be made to allow for the larger size 
anode cooler on this tube than the 4CX350A that was in 
the amp already. 

When | first fired up the amp a few things became 
noticeable immediately. The gain seemed to be slightly 
less than the 4CX350A, and there was virtually no power 
drift. The amplifier tuned right up easily and was very 


Svetiana S$ 


Svetiana 4CX400A 
Radial Beam Power Tetrode 


ing a plate dissipation rating of 400 Watts with forced air cooling. The 4CX400A is 
unique internal geometry of the Svetlana 4CX400A, the tube will operate at low 


line 


{- 
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the use of an electron trapping configuration which reduces secondary emis- 
the Svetlana factory in St. Petersburg, Russia. The Svetlana 4(X400A is widely 
carries the type number (-36. Svetlana offers a line of well-engineered, 
applications. As Russia's leading designer and manufacturer of power grid 
exceeding one megawatt, and includes high-performance triodes, tetrodes and 


and VHF television, FM broadcast, industrial heating, medical and scientific appli- 
features a broad range of tubes designed specifically for very high power broad- 


Using the Svetlana 4CX400A 
on 432 MHz 


By Fred Stafanik N1DPM 


stable. With a plate supply of 2500 VDC (no load) and 
screen voltage at 400VDC, this amplifier would now pro- 
duce 500 watts of stable, clean RF. The high voltage un- 
der key down conditions would sag to approximately 2000 
VDC. The plate current was set to the recommended 160 
mA at idle and would draw approximately 500 mA key 
down. This shows a plate efficiency of 50% with a dissi- 
pation of 500 watts, 100 watts over specification for C.C.S. 
type operation. | ran the amplifier this way during the 1996 
January VHF Sweepstakes and it performed flawlessly. 

This tube just starts to draw control grid current at 625 
watts output!! This is with 2000 VDC on the plate, and it’s 
rated for 2500 VDC. | do not recommend this as it really 
exceeds the maximum ratings on the tube, but it shows 
just what this tube will do. | turned the drive back down to 
run this at the 500 watt level, gave my 500 mA plate cur- 
rent meter a rest, and hopefully this tube will provide at 
least as many years of trouble free service as the last in 
this amplifier. 

Everyone who has listened to this amplifier on the air 
has said it is very clean and splatter free. This includes a 
number of stations that are less than 25 miles away. I’m 
not exactly sure just what issue the original article ap- 
peared in, but it was back around 1982 or 1983. Don’t 
forget to use plenty of cooling air, remember more is bet- 
ter. And finally, for all of you with either 2 x 8930's for 144, 
222 or 4382 MHz, or AM6154/6155 type amplifiers, when 
you need to re-tube them this is one to be considered as 
it ought to plug right in, and start right up easily. 
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There are many Dentron MLA-2500’s out in the world. 
Someone may know exactly, but my information is that close to 
probably 6000 were manufactured. I’ve performed an MLA- 
2500 conversion that allows it to run a pair of 4CX400A ce- 
ramic tetrodes and will describe the process here. 

The MLA-2500 is only five inches high, fourteen inches 
wide, and fourteen inches deep making it one of the most com- 
pact kilowatt amplifiers. The small size allows it to be placed 
on almost any desk or operating position. The major problem 
for MLA-2500 owners is that there is no economical source for 
the 8875 tubes used as the active amplifiers. For under $350 
including sockets and tubes, the amplifier can be converted to 
run two Svetlana Electron Devices, Inc. 4CX400A tetrodes. (The 
price of a Svetlana 4CX400A is $140.) 

The advantages in operating tetrodes are enumerated 
elsewhere. but typically they are easier to drive than triodes, 
can withstand more abuse (e.g., high reflected power, etc.), pro- 
vide better linearity, and are easier to adjust for good perfor- 
mance. The Svetlana 4CX400A tetrodes also have gold-plated 
grids and beam-forming mechanisms for secondary emission 
reduction and a dual focusing chambered anode feature (U.S. 
patented) that improves efficiency and linearity over conven- 
tional triodes and tetrodes. Table 1 compares the published 


From Technical Data Sheet 


Useful Output RF Power (W) 225.222.2252 acces cesaceeeert centre 
Efficiency cS2S000 2s ee A ee 
MAX. Plate Voltage (V)sicc.ccs-iw ie kant eee 
Single Tone Plate Current GmA ) 25.2. asics. Bi see Rseceess tame once 
Zero Signal Plate Current. (nA) o- --csso oes a-oe psc some 
Two-Tone Fiate Current (mA)=....... = ee 
Plate Dissipation, Kate (WW) --222r ca, -ccceaet actncanectirs -vesegeee: eoeal 
SCTEETE VON SC CV) WA orn anne ep teerino esate eee seeenetgeetinics 
Screen Current (mA) Max 22000020. on etc eacteasccs 
Heater Voltage €V) (2. 222 Raa eer satires 
Heater Current (A) $8) de. 1S ae eee ae 
DC Grid-Vohage (V) Approx>.3.deo se ae 
Cooling Air at Max Plate Dissipation .................:ssssseesesseees 


= Grid Driven 
>= Cathode Driven 
* = With 6 to 7-ohm cathode resistor installed. 


" Svetiana Svetiana Svetiana Svetiana Svetlana ‘Svetlana 
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4CX400A Russian Tubes for the MLA- 2500 10 1 


Modification allows for economical tube euBunuder * 


original Eimac 8875 data and the published Svet ot is 
data. e : Bde a aay 

Because one of the great adivailteiee of the ‘ML 
its compact size, one of my goals was to make th the « 
with no external chassis or other protrusions from the » 
cabinet. A review of the 8875 technical data and the } MLA- 
2500 schematic prompted the selection of a pair of the Sve lan a 
4CX400A’s because the two Svetlana tubes mount side-by-si de 
in the same mounting holes as the original 8875’s. The 
4CX400A’s also operate from the original heater supply. These 
factors helped me meet my goal of having all components in- 
side the original case. 


OVERVIEW OF TASKS: 


In performing the conversion, five specific needs must be 
addressed. These are: 

¢ Modification of the final amplifier tube area. 

e Adding a screen power supply. 

¢ Meter switching board change. 

¢ Adding a bias power supply. 


¢ Installing the passive input grid circuit. 


4CX400! 8875? 
SS AAS tow 605 a, 
pee CS ee 60 ae 
3 eee 2500 «02 
We er 400 «..c.csucdiwt hace 
eee. ee 150* 5. Se ee ee 
cue, tee eee 2230S oo eae 
ue Janet eeAOU i.e cee See 
Wr ADO vicsssissnerica yeast eae 
Pe 20 ona ioitui. cof co ae ame 
Se AEs BES SEO CBD ie 
PaOR ES sea. 90 eats oS 
Danio jes es Lipo rege i 
bie ee 400W/8 CEM .....secsssss00--.. 300W/6 CFM 


Table 1. A comparison of the published original Eimac 8875 data and the published Svetlana 4CX400 data sheet. 


« For more information regarding this article please consult the Summer 1996 issue of Communications Quarterly. 


wetiana Sve vyveUlana 
Ssvetiana SV572-Series 
Audio Power Tubes 
Wvetlana Electron Devices, Inc. announces development of a new series of four 
anodes, each rated for 125 watts of dissipation. These tri- ; 
odes, in single-ended operation, produce significant power he 
output with excellent sonic characteristics. All four tubes of . 
the new series have directly heated thoriated tungsten fila- 
ments in the warm sonic tradition of the 845 and 211A, yet 
£ Size is smaller and filament power is lower. With classical 
ee —plindrical hard-glass envelopes, white ceramic bases, high- 
ty temperature filament, and softly glowing graphite anodes, 
these four triodes are aesthetically beautiful. The new series 


is offered with four amplification factors for circuit flexibility 
and a variety of sonic choices: 


© SV572-3 For clean sound without feedback. 
¢SV572-10 — Triode sound, easy to drive, high power. 
© SV572-30 High efficiency, over 40% single ended. 
svs72-10 © 9¥572-160 For push-pull Class AB or Class B : 
Shown applications. Over 300 Watts Power | © Superb aesthetic appearance. 


Output. 
Svetiana SV6L6GC 


Svetlana SV6550C = =~— High Performance Audio 
High Performance Audio Beam Power Tetrode 


Beam Power Tetrode 


The Svetlana SV6550Cis a glass envelope beam power pentode. 
It is intended for ultra linear audio frequency power amplifi- 
cation service. Close manufacturing specification tolerances 
and improved processing provides improved reliability and 
superior sonic performance. The Svetlana SV6550C is manu- 
factured in the Svetlana factory in St. Petersburg, Russia, and 
is designed to be a direct replacement for any 6550. 


Svetlana 
$V811-3 and 
 $V811-10 
_ Series Low-Mu 
Power Triode 


The Svetlana $V811-3 and the SV811-10 are 
power triode audio tubes intended for use in 
class A, AB or B audio amplifiers. This tube 
features: 


© Directly heated thoriated tungsten filament 


for soft glow and warm sound. 


© Hard glass envelope with white ceramic base. 


© Low microphonic internal construction. 
© Titanium Gettering system. 


© Tri-plate anode. 


The Svetlana SV6L6GC is a glass envelope beam-power tetrode 
for high power audio amplifier service. Close manufacturing 
specification tolerances and improved processing provide im- 
proved reliability and superior sonic performance. The 
Svetlana SV6L6GC is manufactured in the Svetlana factory in 
St. Petersburg, Russia, and is designed to be a direct replace- 
ment for any 6L6 type. 


The Svetlana SV6L6GC features: 

e Design and construction based on the Sylvania 6L6GC/ 
STR387. 

e Extra-rugged construction for use in music amplifiers 
thick mica spacers and extra bracing reduce microphonic 
effects and resist mechanical and thermal shocks. 
© Increased peak cathode emission from new cathode 


The new SV6550C features greatly enhanced sonic 
performance: 


e Increased peak cathode emission from new cathode mate- 
rials. 
© Stable operation from extended processing and aging. 


© New gold-plated grid. '@ °~somaterials. 
Shown ® New ri plate ae svetscc © Gold-plated grid and extended processing and aging for 
¢ Single-piece beam forming electrode. Shown stability and reliability. 
Precise grid/screen alignment. © Tri-plate anode for superior dissipation. 
® Improved vacuum processing. © Precise grid/screen alignment. 
© Comprehensive Static and Audio Amplifier testing before and after aging. ¢ Comprehensive static and audio amplifier testing before and after aging. 
© May be operated in inverted position - base fits into socket camps in Fender 
These features combine to bring superb sound from the new Svetlana SV6550C. guitar amplifiers. 


SESS tS RSS SA SS 
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Svetiana Svetlana Svetlana 
How To Usd Svetlana svsi 1 atid SV572 Setide: Trioc 0) 
The SV81 series and SV572 series triodes are powerful, | ¢ Other general design guidance: Se ont uA 


reliable audio amplifiers, with very low distortion. They If class A2 or AB2 OPEraO is desiteds a aes: -imped- 


need to be applied in a different fashion from the typi- 
cal audio triodes. Svetlana SV81 1/572 triodes are able 
to operate at higher plate dissipations, and are able to 
operate in Class A2 or AB2 with no reliability prob- : : | 
lems or sonic penalties. They have high plate resis- emrEe aes hin re t heating, such | 
tances, requiring high-impedance output transform- _ | 3 et 
ers, and their long-life thoriated filaments require more =~ - a | i iy ‘tr. nsformet may be used. 
filament power than oxide-filament triodes and run ee : There is no hard-and-fast rule on the proper 
hotter, thus requiring care in amplifier chassis layout plate load for a triode. Maximum power output is ob- 
for proper convection/radiation cooling. tained when the load impedance is equal to the plate 
resistance of the tube, although at the cost of greater dis- 
¢ If a single-ended design is required: tortion. A good compromise between output power and 
(A) For a high-end amplifier with minimal distortion distortion (and the typical one for older triode types) is 
and no negative feedback, the best course would involve 
using an SV811-3 with 800 plate volts, or an SV572-3 with 


1000v on the plate, in Class Al operation. Any driver circuit typically operated with 10k to 12k ohm loads, plus 20 db or 


had when the plate load is about 2 to 3 times the plate 
resistance. High-mu tubes such as the SV572-30 or -160 are 


capable of at least 250 volts peak-to-peak will drive the triode more of negative feedback. Ultimately, the choice of which 
to maximum Class Al output. transformer to use must be left to the circuit designer, which 

(B) With moderate feedback, the SV811-3, Sv811-10, may require experimentation and listening tests (especially for 
SV572-3 or SV572-10 may be used in Class A2. a high-end amplifier with little or no feedback). 


Because of the hotter filament and higher plate dissipation 
¢ For maximum power, push-pull operation is recommended _ ** __, the SV811/SV572 series triodes will run hotter than lower- 
as follows: 

(A) If push-pull with low feedback is desired, the _ 
SV811-3, SV811-10, SV572-3 or SV572-10 are suitable — 
for Class AB2 operation. The SV811 types can operate at 


_ power audio tubes. As a rough guide for the home con- 
structor, keep the tubes at least 4” from any other compo- 
nents and from each other. 

The Sv811 types can show small orange spots continu- 
Vp=800 volts for 75 watts, while the SV572 types can op- ously without any loss in lifetime or danger of failure. The 
erate at Vp=1000 volts for up to 150 watts. SV572 types have graphite plates , and are designed to run 

(B) For pro-audio or industrial applications, the SV572- 
30 or SV572-160 can be used in Class AB2 or B. A typical 


circuit for this connection can be based on the Altec 1570 


with their plates glowing dull orange all over. SV572’s are 
extremely rugged and will not fail if operated at 25C ambi- 
ent temperature within their rated plate dissipations. 


amplifier. This circuit may be used with Svetlana’s 811A or 
A completer audio application note with single-ended cir- 


: cuit schematics is available, along with full data. Contact Sur- 
be protected from users by a shield or cage. plus Sales of Nebraska or Svetlana directly. 


572B triodes; in which case the plate caps of the tubes need to 


Ce eso 


seccwecesescocosees TMU] MUM T acocscsscccscccssccsesccsscsssccsosesssseccssseseess We | TOE UUUPA sesesnveceseeree PEUTTOTTTTTNIG TUG, NOW .......ccsceccccnscsecccccccssee 
serereeseeveresccses eM | POPUP, cesceeseeeee PORUUUALLETIUL TWOW, UlU QIULR nc cecceeeseeeeeee 
AAA TRO ORR eee eeeeeeneneeerawen 


a eneeeenenees 


SH, i , a @ HV Rectifier ......ssssssssssseeseesseee 15, «So a ronree Tube ii) eae eae 
Ty Ope ST ee en f 2 Transmitting Tube 4-400A Pull, EIMAC .......... 100.00 
A cde ce eects, OOM | SADDC oscecsecsece: Transmitting Tube, PENTA .......scssssssssssesseeeee 105.00 
ee ge Tube, Eimac, New ....ss.sscsccsssososeeeeee 


seecescesecceceesees TUNG, LIDK sessencesvesccencscnescsscesessnensesseneesesseeeoes 


ey ) Re, ME 2ibelle-scasseronne>ensse..) O08 Re Transmitting ie LE Beat tee ee 
weve TUDO, 25AVS sorceress i Xmitting Tube, Pulled .....esccsesseseeseeseessee 3950 
he Transmitting a 416.00 
e oo 400 | M77 Transmitting Tube ROA 4677 .......cssccssseseesn 250.00 
. w. Tube, 25(5...... oo By .. Transmitting Tube 4B32 ........cssssssssesssssseseseees 55.00 
ie ; ae 7 OS ee Ys 4B32/STR .............. Transmitting Tube STR/4B32 ....s.sscssssesessseeene 60.00 
ae Transmitting Tube 257 ...sscsesssssscsssssssesseeeeee 95, 4(X100000............ Transmitting Tube, Eimac NeW .......sssseseeseenee CALE 
ee: Tube, 25WAGT ni. ssscntseesesseseeseeseeseeneeneere 4.00 | 4OXTO00A .........-.. Xmitting Tube, Eimac, NEW .scsccscsacsaeeenene 795.00 
veer The, 25WOGT/25L6GT .aesssssseccnsssesceensoseeee 8.50 | 4(X10000/5 ......... Xmitting Tube, New Old Stock ........sss.cssessven 595.00 
oo. . Ballast Tube, 26-44 .crsssncssresecnrenemsenervee 20.00 | 40X1000A-P......... Xmitting Tube, Eimac, Pulled .....cccccccornn. 145.00 
ee Tube, 26005 on seessssstensnssennnemseneneene 6:00 | 40X1000A-S.......... Socket,4CX1000A, Open Type,Usd ..ceccacvucn. 145.00 
“4 ae RN TUbe oo. cesessssssecneesetsneenerneteseeserserseeeseree 8:00 | ACXT5OOOA .......... Eimac 4(X15,000A, New StOCK .cccsscsseeneaneee CALL 
|, Sara Tube, 28D7 o....-sssescseseneessetenssessesnseerseeveee 10.00 | 4(X15000A/R ....... Eimac 4CX15,000A, Used, Rem. ......scccsssses-ee 650.00 
Pen Tube, DASDA .eseessseessserenseessseesnsesessesesererreee 1.00 | 4(X15000A/U....... Eimac 4CX15,000A,New Surplus ................ 1,000.00 
. Tube, 2AV2 oo. ersssecsscsneesnsecsteeersereeeeserseere 6:00 | 40X1600B-SV ........ 4€X1600B Svetlana Power Tube ...cccccaccac.... CALL 
oe Xmtng Tube 2C39A-Pulls ...cecssreseeseeerene 95.00 | 4OX250B .ecsocsneee Transmitting Tube, SVETLANA ....sccccscssacseeene CALL 
ae 2(53 Transmitting Tube ....csssecesessesseeereeee 60.00 | 40X250B/P .......... Transmitting Tube, Penta ....scsssssseseseseereeee 95.00 
2 Tube, 2021 ..sssssssssnssnsesnetneesseeneeserseeeee 4.00 | 4(X250B/R .......... Transmitting Tube, Eimac/Rem .....ccacsaersneeene 95.00 
ee Tube, 2DZ4/2AF4B ....essssesseseeseesesseeeeee B00 | ACX250FG .........e. Transmitting Tube, AMperex ....sscscvsnsseeeee 119.00 
i a Transmitting Tube 2E26 .....scsescseseeseeseeeneee 13.50 | 4OX250K cecocecseecee Transmitting Tube 40X250K ..cscsccssseenesnee 125.00 
00 | 2K25 JAN... esses Transmitting Tube 2K25 NeW .....ssecssecsseesn 140.00 | 4CX250R............... 7580W/4CX250R Transmit. Tube .........cose 225.00 
5.00 | 2K25P JAN ............ Transmitting Tube 2K25 Pull ..........cscccccsscssesee 75.00 | 4(X3000A ............. Xmitting Tube, Eimac, NeW .....csssvevsssossscececeeseees CALL 


2K45 JAN. cssccseee Transmitting Tube 2K45 New .......scssssssssssoee 350.00 | 40X300A ....0000.... Xmitting Tube, Pulled ..........scccssssssssseeeeeee 100.00 

2K48 JAN ..........0.e- Klystron, 2K48 NOW .....ccssssscsssccccsssssseeeseeee 300.00 | 4CX300A-P............. Xmitting Tube, NOW .......ccccsccssssssssssseeseeceeeee 165.00 

11.00 | 2K4B............. Transmitting Tube 2K4B NeW ..........sscssssssssesee 75.00 | 4(X350/8321 ....... Transmitting Tube ..........cccccccssssssssssseesesesen 175.00 

ae Tube, i SS a ee MOET 2ROAC cs UPC] Ve 3 Re, Re aed 4.00 | 40X3500 ............2.. Transmitting Tube, Eimac .........ssssssssssessssseeee 244.00 
V2BQ6/12CU6 ...... Tube,12BQ6/12CU6 ecccccsocseasesesenseurnseserne 5.00 | 3-10002/U ........... Transmitting Tube, Eimac, Used ........cccscscoes 495.00 | 4CX350AN .......... Transmitting Tube, National ..........ccs.ccseooe 145.00 
7... ow... oy 4 tube 216 Colette 12.00 | 4CX3S0FJ.............. 8904 Eimac Transmitting Tube .........-seseeee 149.00 
FER oor cccsesrcee Transmitting Tube ........:scccsssecscsenssssecuresseeeeen 1200 | 338A Ballast Tube, 3-3BA ...csccssssssssensscsseensossesnen 20.00 | 4CX350P ........ Transmitting Tube 40X350-Pull ......sesssssscsesee 90.00 
ee 1 HE Sa ee eae 6.00 | 3-600... Svetiomdss-GOOWKES AE 08. 80% escthcsesescsesseesss CALL | 4CX400A-SV .......... 4CX400A Svetlana Power Tube .........ssscsseseeee. 140.00 
BITS, sence seconsosose MND OOS oa sccnasecee W500) e300BE ee. . Western Electric 300A/B .......ssssssecsssssssssessen 190.00 | 4(X5000A............. Limi News tet Sear cc sccsnane CALL 
1) ee Transmitting Tube 12D06 .....escsssssscsesssssesen CALE | ae Xmitting Tube, Eimac, Pull ............csssssssseeeese 150.00 | 4CX5O0FP ............. Transmitting Tube 4CX500F Pul .............-..... 195.00 
PIDQOB ces crerecser Trans. Tube 12DQ6B/1 2GW6 ......cccssossessesenee B.00 | BOAGTT .....ccssseen be SAG 5.00 | 4C(X600J8 ............. Transmitting Tube, Pulled .......sccccesocssnesecnsee 45.00 
By me 1S... 7.50 | 30L-1-MS oo. sosn BI TA Matched Quad-Svethana ........ssssssssssesese 85.00 | 4CXB00A-SV .......... A4CXB00A Svetlana Power Tube ..........sssssssesssssen CALL 
oe we 8.00 | 3OMB6 ......W0000....... Whe S0MB6. 12.00) ADIGA cooocccccscscccosss We, ADA ccc cen 5.00 
a (1 COVA S9 Cb ee eo eae OO et SHOOK aic2 coccs Jue TOG ts 0 et te cst 7 yO | 7) a Transmitting Tube, Used .............sssssssssesesessesee 85.00 
ane PM Sess EKER 2, csasssessinine OO al S25 a os Complete Tube kit For 325-1 ........ssscsssseseeen 105.00 | 4H-4C eee Ballast Tube, 4H-4C ........cscccsscssssssseeseesssssenee 45.00 
LB ee: ON PETS eee ee 281 eae Tube kit for 325-1 with 6146'S ............ccs.... 154.00 | 4PR-1000-P............ Trans. Tube, Pulled 4-10Q0PR ...........-.........- 450.00 
BOGE oso osesresseouss UL ee OMG | ISS... Tube kit for 325-3 with 6146'S .......sssccssosssee 154.00 | 4PR-1000A-P.......... 4PR-1000A,Eimac, Pulled ........scsssssssssssssssese 395.00 
oo... weiss £00 | 32%-3............. Complete Tube kit For 325-3 .......ssssssesseseeseeee 105.00 | 4XT50A css. Transmitting Tube ...........-..c.cscssssssssssscssessersees 90.00 
EZIBGA occcsossssesevs Transmitting Tube ....cssssssoscscsscssssssesesesecsunveree 2600 § 23GT7 occas, WUD SIG io ioiccirccsceecsssdisscrscsccecaeresceeess 9.00 | 4X150AP............... Transmitting Tube 4X150A-Pull .......ssssssssssssse0 35.00 
| ae MM NN A ssnnsnepnc SIO) SIGV7 28 ccosonaes Ti eee’ | More.” COE ae ee POOR) SOC ais ssecns [Tey ict | at ae td es re 5.00 
ae 0" TTT eRe a fe EU Transmittiing Tube 348A .....c..cccscsscsssessssessnee TR TELS a UR 2S. eee 2 a EW 6.00 
BODY cence [OYE 5.00 | S5L0GE ce the 661 500 | 506... Woe 06 6.00 
i 0... AOD | 25URh i... Transmitting Tube 35LR6 ...........ccsccccccsscsssseee 1300 } SOY6GT ................ Tobe SOlOG] 4.00 
NUE TDNE ee POOF SWE Tube, SW4 coco 500 SOY7GT ec. Tobe: S0YPGT ie ee 5.00 

17 CW Wat Fl Se 3 eae GOO S575 ee [TEL Aor See rr DOO DASEE-KITH Gc csccoes June kit fom Slater hs cece 125.00 

Ch (ae TS 6.00 | 38HE7 ow [occ eo oe a MOO SSHK7RS eer ices SE ey Rete a 1 eR 9.00 

LPNS eS ae ae 6:00) SA3RMer [eee] ey cn 8.003), 5520152 a... Tube, CRT, 55261 Amperex .....sssesecssssssesssssssee 75.00 

TS ya OSE ee a aoc | GA... meee. 100 | 3507 Transmitting Tube 5557 .....scssssssssseccssssesseesssen 89.00 

Weed) 600: 3824. Redifier ube 2000 | 5558... Transmitting Tube 5558 ,Used ...............0.....0.. 35.00 
mio... 500.) 3826... Rectifier Ube. 6750 | 5559... Transmitting Tube 5559 Mew ......sssssssvvsosssseee 85.00 

Puveiad SIREN Yc sebelPs etl pc og ceccannesnn cars ON)  aRee eee Rocittter Jue se cBUkd,<sadsS-aocscsnsqrecapoene OOF | DOBI s sts tecteseesce Furth 5 SBE seca ee tasers cies ecvencesn ces 20.00 

Ballast Tube, 16-4 .......scsssssssccsscsssssssssseeeseen P00 S| 2SBM? occ cs cestsase UT ee Vie es ee a re ODM AGRO tects, Jute SAG pati: RIE aT esc ensoonse 10.00 

TM Ree Se en ee EO | UTC REL TVA) er DOD S042 i ni. Tobe 5647 eee 10.50 

te 1605 8.00 | 3CX10000A3.......... Transmitting Tube, SVETLANA ..........ccccccssssssssen CAR S647 Wes GA io sco sscscocane 18.00 

Tone, 1629 “Eve Whe’... 6.00 | 3CX10000A7 ......... Transmitting Tube, SVETLANA .............s.ccccaccsssse A 365). Wie 565) ok. 5.00 

Transmitting Tube ROA 1698 .....-.ssssosescseesse 150.00 | 3CX15000A3......... Transmitting Tube, SVETLANA. ......csscccscssossseeee BAL OGIO occas WOO SON 6.00 

WbeA OG ldvcnce, Ret eo 7.00 | 3(X20000A7 ......... Transmitting Tube, SVETLANA .2.........s.ccsssccscsesee CATE) SO BGEE). sssecsysosnensos UT TT a: TR Ee 10.00 

LTS Rt Be oe! ee Senna 24.00 | 3(X250065 ........... Feoinsunattinng Tube RPGS eh csasssccseosvene ADS OO) SORTER see sccses Tobe 5 687i caer 5, soap 5.00 

Transmitting Tube GE 17701 ......s.s.....--scseeeseoe 24.00 | 3(X3000A7 ........... Transmitting Tube, SVETLANA ..................ccscscsee CV TESE aes | | anor {CV Oo RE RR ee a 18.00 
mies. 6.00 | 3CX6000A7 ........... 3CX6000A7 / YU148, SVETLANA .....cecsssessesesee CALL | 002 UT CT GEES SS aan 27.00 


Se wc WS BOSS skh acme ese 13.00 
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ee nee 


/ i ‘he 
“Tube, JAN 5725W/6AS6 . } Re .. Tube . wo 6.00 
572 ube, i 


5725W/6AS6 .... 


Saat we 572B Matched Pair Svetla. . 150. .. Tube, ¥ ! 6(B6 . 
pA Ee = Tube, 5749W GBAG nnn... ssssssssssseereseeeceeeeee 10, Rie 6(B6/6CF6 .. 


ie) , 5750 ...... ALI) ... be, 6ALII . 6(B6A 

5751/1 2AX7 ........ GALS ..... i. 

5763..... i 

5814/ 1 AUT. _. Tube <n} 12407 us ‘OAL ..... = 

GRAD ccssnccccrosvnier TWIG, S840. scsnssssncsielsetiocecsetbeessttovnusssvesdiocn SOU | GANA cunpisscteeaeeote 4 : . Tube, 6CH6 ... 

5866 eecccccessssseee Transmitting Tube 5866 ..........scccsesssesssssssee i cessssssseeseeeseeee TUD@, OAMO ....... 200) OS ean Tube, 6CHB ... 

DOIG Bieesteniunsse whe 5 5876 2a9) Ben) DUTEO, acamsaasrnnee 40.00 pemeen wisiede Tube, 6CK4 

oy 9 omer eee: Transmitting Tube 5894 oo. .sssssessssccessseesssee 65.00 oe . 

5983 os ccs Transmitting Tube 5933 ......ssssecsesseussvsseeseeeees 15.00 | GANG. eecssessee { 

0s Tube 5963/1 2AU? 600 GANS ) | 6CM6 (Me 

BOM ocxacatnkaien Tube, 59644. 2G, RIB ccc csvecaehiie 6.00 | GAQG .....s.ccseccsssses ; j . Tube, 6CM7 ... 

SYED aecsisgernene Tubs 59657. cok wrung C8 Lae BO" F GAOT satiseccsises 50) GONT socket Tube, 6CN7 ... 

Lo eee Toho, SAG! 210s tt LR, cneertean tee 10/00. | GARS sctassccasseacsese Tube, GARG oes. ctitertttiscortcesseseeecl 00 F ube, 6(08 

SAM Tube, SAR4 Rectifier ........ssssosssecccesessseseeeesene 18.00 | GARB oo. eessssse Tube, GARB sce . 7.00 ube, 6CS 

SATB ocr tobe SA 300 | GASI1 .................. Tube, OAS 6 

eo eee ene qube, SAW4 400 | GAS Tobe, OSS ube, 6 

Lbs ae ee Trasmiitting Tube'Uc...j. tice ts tecnentencndetes 275.00 | 6AS6/5725............ Tube, GAS6/5725 sti lt cxemnearancge 6.00 | 6CU6 crencnnne Tube, 6CU6 ..... 

SOMO. esterase Tube, SONG. Rasa wane TOOT GAST Reccarestennees Tube, BAST scent ctavecsBce tae cxsse eceteretesare 8.00 | 60W4 wee 

BOOS E occathion Tube, SCO8 eG AAee Lida as ES P00 | GASB cniascuases Tube, BASE srnccersh a cocttetsti stoned S00 | OWS icc cccssvees Tube, 6(W5 

SOXT5O0A o.oo EIMAC Transmitting Tube .............s.sccseceseuee V475.00 | GATO eesesssscccceeee Tobe, GATS/EBO90 4507 608 Tube, 6CX8.......... 

5(X1500A/U.......... 5CX1500A EIMAC Tube, Used ...........sssssssoee 650.00 | GATE once Tube, 6418 6.00 | V5 Tube, 6(Y5......... 

SEAS ne Tube SEAS 19.00 | GANS ow Tube, GAUSS 700 | HOA Tube, 6CY7A...... 

SEG /taticcap-rasn Tube SEG? ct Recah RS 8.00 | BAUGA.............. Tube GAUGA Se ais taeeRee scrsvennas tence 6.00 | C25 sets Tube, 6(Z5 ates TU: 
SOX eae netints Tube, SOX7. 15 PARES actaecies Seabee 5100) COAUSAissemsesreerereer Tube, GAUBA S85 Sa eveceame 700° | O04: cc eatacane Tube, 64 aacssisaisssonkcoeee-tuaeeeetaeiesneneeepananas 9.00 
DGB: F ccc. s,cceepsinis Tube, SHGG oF es Bare hassle 6:00" | OAV T ccccrreecoeteeces Tube, GAVY TS. 2.28 Beit 5s senses, acasanses 4.00.)| ODBS as csasseest Tube, 6DB5 ................ 

se . Whe SUS 6.00 | OAS Wheto 800 | 0G... Tube, 606 

| Rectifier Tube, NOW ......ccesssssscccccssesceseseesssee 24.00 | GAVG oosssesssscscccseen Jobe ONG a 3.00 | 6DHHI3............... Tube, GDHHI3 

Sas Rectifier Tube, NeW ........sssscssssssssssssssssssesccseee 19.00 | GAWBA wc. Tube, GAWBA, Phillips ........-sssesssoseccesensassecessee A400 | 0B o Tube, 6DJ8, Receiving snacauss 
SUAG-SV oo ..essssssseee 5U4G Svetlana Rectifier Tube .............ccssss0s00e F100 |= GANS eactethrentec Tube, GAXS 227)... dete. ele Meneame FOO. | GOKG sccsctrveesccas Transmitting Tube ......s.sosssssccecscsssssesssesssseeeeee 

1, «See e a Tube, SU8.cnsaiect nett ovata eer ee 500) GAYE icatti tet Tube: GAPDT: Ri) Nees cenestatenene 8.00 | ODNG oc Tube, GONG «....:sss.s.-isscatesaclteett stemceteoeaneeeiled 8.00 
Li oe ee Tube, 5V4yr8. Bae Gre hes ate 600. | GANS scdeteen cas Tuba: GAYS :sisscisspannt bate soeatnearn ate 5.00 |, GDQS scans Transmitting Tube ..........+-scescesssees 5 

4G Tobe, 5X46 500 + GAG Tube, 6AZ8, Phillips ooo cee cssceestsoseeseeee 10.00 | 6DQ6B/6GW6 ....... Tube, EDQGB/6GW6 .....e-ssssssncsecessneceresnsare 9, 

| Ee Es Rectifier Tube, NeW .........cssscssssssescesessssseeeeeeeen 600) O8All wk. Tbe, GBA 600 | 6015 0. Tube, GDTS ooecscseses nicer perenne 
NI a, Whe, SYIGl 6.00 | OBAS oon Tube, 6845 coos occ 9.00 | 6DTOA ee Tube, BO TGA secrcccssccncccrssecurcoumce ces a 
Lah, Vals aa Tubes 2368 CELE NGSt Ae. scedssninss doe 10°00:)| S6BAG aanerensecen Tube, 6BAG, 5749 WG5, See ce tercthacet 10.00 | 6DV4 oe Tube, GVA  .cisnsssisinetbdosetesestioetee- setae 13.00 
Os ceckusancuretess Ballast Tube, 6-11 cc: ites Det. cccovrsszonascebee 20:00) | GBAU SA cnaaseseve Tube, -6BAA he Set Bors, cererntmenete 11.00 | 6DW4B... Tube, GDWAB ssssiesssccccesecososcesssteesuuisstreseneeeseatbes 7.00 
Ce ae ONS oe Tube, 6-4 Bathost ib oe css satenssacote 25.00 | 6BC5/6CES............ Tube, 6BC5/6CES: 2 Ue a ces cctaeeee 5:00). |) ODZ4 eerie Tube, GD Z4 coe saci ieecosatetaeteer eet 1 00 
6005/6AQ5.......... Tube, 6005/6005 600 | OU uw. The, 687 iocccscescc cence 500 | GES... Tube, BEAD ovecssremeesc open ~~ 9.00 
6080 Tobe 6080 24.00 | 6B(8/6BZ8 ........... Tube, 6BG6/6828 3 7.00 

6082 ons Tbe ccc CALL | 6BDSGT......0... Tube, 6BDSGE oscccccseocistetcrcmnunace 10.00 

C097 KBiestcsansen Photo Multiplier Tube .................csssssssssssseeeen 395100 1: OBDG scesccs scents Tube, 6BDG-.ccccisal eee cesceas rte 3.00 

O1SOF Aetewrsnss Tube, 6136: ctieten flee eA cantacteservicctee 6:00 | OBEOR ik aneane Tube, 6BE6, 5750 Phillips ............ssssssssssssssssseee P00) |) (GER etcreretcesee Tube, GEIT. csisssossscsentucdsccoonsststeebectescottspeun nESHIGE 6.00 
GLAGAY cacoccsees RCA & Others 6146A Tube ........sccssscccsccccceeeee 20,00) | - GBS i teaeerecsscces Tube? GBED 2..tupee es te ont cece 6:00. GEMS reer, see Tube, GEM .cnnssssssssestoedctsceshenreesstos seat amsaieieeaesl 6.00 
G10 icon Ponta 61468 lube 15.00 | 6BF6/6BU6........... Tube, 68F6/68U6 ec, AQG | GENS Tube, GERD sceosssesscereessereccinemesctuesees 4.50 
6146W-JAN .......... Tube, 6T4GW-JAN ecssssssssccccscccsesessnsensareccernee 22.00 | 6BF7/6021A......... Tube, GBF /6021A icc 100) BEY cc Tube, GEUE irscceciccotenccson 14.00 
6146W-MP ............ Tube, 6146W-JAN Matched Pair ..........ssssss0s000 A900 | OBG6 0... esses Tube, 6866 a 950 | GEWO Tube, EWG occ 7.00 
GUS) set acidihions Transmitting Tube 6159 .......ssssssssssssssssssssssssseee 8.00 | 6BHO... Fube, GOBHG sasstenast ea lee aricctecsha teen 6.08 245 GEWT Bucnesinsact nee 8.00 
6186/6AG5.......... Tue ARRAN ee Ea end 5.00 | 6BH8/6AU8 .......... Tube BRU ee lee 7A a | Soe Ae Tube, LF 5 cssnniersnsnicsedenels rast ereearerneiee aeeeamaale 6.00 
6189W/1 2AU7...... Tube, 6189W/T 2AU7 ......ssssssscscscseccccecacessansseees 6.00 § O86 a . Tube, ORG co ceecrccness 675 | GFOGE oc. Tube, GP OGT scaonsssececercnctestisscttiesesaussiotscnessenee 5.00 
67 Tube, 6197, Receiving ........sssscsssssssssseccesecceseen 600 | GY... Tube, 6BJ7 .......s.s...10.000 Ee Se ae ROO GEG cocci scsssssss Tube, GFG6 icc 750 
0205's Sdatindes fone 6205) eee 8:00 OBIS Tube, 6858 0.22 ae 9.00) FG? ce Tube, GPG? cscs 7.00 
Oat tavticrcts Transmitting Tube 623 .........sssssscsssssssesssesssee 128.00 | 6BK4C ....... ees. Tube, GBK4C Hore eat Ie acctetsamntoats B00 FF OR Sec arsteets Tube, GEIT. sscsssscscesssnctevecdsteoeleatets eae Ree 6.50 
Sal te kee oes Tube kit for 625-1 with 4X150 o......csscsssssssees 22500 a} CORK] Dee cectenet et Tube, 6BKIB ethics. ctr retest teal apatites F.00 i eOFO? Sacegaceek Tube, GFT. cisss’ sisi. tevecset coh cet cane 9.00 
GES 2 Cldenteesonst Transmitting Tube ..........:.ccscscssssssseesesesssseeee 160.00 | 6BLOJAN ............... Reflex: Kivstron ssicsdsctetereatere cocsicomntasioti 235,00. |) GFSS. sscsccsassstspsine Tube, OFS5 ississsissoonschateronsaett poset eaeamnannss 7.00 
6265 Tobe, 6265 GE a 9.00 | 6BL8/6LN8 ........... The, 6BI8/6UNG 6.00 4 ONG orci, Whe 6FV6....000 5.00 
G27 BJAN .ncccescssss Tube, 6278JAN Wire Leads ........cssssssssssssssess 50.00 | 6BM5 on...cscssssssssees Tbe GEMS $00 2 OAT wc The, SFY? viccssisiscisccctcc cece 9.00 
GSA Transmitting Tube 6336A ........-sssssscsssssssssceeeee 65.00 | OBN4 cesses Tube, OBN4 a ie 6.00.2 GON ic cn The, 661): sssccccsstseesiccccssercscsreecenmenoee: 7.00 
5 | RES Transmitting Tube 6336B ............osssssessssesesses 65.00 | GBNB .cccccssseen Tube, 6BN8, Phillips ............cscsssssssssssssseeseseseees 6.00: |. OGBD ssisissisasatins Transmitting Tube ..........sssssssssssesssssssseceeseesee 19.00 
OSO0 lS aseanckae Tube, 6360 a2t.ice SER A haat 9,00) | 6BQ5 s.ssssreceervaes Tuhe, 6BQ5, RCA pt eee. Se ces eeee 8:00 | n66G. tence Tube, 6665 «01.0253. 2. 22 ee ee 9.00 
Se oe Fue, 6386 atic. tee gate aaa eancees 25.00 | 6BQ6/6CU6 .......... Tube, 6BQ6/6CUG 2 ret ies. esscsnscetzersssasace 6.00 | GGES ccudsicsuces Transmitting Tube .........sssssssssssssssssssessssesteessee 15.00 
OS7RA Transmitting Tube 65280 ....s.s.scssssssssosescesees 145.00 | 6BQ7/6BZ7............ Tube, 6807/6B2) i iccticc. 7.00 | 6G68/7734........... Tube, 6G66/2734 cic ics asecce cree 30.00 
ORAL er es Tube, 6627, 082 cei an 7.00 | 6BR8/6FV8 ........... Tube, OBRG/GIVG cscs soci cc csscheeetstse S00 | 66H : Tube, OOF icc caccinsaaan 12.00 
687. eo cailcoy Tube, 6687-50 ee B00 + OBSS bececcccssciccssc Tube, 6898 ei semua 8.00 | OGHE occ. Tube, OGHE clei 7.00 
BOSS) ccntsaannm June: 6688 nusrtesiin een MN. cmmuvetene 10.00 | 6BV8 uu... Tube, GBYG' §:.: dee Ren, ccna een 8.50 of] LOGHBA ap chapietacess Tube, GGHBA iiccccclh cee casemate 7.00 
BBG putt abe Transmitting Tube ......ssssssesscccsssssccsscescecsssseoss 275.00 | GBW4 .....ceeccsscccceoee Tube, GBW4.... ee CARS ccscsstsnsensfeonee F350} CGS cestrscsses Tube, GIS sca cscisseaniaflobbiedteest omnia ietsere 9.00 
| Ln ee Transmitting Tube 6907 ........cssssssssssssssssesssesee 98.00 | 6BXG ........ccccsssseec Tuhe; GBX6) 2. tk eee eens 5.50 | 6GK5/6FQ5............ Tube, 66K5/GFO5:, 2 tyne... aiskoneas 9.00 
O92 2 kc Tube, 6922 oi ea a, 8.00 | OBYB icc. Tobe, 6BY8 20 ccc 5.00 | OGKb ccc Tube, 6606 och tesa 11.95 
OFFS nn Tobe, 6973 cco cin 20.00 Tube, 6875 ee a, 7.00 


“S 


i cccrenecmmrrenre 7.50 | 
-.  .. Tube, Se ee 18.00 
| SC Transmitting Wis, GE 22.00 
6J18/6KR8............ Tube, 6J1B/6KR8 ......esssssscsscsscssssssceeeecesnssseeee 9.00 
BW eet Transmitting Tube .........sscccssossssscsecsesseccsecesses 12.00 
OVE iis... a ap el ia 9.00 
BG LG rove isereenstretsrrccoressern 9.50 
Paneer OKGGT 6.00 
ORAS i. .................. 9.00 
OKDO: Se OS SS ae 22.00 
1 Retin, ho Lt, i a rr i 4.50 
BRNO fle an... eee Aa are 10.00 
OVE 3s... Transmitting Tube, Notional ..............-ssccsseasee 20.00 
600 ss, eS a. 7.00 
i. Ws. 13.50 
6L6-METAL............. TRO BEG METAL ann eeccscccanenecscescsiccrtiessn 15.00 
BLOGE 20 2M... | la AES A SRD ee eae an ae 17.50 
6LO6GC-GE............... TOG BLO GCAGE 52 feces cases cpsossrdecbootee 21.00 
Sy WO 7.50 
$86 Transmitting Tube, 6LB6 .....sccooccsscecsmoserseee 27.00 
sth. . Transmitting Tube, GE .............-sssesssssseeeseeessense CALL 
BBctla aces... AT AO 00 aS RE 9.00 
OV) CE Stam GTN HSE a 12.00 
BENG soc cccttcce ES ee en 22.00 
G8 CS CE 6.00 
OMUB occ. WG OWNS 12.00 
OPT OF es cson acre BIDAR Ol if W sft atcleonseyccocesccuces a 10.00 
SM Ne Tube, A ARCO: ko RR SES AR 2 7.50 
A ee 2 ee 5.50 
Ss... mac... 10.00 
65... ws 2... 6.00 
Dy... URES GS Se ROE ae 7.50 
OSH Teeter. Oe ER ae 8. 5.50 
| VU fae hee Uo ONO es Sn eS te 9.00 
VSN OS A SU ea ek 2 a ER a 9.00 
BOUT... We a 11.50 
OSN7GTB ........sessese MO OSM os einsssccenscsbeccesnens 10.00 
4 wm 4.00 
DIBA fs hed Atieied (TI ft ea I AN ESS 5.00 
Ly Peeehene een Ballast Whe 61M gash ctee&...:.. 45.00 
eee ore BUD, ONE EVO adic elansscxisbocpssoreresonenscrciecctenec 17.00 
BUSA Wes og 7.00 


RPT Ca 


ase Fe 


steeeeeneneneeeeseeeeeeseeeeesereanesseseeseereeaaes De 


teeeeeseseecesenes Ue 


i Transmitting Tube ...c.cccsscascsstsssssntseenssne 10.00 


1 Laine Transmitting Tube ..........ssssssscecsssssscssssesssssssseee 9.00 


les www. surplussales.com e-mail: grinnell@surplussales. com 
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ee coh os be 
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“Tube, 6W6GT. 
~ Tube, 6X4... 
_ Tube, 6X56T . 


eaeeneacereeessecencacsnsneseseesaveesesneeeseens Wy 


Po rrr 


weeeeeeee FYGOIGIED LICUITIL TUUG, NOW .. oe. eecceeeeeeeeeeeeseneeee 


Shee eee eneeeeeneeeees 


eeteee 
tenes 


srereenccceeseseceees EP EUTL ULL cccccccccccenccceccecrecesereessreesseseeessesecesseenees 


OE Transmitting TUbe 7377 ccoreevemeeenone 80.00 
Transmitting Tube 7486 .ccoenemoene 125.00 


vveeee Transmitting Tube 7486/GE 8) ..cocsseocsssnse 195.00 

8 78 oe 10.00 

(SLR ab) 4 Rea a ee aan aR A 90.00 

Tube, 7543, GAUGA, SYLVANIA ........sccscsssssssscee 8.00 

TERE LLT CR, el ie aed 18.00 

FOG DOB oecoterccsee erences 45.00 
be. 6.00 

1. Ce Complete Tube kit For 755-3, NO 6146W ...... 105.00 
Os 2 RE eR oe ne 8.00 

TOOT Se... teers Transmitting Tube, Eimac, NeW .........s.cccsssso0000 75.00 
Lyk igan areata Oe ok 24.00 
1) m7) 100.00 
1 Transmitting Tube, RCA, NeW ....sooscsccssssssseee 465.00 
7368 oo. me 8. 9.00 
pb: be AR JUDE Te oscathnsissceicnc ee. 25.00 
1) 4 fee Se lie RUDD TANT 2 .sloaihscionengeee ees eee 6.00 
TR eee era, FUNG, 7B ecesebclctitecsvocclieats tues REO 6.00 
Wo Bans UG THA oo oscccccercerserseescoternearee 20.00 
4 {ok os WE 8.00 
Me Tube, Ee 15.00 
D020 anders. Tube, Rc SAS a ae 55.00 
BUS s. Wee tera cacees LV a 0 HS 6 a 75.00 
B008:. ere. ase ODERUOD: 219 eee Ata oa cece 43.00 
Re TOGASMETING TUG cco cccseccvenecnecseoscserrccnersrs 19.00 
SHA PENTA Horizontal or Vertical .........csoorseseesees 11.00 
BU TA-JAN ....cssssne Transmitting Tube 811A (JAN) .........scsssseseceen 90.00 
BVTAASY so ccsccetuctens Xmitting Tube 811A Svetlana ...........ssssssecceecee 20.00 
BT TA-SV-Q...... sees Matched Quad 811A Svetlana ........ssssssss0ssseeee 85.00 
by Geis Transmitting Tube 81.22 ........ssssssccssecsesseseeee 175.00 
UE Xmitting Tube, PENTA .......sessoscccccesesssssseceesses 50.00 
SIS tAN Transmitting Tube 815 JAN ........sssscsssseceeceeues 55.00 
8152/1D-40........... Fle 00 WOW occa 80.00 
822346 «eee Transmitting Tube 822348 ...........ssccssssssssseeee 10.00 
TE Reade. Sine Rramimittingy TG... eescnmemanetionann 85.00 
B16 ccc Transmitting Tube 826 ...........c.ccsssesessesensenee 125.00 
Ui Transmitting Tube: 827 ........sssssssosssesceceessesseens 25.00 
C298 es Transmitting Tube 829B eee 49.00 
LT NRE fence ae Transmitting Tube .........sssssssssscecsecesessessnsessnse 50.00 
O394 aeeet eee ness ht ee, 9.00 
SSSA Be icccdontn Transmitting Tube 833A .................scscccccseseeee 185.00 
Bo Transmitting Tube: 837 .....sccccsessossessnsessesees 18.00 
OF. he 847. 29.00 
BAGS oc occcocseeceee WE 48.00 
BAQSJAN .....sssseeees Microwave Power Tube ...........ccvvses.scessssseee 3,900.00 
Bh pssst HOD OSM. 2.5) ee anteaeen 8.00 
B560 MEAS ick vent, Tobe s8560G... .cciciecs tds ita tens 170.00 
B59GJAN oo .asssssssose Transmitting Tube, 400-121 Sime .....cssessssceeeeee 59.00 
SO6A Soo ae ROCIO TIDE oo cosccsiccmttscndcesecn conse 65.00 
[EL AS ectifier Tube, New, Old Dats .............s0se0-. 45.00 
BB4 aes cette? MME POON 8 ies kets secesecesstetaerceseeenedl 12.00 
985 ee ib) LR Ra CoP Me Soo a 11.50 
iS ks Aen pn ee 8875 Svetlana 40X400 ..........csssssssssessssssssssssses CALL 
ESS EEE 8877 / 3CX1SOOAZ, Firma .......sessesssssososeoeee 750.00 


Transmitting Tube 4CX350FJ ..........escceesenseee 149.00 


Fax: 402-346-2939 


eta Transmiting Tube nnnennnenonnn 
Sa Tube 8964 


jee Tube; ORM a Ee... 8.00 
ay Tube, OOH ee. te. 10.00 


bee 2t,) "Tube, EL ae a Oe Caachi, ea 7.00 
i SOS Tube, BGT a casccn teenies oni 2290 
Ste Lea Tube, SIVA ethene tt carte. 9 00 
_ltete. . 9.00 
. sae Ballast Tube, 9-44 .84-.92amp ......ccccsssccseun 20.00 
ee te 9002 =... 1000 


rh Soe A LR A 5 AE EY ML 

we OD, Sco TOG S22 ae ae Ate SSS $30.00 
A cn Sa Photo Multiplier Tube, RCA ............-.sccsssoosessee 90.00 
SN Tepe 972 JAN Acorn 2. cic 10.00 
CBASTOE oc. Transmitting Tube CAA322P nnn... ecssssssssssee 130.00 
CEASIRK |... Nee EO 8.00 
0) Rie ROR Transmitting Tube, Raytheon ...........ssssssssssssss000 CALL 
CKSIZAX ea Tube,CK51 2AX Peanut Type ..........ccscssssccseeeee 40.00 
CKSSSAK olen Tube, CK533AX Peanut Type .......-ssccossscseeenen 20.00 
C5517 Tube,CK5517 Peanut Type .........cseorosseseceoeen 20.00 
5034. Tube, 5694 20.00 
CSTIAX We CIR 20.00 
SZ) ieee Klystron Trasmitting Tube ............--ssssessssesseesen CALL 
BLAM SV, coca. Electron Tube EL34 Svethana .............ccsssseeseen 15.00 
ELSIO-SV oct 2 Electron Tube EL509/6KG6 Svetlana ............... 30.00 
EMMB01 ......sssseso0s Tobe, EMME) 70.00 
C80 es Whe G08 50.00 
BL 5506 oa BOO TDS eee 160.00 
LE) a RR Transmitting Tube HY75 .........sssssssssssseeseseseseee 50.00 
J4-7466 o.sessscccee Tube, Photomultiplier ..............c.cscssssssosseeseee 195.00 
BAUS percent te VoRuORN UE ste ee tere et cco te 55.00 
KWAME cesesssssnae Tube kit with 6146'S ....ccescoscscsssssesensneseesen 175.00 
KWM-2/AF .... see Tube kit with 6146's .......scsssssssoccesecessssesceees 159.00 
KWM-2/A-KIT ........ Tube kit For KWM-2/A ....sessosossccssnssosecseeesee 110.00 
ie] LD eat Se I Magnetron Tube 15104 ..........sssssssssscecssseseeen 150.00 
EASER Sosicosccor. tt. LASER Flat Bed Scanner,Used ................cccsssss 49.00 
MA-281 .....csssssesees Transmitting Tube, Magnetron ...........+c.-ss..+. 450.00 
MA-5669 .......ccccce Transmitting Tube .......s.sccsssscsssssessnssssssssee 2,000.00 
BGT oo ccccteccse Traveling Wave Tube ............cscssscessnssssessee 2,500.00 
NUEIOST S. WMO ee 1,950.00 
NU-B4 Siecscccted.c Tobe, NGA Go, We te 39.00 
NLCIK/6014 ......... LL Lokechconeine 4. ok = Se ls 60.00 
PENTA813 .........0000. BSA. Pentthsssccecasszesscncepeerresssstiss ncaa 39.00 
PESOS solececcsesn Transmitting Tube ......s..ccocsssssssecsesesssssensseeee 150.00 
A oe We PLAT ce ces 20.00 
O75 Kiysiron, 10GHz. 295.00 
RIOGUH ............... Photo Multiplier Tube ...........ssscsssssssssscsccceesee 150.00 
EL RA Klystron, Light House Tube ............sseceseseeseee 325.00 
RW ZOG oacccccccucere TWT, 6.1 5GHz, 107w Siemens ........ssssssesssss00 500.00 
SEI5A3 Backward Wave Oscilatr 2-4 Ge .......cccssoo0n 2,900.00 
SRR-T3A soca 866A/3B28 Solid State Replacmt .................... 65.00 
SRU-5240............... Klystron Trasmitting Tube ...............cscssseseeee 850.00 
SSR-6/5R4 ............ 5R4/5U4 Solid State Replacment ................... 27.00 
$V6550C-SV............ $V65500 Svetlana Electron Tube ............ssss0000 30.00 
TIZ9TKOT oc cscscccen Tube, TI791 KOT Ballast .........sseccsssnsevssseracceee 20.00 
2 WANE 25.00 
VA-BBBE ..........css Klystron, 1.6kw @ 4700 MHZ .............0000 1,500.00 
VBX7505B ............. Backward Wave Osc. 8.5-17.5GC ............... 2,125.00 
WET 20B ......sesessesee Western Electric Tube ...............sccssssssssssssessees 150.00 
1 8 Enea oe Tube, WL532 Spark-Gap .........ccsssssvsssssseseeeseee 20.00 
TAO Co oicccc Transmitting Tube ...........-esssesssssssssssssososssnee 200.00 
LAR Saeanaese bs Y417 Transmitting Tube ...........sessssssssssssssssee 199.00 
Ee RE ee Transmitting Tube 427 ...........sssseseceseseseeee 295.00 
VOBGK bene te Transmitting Tube ........ssscsceesscssssssesessessseeee 125.00 
VOGT Appr s..de Eimac Transmitting Tube .............oossssseeseesee 390.00 
are Eirmac Planar Triode ................-ss-cscsesessseseseess 235.00 
TEODT, ceeisonarses Eimac Transmitting Tube ...............cccccsesseee 2,770.00 


QUANTITIES RANGE FROM 1-10,000 


Surplus Sales ¥ 


Tube Shields 


IERC 


A. B. 


Fits 


Fits 
9pin Mini 7 pin Mini 
B.(TUA)TR5-5015 TERC 7/8" OD, 


1-1/2" high. Use with 6AL5 or simi- 
lar short receiving tubes. 


Each 6-24 25+ 
$3 $2.50 $2 
B.(TUA)TRT5-5025 TERC 7/8" OD, 
2-1/2" high. Use with taller receiv- 

ing tubes. 
Each 6-24 25+ 
$5 $4. 50 $4 
A. (TU A)TR6- 6015- 2 IERC 31/32" 
OD, 1-3/8" high. Use with short 9 pin 
receiving tubes. 
Each 6-24 25+ 
$3 $2. 50 $2_ 
A, (TU A)TRNG- 136020 TERC Oli See 
OD, 1-7/8" high. Use with short 9 pin 
receiving tubes. 
Each 6-24 25+ 
$4 $3.50 $3 
A. (TUA)TRT5- 5025B TERC 31/32" 


OD, 2-1/2" high. Use with medium 
height 9 pin receiving tubes. 


Each 6-24 25+ 
$5 $4.50 $4 
Tube Shield 


(TUA)SLM-173-DL METHODE 7/8" 
OD, 2" high. Fits 7 pin tubes. 
Rounded top. Base locking ears. $4 


Tube Shield 


NW6-6520-10B 


OD, 1-7/8" high. 
Internal spring, fingers 


TERC 31/32" 
Fits 9 pin tubes. 
4 


Info/Tech./Intnl: 402-346-4750 


(TUA)TS102U02 Nickel plated push 
and twist shields made by ELCO, 
Cinch and Eby. 7/8" OD, 1-3/4" high. 
Use with short 7 pin receiving tubes. 


Each 6-24 25+ 
$5 $4.50 $4 


(TUA)TS103U02 Nickel plated push 
and twist shields made by ELCO, 
Cinch and Eby. 31/32" OD, 1-7/8" 
high. Use with 9 pin receiving tubes. 
Each 6-24 25+ 


$6 $5.50 $5 
Heat Sink 


tor. 1-1/4"x 1-5/8" x 3/4" high. $4 


(TUA)0803HS_ 8 holes in base. Alu- 
minum heatsink for tube or transis- 


neeariele Tube 
— ._, [ERC 


(TUA)T3A-352FP TERC 1" long. 
High sides. Slides over any peanut / 
pencil tube. Aluminum. $2 


(TUA)T3-351 TERC 1"long. Same 
as above but silver. $4 


(TUA)T3A-371 TERC 1-5/16" long. 


High sides. Slides over any peanut / 
pencil tube. Aluminum. 3 


Peanut Shield 


(TUA)T3-361NT TIERC 7/8" long. 
Clips over any peanut / pencil tube. 
Silver beryllium copper. 5 


Tube Shield 


(TUA)T3A-401 IERC 1-5/8" long 
base. Board mount the plug in the 
peanut. All aluminum. $3 


Shield 


Shield Collar 


(TUA)T16-2003-1H 
mount base for large tube. 
inside diameter, 2-3/4" square. 


IERC Chassis 
2-1/2" 
$8 


Tube Shield 


(TUA)CF-S-9 


ternal spring, fingers. 


Cool-Fin Electron- 
ics 31/32" OD, 1-1/2" high. Fits 9 
pin tubes. Die-cast finned body. by 

7 


Collar 


(TUA)TS-1001 TERC black anod- 
ized collar for 9 pin tube shield. Bolts 
to chassis over socket. 2 


Tube Shield 


(TUA)T9-1001 TERC chassis deck 
mounting cup shields tube and acts 
as heatsink. 1-3/8"ID, 1-1/2"H, 1- 
1/16" hole in bottom. Chromate. $9 


(TUA)T12-1001 Same as T9 above 
but larger, 1-3/4"ID, 2-1/8"H, 1-1/8" 
hole in bottom. Chromate. 


(TUA)T16-2001H Sameas T9 above 


but larger, 2-1/4"ID, 2"H, 1-1/8" hole 
in bottom. Flat black. 


. ORDERS: 800-244-4567 


Sweep “lubes — 


(TUA)T12-1030 MERC tube shields 
made for 1-3/8" to 1-1/2" diameter 
sweep and transmitting tubes like 
6146, etc. 3" high. Pull handle on 
top for easy removal. No special 
socket required. Snugs flush to chas- 
sis. Chromate color aluminum with 
over 100 internal fingers soaking the 
heat from tubes envelope. Gives 
tubes much longer life. Sweep tubes 
are expensive enough without losing 
them to over heating. 


(TUA)T12-1030-5B TERC tube 
shields exactly the same as above ex- 


cept flat black finish. 
Each 3-11 12+ 
$20 $18 $15 


Locking Shields 


(TUA)T12-2035-2NH WERC tube 
shields very similar to above but these 
have a locking mechanism on base 
made for special collar. 3-1/2" high. 
Black. $30 


(TUA)T9-2020H TERC tube shields 
smaller physically (1-15/16" high, use 
on 1-1/8 to 1-3/16" OD tubes) simi- 
lar to above but these have a locking 


mechanism on base made for special 
collar. Black. $15 4+ $10 


Giant Shield 


(TUA)T14-2047NH 
anodized 4-3/4" high tube shield , 2- 


TERC black 


1/8" ID at base. 


Locking grooves. 
Handle. $30 


[se ids - * fm ee i a Ri aie 
surplusa $.com tHe: 


a. 8 Pin OCTAL 

\.(TUA)8P-PH1 American Phenolic black phenolic socket, under / over 
: assis mount, forked contact. 1-5/16" center to center mounting holes, 1-1/ 
32" diameter hole required. $2.00 Each $1.75(6-24) $1.50 (25+) 


3. (TUA)TS101P01 ELCO brown phenolic socket, under chassis mount, 
1 rap around pins. 1-1/2" center to center mounting holes, 1-1/8" diameter 
k hole required. $3.50 Each $3.00 (6- 24) $2.50 (25+) 


.(TUA)TUBSOK8PH American Phenolic brown phenolic socket, under/ over 
: Bhiaisis mount, wrap around silver pins. 1-1/2" center to center mounting 
holes, 1-1/8" dia. hole req. $4.50 Each $4.00 (6-24) $3.00 (25+) 


D. (TUA)TS101C02 ELCO white ceramic socket, under chassis mount, wrap 
around silver pins. 1-1/2" center to center mounting holes (w/ speed nuts), 
1-1/8" diameter hole req. $7.50 Each $6. 50 (6-24) $5.85 (25+) 


SMe Bi Amphenol black molded-in-plate phenolic socket,“ un- 


der/over chassis mount, forked contact. 1-1/2" center to center mounting 


$2.50 (6-24) 


holes, 1-1/8" dia. hole req. $2.75 Each $2.00 (25+) 


A, ; : j 
© « 4-7-9 Pin Miniature 
A. (TUA)4PM-B1 Black 4 pin bakelite socket, wrap around contact. 7/8" 


center to center mounting holes, 5/8" diameter hole required. 13/16" OD shield 
base. _ $2. 00 Each $1.75 (6-24) $1. 50 (25+) 


B. (TUA)TUBSOK7PH Brown 7 pin miniature phenolic socket, wrap around 
pins. 15/16" center to center mounting holes, 5/8" diameter hole required. 
13/16" OD shield base. $2.25 Each $2.00 (6- 24) $1.75 (25+) 


C. (TUA)TUBSOK7-CS_ 7 pin miniature Ceramic socket, silver wrap around pins. 
15/16" center to center mounting holes, 5/8" diameter hole required. 13/16" 
OD shield base. $4.50 Each $3.50 (6- 24) $3.25 (25+) 


D.(TUA)TUBSOK9PH6 9 pit pin 1 miniature b brown phenolic - socket, , wrap a around 
pins. 1-3/16" center to center mounting holes, 3/4" diameter hole required. 
15/16" OD shield base. $4. 00 Each | §3. 50 (6- 24) $3. 25 (25+) 


E. (TUA) )TS103C01 ry pin miniature ceramic csocket, silver wrap around pins. 
1-3/16" center to center mounting holes, 3/4" diameter hole required. 15/16" 
OD shield base. $5.00 Each $4.50 (6-24) $4.25 (25+) 


BU . 
7 Pin Miniature 
A. (TUA)TUBSOK7PH4 Brown 7 pin mini phenolic socket, wrap around con- 


tact. 1-3/16" c-c mounting holes (same size as 9 pin), 25/32" diameter hole required. 
Mounts under chassis. $1. 25 Each $1 .00 (6-24) $0.90 (25+) 


B. (TUA)TUBSOK7PL Black 7 pin miniature bakelite socket, wrap around pins. 


29/32" center to center mounting holes, 5/8" diameter hole required. Mounts 
under chassis. #30: 55 Each _ $0. 50 Ue 24) $0. 40 D (25+) 


29/32" center ca center ee holes, 5/8" diameter hole required. Top 
chassis mount. 00 Each $3.50 (6-24) $3.00 (25+) 


aes. 
mail: grnnell@surplsales, com Fax: 402-346- 2939 ws 
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Amphenol® 


4-6-7 Pin (2 Large Pins) 


A. (TUA)77MIP- 6  6pinphenolic socket, with molded-in-plate. Two large 
filament pins. 13/32" center to center on contact holes. 1-1/2" c-c mounting 
holes on on plate. $10 Each 


Fits 811A & 572B 


B.(TUA)77MIP-4S 4pin phenolic socket, with molded-in-plate. Silver con- 
tacts. Two large filament pins. 1/2" center to center on contact holes. 1-1/2" 
c-c mounting holes on plate. $5.00 Each $4. 50 (6 24) $4. 00 (25+) 


C.(TUA)77MIP-7S 7 pin "small" shentlic orice with raolded: -in- te Two 
large filament pins. 5/16" center to center on contact holes. 1-1/2" c-c mount- 


$2.50 (6-24) 


ing holes on plate. $3.00 Each $2.25 (25+) 


8 pin Octal 
Male Plug 
| Chassis or 
Inline 


(CNE)8P-PLUG 8 pin male plug 
mounted on plate. Remove O-Ring 


and use for inline plug with backshell. 
$2 Ea $1.50(6-24) $1 (25+) 


4 pin 811A/572B 
(TUA)122-224 4 pin ceramic socket 
fits 811A and 572B. Silver contacts. 

$9 Ea $8 (6-24) $7 (25+) 


4 » 7 or9 pin 


Miniature S o 
Tube Ye ae C. 
Socket PC Mount Sockets 
inserts A. (TUA)TUBSOK8-PC 8 pin octal tube 


socket, plastic. $2Ea $1.50 (6+) 


(TUA)TUBSOK7-IP 7 pin miniature tube B. (TUA)TUBSOK12-PC 12 pin sweep 


socket insert. $4 Ea $3 (6+) 


tube socket, plastic. $4 Ea 
(TUA)TU BSOK9- IP 9 pin miniature tube Serra 
eocerineert ee S4 LF $3 (6+) C. (TU: A)TUB1416- 06 7 pin ‘miniature 
tube socket, plastic. $2 Ea 


9 Pin 
Miniature 
Tube Sockets 


A. (TUA)TUBSOK9PL1 White 9 pin miniature socket, very high grade plastic, 4 
side square contact. 1-1/8" c-c mounting holes, 7/8" diameter hole required. 
Mounts under/over chassis. $1.75 Each $1.60 (6-24) _ $1.45 (25+) 


B.(TUA)TUBSOK9PL Black 9 pin miniature bakelite socket, wrap around pins. 
1-1/8" center to center mounting holes, 3/4" diameter hole required. Mounts 
under chassis. Tie points. $0. 95 Each $0.85 (6-24) $0. 75 (25+) 


C. (TUA)TUBSOK9PH5 Brown 9 pin miniature phenolic socket, wrap around 
pins. 1-1/8" center to center mounting holes, 3/4" dia. hole required. Mounts 
under chassis. Tie post. $2.50 Each $2.25 (6-24) $2.00 (25+) 


ies iala acne ae 


of aN pi in 


Fits 8877 & 4CX1000A 


(TUA)C8877 Deluxe Teflon chimney. 3-3/8" in- 
side diameter, 1-1/4" high, 1/8" thick base flange 
Better than you know who's. $35 


8877 Socket 


(TUA)SK2200 Original socket for 3CX1500A7/ 
8877. Eimac grid clips, Johnson ceramic base. No 
substitute for the best. “We th $125 


(TUA)SK2210 areas Sranant sachet for 
3CX1500A7/8877. Same footprint as above. $99 


Bayonet Sockets 


(TUA)123-209 Johnson socket fits 811A, 866A, 


etc. Limited quantities. $59 
(TU A)12: 3-210 Hehison socket $45 
(TUA)123-211 Johnson’ socket _ $49 


.. Heat Dissipating | 
: — Plate Caps 


yw (TUA)HR-2 Fits any tube with 
y wire > ter minal out the top. $5 


TUA)HR-6 Fits 3-500Z, ete. $15 
rUA)HR-8 Fits 3-1000Z, etc.$29 


(TUA)122-275 Original 5 pin Johnson ceramic 
socket fits 3-500Z, 3-600Z, 4-125A, 4-250A, 4-400A 
tubes. SILVER heavy duty contacts. These sock- 
ets are remove from commercial equipment and 
had few operating hours. Like new. 


Each Sell 12-24 
$35 $30 $25 


25+ 
$22 


(TUA) 122-237 Original 7 7 pin (2 large) Johnson ce- 
ramic socket fits 813s, among other tubes. $45 


(TUA)122-247 Original 7 pin (1 large) Johnson ce- 
ramic socket fits 8877s, among other tubes. $45 


(TUA)122-244-210 Original 4 pin Johnson ce- 
ramic socket. Not sure what it fits. $10 


Fits 3-500Z, 4-400A, etc. 


(TUA)SK410SI G-10 fiberglass socket with iso- 
lated pins. Closing out stock. $22, 2/$40 


(TUA)SK410SS As hate but Btinded grid pins 
for 3-500Z. Closing out stock. $22 2/$40 


Fits 3-500Z, 4-400A, etc. 


e . “iP A 

Ecmac Kir Sockets 

(TUA)SK-410 Eimac plastic air system c 
socket fits 3-500Z, 3-600Z, 4-400A, etc. $79 


(TUA)SK- 510 Eimac plastic air system | 
socket fits 3-1000Z, 4-1000A, etc. 


Eimac Air Sockets 


(TUA)SK-400 Eimac aluminum air system 
socket fits 3-500Z, 3-6002Z, 4-400A, etc. $89 


(TUA)SK-500 Eimac aluminum air system 
socket fits 3-1000Z, 4-1000A, etc. g 


BABE ie BSA. STF 


Glass Chimneys 


Glass Chimney for 3-500Z $35 


(TUA)SK-416 Glass Chimney for 4-400A $79 


(TUA)SK-506 Glass Chimney for 4-1000A $139 


(TUA)SK-516 Glass Chimney for 3-1000Z 7 $139 


(TUA)SK-406 


o 
3 


~ §K-600 « ~ ACX250 


. un-grounded elements + bypass capacitors. 


| (TUA)SK600A Eimac or Johnson equal, 124- 
0110-001, has built-in 2700 pF screen bypass ca- 
‘Pacitor. Fits all 150s, 250s, 350's, etc. $129 


R (TUA)SK620A "Rimac or Johnson endl, 124- 
0115-001, has built-in 1100 pF screen bypass ca- 
pacitor. Fits all 150s, 250s, 350's, etc. 29 


-(TUA)SK612  Eimac socket has built-in 2700 pF 
screen bypass capacitor and has 4 cathode and 1 
heater pins grounded to shell. 9 


(TUA)SK630A —_Eimac socket has built-in 1100 
pF screen bypass capacitor and has 4 cathode pins 
grounded to shell. Similar to SK-620. 95 


Economy 250B Socket 


(TUA)SK2A High quality Svetlana socket, ce- 
ramic body, silver contacts. 9 pin total: 8 narrow 
pins + center pin. Fits 150s, 250s, 350's, etc. No 
built-in bypass capacitor. $15 (6+) $13 


oe 4CX300A 


4CX300A Tube Socket 


(TUA)SK740 —_Eimac un-bypassed socket for 
ACX300A/Y style tubes that have flooded the sur- 
plus market. Perfect for an HF amplifier where 


the a caps are not needed below 50 MHz. 
(6-24) $22 (25+) $20 


(TUA)SK700 _ Eimac socket has built-in screen 
bypass capacitor for VHF-UHF operation. $95 


ales wow. w surplussales.com 


The following sockets fit the 4CX250 series of 
power tube. Various versions have grounded and 


e-mail: grin 


3CX3000A7 & 3CX6000A7 


(TUA)SK3000 Commercially made socket for 
3CX3000A7 and 3CX6000A7 eer Quantities? 
$195 (3-9) $185 (10+) $175 


Big Chimneys 
(TUA)C3000 Chimney has 4-7/8" inside diam- 
eter and works with either a3CX3000 or 4CX5000. 
3-1/2" high. Fiberglass material. $59 


(TUA)SK316 Eimac chimney y for 4CX15000 se- 


ries. . New, unused. $85 


(TUA)SK806 Eimac chimney for ACX1000A, etc. 
Fiberglass cone style. $65 


4CX250 
Ceramic 
Chimneys 


“ak Sod 
Bane oe wh 
(TUA)124-0111-001 Johnson ceramic chimney 


fits all standard 4CX250B styles. May also substi- 
tute Eimac chimney when available. 12 


7 pin Septar 
arene 


, Fit 832, 4D32, 
& @& 8877 etc. 


(TUA)122-105-047 Johnson 7 pin socket, as 
shown, without base clips. 2-1/16" ID. $15 


(TUA)122- 101- 207 Johnson 7 pin socket! for 
larger based tubes like 832. 5 base spring clips 
inside socket help hold tube. $25 


nell@surplussales.com 


Fax: 402-346-2939 


*. 
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SK-300A + Tetrodes 


(TUA)SK300A-SV Svetlana socket fits 4CX5000, 
4CX10,000, 4CX15,000 & YC-130 series tubes. 
All silver plated. Highest possible quality. Brand 
new Svetlana inventory is always fot $41 


$435 (3-9) $425 (10+) $415 


(TUA)SK300A__ ana Micketi identical to SK- 
300A-SV shown above but not new stock. Re- 


moved from equipment in as new condition. $595 


Y309 Bypassed Socket 


(TUA)Y309  Eimac socket fits 4CX5000, 
4CX10,000 & 4CX15,000 series tubes. These are 
exactly the same as SK-300A above but grid and 
screens are bypassed with twelve HT58 size door- 
knob caps (see graphic). All silver plated. Brand 
new, old stock is in the box. $725 


SK1320 « Triodes 


(TUA)SK1320-SV Svetlana socket fits 
3CX10,000A7/ A3 / H3, 3CX15,000A7, etc. series 
tubes. All silver plated. Identical to Eimac socket, 
highest possible quality. Brand new Svetlana in- 
ventory is always maintained. 


$435 (39) $425 —- (104) $415 


Surplus Sales 


Sweep Tube 
Socket 


(TUA)SK509-SV = 9 _ pin ceramic 
sweep tube socket fits our Svetlana 
EL509 as well as 6KG6 and others. 
Husky os contacts. 


3.50 (25+) $3 


7 pin Socket 
+ Turret Base 


(TUA)TUBSOK7PH3 
ture tube socket mounted on 1-1/8" 
post, terminated with turret base. 
Intended to mount under chassis 
with pressed nuts in ears. 


7 pin minia- 


Ceramic Plate Caps 
$5 
$7 
$8 
QUANTITY BISCOURYS 
7/12 pin 


plugs 


UA)TUBPLG-7 7 pin male plug 
same as miniature tube. $1. 50 


(TUA)36004 1/4" plate caps. 
(TUA)36006 3/8" plate caps. 
(TUA)36008 1/2" plate caps. 


(TU A)TU BPLG-12 
plug. 


12 pin male 
$1.50 


CRT 
ap ont 


9522 10 pin CRT socket. 
PC Saaint Made in Japan. Pack- 
age says JVC spare parts. $5 


bi Fics yr =a, 


InfoTech /intn: 402-346-4750 


(TUA)TAK 


Test Naattor Kit 


Pomona Test Sockets plug into vacuum tube socket 


eZ awe ow 


and then tube is replaced in top of adapter. All pins feed straight through but 


each is tapped out to test point for purpose of reading voltages. 


This kit includes three basic sizes: 


A. 8 pin Octal, Pomona model TVS-8 
B. 9 pin Novar, Pomona model 1779 
C. 7 pin miniature, Pomona model TVS-7 


7 pin - 1625 
(TUA)U-101/U 7 pin "large" base 
fits 1625, etc. Two large filament 
pins (1 & 7)+ 5 smaller diameter 
pins. This test adapter is straight 
through with voltage taps for 
testing. Adapter may be dis- 
mantled to salvage 7 pin socket 
for independent usage. $18 


Tube Tester 


(TUA)16375-538 Brand new re- 
placement socket center for mili- 
tary tube tester. All sockets wired 
to single 11 pin male on back for 
quick replacement in equip- 


ment. From left to right: 4 pin 
fits 811A, etc.; 5 pin; 7 pin 
"large" base fits 1625, etc.; (cen- 
ter) 9 pin miniature; 7 pin min- 
ijature; (bottom row) 6 pin; 8 pin 
octal; 8 pin fits 4CX250, etc. $75 


A. *& B. 
9 pin - Flange 
A. (TUA)77MIP-9 Female socket, 


molded-in-plate Amphenol style. 
9 pins. Use for relay socket too. $9 


B. (TUA)9P-SOK/O 9 pin female 
jack mounted on plate. Remove O- 
Ring and use for inline plug. $15 


(TUA)11P-BASE Male relay or 
device platform. Build a circuit 
on flat top side. Plugs into any 
11 pin socket. 


11 pin 
Socket 


(TUA)77MIP-11 Female socket, 

molded-in-plate Amphenol style. 

11 pins. Use for relay socket too. 
Each 5-19 20+ 
$4.50 $4 $3.50 


. 8 pin Octal 
*sTube Socket 
Bakelite 


a 51 OFZ 
(COL)220-1155-00 Small foot- 
print socket for Collins 516F-2 
or any other application. Made by 
Amphenol, high quality, high 
temp, recessed mount. $8 


$45.00 


7-Z' 


(CNE)11PJACK Female socket — 
for power connection on 75S re- _ 
ceivers, 516F-2 and 32S or © 
KWM-2 interconect, plus Heath © 
and many other Ham sets. 


Each 5-19 20+ 
$5.50 $5 $4.50 
8 or 11 pin 
Male Plugs 


(CNE)1IPPLUG Male 11 pin 
plug fits chassis power connec- 
tion on 75S receivers, 32S or- 
KWM-2s. Also use for extension 
of interconnect. $5.50 
(CNE)8P-PLUG 8pinmale $2 
(CNE)12P-PLUG 12 pinmale $2 


» 1 piece 
Metal 
Hood 


(CNE)11P-1/SHELL Metal back 
shell hood with strain relief for 
larger cable, ie. interconnect. 


Each 5-19 20+ 
$5 $4.50 $4 


2 piece Plastic Hood 
(CNE)11P-2/SHELL Plastic 
Backshell hood with strain relief 
for smaller cable, ie. line cords. 


ee eco 5-19 20+ 
(oes 55 $4.50 $4 
Metal Hood 


w/ grommet 


(CNE)11P-1/CAP 
Metal backshell w/ 
rubber grommet.$3 
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6146W 


Sold Individually 
or in 
Matched Pairs 


Made by 
General Electric 


(TUT)6146W Single tubes. Heavy duty "W" model made for use in 
military equipment where rugged enviroment survival was essential. 
Manufactured by General Electric in the good old USA. $22 5+$20 


(TUT)6146W-MP Our most popular tubes. Matched pairs. We've sold 
thousands. Our customers have used these in Collins, Kenwood, 
Yaesu, etc. Heavy duty "W" model made for use in military equip- 
ment where rugged enviroment survival was essential. Manufactured 
by General Electric in the good old USA. $49 /pair 5+ $45/pair 


¢ 350 Watts 
¢ 26.5v Fil. 
— Scmac 

e New in the 


Can - JAN 


(TUT)8904 4CX350FJ/ 8904JAN. Great in HF or VHF amplifiers. Re- 

places 4CX350F/ 8322 in most applications. 26.5 volt @ 650 ma heater. 

Same socket and chimney as 4CX250B, etc. (use our SK2A or any 

SK600 series). Typical operation 2200 volts @ 230 ma, 400v screen. 
$149 Each (3-9) $135 (10+) $125 


e-mail: grinnell@surplussales.com Fax: 402-346-2939 127 


SRR-13A 
1-3/8" Diameter 
5" High 


Solid State 


Replacements 


¢ 5U4 / 5R4 
¢ 5Y3, 5V4, 524 
¢ 3B28, 866A 


Solid State direct replacement modules are much more efficient than their 
vacuum tube predecessors. In some cases, dropping resistors should be 
used if the higher output voltages often yielded with these diodes will create 
an unsafe condition. No heater current is required, saving watts there too. 


1N1238 & 39 
1-3/8" Diameter 
1-1/8" High 


(SDI)1N1238 Plug-in solid state replacement for vacuum tubes 5Y3, 
5V4 and 5Z4 & 5U4. Octal base. Rated at 1600 vdc, 3/4 amp. 
SISEach (3:19) $13 (20+) $11 


(SDI)1N1239 Plug-in solid state replacement for vacuum tubes 5R4 
& 5U4. Octal base. Rated at 2800 vdc, 1 amp. 

$18 Each (3-19) $15 (20+) $13 
(TUT)SRR-13A Plug-in solid state replacement for vacuum tubes 3B28, 
866A, etc. 4 pin base (811A). Rated at 10,000 vdc, 3/4 amp. 1/2" 


diameter plate cap required. 5" high. A must for 30S-1 owners. 
(20+) $59 


$65 Each (3-19) $62 


0D3 RCA $9 5750- Phillips $7 


6BE6 
A4CX250FG Amperex $119 | 6BN8 __ Phillips $6 
A4CX350F] 8904, Eimac $149 | 6BQ5 RCA $8 
4-400A Penta $95 | 6CB6A Phillips $7 
4-400C Penta $105 | 6C4 GE $5 
4-500A Eimac, New Stock $345 | 6EB8 GE $6 
4-1000A Pulled- Used $295 | 6GM8 ECC86 $4 
5AR4 _— National $18 6SN7GTB RCA- Glass! $10 
5Y3 GE $6 | 6146W Matched Pairs, GE $49 
572B_ ~—sw Penta $40 | 7027A RCA-audio $18 
6AL5 5726 GE $3 7543 Sylvania (6AU6A) $8 
6AV6 Japan $3 | 811A Penta $11 
6AW8A_ Phillips $4 | 813 Penta $50 
6AZ8__—~Phillips $10 | 8596JAN 400-1215MHz $59 
6BA6 5749W- Phillips $10 | 872. Mercury rectifier $45 
6BA7 RCA $11 8965  Ceramictriode $125 


128 Surplus Sales 


¥ 


Info/Tech./Intnl: 402-346-4750 — 


IN-HOUSE PREFIX RATING/FREQ. 


MHz or KHz CASE 


| 
¥ + 


PART 
worn 


+4 


PART NUMBER FREQ. TYPE PRICE 


CRY-000.00404 on... esses 4.04570 00... KHZ .scsesesee HGH 15.00 
CRY-000.00533 on. eessessen YEN Eg KHz oo. NCIS 2... 15.00 


CRY. 000.01200 nnn 12,000 0... KHZ once HC-13 fan 15.00 
CRY-000.01408 oe. 14.08 ......... Miz HEIs ee 4.00 
CRY-000.01496 0... eecseseee 14.960 00... KAZ ose HB4-01 ........ 15.00 


CRY-000.031500 ............... 
CRY-000.032768 ................ 
CRY-000.0346525 


CRY-000.07544 ocean 
CRY-000.081 60 0.0.2... 
CRY-000.08990 ee. 
CRY-000.09320 o........esessen 
CRY-000.09600 ...........esssen 
CRY-000.1 000MN 
CRY-000.1000MU 
CRY-000.10408 oo... eee 
CRY-000.12050 0... 
CRY-000.12600 ........esssnsen 
CRY-000.12856 ......scssssneee 


CRY-000.197450 
CRY-000.1974500 sees 
CRY-000.19750 ..... Si. 
CRY-000.21220 o...seeseeeese 
CRY-000.21230 .......eesssssen 
CRY-000.21 240... ..eesssseen 
CRY-000.21250 ......srreeeeesee 
CRY-000.21270 o.....seessnseen 
CRY-000.21280 screenees 
CRY-000.21290 o....eeeesssssen 
CRY-000.21900 ........essssnnen 


CRY-000.240305 
CRY-000.25000 0.0... 
CRY-000.2500MU Hz . { 

CRY-000.251992 ose. 25192 KH? es NGO ce 10.00 
CRY-000.256000 .............0. 256.000 ..... KHz 0.002... BH] 20-B ...... 10.00 
CRY-000.25702 own... 257.0242 Kizesss.2.. HCG kee 10.00 
CRY-000.26880 .................. 268.800 ..... MHz............. H(6 eee 10.00 
CRY-000.27407 oo...cceccssecees 274.074 ..... KHz 
CRY-000.28330 uss... 283.3330 ... KHz 
CRY-000.300 o.......c.scesseesoee 300. KHz 
CRY-000.300FIL ........0..0...... UU se claraice KHz 
pips 20) ace eee s0stS3 KHz 
KHz 
KHz 
vee KHZ 
.. KHz 


HC6-GLASS 


HC35 / TO5 “HC13 


PART NUMBER FREQ. : TYPE PRICE 


CRY-000.36000 0. sresessese 360.000 ..... KHZ ..ccssseenes ACG... 10.00 
CRY000 976 376 H 

CRY-000.37900 ...sesssseseee 379.000 ..... KHZ essssssee HO-6 aasessssee 10.00 
CRY-000.39000 .......eessesssn - \ 

CRY-000.400000 
CRY-000.402560 
CRY-000.424320 
CRY-000.446080 
CRY-000.454200 
CRY-000.45635 o.....eessoosssee 
CRY-000.45685 o.......ssessssee 
CRY-000.46800 .................. 
CRY-000.489600 .. oe 
CRY-000.50000 .... i 
CRY-000.51600 ......eesssssssee 
CRY-000.55500 ........sscsecsee 


CRY. 001.0485 cece 1.0485 ....... MHz ....<fectep H(-18.2 ........ 8.00 
CRY-001.056000 ................ 1.056000 ... MHz............. NGOie ee 8.00 
CRY-001.06805 ...............00 1.06805 ..... MHZ ........000 ACG 4.00 
CRY-001.228800 ............... 1.228800 ... MHZz............ HCG 8.00 
CRY-001.229000 0.2... 1.229000 ... MHz............. CR-19A .......... 4.00 
CRY-001.250000 ................ 1.250000 ... - ; 

CRY-001.311430 ........eeseeee 1.311430... 
CRY-001.400000 
CRY-001.44531 ... 

CRY-001.500000 .. 


CRY-001.504972 ones 1.504972... - ; 
CRY-001.52812 neces 1.5281250 . MHZ............. a 4.00 
CRY-001.53750 o.n..eeeeeseeee 1.5375000'. MAZ:0.%..ccecs NG-O cesrecs-- cues 4.00 
CRY-001.54140 ....... esessssees 1.5414062 . MHZ............ HCO es cree 4.00 
CRY-001.54843 ones 1.5484375 . MHZ........0.... HCO. 4.00 
CRY-00).55859 oo. sseseee 1.5585937 . MHZ ....secscee: HCO ce 4.00 
CRY-001.567497 .....eeesseees 1.567497 0. MHZ ......ss000 SAIC cus 7.00 
CRY-001.582503 ou... 1.582503 ... MHZ............ GO resect: 4.00 
CRY-001.6000 ose 1.6000 ....... MHZ... HG6 «coc, 8.00 
CRY-001.710080 ............... 1.710080... 


CRY-001.800000 .........0... 1.800000 ... 
CRY-001 843200 .............. 1.843200 ... 
CRY-007 85000 un... eee 1.85000 ..... 
CRY-001.9000 oes 1.9000 ....... 
CRY-001.944000 ................ 1.944000 ... 
CRY-002.000000 ................ 2.000000 ... 
CRY-002.047500 ............... 2.047500 ... 
CRY-002.048000 ................ 2.048000 ... 
CRY-002.071400 0.0... 2.071400... 
CRY-002.124800 .......rseeesees 2.124800 ... 
CRY-002.15000 0... eesessseees 2.15000 
CRY002, 222, 65 PhS cscs 2.222 


CRY-002.25000 
CRY-002300000 . 
CRY-002.304000 2.304000 .. 


> a oe, hee 


_ ORDERS: 800-244-4567 


aa aa F ° . 


HC8 9-PIN 


1/AH— 


MINIATURE BG 
GLASS | 
PART NUMBER FREQ. Wine RICE 
CRY-002.35000 0.00... 9.350000 ... MHZ ocr... HCO coeone 4.00 
CRY-002.398720 .on.cccccscsesee 2.398720 ... MHz ............. HC-6.. . 5.00 
CRY-002.435000 ou... 2.435000 ... MHz............. HC ca A 
CRY-002.45000 .................. 2.450000 ... MHz............. HC-6 4.00 
CRY-002:4576) 20. ee BASIG ce MHZ’ cccus HGTB 2. ttc 5.00 
CRY-002.5000 .............0..... 2.5000 ....... MH? HC-32/U........ 5.00 
CRY-002.55000 occ. 2.550000 ... MHz............. HCO 400 
CRY-002.56000 .................. 2.5600 


CRY-002.621440 ...eececeee 2.621440 ... 
CRY-002.65000 ........sesssseee 2.650000 ... 
CRY-002.660000 ............00 2.660000 ... 


CRY-002.75000 ...........sss0s 2.750000 ... 
CRY-002.756250 ....esrsseee 
CRY-002.85000 .... 

CRY-002.862500 .. 

CRY-002.9000 .......sssssssseee 2.9000 
CRY-002.91375 ..scscssssseoe 2.913750... 
CRY-002.95000 .........essosess 2.950000 ... 
CRY-002.950000 .......eecsesss 2.950000 ... 
CRY-003.000000 .............. 3.000000 ... 
CRY-003.050000 ............... 3.050000 ... 
CRY-003.0500M18 ............. 3.050000... 
CRY-003.150000 ............. 3.150000... 
CRY-003.200006C .............. 3.200000 ... 
CRY-003.20000M6............. 3.200000 ... 
CRY-003.2000M18..............- 3.200000 ... 
CRY-003.274560 00... ..sssssee 3.274560 ... 


CRY-003.3000M18.............. 3.3000 ....... 
CRY-003, 3392 eer CASE RIE, 


CRY-003.350000 ................ 3.350000 ... 
CRY-003.400000 ............... 3.400000 ... 
CRY-003.500 ......sessessseseee 3.500 ......... 
CRY-003.50000 ......sesssnee 3.50000 ..... 
CRY-003.54315 .......sssssceeee 3.543150 ... 
CRY-003.559858 ........ssccese 3.559858 ... 
CRY-003.563795 .......sssesese 3.563795 ... 
CRY-003.579545 ...... : 
CRY-003.579545M 

CRY-003.591 361 ...... a 
CRY-003.60000 ...........seseee 3.60000..... 
CRY-003.60080 00... 3.60080..... 
CRY-003.650000 ............... 3.650000 ... 
CRY-003.655000 00... 3.655000 ... 
CRY-003.656000 ..........ss000 3.656000 ... 
CRY-003.686400 0... 3.686400 ... 
CRY-003.700000 .............. 3.700000 ... 
CRY-003.750000 ............se 3.750000 ... 
CRY-003.7500000................ 3.750000 ... 
CRY-003.80000 0.0.0.0... 3.80000 ..... 
CRY-003.850000 ................ 3.850000... 
ERY 900 cs eccesnesonetenc B00 ccc 
CRY-003.932160 ..............+ 3.932160... 
CRY-004.0000 on... 4.0000........ 
CRY-004.000000 ................ 4.000000 ... 
CRY-004.020000 ..............0 4.020000 ... 
CRY-004.070400 ............... 4.070400 ... 
CRY-004.096000 .......ssssosse 4.096000 ... 
CRY-004.100 o.nn.sesessseceeeee 4.100........ 
CRY-004.150000 ou... 4.150000 ... 


CRY-004.30000 .........sssosese 4.300000 ... 


. : 4. ee 
CRY-004.449243 on 4.449243 ... 


i aaa. re xs at Cee is * 


seeeeee 
sessesecscsererere Del SIUUY ose TITLE ceccseeescees FINTU seceeereceeeee POM | LAI-UEZUUUUUMIO .......... 


sereeceeeeees PERT cecseeeeeees 


seeeeceeneree TINT cecsseeseeeees EAU | RINETU TL. UUUUIVIEO oc cceseeeenee PAL.UUUUUU . IMITTL .cceceseecee PIRTEO cccccesesees, 


CRY-012.33500 ............ 1233500 .. MHz... 
"8.423000... MHz.......... CRID/U.... 400 | CRY.012351670 351670. MHz... 
UH aisha BAG9O0 EMRE cca. HC-6 econ 4.00 |  CRY-012.38500 ............. 1.38500... MHz... 


sasenenesen De PUUUY ee TTLTTL secseecceeees TINT cascceerserees Pe |  RIITULDUUUY Loe ececeeeeereee EO.UUUY ..... 


4.00 

a MHZ aaesssnssere CR-TA/AR un... 4.00 CRY-013,00000 on. esseee 13, oe MHZ ..cesseeseeee HCTB .......... 18.00 
ww MHZ... ss ACO occa: 4. CRY-013.12544 oo escsecsee 78.05-28.1 DX HANDY..... HCI8 ......... 6.00 
ae ee : CRY-013.14233 o.sssssssseee 28,1-28.15 DX HANDY 00. HTB oescscsnoee 6.00 


Bectesesstas IC LO crscsvccoet { Tensei ACO ; CRY-013.15923 ...sssscssseee 28.15-28.2 DX HANDY....... HCTB ....sseseee 6.00 

Pieces - 4 RY. 008.9550 nnn 8.955000 ... MHZ... 2 CRY-O13.17612 ....secsccsee 28.2-28.25 DX HANDY ...... HCTB .........0... 6.00 

ee. Moises ACO oS) CRY-008.971000 ........ssscss 8.971000 ... MHZ... CRY-OV3.31 167 ...ssssseeessse 28.6-28.65 DX HANDY...... HC18 ............. 6.00 

eosies: - : CRY-008.97 9000 sc..ccsscsscs 8.979000... MHZ ccsecssccee HOO cesses 4: CRY-013.32866 ....scccsscsss 28.65-28.7 DX HANDY....... HC1B ............. 6.00 

4. CRY-008.983000 ...essecsen 8.983000 ... MHZ... Bo 4.50 CRY-013.34571 on. secsssssen 28.75-28.8 DX HANDY...... HOTS... 6.00 

eo : CRY-008.987000 0... 8.987000 ... MHZ ....cssonse : CRY-013.35600 on cessssee 13.35600 ... MHZ... HCO 4.00 

00000 ..... MHz............ HC 8. CRY-008.991000 ou. 8.991000... MHz............ HOO 450 CRY-013.36275 scecesssoee 28.75-28.8 DX HANDY...... HC18 ............ 6.00 

Raseniite HC : CRY'008.99875 Hoosdeendbbatssces BVO) 9 ser MIE stsscteees AC 45 CRY-013.37480 ...........sses0. 28.8-28.85 DX HANDY...... HCTB .....ccc.0- 6.00 

Wisecataiica . 6. Sn MZ eiesesseessse ACT Bio 18 CRY-013.37980 .......ssscceeeese 13.3798 ... MHZ ..cccsccceeee HCTB oeccccsseee 4.00 

2 asasinasasessn QOD bes: CRY-OO9 00125 sssssissscescesase: 9400) 25 ses: MHZ asasesssiore CRY-013.39687 o..sssessssee 28.85-28.9 DX HANDY ccc HCVB onsnn 6.00 
oo Ot CRY.009 O250MTB cee 9.025 cscs MAZ ssn HC : CRY-013.400000 ............... 13400000 | MHZ ...ececsseee HCTB osecssseees 4.00 

CRY : £6 ccsesesies 4. CRY-009.050000 .............. 9.050000 ... MHZ... ACO 4.00 CRY-O13.41 397 on ccecesene 28.9-28.95 DX HANDY....... HCTB ....... see 6.00 
CRY-006.0830 «6.083070 ... MHZ .essscon AG ccciccsies 4, CRY-009.15500 nesses 9.155000 ... MHZ a... sso AGG ooo Va CRY-013.43094 nn ecssese 28.95-29.0 DX HANDY...... HOTB oe. 6.00 
CRY-006.153700 se. 6.153700 ... MHz... ACO ick 4.00 CRY-009.307692 .......scscsoe GOTO FR IANE sts iinstssstcstm se onentcses 4.00 CRY-013.500000 .............. 13.500000 . MHz............ HCO coe 4.00 
CRY-006.181 480 ................ 6.181480 ... MHZ... NC-Grnan! 4.00 CRY-009.321140 .........esseee 9.321140... MHZ............ HC-18 ose 4.00 CRY-013.5168 ....ssecssseceee 13.5168 ..... MHZ... HCIB eat 4.00 
CRY-006.192590 ..... + 6.192590... MHZ ..crrsrsee - : CRY-009.35500 ......ssssesssre 9.355000 ... MHZ ....ssssrore eee 4.00 CRY-013.65000 ...sesssessee 13.65000 ... MHZ ...ssesessee HOE eee 4.00 
CRY-006.250000 ..... 6.250000 ... MHZ .....sson : : CRY-009.45500 oo... cesesesee 9.455000 ... MHZ .........s. ee ia: 4.00" CRY-013.675000 ............... 13.675000. MHz............ HGIS oo. 4.00 
5000 ... . 6 ee NE ~ 4 oe SOOO canes: 9.500000 ... MHZ ....ccoooe HOTB 0... CRY-014.00000 ................. 14.00000 ... MHz............ HC18 ........ 18.00 

Bah) seamen: 6.295000 ... MHZ ...cssssee | 00 | CRY-009.6000 222.2 9.6000 oo MAZ ee HC- 4.00 CRY-014.0000M18............... 14.0000 ..... MHZ... HC-18 ............ 8.00 

Psasaanests . . Feansiiassstle : CRY-014.20000 .......ssesseceee 14.20000 ... MHZ ...csccscceee HCTB occccccssee 4.00 

CRY. 006.4416000 ..... 6.441600. MHz... - 00 | CRY-009.84250 0... 9.842500... MHZ oe . ! CRY-014.25000 o...escee 14.25000 ... MHZ............ HEG ives 4.00 
CRY-006.455000 ...........ss0 6.455000 ... MHZ... | ! -009. i se MAINE scsicsies : CRY-014.31.2500 ......sesssseee 14.312500 . MHZ .......s000e HOO ees 4.00 
. Wl... HOG 4. CRY-009.877500 oo... .essssns 9.877500 ... MHZ .........00. HOG oo 4.00 CRY-014.3625 0... cssccesseone 14.3625 ..... MHZ o.esssssssee HCG oo, 4.00 
es, ; : CRY-009.900000 oo. ceesssese 9.900000... MHZ ..cceesssse HOO cocccessseees 6.00 CRY-014.400000 ............se. 14400000 . MHZ ..eeesseeee HCTB o..cecceeee 5.00 

CRY-006,620000 ....eesssses 6.620000... MHZ ...essssse Oca: 4.00 CRY-009.900006C .............. 9.900000 ... MHZ .....cs... HC-6 ............ 10.00 CRY-014.46250 ......ssscccssene 14.46250 ... MHZ ou... NGO 4.00 
CRY-006.63000 esse 6.63000 ..... MHz............ HC-6 o.acsssssesee 4.00 CRY-009.9000M18.............. 9.900000 ... MHz............. HC-18 5.00 CRY-014.50000 essen 14.50000 ... MHZ... HC-18 .......... 18.00 
CRY-006.630000 ................ 6.630000 ... MHZ............ CR-18/U ........ 4.00 CRY-009.94630 0... .sscssssee 9.94630 ..... MHZ............ HO-18 essen 4.00 CRY-014.545825 .....sssscsoee 14.545825 | MHZ... HO-18 ae 4.50 
CRY-006.71000 .......cssecsnee 6.710000 ... MHz............ 0 ines, 4.00 CRY-009.952777 ......sssscssos 9.952777 2. MZ ...sssssseoe We Geib 4.00 CRY-014.555000 ............... 14.555000 . MHZ... HCO Ree... 5.00 
P38 BBBY cscs csesess 6.738889 ..., MHZ ......sseree NGG esse ce 5.00 CRY-010.00000 ......cicsess 10.00000 ... Mhz .....csseee HCTB ese CRY-015.00000 ................0 15.00000 ... MHz... HG18 .......... 18.00 
CRY-006.76113 ooeesessssenn 6.76113 ..... MHZ esse HO-V8 .nesssse 5.00 |  CRY-010.000000 ................ 10.000000 . MHZ ..........0 CRY-015.000000 .............. 15.000000 . MHz............ CR51A/U ....... 4.00 
CRY-006.775000 ...eercssen 6.775000 ... MHZ... 6... 4.00 |  CRY-010.00000T ........... 10.00000 ... MhZ oo... CRY-015.00000MP............... 15.000000 . MHz............ HC18 .......... 12.00 
CRY-006.810 oon eecseene 6.810......... Wie cs CR-7/A see 4.00 -010.00006€ ................ MND cccscscecce 5 po CRY-015.0000M18.............. 15.0000 ..... MHz............ Hee eaeree 6.25 
CRY-006.81000 ......eseossee 6.81000 ..... MHZ... 6 aes, 4.00 CRY-010.0000M18 ...........0-- 10.0000 ..... MHZ ........000 . ! CRY-015.498760 oon... .eessssen 15.498760 . MHZ... CR-55 "eke 3.00 
CRY-006.825000 ............... 6.825000 ... MHZz............. HOG oat! 4.50 CRY-010.0000M6............... SIM Ziebesscssnsse Oe tes ! CRY-015.941666 .......sssos 15.941666. MHz............ HG Beers 4.00 
CRY-006.875000 .....sssecsee 6.875000 ... MHZ .........00 HCG rests, 4.50 -010.01000 ................... i Pe MZ risassisss : CRY-015.98600 .........ssssosee 15.98600 ... MHZ .........s- HER ee 4.00 
CRY-006.877780 eer. 6.877780 ... MHZ ............ CR-1D/U......... 4.00 01012500 on cccseseee 12500 2. MHZ oes CRY-016.0000 esssssoee VeQ000 s Miz ec 4.00 
CRY-006.88690 oo... essence 6.88690 ..... MHZ... ese AGG oo 4.00 POOLS 22 sce, se WL os . CRY-016.00000 oe. 16.00000 ... MHZ..........0 HC-18 .......... 18.00 
CRY-006.886900 .......sccon 6.886900 ... MHz............. HOG acessessten 4.00 -010.154600 on... MZ : CRY-016.000000 16.000000 . MHz............. HOG es, 10.00 
CRY-006.88888 ................. 6.88888 ..... MHZ............ AIC-G hi csaues 4.00 010.2000 oes nessssnssee 2000 ... MHZ... - CRY-016.1280M18.............. i 1280 ..... MHZ ccesssssssee HGS rsetsag 3.00 
CRY-006.925000 ............... 6.925000 ... MHZ........... ACO id 4.00 -010.208330 MEE ceccssccsces : WSUS Se ee 6.9 Disa MEIZ' csssccssae HOB oes 4.00 
CRY-006.944440 ............... 6.944440 ... MHZ............ CR-1D/U......... 4.00 -010.245000 .............0 PMN scsscteee.c - CRY-017.000000............... 1) 000000. MHz............. HC-6 snsciccssen 8.00 
CRY-006.966600 ............... 6.966600 ... MHz............. CR-1D/U........ 4.00 010.2550 o.nnanceesesssese EO MND oc - : CRY-017.0500 oo... eeecessns 17.0500 ..... MHZ... HOA-TB os eeessoe 4.00 
CRY-006.97222 ..o.sesssesssen 69/722... Wiz............. CR-TA/AR ...... 4.00 $010.33250 ..acsesssseseses : ce MEE soecsssccses eee CRY-OL7065 sais. W065 oo ANZ oo cias, (R54A/U ....... 4.00 
CRY-006.994444 oo.scssen 6.994444... MHZ. ie ees 4.00 GURURERKK gees ge MATZ oocscscseese - 4 CRY-017.100000 ou. V7. iti MAR ice HOB occas 4.00 
CRY-007.00000 on... 7.00000 ..... MHz............ CR-1D/U......... 4.00 -010.3333M18.............. CGS bosses MATL sssssssssssc - ; CRY-017.2500 o....seesccsessen 17.2500 ..... PATEL sscceoxives HC18 on. 4.00 
CRY-007.010000 ............... 7.010000 ... MHz............. HO tae at 4.00 O 10.5500 ec sssasenesse CJOUO ee MANZ sscsessssets - CRY-017.3500 .....sescccsssen 173500 ok MOTE sissies HC-18 .........00 4.00 
CRY-007.083333 ............... 7.083333 ... MHZ.......... GL areas, 4.50 -010.35744 essessnssee ; BRO MU E ete acinus - 4. CRY-017.5500M18.............. 17.5500 ..... MHZ... HC-18 ........... 4.00 
CRY-007.250000 ...sccscsscae 7.250000 ... MHZ .i.sscccscs HC+18 o.n..ssssss 4.00 -010,50000 ..ecccsccce 5 ce Ml zciscnes eee A CRY-017.6500 on. cscesenis 17.6500 ..... MHZ eee HC-18 nn. cssese 4.00 
CRY-007.34500 nesses 7.345000 ... MHZ..........1.0 HOG ne 4.00 -010.5000M18 ............. 9000 0... MAZ os ssssssne VB ccs CRY-017.7500 ...sessscssesses V7s7500 oo. MAD cc csecces HO-18 essa 4.00 
CRY-007.372800 een 7.372800 ... MHZ ..........0. HC-18 ............ 4.00 -010.5000M6 .............1. 9000 0... MAZ oes - 4. CRY-017.80216 ..esssesses 17.80216 ... MHZ............. CR54A/U ....... 4.00 
CRY-007.408300 7408300 ... MHZ... HOO itis 4.50 COP IOO  sscccctccsstiis Sc MAE sicisssuse - CRY-017.8500 oo... 17.8500 ..... MHZ... HOTS ii 4.00 
CRY-007.416700 .............0 7.416700 ... MHZ... H+6 onsen 4.00 -010.690770 ou... BMAZ fascccccssse - CRY-018.00 ......esecsseseesseeee 18.00.......... MNZS whacas HC-6' 3 cds 4.00 
CRY-007.475090 .......sscsse 7.475090 ... MHZ oo... NGG cd 4.50 -010.71000 .................. MATIZ icsvasisian . CRY-018.0062500 .............. 18.0062500 MHz.............. HC-6 .........0 10.00 
CRY-007.516666 ......ssscsson 7.516666 ... MHZ oo... BCS mame 4.50 -010.81000 0... . pol Zisicsessnents : CRY-018.10000 ........sscsssee 18.10000 ... MHZ... HAL. receune 4.00 
CRY-007.530000 ................ 7.530000 ... MHz ............ NGO 4.50 Q10.91300 ne esseeesee MNEs . CRY-018.43200 nn... 18.43200 ... MHZz............. HOATB ... sess 4.00 
CRY-007.591667 essere 7.591667 ... MHZ... HOG oo csins 4.00 -010.920000 oss. : oMz : CRY-018.49850 0. scseeee 18.49850 ... MHz............ HO-TB ....esssson 4.00 
CRY-007.60000 no... esos 7.60000 ..... MHZ... AG os 4.00 -011.00000 ........... ee Sea: CRY-018.530000 oi 18.530000. MHz............. BTS iccsssrs 4.00 
CRY-007.688889 ............... 7.688889 ... MHZ............ HCO istaketet 4.00 ODDO TT ce eessesssssee OF MATZ i scancsns - CRY-018.60000 oie 18.60000 ... MHZ............. HOTS iene 3.00 
CRY-007.708300 ............... 7.708300 ... MHZ ........... HCO snide. 4.50 -011.050000 ................ 2 - CRY-019.100000 ...... 19.100000 . MHZz........... HO-18 ns ssssee 4.00 
CRY-007.708333 .............. 7.708333 ... MHZ ............ HCO es 4.50 LOTT 24633 viccscsscscsesesc 45 | - CRY-019.167000 00... 19.167000 . MHz............ (R24/U ........ 4.00 
CRY-007.730000 .........sssee 7.730000 ... MHZ... CR-1D/U........ 4.00 CRY-011.260000 11.260000 . MHZ............ CRY-019.30000 ose 19.30000 ... MHZ............. HGP 4.00 
CRY-007.775000 .............. 7.775000 ... MHZ... CR-1D/U......... 4.00 CRY-011.275000 «0... 11.275000. MHz............ NGO ee 4.00 CRY-019.33333 occcsscssasccns 19,99899) MBP cscs iG ee ome 4.00 
CRY-007.7750000 ............. 7.7750000 | MHZ .........00 NGG ss. 4.00 CRY-011.400000 ................ 11.400000. MHz............. HC-18 .......... 18.00 CRY-019.5054 o..sscsssssseeee 19.5054 ..... MHZ ....sessssee HC-18 vise 4.00 
CRY-007.776000 ................ 7.776000 ... MHZ... HOT8 esse 4.00 CRY-011.50000 «ee. 11.50000 ... MH7............ HC-18.......... 18.00 CRY-019.6608 on... esscccee 19.6608 ..... MHZ... ) (YK jie 1.75 
CRY-007.97500 0... resesssee 7.975000 ... MHZ... HC-Oeae oe 4.00 CRY-011.50740 .....cessessee 11.50740 ... MHZ... HCG aL: 4.00 CRY-020.0000M18.............. 20.0000 ..... MHZ 0... NCIS ee. 8.00 
CRY-007.985000 ................ 7.985000 ... MHZ ............ CR-ID/ ......... 4,00 CRY-011.52962 ......sssssssssee 1.52962 ... MHZ............. HC-6) idole 4.00 CRY-020.0000M6 .............0 20.0000 ..... MHZ .......... HC-6 once 10.00 
CRY-008.000000 ............... 8.000000 ... MHz............. HC-18.2 ....... 10.00 CRY-011.529629 .....cscccseon 11.529629 © MHZ ......s00000 AGG eases 4.00 CRY-020.2863 o.esesesssssorsssee QO 286 3c MHZ esses: NG Bcveuces 4.00 
CRY-008.0000M18............. 8.000000 ... MHZ............ HC-18 ............ 5.00 CRY-OV1.55185 ...esssssssen ‘ ote MAL oa cisseens : CRY-020.3331 ......secssseseesne REE | yd, | rican HEB ce, 4.00 
CRY-008.0000M32............. oe pe MAR ics HC-32/ sor 8.00 MH STAT ts cee ee ME sissies a peemee E CRY-020.399000 oo... .secssssee 20.399000 . MHZz............ HGIB ck 4.00 
CRY-008.010 cess scccececsen 8.010... MAR ccc CR-TA/AR ....... 4.00 -017.581250 wo. SMI Siaisaccis - CRY-020.4269 ooo... ececssssssee 20.4269 ..... MHZ............ HTB on. ese 4.00 
CRY-008.010000 ............... 8.010000 ... MHZ............ HCG: Satine 4.00 LOTT 59629 ciessacszesse Ge MZ serescisaons - CRY-020.4738 .....eesssssssseee 20.4738 ..... MHZ .......00. HG TB we the . 4.00 
CRY-008.070000 ............... 8.070000 ... MHZ .......... HCO toc 4.00 -011.64074 wee. GE MAIL scwasaconis - CRY-020.5207 .....eecsscssssnne 20.5207 ..... MHZ .......1.00 HC-18 ......... . 4.00 
CRY-008.100000 .......sccsere 8.100000 ... MHZ .....sss. if 4.00 O16 9750 escscuirerscs || : CRY-020.5675 ...ccsssescecseseee 20.5675 wu. MHZ .sscccscoss (6 4.00 
CRY-O08.1 5571 .neesseeseseseee BL SSTT esse MHZ ccesssseeee (R-ID/U......... 4.00 06296 oc. : pOMAZ oo... SS eeenoeing & CRY-020.586000 00.0.0... 20.586000 . MHz............. HC-18 nn... 4.00 
CRY-008.155710 oo... sessse 8.155710... MHZ .scssssns NC-6 os. 4.00 LOB518 oeecesssssssssssee 1168518 ... MHZ oo... CRY-020.6613 .....secsccsssese 20.6613 ..... MHZ ........0.00 RGIB ees. 4.00 


CRY-008.16600 oe 8.166667 ... MHZ............ (R-27/U ....... 4.00 011700000 .......sessess 11.700000 . MHZ... CRY-020.6763 o....sescssssseceee 20.6763 ..... MHZ... ~ HC f Aeteloe 4. 00 
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ORDERS: 800-244 4 


~ CRY-020.868000 sere 
CRY-020.8956 20, 


RY.021.10350 "21-10350.... MHz HC6 RY-034.375000 ‘375000. MHz... HC-6...... 4.50 | CRY-040.148148 

CRY-021.1300 ............ 1300... MHz { CRY-034.458333 ‘458333. MHz... H ‘4. CRY-040.148150 ......... 40.148150. MHz ........ H 
CRY.021.1769 ............. 1169... MHz... ar preter CRY-034.592591 .. "592591. MHz.......... HC-18 ....... 3. CRY-040.259260 40259260. MH voncncnae H 
CRY-021.277700 “20.277700 » MHz... HCG CRY-034,708333 347 9 H 
CRY-021.291667 .......... 

CRY-021.3644 0 21 . -_ 34,875000 . MH ¥. 

CRY-021.4581 21.4581 .... MHz... 00 925000... 34.925000 . MHz... HC- “4.00 | CRY-040.4 40.450 | 
CRY-021.5050 "5050... MHz... ay pene CRY-035.000000 ......... ‘000000. MHz... AT Ree T CRY-040.45000 .......... 40.4500... MHz... 


CRY-021.5519 21.5519 0... MHZ ..-ssccssee - } CRY-035.208333 , DMO Be cesses -6 : CRY-040.481 480 ..... - 40.481480 . MHz... 
CRY-021.5988 5988 oo... MHZ .....eeseees - b CRY-035. NT og . Boscia ee 4, _ RY-040.5500 40.55 
CRY-021.618000 ; ee 4) CRY-035.50000 .... 

CRY-021.6457 6457 ..... - J — CRY-035.53333 

CRY-021.6925 OPP MEE ee HC-18 ; CRY-035.625000 ...rcsesveoe 39. + MZ cneseeewe HCG .. AM t @ 

CRY-021.700000 ; BED s-nsntene - 4.00 CRY-035.666666 .........cceses ; SIMUL, Soxessssees i ea te Ss 4. a CRY-040.666670 40.6667 
CRY-021.711000 : PMEZS cccscre - ! CRY-035.708333 | CRY-040.777778 .cccssssssnses 
CRY-021.7500 ID 500253 MAES: ocseue - h CRY-035.750000 .........ososee NMED Soca CRY-040.777780 

CRY-022.388800 ‘ By oeraereares - 4.00 CRY-035.791666 .....-sccceenns 39. . MHz. Whats cid, SOs 

CRY-022.500000 500000 . ~ : CRY-036.041666 «coor. 36. . MHz. 6... : CRY.040, 85185 on 

CRY-023.1 00018 ..........ee 1000... MHZ essen - J : 36.197 ... tose HOHE Co. . 4.50 CRY-040.888890 


CRY-023.130000 ; ; /U : -036. : ONE trees: ACO concn 45 CRY-040.95000 .. pi 
CRY-023.70000 ......essossseee . ee ‘ 036.481 480 ......ssssssees ; | pee - J CRY-OAT TTT T10 on essssee 


CRY-023.76000 esos ua . CRY-036.541666 sss. 36.541666 . MHZ ........0000 HC-6 Say 4.50 CRY-O41 178571. scssssoe onin NCGS 
CRY-023.790000 : ’ . CRY-036.666660. ..sisssssesnss 36.666660 . MHZ s..sesccssns Hb sissies 4.00 CRY-041.185190 occscisssssee Ad 

CRY-023.800 on... cecsceccsens 23.800 ..... - : CRY-036.875000 .....ecsee » 96,875000 | MHZ ....cscsoon AGO ous 4.50 CRY-041.214810 o...secssssece 41.214810 . MHZ .......0.000. HE 

CRY-024.000000 : 4.00 CRY-037.000000 0... 37.000000 . MHz............. HCH... 4.00 CRY-041.21 8518. csssesesne 41.218518 . MHz... 

CRY-024.840000 : 3 CRY-037.04160 ....cccccesess 37.04160 ... MHz ............ HC18 ou... 4.00 CRY-041.518520 ou... 41.518520 . MHz... 4.00 — 
CRY-025.0000 ........ssesoes 00 -18. d CRY-037.200000 CRY-041.555556 ...cscssssee 41.555556 | MHZ ....cceseoss 4.00 
CRY-025.000000 . : CRY-037.291 666 CRY-041.666666 ............000 4].666666 . MHZ...........- 4.00 
CRY-025.067000 CRY-037.325000 CRY-041.666670. ....scsssrnsee 41666670. MHZ .scsserrcersersernrsesersnreen 4,00 
CRY-025.1333 .... [ CRY-037.600000 CRY-041.777780 ..essoecane 4.777780. MHz... 00 
CRY-025.7500 .... D> — CRY-037.777770 CRY-041.925930 oo eraseseee 4.925930. MHz... 

CRY-026.00000 ....... : * roa sO. CRY-037.95555 .... CRY-042.077770 .assssosee 42.077770 . Miz 

CRY-026.3333 .......sscccsssen scqerenseeesi Gc) Oat ! CRY-037.970370 .. CRY-O42.1 1 TT 10 .neeeesees 42.111110. MHz 

CRY-026.5400M18 nape We 4, CRY-038.0000 .. CRY-O42Z TTT TTD eressossseee 42.1111). MHz -6 4.00 
CRY-026.5900M18 MHz HC-18 4.00 CRY-038.037040 .. CRY-042.192592 ..reresarsreees 42.192592 . MHZ ...occsscees NCA ae A. v 
CRY-026.6400 oo... cscseseeeee : - . CRY-038.074070 CRY-042.266666 .........-...0 42.266666 . MHz HC .... 

CRY-026.6900 0... ssscseesees : - : CRY-038.07470 ...... CRY-042.2888900 .......soose- 42.288890 | MHZ .......csen 


CRY-026.7400M18 ..........000 TAD wa MAZ oe ssssssone ; : CRY-038.111110 ... 
CRY-026.752800 cress 26.752800 . MHZ............. - CRY-038.155560 


CRY-042.291670 


CRY-042.296300 "42.296300 . MHZ... 


CRY-026.9950M18 ............0 2O99502ES: MU Zeseccercesec : : CRY-038.222220 CRY-042.329630 42.329630 . MHz 
CRY-027.0450M18............. 27.0450 ..... MHZ... - “ CRY-038.259260 CRY-042.518519 ~42.518519 . MHz 
CRY-027.0950 oooesssssesssssssee 27.0950 0... MHZ oo... - : CRY-038.333000 CRY-042.522230 ..... .. 42.522230 . MHz 
CRY-027,1450 ons sssscsceees 271458 oo WAZ ae, - CRY-038.377780 CRY-042.525926 eesesesere 42.525926 . MHz... 
CRY-027, 161110 oes 27161110 . MHZ assesses - : CRY-038.414820 : ; CRY-042.585180 ..sccesens 42.585180 . MHz 
CRY-027.1950M18.............. DIAS AL creer - CRY-038.44815 once : - i CRY-042.592590 ns sesssoee 42.592590 . MHz 
CRY-027.538880 ................ 27.538880 . MHZz............. - CRY-038.451850 CRY-042.629300 .......ssssos0e 42.629300 . MHz 
CRY-027 55550 Fee ccsczccse 27.55556 ... MHZ.........0 - CRY-038.481 480 CRY-042.833333 ...........se0e 42.833333 . MHz 
CRY-027.58620 ..........essess 27.58620 ... MHZ ......:..0: - ; CRY-038.4814M72 CRY-042.916667 ......sororesee 42.916667 . MHz 
CRY-027.67222 ......ssssssceere 27.07222 ... MHZ .......s.e0s - : CRY-038.488890 : ; - 4.00 CRY-043.041667 .............. 43.041667 . MHz 
CRY-027.6833 ......sssssssseee 27.6833 ..... MHZ .....essssse . CRY-038.518520 0... .ssssssse 38.518520 . MHZ... sssonse HOG 4.00 CRY-043.083333 43.083333 . MHz 
CRY-027.78333 .sscsensne 27.78333 ... MHZ ........... - 4. CRY-038.55185 .....sscsecserus 38.55185 ... MHZ... NGO 4.00 CRY-043.166667 o..ceoes 43.166667 . MHz 
CRY-027.940000 ................ 27.940000 . MHZz............. : CRY-038.58889 .............000- 38.58889 ... MHZ ..........0+ HCO. cesta 4.00 CRY-043.208333 ..............0 43.208333 . MHz 
CRY-028.000000 ................ 28.000000 . MHz............. - d CRY-038.65926 .......ssssssssees 38.5926 ... MHZ........... HCO nia 4.00 CRY-043.375000 sss 43.375000 . MHz 
CRY-028.050000 ................ 28.050000 . MHZ.............. - ; CRY-038.67408 .........s.ccseee 38.67408 ... MHZ ........000 HCO 4.00 CRY-043.416667 .............. 43.416667 . MHz 
CRY-028.137500 0... 23.137500 . MHZ ........00 - : CRY-038.703700 .......sssosss 38.703700 . MHZ... HO-1B o.eeessssoss 4.00 CRY-043.583333 .............. 43,583333 . MHz 
CRY-028.316660 ............... 28.316660 . MHZ ......0.0000 - CRY-038.73333 ....ssscsesees 38.73333 ... MHZ ........10 HOG cmc 4.00 CRY-043.666667 css 43.666667 . MHz 
CRY-028.3388 ose 28.3388 ..... MHZ ........... -6 4.50 CRY-038.737030 ........esssoee 38.737030 . MHZ ........00 1C6 4.00 CRY-043.750000 secs 43.750000 . MHz 
CRY-028.370400 ................ 28.370400. MHZ............. - CRY-038.737037 .....cccseseee 38.737037 . MHZ............ Le eae a 4.00 CRY-043.791687 0... ssssssoee BST TT ORT. MZ -s.ccsosecseonesnensectbolstieeet 4.00 
CRY-028.383330 ............... 28.383330 . MHZ...........+ -6 50 CRY-038.740740 .......essee 38.740740. MHZz............ HCISieecane 4.00 CRY-043.833333 ...........s000 42.833333 . MHz 
CRY-028.550000 ............... 28.550000 . MHZ............. ; CRY-038.78519 ......sssesessee 38.78519 ... MHZ..........00 HCO on... 4.00 CRY-043.958333 ...........ssee 43.958333 . MHz 
CRY-028.583330 ........seo.0s- 28.583330 . MHZ ............ - : CRY-038.800000 ............... 38.800000. MHz............ CR-B1U «......... 3.00 CRY-044.083333 ooo... cccscssee 44.083333 . MHz 
CRY-028.694440 one. 28.694440 . MHZ............. - : CRY-038.848140 0... cssos 38.848140 . MHZ..........00 HOO cc. 4.00 CRY-044.1 2500 ...secceens 44.12500 ... MHz 
CRY-028.850000 ................ 28.850000 . MHZ............. - CRY-038.85926 ......cssssssssee 38.85926 ... MHZ ...sssssssen HCO... 4.00 CRY-044.125000 ..eessscee 44.125000 . MHz 
CRY-028.916660 ............... 28.916660. MHZz............. - : CRY-038.925926 ........csscooe 38.925926 . MHZ............ HC-18 ........... 4.00 CRY-044.458333 «0. 44.458333 . MHz 
CRY-029.027770 .........ssseee 29.027770 . MHZ... - ; CRY-038.925930 .........ssseee 38.925930 . MHZ............ HG18 Sees 4.00 CRY-044.708333 ........esossee 44708333 . MHz 
CRY-029.116660 ................ 29.116660. MHz............. - CRY-038.959260 ..........cssee 38.959260 . MHZ.......... HCO Wee! 4.00 CRY-045.00000 2.0... .sssssseee 5.00000: MHZ 25... .cocsesccocsersenrcnteartsi 4.00 
CRY-029.13888 .....s.scscsccee 29.13888 ... MHZ sss... - : CRY-038.962960 .....cscscsssen 38.962960.. MHZ ...vcrcsee HOVE cecccccees 4.00 CRY-045.000000 ........csso0-s 45.000000 . MHz 
CRY-029.208333 nse 29.208333 . MHZ ............ - : CRY-039.003704 ......ssssssee 39.003704 | MHZ ........sse HG6 4.00 CRY-045.041667 ........ccsees 45.041667 . MHz 
CRY-029.29 1666 ......sesccee 29.291666 . MHZ... - : CRY-039.05000 ......cscccsens 39.05000 ... MHZ ........:. N18 4.00 CRY-045.250000 .......eosseese 45.250000 . MHz 
CRY-029.375000 ies 29.375000 . MHZ............. - CRY-039.14444 ooo ceccccesn 3914444... MHZ ose HCO co 4.00 CRY-045.416667 occ 45.416667 . MHz 
CRY-029.500000 ................ 29.500000. MHz............. - CRY-039.15186 .......sssscceee 39.15186 ... MHZ... HOB vaeeesessssens 4.00 CRY-045.500000 ........sssssee 45.500000 . MHz 
CRY-029.708333 ............... 29.708333 . MHZ............ - ; CRY-039 1555S coe. seseene F955 532 MUZ crevccesee HCO te 4.00 CRY-045.541667 oo. .ssssssssee 45541667. MHz 
CRY-029.791 666 ............... 29.791666 . MHZ............. - 4. CRY-039.185190 .....sressssee 39.185190.. MHZ........... HCO oat 4.00 CRY-045.62500 .........cseseee 45.62500 ... MHz 
CRY-029.95000" oo... ssessese 29.95000 ... MHZ ........s: : CRY-039.21852 ....sscccsseen 39.21852 ... MHZ .........00- HCO 4.00 CRY-045.82166 .......-.cscccsee 45.82166 ... MHz 
CRY-030.208333 0.0... 30.208333 . MHZ............. . CRY-039.250000 2.0... 39.250000 . MHZ ........0.0 HCG. 4.00 CRY-045.916667 ........esscees 45.916667 . MHz 
CRY-030.291 666 ........ccsccere 30.291666 . MHZz............. - CRY-039.333330 ........sssssoe 39.333330 . MHZ .......00000 HCG 4.00 CRY-046.000000 ................ 46.000000 . MHz 
CRY-030.525000 ................ 30.525000 . MHZ............ =O sassssectonted CRY-039.37408 .esssseen 39.37408 ... MHZ............ Lt pene 4.00 CRY-046.083333 00... 46.083333 . MHz 
CRY-030.625000 ................ 30.625000. MHz............. - ; CRY-039.407407 ......eecssee 39.407407 | MHZ............ HCG) 7 4.00 CRY-046.166667 ........sssseee 46.166667 . MHz 


CRY-030.958333 
CRY-031.0000 ........ 
CRY-031.041666 


CRY-039.407410 on... essee 39.407410 . MHZ... HO-1B cesses 4.00 CRY-046.291667 .....sssssseee 45.291667 . MHz 
CRY-039.44074 oo.ecscccscsssee 39.44074 ... MHZ ...scccosees HCO weiss: 4.00 CRY-046,.541667 oorcssssssseee 46.541667 . MHz 
CRY-039.45185 ......sscccsesens 39.45185 ... MHZ... NGG oo 4.00 CRY-046.625000 0... .sessen 46.625000 . MHz 


CRY-031.700 .. CRY-039 52203 corccsmessseoses in - : CRY-046.75000 oo... cscssseee 46.75000 ... MHz 
CRY-031.708333 ... CRY-039.56297 .o.ccesssssssee : - - 4.00 CRY-046.83333 oo... eeeeeeee 46.83333 ... MHz 
CRY-031.875000 .... CRY-039.592590 .. CRY-046.9961 ....seccsssscseeeee 46.9961 ..... MHz 
CRY-031.90000 CRY-039.592593 . CRY-047.041667 .....sscssssee 47.041667 . MHz 
CRY-032.291 666 CRY-039.6000 . CRY-047.08333 ....ccccsse 47.08333 ... MHz 
CRY-032.36246 CRY-039.629630 . CRY-047.166667 ......sssoes 47.166667 . MHz 
CRY-032.541 666 ......cseseseeee 32.541666. MHz CRY-039.666667 .. CRY-047.333333 .... .. 47333333 . MHz 
C CRY. 032. 166666 SG 32.766666 . MHz CRY-039.74444 CRY-047.541667 .... ~ 47.541667 . MHz 


A So Rig, | ph datas Pe Gy nee AM, ty eh gael ORO ne og Oe) ee eA ye eS ee gt Te ee he Pherae t= ae "Pie ee 
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os ; CRY-107 7300 Ww 
CRY-087.7515 ... ve MHZ... Ce Ah ee : vn We 10. 
CRY-088 200 "88. ‘ue MHz CRY-107.578100 “i ft Pe RA SI asec _ ). 


CRY-088. z MHZ... ay CRY-108.6111 
CRY-088.800 ....... veeete 8B.BOO cesses MHZ csscnene . f CRY-108.750000 
MH HIB .... 


CRY-109.0341 0341... MHZ .....ssscsse We 
ee. 2274 ve 109.2274 0... MHZ .ooesssssne 


Pereira 


ceeeeeeereee EOF RINITUOT UU woe ccececsecereeceeees UFUUY cereeee 


sen eeeeneneee 


ven ereneeeees 


OAS anct BAHAR ese nasnd G6 sett ns / CRY-109.600000 .......... 109.600000 MHz... 
CRY.090.650000 . , ; OO] CRY-109.6393 occccsecesee 109.6393 ... MHZ.......... Wer ae 8.00 


5 neh ee af sve ; CRY-1O9.T767 sccrssnsoeeee 109.7767. MHZ voce wees 8.00 
. : a lprees ; an CRY-109.785700 oocconceann 109.785700 MHz........... HIS... 6.00 
- 5000 Mo ; CRY-109.9139 occ ccsosene 109.9139... MHZ oe. Ws 8.00 
900000 00 | cRv093.529000 aeons woo 110.000000 occ 110.000000 MHz... HCIO bcs 6.00 
~ CRY-051.927083 0 CRY-094.150000 t y Mtoe EHO ot SIO OSes Stetoiorrssact 110.1563 ... MHZ .......0000 W-bfe teak 8.00 
CRY-052.104167 ‘0 CRY-095.37500 9537500. MHz HCIS 400 | CRY-110.333300 nn. 110.333300 MHZ... Weer 8.00 
~ ¢RY-05.600000 00. ’ AT eee Y eae ss, | 1.250 i Mi Anca Hels eID 6.0 
00 “6 4 A111. Soe toes : ooME oe WO 
00 "96. Mi HCN 4 CRY-119.820000 .occoscen 111.820000 MHz Wi. 10.00 
00 | CRY-097.2670 ... 97.2670... ea CRVVTY.9545 cocoon 111.9545 ... MHz... HOTD 6.00 
00 | CRY-097.373737 x pide” 3 CRV-V12.1500 soecccsrsesen 112.1500... MHz... WS iene 8.00 
00 | CRY-097.474747 CRY-112.24B0 csccccnceesne 112.2480 ... MHZ ccsccccae Wises 8.00 
oy Cees CRY-112.550000 ooo 112550000 MHz........... Webern 8.00 
a Meee . oe CRY TI2456300 oe 112656300 Ni Coe Ww ? oe 00 
: : A AG ERAAAD | o is = OF QOUY ciciscscscscevss F Reroeetiieees | § Fs Sees eaceneer 
: | RCN ins (ah ag SL, Seca 112.8646... Miz... WO. 8.00 
CRY.054, 6250M18............... 54,6250..... ef , f CRY-098.837500 "98. : CRY-112.9500 o.....ssecssssssee 112.9500 ... MHZ oo... WO aoc. 8.00 
CRY-055.277770 .... 55. _ MHz... : \ CRY-098.9000 ... -98.9000...... : i CRY-113.125400 ................ 113.125400 MHZ... ee ae 8.00 
CRY.055.758330 5 MHz. : CRY-099.0000 "99.0000 re CRY-113.2500 oocosccsseoee 113.2500 ... MHZ oc. “eo 8.00 


CRY-055.783330 : . MHz... : . CRY-099.2670 ... 99.2670 ..... : : CRY-113.444400 ..... 113.444400 MH... Wo 8.00 


CRY-056.02500 . 02500 ... MHz... : ‘4000... "99.4000 .... i. CRY-113.5000 ...... 113.5000 ... MHZ sc... Wo 8.00 
CRY-056.5000 °5000...... : ! : 3 '' iy CRV-113.5548 occcscssone 113.5548... MHZ soc. Wo 10.00 
CRY-058.0000 8.0 CRY-099.5500 ... ".99.5500...... 6. CRY-113.697900 oscscsoene 113.697900 MHz............ WE gud 8.00 
EAT a oe us . Ms ‘ CRY-113.757400 cocsorsosne 113.757400 MHZ cscs. wees 8.00 
89400 . 100.2234 ... “6 ., RY-113.812500 cocccsccene 113.812500 MH7........... Wi 8.00 
CRY-059.400000 CRY-100.2315 .. W-6 .. ee ie : Aaae vs as 8.00 
rate Gttod SU oct a CRV-113.888900 113,888900 MHz... W-6 8.00 
CRY-059. 475000 CRY-100.366700 HC-1 SOOO TUY cocccccccesesene PE OQOO7UU MTL coc cc cccccee PUTO coc cccceeeoneee “ 
CRY-113.906300 occ. 113.906300 MHZ ose... Wey 8.00 
CRY-059.800000 4. CRY-100.375000 : Pee Te TALE estO0 Fi bain at a ‘A 
CRY-060.172000 .... 15.00 | CRY-100.7916 ... 100.7916... MHz........... We6 aie Tent L sesesese eee, a 
CRY-060.400000 .... 4.00 | CRY-100.8636 ... 100.8636 2. MHZ scones N11 4.083300 nnn S00 MHZ wnsarree HTB nnn 
CRY-060.491687 400 | CRY101.1084 CRVV 14.1444 occccscscsoe 114.1444... MHZ coco. Wi 8.00 
CRY-060.75000 . CRY-101.330000 CRY114.8055 ooccccscsese 114.8055 ... MHZ... Wi, 8.00 
CRY-060.79000 . CRY-101.4667 ... CRY114.9929 ccc 114.9929 ... MHz... WE 10.00 
CRY-061.735000 CRY-101.500000 CRY-T15.2500 ooeccscsnsesen 115.2500... MHZ sososcoe Were 8.00 
CRY-061.780000 CRY-101.713000 CRY-T15.3500 oeccccosennn 115.3500 ... MHZ sssoso. W.G tise e. 8.00 
CRY-062.50000 . CRY-101.750000 CRY-115.526500 csssesesee 115,526500 MHz........... EEE 8.00 
CRY-063.23750 . CRY-101.7687 .. CRY-115.629700 osecrcoro 115.629700 MHZ ooo. ue 8.00 
CRY-063.900000 CRY-101.7857 .. GY-115.7031 115.7031 ... MHz........... Wie 8.00 
chien rane TR es 115.7415... Mr... “Fe 8.00 
CRY- 066. 94250 CRY-102.035700 CRY-| ] 6.0500 Ciccscaundsttones set ] 16. 0500... MHz Ricsuncmetece W- 6 Sesssbiesarsees 8.00 
CRY-066 66667 . CRY-102.100000 CRY-1 ] 6.277800 dacobedbotaccuss 116. 977800 MHz dcticecsvaiey W- 6 pba beaeasabane 8.00 
CRY-067.139000 CRY-102.525000 CRYV16 36 Uesiceiscccrsee ses 116.3611... MHz... Web sissceacinaes 8.00 
CRY-067.525000 CRY-102.531300 CRY-116.5672 .....sscsssescseese 116.5672 ... MHZ ...ccssss00 WG cicsccscsc. 8.00 
CRY-068.139000 “CRY-102.666700 CRY-116.593800 .............-. 116.593800 MHZ... WoO adore 8.00 
CRY-068.241250 CRY-102.729000 CRY-116.812500 116.812500 MH7............ Wie: 10.00 
aaa eae = sete 
CRY. ATTA SS Coc W196 oo. MHZ cscscesen Pept hee 
CRY-068. nei CRY-102.966700 NIT ATS cscs VI7.A759 oe MHZ soccsose Webyrenenn sree 8.00 
CRY-068.950000 CRY-103.066000 CRY-117,444400 soeccescoe 117.444400 MHz.......... Wi. 8.00 
eae ho ee eh so be o CRY-119.000000 soon... 119.000000 MHz.......... Wi eo 8.00 
CRY-119.3304 socccecooee 119.3304 ... MHz............ woo 8.00 
Be rieety: aye ovis ne. vs CRY-122.300000 ........... 122300000 MHz... HC18 ....... 6.00 
“ ce = CY 25.174 te 125.174 sce MHZ sosesose eh ke 6.00 
ead ie pete ce CRY-126.020000 «..... LDAONOOG Mii aie os 8.00 
CRY-072.400000 ie 400 CRY-103.7125 QY 40750. 140.750 ..... MHz ............. RGIS. 4.00 
CRY-072.500000 ~ 400 CRY-103.7326 QUAI 14].875 oo... MHZ ...ccssoeee HOG oc sec 4.00 
CRY-073.333330 4.00 CRY-103.7812 .... CRY-T43,000 sescsebetsodesuiseanc 143.000 ..... MHz............ HC-18 ovcesssseee 4.00 
CRY-074.00000 .. sks i ae “Or ... 4.00 CRY-104.066700 CRY-143.000000 143.000000 MHz............. HGS ee 4.00 
CRY-074.7350 .... "74.7350 .... = 6 cone 4.00 | — CRY-104.566700 CRY-143.375000 143.375000 MHZ occce.. HC-18 ....... 10.00 
CRY-074.73500 .. 4.00 | CRY-104.6667 .... CRY-144.125000 144.125000 MHZ oo... Ne 4.00 
CRY-074.742500 4.00 | CRY-104.8750 ... CRY-145.250000 145.250000 MHZ occu.» Tee oe 4.00 
CRY-075.000000 4.00 | CRY-104.9537 ... CRY-145,4400 occcscesesee 145.4400 ... MHZ... (R37A/U ..... 10.00 
Beare atiice - fe av ie 142900 COV 46. 50 eee oes 146.750 oc. MHZ ceccocoe. HCI aman 40 
ww A. % om 147125000 ocsocsne 147.1 25000 MHZ oescss.. NCE eee 4.00 
CRY-076.66667 .. 4.00 | CRY-105.354700 -105.354700 MHz..... RAE a rd Pgh 
CRY-148.6250 soecscsnsesene 148.625 oc. MHZ cscs at eee 4.00 
CRY-077.241250 4.00 | CRY-105.500000 105.5000... MHz... . : 
CRY-149.000 soccsnescrosre 149.000... MHZ ccc. Te) ogaaee 4.00 
CRY-07.250000 4.00 | CRY-105.7333 .... 105.7333 ... MHz pelo 750000 sane u, ie in 
CRY-078.735000 4.00 | CRY-105.750000 105.750000 MHz... TAFT VOD eesssenee POQUUD TAIZ ssenesnee RAD snsrennens 
Wisin. 151.250 sce MHZ coscsen GIS 4.00 
CRY-079.500000 4.00 | CRY-105.8296 ... 105.8296 ... MHz... 
CRY-163.51.25 oecoscsesene 163.5125... MHZ sooo HO-DB rescue 6.00 
CRY-080.500000 4.00 | CRY-105.857100 -105.857100 MHz : 
CRY-080.70000 .. .. 4.00 CRY-105.972200 105.972200 MHz... CRY-330.2000 ...............0...- 330.2000 ... MHz............. H Cote 5... 4.00 
CRY-081.900000 4.00 | CRY-106.0143 ... 106.0143... MHz... EE, 
CRY-082.500000 <6 | ois... 106.1333 ... MHz 


CRY-084.26150 .. 
CRY-084.95950 


AD reser .- 4.00 CRY-106.2333 oo. csiccssscccssee 106.2333 ... MHZ ........s.00 W-6 


MB CRY.106.2436 106.2436. MHz... W-6 


84. 
4.95950 ... 


132 Surplus Sales Info/Tech. 


Diodes: All Kinds 


5 kv — 5 amp Diode 
(SDI)1N5603 JAN Each puck style diode has 
top male and bottom female thread. Simply 
stack 2,3 or more units end to end, each time 
adding 5kv to total PRV. Create stacks for 
20kv- 50kv or more. Made by Unitrode. 1” 
thick, 3-1/2” diameter. 200 amp surge. 


$45 Each $40(4-19) $37 (20+) 


8 kv -— 3 amp Diode 


(SDI)752-7820 Block diodes that will stand 
up to most any amplifier power supply job. 


Mounts by threaded holes on bottom. 1” x 4” 


x 2” high. Use four for bridge. 
$35 Each $30 (4+) 


/Intnil: 402-346-4750 


SCR & Diode 


(SDI)M25/16-1K That’s right. Two compo- 
nents, completely isolated: an SCR and a HV 


Diode, BOTH rated @ lkv, 16 amps...... in 
one package! Made by Silicon Power Cube. 
Package handles 400 amp surge, 2500v insu- 
lation. Cost effective if using only diode or 
SCR, and if you can use both, wow, what a 
savings. 5 spade lugs. Heatsink base. Try 
one. If you can’t use it, send it back for a re- 
fund. Data sheets available. 1000 pcs. ava. 


$4.50 Each $4(4-24) $3.50 (25+) 


5kv 600 ma 


HV Diodes 


(SDI)66-6240 12kv@1amp IR cartridge 
diode. 1/2” x 4-3/8”. $17 Each $16 (4+) 
(SDI)1N1761 
diode. 6a surge. 1/2” x6". $16 Each $15 (4+) | 


15kv -— 1 amp 
(SDI)IGI5KV~—15 kv @ 1 amp Block di- 
ode. 3/4” x 4-1/2”. $22 Each $20 (4+) 


12.5kv-1.5 amp_ 


(SDI)SCHS12500 12.5 kv @ 1.5 amp 


Semtech Slimpak diode. 3/8” x 3/4” x 5-1/2”. | 


$25 Each 


14kv@ 300 macartridge | 


(SDI)SRMD-5H Double diode, quick connect 
| spade clips. 3/8” x 3-1/2” long. 


| $6.95 Each $6 (5+) 


ORDERS: 800-244-4567 


“Fax: 402-346 


(ky wr 


(STR)C358NX95 Westinghouse hockey puck 
SCR rated at 1,000 volts, 225 amps. 1/2”x 


1-1/2”. Also part number T627081554DN. © 
$27 (25+) 


$35 Each $30 (4-24) 


75a - 45 PRV Schottky 

(SDI)JUSD5096F Low resistance, high surge 

current (150 amps peak. Ideal Schottky di- 

ode for large switching supplies. Stud mount 

with pigtail. 45 prv @ 75 amps continuous. 
$8.95 Each $7 (5+) 


25kv 10 ma 


| (TUR)1N1Z2 High voltage diode, a solid state 
| replacement for a high voltage tube. 7 pin 


S | miniature tube base. 2-3/8” high x 5/8” diam- 


eter. Plate cap. Rated at 25kvdc, 10 ma, 250 
ns switch time. Suitable diode for CRT sup- 
ply or other projects. Mil-Quality, ED-9821, 
EDI-7538. NSN 5961-00-435-2224. 


$15Eq $13(3-9) $11 (10-99) 


$9 (100+) 


| Motorola 
Bridge 


(SDI)MDA980-5 400v, 12 amp bridge rec- 
tifier. Spade lugs or solder. 1-3/8” square. 


S4Ea $3.50(5-12) $3(13-74) $2.75(75+) 


(SDI)NMDA3501 400v, 35 amp as above. 
$6.95 Each $6 (5+) 


Pen " 
ert Pe? 


PC Mount 
Bridge 


(SDI)RS203L 300v, 2 amp PC bridge re- 
moved from new equipment. 1/4” x 5/8” x 9/16” H. 


75¢ Ea 50¢(5-24) 40¢(25-249) 30¢(250+) 


30 kv @ 2 amps 


(SDI)67-7194 — International Rectifier di- 
ode stack for commercial transmitters. 2 rows 
of 41 diodes in series on 2” x 4” x 28” frame. 
Can be split to make bridge. $375 


tifier same as above. 


Bridge 
Rectifiers 


(SDI)J775-1 80v, 20 amp 
ridge rectifier. Spade lugs or 
solder, 1-1/8” square. $2 Ea $1 .50(10+) 


(SDI)J158-1 100v, 25 amp bridge recti- 
fier same as above. $2.50Ea $2(10+) 


(SDI)SDA10400 300v, 25 amp bridge rec- 
$3.50Eq  $3(10+) 


“ i™ 
rs 


 2pF ~—-800 MHz 


Schottky Barrier DIODE 


(SDI)1N5711 2pF, 100ps, Great Dir. Finder, Diode 


Avantek 
MMIC 


(STR)MSA-0885 32.5 dB 
» gain @ 100 MHz, 22.5 
dB @ 1 GHz. 3.3 dB 
Noise Figure @1 GHz $5 each (6+) $4 


eo. Rs=l. 5Q ‘Tov Lous $2. 


04 - atrghn 1.2pF 62 5GHz 2.0us $2. — 
)UM7108  -1.2pF .6Q 10w 800v 2.0ps 
M9721 switches 500w; max. F= 1 GHz 
37 2.6pF 5Q sw.1500w 100v 
6Q sw. 3000w 800 MHz 400v 


lot Carrier DIODE 


" (SDIDHP-2693 100% tested / screened, 250mw 


Heathkit 


SB-104 Matched Quad 


(STR)CD2664A  Acrian matched quad (set 
of 4) of HF transistors for Heath SB-104 
Transceiver (+ others too!). Heath part num- 


i surplussales.com x anal: grnnell@surpussales.com Fax: 402-346-2939 - 


i ee . 
(10pc)$1 5.) 

(10p)$ 4. 
(10p)$15. 
(10pc)$20. 
(10pc)$ 12. 
(10pc)$27. 
(10pc)$35. 


$0.65 


$2.50 
$1.75 
$3.50 
$4.00 


$0.75 (10p)$5. 


$2.50 (l0p)$18. 


138-174 MHz Module 


(STR)SHW306 Motorola 18 watt, 17 dB lin- 
ear power amplifier module for use in FM 
equipment. 50Q in/out. 12-16 vdc @ 4 amps 
max. Up to 350mw input. $22 Each 


] 
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Gunn Diode 


shown 9 times 
actual size 


(SDI)MA49508 Microwave Associates 10 GHz Gunn Diode. 
Perfect. for microwave transmitter circuits, radar jammers, etc. 
Build your own zapper. 7- 12 vde, Type 30 body style, 10-12 mw 
output. Actual maximum dimensions: 1/8” x 7/32” long. 


$10 


30-180 MHz 
70 watt «+ 12 vde 


(STR)DU1260T Microwave Associates 
or F1260 Polyfet power MOSFET. 70 
watts out. 9dB gain.@ 175 MHz. 12 vdc. 


$45 (6+) $39 
100-300 MHz 
20 watt - 12 vdc 


(STR)F1220S Microwave Associates 
DMOS power MOSFET. 20 watts out. 10dB 
gain @ 250 MHz. 12vdc. $20 (6+)$17 


ber 417-831-1. Only a few sets left. $149 
TDK 
ie a VCO 
 UHF Oscillator 
434.4 / 465 MHz 


(RF)CG223L2CR This part was used in a 
Motorola rf board. We can’t say what the pin 
out is (5 pins) so we have lowered the price 
even more to snag the experimenter’s eye. $5 


Watkins 


High Power Mixer 
(RF)WJM9E-4 WJ 3 watt mixer specified for 
use in the 0-400 MHz band but is usable at 
higher frequencies. Uncle pays $1483 per 
mixer. Must be a good one. $95 Each 


Be 


Giant Op Amp 


(SIC)ADO47/12 Intech Very large op amp, 
similar in characteristic to LM 741. Sche- 
matic on top. We first featured these 15 years 
ago in catalog. Recently a fresh box was un- 
covered. 1-1/8” square. $9Ea (6+) $7 


Toshiba 


Function Unit 


(RF)TF9502P This plug 
in do hickey is a shielded 
tuned / active rf circuit 
that gives instructions, or 
“function” to what it’s 
plugged into. 


50 watt 
— Audio 

= Amplifier 

(SIC)STK084 Monolythic 50 watt module, 

8Q output impedance, Vcc: 28-50vde (35v 


nom.), Ic max: 7a, .01-100KHz freq. response. 
Includes specs. $9 each (6+ pcs) $8 


12 watt Amplifier 


\ \(SIC)LA4460 Monolythic lin- 
ear 12 watt (51dB gain) module, 4Q or 8Q 
output impedance, Vcc: 13.8vde nominal. 
Full specs and curves incl. w/purchase. Kit 
of support components, add $4. 

$3 each (4-12) $2.50 (13+) $2.25 
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AVANTEK 


Cascadable Amplifiers 


(SIC)UTO-533R 5-500 MHz, 17 dB gain (typi- 
cal). 17 dBm output. 15 vdce. Specifications 
& pin out included with purchase. Avantek 
Cascadable Amplifier. Parts actually mil-spec 
version marked SM80-0558 / R154H57 & 
R154H31. $5 Each $4 (4-19) 


(SIC)UTO-545R 10-500 MHz, 10.5 dB gain 
(typical). 19 dBm output. 15 vde. Specifica- 
tions & pin out included with purchase. 
Avantek Cascadable Amplifier. Parts actually 
mil-spec version marked SM80-0559 / 
R154H39. $4 Each $3 (4-19) 


(SIC)UTO-505R 10-500 MHz, 10.5 dB gain 
(typical). 20 dBm output. 15 vdce. Specifica- 
tions & pin out included with purchase. 
Avantek Cascadable Amplifier. Parts actually 
mil-spec version marked SM81-2397 / 
R154H32. ‘$5 Each $4 (4-19) 
(SIC)UTO-1E 1502R R 5. 1500 MHz, 10. 5 dB gain 
(typical). 8 dBm output. 15 vde. Specifica- 
tions & pin out included with purchase. 
Avantek Cascadable Amplifier. Parts actually 
mil-spec version marked SM80-0562 / 
R154H22. $7 Each $6 (4-19) 


Power Divider Combiner 
(RF)153-298-001 10-500 MHz, 50Q, 2 way, 
20 dB minimum isolation, 0.7 dB maximum 


insertion loss, +1dB. Merrimac part num- 
ber 113C/57622 $6 Each $5 (5+) 


(RF) 153- 297 001 10- 500 MHz, 50Q, 4 way, 
20 dB minimum isolation, 0.7 dB maximum 
insertion loss, +1dB. 


ber 153C/57621 $9 Each 


‘Wavetek 


Ultramin Filters 


$8 (5+) 


153-299-0001] 
153-299-0004 
153-299-0007 
153-299-0012 
l 


53-299-0020 


$5 Each $4 (5-24) $3.50 (25+) 


Info/Tech./Intnl: 402-346-4750 


Pin outs and 
specifications 
available with 


purchase. 
Please ask. 


Mini-Circuits 
4 Way Power Splitter Combiner 


(RF)PSC-4-3-18 .25-250 MHz, 27-33 dB iso- 
lation. 4 way- 0°. $30 factory. $15 Each 


3 Way Power Splitter Combiner 


(RF)PSC-3-1-12 5-500 MHz, 25-31 dB isola- 
tion. 3 way- 0°. $35 factory price. 
$10 Each $9 (5-24) $8 (25+) 


2 Way Power Splitter Combiner 


(RF)PSC-2-1 .1-400 MHz, 25 dB typical iso- 
lation. 2 way- 0°. $11 factory price. 
$8 Each S7 (5+) 


(RF)PSC. 2. iW L- 650 Muy, 05. 35 4B Een 
isolation. 2 way- 0°. $17 factory price. 
$10 Each $9 (5+) 


Merrimac part num- | 


Broadband Directional Coupler 
(RF)TDC-10-2 5-1000 MHz, 1/2 watt, 11 dB 
coupling. 25-50 dB directivity (frequency 


dependant). $26 factory price. 
$12 Each $10 (5-24) $9 (25+) 


DC-1000 MHz RF Mixer 


(RF)TFM2-408-1 5-1000 MHz (DC-1000 MHz IF), 
Conversion loss: 6dB typ., 30-50 dB isolation 
typical on rf, 25-45dB on if. $37 factory price. 
Level 17 (+17 dBm LO, up to +14 dBm RF) 
$10 Each $9 (5-24) $8 (25+) 


10-3000 MHz Frequency Mixer 


(RF)TFM15-2 10-3000 MHz Conversion loss: 
6.75 dB typ., 35 dB isolation typical on rf, 30dB 
on if. $50 factory price. Level 10 (+10 dBm 
LO, up to +5 dBm RF) $32 Each 


5-2000 MHz Frequency Mixer 


(RF)SRA-11 5-2000 MHz Conversion loss: 
6.72 dB typ., 30-50 dB isolation typical on rf, 
25-45 dB on if. $21 factory price. Level 7 (+7 
dBm LO, up to +1 dBm RF). $12 Each 


.07-200 MHz Low Distor. Mixer 


(RF)RAY-3 70 KHz- 200 MHz ULTRALOW 
Distortion Mixer. Conversion loss: 5.53 dB 
typ., 30-55 dB isolation typical on rf, 30-55 
dB on if. $41 factory price. Level 23 (+23 dBm 


| LO, up to +15 dBm RF). $20 Each $18 (3+) 


seeeall 
Combiner | 


5-1 GHz 


(RF)ZAPD-1-6 Mini Circuits 10 watt splitter com- . 
biner. N connectors all around. 3/4” x 2” square. 

Each 3-9 

$21 


10+ tie 


$25 $19 


Power Splitter 


Surface Mount 


¢ 10 MHz to 1.2 GHz 
¢ 3 watts maximum 
¢ 1.5 dB max loss @ Ft 
¢ 17 dB min Isolation 


(RF)PS-260JS-AR Lorch Power Splitter. 3/8” x 
1/2” x 1/4” high. $19 


Tunnel Diode Amplifier 


(RF)MTC-4700-10A Special plug-in unit has 4.4 
dB NF, 12 dB gain @ 4.7 GHz. 24vdc required. 
Monmouth. $ 100 


(RF)BHJ-302H75 2 way in phase, 0° 3 watt mixer, 
100 KHz - 100 MHz. Olektron . BNC connectors. $19 


W-J Mixer 2-500 MHz 
(RF)MIB Watkins Johnson 3 watt mixer, BNC 
connectors. $29 
(RF)600965003 3dB @ _ Otripline 
(RF)600965004 4dB & Attenuators 
(RF)600965005 5dB 
(RF)600965006 6dB °* DC-12 GHz 
TT ener 7dB ° 1/2 watt 

RF)600965008 8dB »« Made by EMC 
QUANTITY DISCO 


Order all the same parts or any 
combination for best price. 


Each 6-19 20+ 
$6 $5 $4.50 


wy *-yge Fa les ee ; - . H ‘a 
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FLAT PACK, Large ....... 
ei Z Differential oe rs me 
een dies ep a5 : Lamp Driver, Module .................. Pes\)y 
| i , Micro Circuit, Module ....0ernaroeronnnne 750.00 
S 5.00 | 332507 FLAT PACK, SE106J ... “ne 10.00 
a wwsee FLAT PACK Dual 5-In, Tee 45.00 
FLAT PACK Dual 5-In, SEV 16) .....sscsscsssssecseneeee 45.00 


| 
oe Cats 00 IGA Pin, DIP... cssessesseeee aasive LOU 
Flat Pack, ITT 310069P6 ... i 


IC DIP 
ak "Motorola, VAIN OW oo 25.00 
SaheNaeRoinonensensxersonseneesenenaens s Py e)i * oe een wee he p DIP Gold 501 SA- 133 pre es neon 85.00 
[i eine Seaeeaeae AP NOW LISL OD  ccccacaesisesossnia KB -sasitbacbevatisatontosoeseoe - PROM 545287J/883B Mil-Spec .......soccssssenesene 5.00 

00 | 257M... ceeccceeseseeseesecees DUAL TONE DECODER .......ssssssee : - PROM 545287)/883B Mil-Spec .......ssocsscscsneeeen 5.00 
_ ; ssivevveasedennisoes OF tec ! . PROM 545287)/883B Mil-Spec......... veveee 9.00 
PROM 545287J/883B Mil-Spec .......orescssecscssnn 5.00 
PROM 5452875/883B Mil-Spec ......ssosarcssensene 5.00 
PROM 5452875/883B Mil-Spec ........cosscsesnceenn 5.00 
IC Flat Pak 737-1A ...ssssessesssseesseee ww 24.00 


. 49 26020MB .. OP. iste cscsatioesscansoveousttles 5.00 ei te I ke. Sch a et 15.00 

; 2606N-1 .. ae 5 BIN DEP, cath caesvostccavornowvicosTo 10.00 37658031-86 ek eh (oh er 18.00 

EES ESS OE SOO eo 5.00 37658031073 M1-6306-1J 5962-01-090-0161 . wo» 20.00 

oon te fe eineoses SOU 38510-00101 ...... SA0 DF BB 1.50 

«ose 1 2UISSUIM ince 2.10 38510-00103 JM38510-00103BCB 5410 non 2.00 

BS cctotsore : MB esssssceeeeeees 16 Pi oe asessece 0:00 38510-00202 ............... M38510-00202B(A 5473 ODIP...... vvveee 300 


TO |} DOLSS3LM .......ssscccesssese SURFACE MOUNT-LINE ROVR DIFF .....ssscssssssscseeeee 3.00 38510-00203 ..........se DIP 54107 38510-00203B0B .......sssssseseen 4.00 
_ ; cevsssssssserseeseeeseeseee MULTIVBRATOR DUAL RETRIGC(OR) . vvsvseee 2.00 38510-00205 .........ss-- 1CJM38510/00205B(B 5474........ vvveee 2.00 
ees : aS wercoe: EPROM: 2040x8 a eee 200 38510-01008................ 5448 BEB, DIP ue 
ees ; eins vvvveeee 2.00 38510-01201 .....sscsessees 54121 DIP BCA veers 4.00 

eons AOIOKE ZSONSE ccc ciccecscmsescescsemuetes 1.75 38510-01204 ..ccsessssee JM38510-01204B(B “9601” DIP...... vovens 8.95 

Dihctetdaaxassctionsc : Uandpieoninislascbet et bt 38510-01205 .......cssssoee [CJM38510-01205BEA “9602” ....... veveee 2.00 


14069A/UBAL [Co pee a8) ee. Sa ; PA Gitcvantenteton PADD OXBien nde tant checctaticcseastaccsoey 2.00 38510-05601 0... IC Mil Spec Version 4017 BEA .......ccccccssscsssssccseeee 5.00 
LEST NVA [S00 SR ee : Wheelers, a nee + 32768x8 CMOS 250NSF ......esssssssessseeeeeeee 5.00 38510-07003 Flat Pack 54504 38510-O7003BDA ..........ssoseesss0- 8.00 
VAO7SBAL .....cccssecceeeseee TRIPLE 3-INPUT AND GATE ......sccesses : i la, PAUUOKE ce 1.50 38510-10102 JM38510-10102BSA  7A7A/BIA .n.ccssssescsscccseesee 4.00 
TAC SRP TRIPLE INPUT AND GATE o.....scesessose es PREM orci 5 4092x8 REMOVED o2.....cccctssssessossnsossocceee wh) 38510-24502 DIP HM6514 38510-30001BVA ....... wun 85.00 
PI re incest Ky) \) ee eee WU FO Le SOs RO ete ee 3.00 38510-30001 DIP 541800 38510-30001BOA oon... ccesssssssceeee 3.00 


T4094BAL ..seeseseeeeee C28 BOY) WRN LLU sesa sce cchtacoansesvecs AO ONG Leach eae sici Rbssccroravcnconbdcncevcccttee 2.00 38510-30502 .....ssoees IGS4ESBGABCBHBOA 8... SN de corsntcerrctencoeencenes 2.00 
14099B ............ Bas) | ERs BID. hile LAO Didecenesscchvagnateoadyee OSS SOXB MOSM ssssersinncosreretoertior 8.00 38510-30606 ..........0000 5415295B DIP 38510-30606B...... 

T4161B/BEAD un... (oe eae eee POD ctsissessvtorevers + 65538X8 SQONSE ........cssesssssssssseeeeeeesss 10.00 38510-30801 ............. JM38510-00103BJB Collins ............ vee 39.00 
ULE L EES Ss) Oe ee ee : sincrernesesecee EPROM:8192x8 250NSF-REMOVED ...........s.scecssone 1.00 38510-32702 ...scsseosee Fit Pak 5415393 38510-32702BDA .......csssssssen 8.00 


V42704 ceeessscssceceresersese Module, SOUNG ....scssscsceonsorsesenseenssee 2 esccawineus EPROM: 8192x8 250NSF ........sssssscsccesessesteeseneeneee 2.00 38510-33004 ............ Flat Pack 54F20 38510-33004BDA .........csscsssessee 4.00 
AC OG.) 27853916... SM aE eR SUE ee 25.00 38510-33203 ......ssecseene DARIAN DIP occiiccccstsrcttescmcs cs cesconsssavoscectens 1.25 

ssslantdbot eve -6306- -01-039-7327 .... wees. 20.00 BBSTAPC ....eeecccsscccessseeee Microprocessor, DIP... caer 1 UO 

Acta de -PROM, (a ae vee 13.00 3900458 ....ccsssessseccssseee Hughes Module .......ccccsssoessseseees .. 2,000.00 

eettechonties -PROM, Leake wwe 11.00 395590-3G ...ccssscsccssseee IC Flat Pack, Gold .....sssssosesceeensen vessssse 39.00 


27(220-150V .... ; -PROMPUSONS (Ao sessccsssoecceccubeae 
27(256-25/B..... : 32768x8 250NSF ......... 


EPROM 32768X8 10000 : ¢ 
Se 27(256A-25X..... : “ OG i AUIOBE ; 
se 1.50 270512-25)E ; oleae oc | 
bir. 2751 2F-120 .... 7 65536K8 CMOS -a.cth crscosesesencocottorr att 


oo ‘ suevesssssereeseres EPROM:8192x8 250NSF SUREMIT ...... : 
oe : BO ceesssssseseceesesvees EPROM: 8192x8 SOONSF ......sscceee Oy Be I 4013B/B(B 
“ oe mone OL Sciences OPAL TEL TONG 65 cc secenscccostececpecoteces 3.00 4014311-08 
TANG aiatsepryecccieccred INT. COMPENSATED OP-AMP 10-99 .......... BOD. BL LASOS Kasse teecccsscsnscessv ; OUT PUTATIL ccisevssseccostertnentoss 5.00 4014398-30 


DPA 2-S00S 28: overncessey IC, MMI, Gold/Cerarmic DIP .....ccsessoseecscsesenson CAI MaeIS2 I eto cawsccanet ah B25 OX4-TTLIGONS Frcticetiersssivaniestivovenwnsece 1.00 4015B/BEA 

Viv ie lk) ee eee IC, MMI, ed Ceramic DIRR esac, Se. ; De aA Ee 2OABXS SONS Fescacaentee Sssrettrveesetrcnncessanees 3.00 4016A/BCA 

1742-3047 occcecccsssseseeee WC MMI, Gold/Ceramic DIP ounn......ssssseseeseccesessee 0 el RS ee O24KE 45NSET ee 3.50 4017A/BEB 
1742-3112....... ae Te | Eee REE : sinucisueainicec SDE AKG QIN ON sic iced sisecdrsGeccivonsseonsionees 3.00 4018B/BEA 
1742-3203....... a HC DUP ceesseeseccsonsoesnevecscoeeee 29-00 | 27S4O veererccsccccscssesnessesee PROM: 2048x8 REG 40NSF ........ 

1742-3237 ....... ee IG MMI, Gold/Ceromic DIP oon... eecceeeccsseecsonsees Oe ee LP SAQA ceteetedivovmsetcrre PROM: AOI ONG TIE AUN Site ccssptecsswoncennsessoeeOLOU © UL - AOZTA Soeccccdcvcuccocesevadaee 
[ii VERY EDN seer eel , MMI, dee | 2 Seen aerate * Ai, Ae? | [ely 4.0K} OMe ae ero EPROM: 2048x8 CMOS 150NSF....... : 

(fc bey 77 ee oan , MMI, IGMP Peres cccevoodosaanarveantetet 25.00 DBVGA:350 econ teravertes EPROM: 2048x8 CMOS 350NSF....... LOU! * BP AD ZZ BPC a rants crnacventes 


1745-2228 ....... .. IC MMI, Gold/Ceramic DIP ......... ... 25.00 DBT TA-250 ...sscscsossssvness EPROM: 2048x8 CMOS 250NSF....... 00 | 4023B....... 
1747/BIAIC ..... wes MUL-SPEC, TO-99. .csccsccccscsvcnensne 300 | 28256. csver EPROM: 32768x8 CMOS 300NSF..... 00 1 A024 
1835CL-176 ..... ... SURFACE MOUNT ....... 10.00 | 2833548....... sce Electronic Module 5 00 =| 4024B....... 


N35 Clad Jiddeaiicorsoisspsece SURFACE MOUNTHOM. 2 18 csvecscsvavacavescesttot toot ] LOB wsctsacdvcien Prom Module ............ccsssssssssesscesseees 600.00 | 4025A....... 
BSC 24 bie aterernvexshos SURFACE MOUNT AM. 5 ete ctccosseveeetstove 00: f) 2B C256D1-25) siecsusccnis + 32768x8 CMOS 250NSF ......ccssssssceseseee 25.00 | 4027B....... 
1835CL-247 ..... BESO U REAUE- MOL Nhitstecavcessthect: comssewoteanecranctaac chet NOU a |e ZO Ce 0 rad Oiivcivsteescenses EPROM: 32768x8 CMOS 200NSF..... 00 =| 4028BF ..... 
1835CL-248 ..... fe OMEIREACE MOUNT ese : yar eae SUR MNT 256K FLASH MEMORY .....scssssssssssevssssese OO 4000. 


1835(L-249 ..... w» SURFACE MOUNT ....... He eee SOO. | 2OEEN cece HC IBP2OL2ZN ee Oe 00 =| 4029BF ..... 
OSS C250 ceeds SURFACE MOUNT cocsccscccccccscscesetsosoncencessesetatoners : RessSadent aces ccstscose WO sasnsesutsuasnsesors cesp teense clesseuenbononb be thon OG fb AISA. 
BE S5D =O ,ccesseesccors OURFACE MOUNT is. scecscnetonssccsesensnncecccosencetsbivedece Hee | ila 4 {1/40 bi os Serene teers , Surface Mnt .............. ! . 
TBS5D+09 3. scgecteecesevssss SURFACE MOUNT os. cccasostezecsscccvscoccreencecorscveeesncts 00. 9h ZICPLIS IDC, esescccssecss PL:MEM/INSTR.BASED SEQUENCER ..........ssssossee 15.00 4037567-260 ........ssssess PROM Memory DA75638 
VB35D-094 »ccestesssancessoree SURFACE MOUNT seuistcssiosstscdtciessnsicncovecucntorcoehi DB vssssscstgcssocsascee SURFACE MOUNTS 3 sic.ct stetccteccryvcvacissovecsrnendecte 18.00 4037567-264 .........00 20 Pin 5962-01-195-4967 DIP .......ssssssseseseeesen 35.00 
8350-095 «SURFACE MOUNT 10.00 GLB al Ui aictoy eine) | Gale athe 1A 0i4. 0 panes meen ener sameness es 2.00 4037 567-274 i 


1835D-096 ...... wes SURFACE MOUNT oc cccscccicreosortoasrcctecsecseeoings : 3013872-00 ......escscesens NERS BG USS ere Camron eer 10.00 4037567-276 
TOSI oes. pose SURFACE MOUNT, ccc ccscss ceessscecmnsonostcaiescnese TOU f SORBCA ecco HC IMBBSTO-T1G03BA essesscsecesrnsssssoeosesennencnsos 3.25 4037567-282 
F837, CL: 25 1 cece SURFACE MOUNT .ssnnsnnninnennnn 10.00 SOSRPA jcsciasselestsreesene IC, 8 PIN DIP On a ae eee 2.00 AOAOBE/E asssssseeessee 


7 ; a iP eas 2 ‘ ats Pc) 


136 Surplus Sales Info/Tech./Intnl: 402-346-4750 | ORDERS: 800-244-4567 = Fax: Z 0 
IC’s » 4042BLMOB thru 54HC257 


A eee nee eereeneonareswesteneen, 


atenenenenen 


Seen eenenenneeeeseenensl 
seeanee 


arene 


- i DP ssacssonnnscscoasseasserancetostnnsscscesensecarsnsssscni DOO || SAT ZS cccsecsneccseconsteee MIGD GNQUHT 2 Sececenamermertatencmeesee ROO 8) Sat O4 cam cscemmnnen 

- 1C 24 Pin DIP E-PROM . 22590! LAT PACK eS UOO HY SARI T Ger cetaeats 
4516BC/F Sf | Ae ae one «Te: ene ; 00 || = S4FI75DMOB es IC eee 
4518BDM DUAL BCD UP/DN CIR ..sessesncesseeenerennsevnstnne 54FI ‘ 
539 4539, House 27M60 er 2.50 


48202B-25 EPROM: 2048x8 NVRAM (BAT) ..cssuremnnone 5.00 as woo . A : 

4940195 Solitron TTL, 2k 256 Word .......sccsssssscccccesnssssesee 45.00 | 60 1 BAEZ4S .ccinsscesenictenteanid Cte. 

4N22JAN Opto-Isolator, 6 Pim DIP ..csssssscccssscssesssseesesssees 10.00 20 3) — S4F253 ss 

4N28 ....... Opto-lsolator, 6 Pir DIP ........scsccssssssosssssccsccssessesee 45 iq IC 50° | SAP2SSBEA ee 

4N32 ....... Opto-Isolator, 8 Pin DIP..... vesseeee 1.00 is es 

aN37 Opto-Isolator, 6 Pin DIP........... woe AS | SA92A AAR et RR Ce ces 
4¥14029-103 Lockheed Signal Conditioner . ... 600.00 SMNMON Secs 
G1} eens eee NAND GATE, DIP o..........ssssssesseee L002] ADB canerccccaccgesconnnsetssoss, UC ccs tesa betes teeters Sere eaereseqorennieaes ee MT La Laine ees $ D TYPE LATCH cscccceerecteesncuntnra 


SOMT-028 .... ae eh 
Ce 


515€9508-02 ose ON 100.00 a 
51P06626603.............. -P066266033 o...ssesccens 125,00 S4ACT 57D MOB ...... sce QUAD 2 TOT LINE MULTPIX ......sesssssensoceeen 2 MBG. 
SBP vcesicsascsecseetcessenseasee CUAL PACK SSR ae At arene Shc once ; S4AC240DMOB .........sas OCTAL BUFFER LINE DRIVER .......sso..sseeee 
52B13H-250 . X 54A(273 | reeerenrn ts ea sta | eae 
5301-1J ....... i 54A(299 .... 
5341-1] ....... | www 25,00 54A(373 .... ware SURFACE MOUNT cc cas 
53RA1 68ANS 00 54474 
S3ST4NS cee IC : S4AC40M08 oe eS IBZ IADB 
5351 641J883..... 5.00 544700 
SIS74A eet cees IC » 3.00 54A(T138DMQ 
53824158838 ... 15.00 SAAT 57 sescesssssceeeeee QUAD 2 TO 1 LINE MULTPIX .......csssesssee 
5384415 see . SAATIG! 0 TE 16 Fin DIP 
5384811 ....... PAY L Wee mare ONE Oe cs 
53S881J 54AT563 
DAO nse 2259 54ALS00 
5400BDA .......... .. 2.00 S4ALSOABEK ......sssssseeseee SURFACE MOUNT ......sssccsessssseceeessnnnsee 
5400W/8838 .... ... 2.00 54ALS08 - 20.00 1} S43... 
5401/HALS ....... serene on 00 54A1S10 .... o I oe 65 =| S4HC08) ...... 
S401 W/BCB .eseeeeveseee Flat Pack SNIS4OOW ....ssscscssnseecesseeeneceeeseeseet 10.00 54ALS10A 
suns IC ce : 54ALS11 2A) ane ecomcennanecnsie 
2.00 SAALST TAD 5... nsssssssescasecs ICs cteccenntrtens San eee treetestcatetecseienpseeeLe” Bite SNC] OPBER ecreteccecsccese 


... 3.00 S4ALST BCA .....cssesecsssese 38510/37402BCA IC occas ecsesecscssseesssnsees 
ate sacra iain | Cai a EE ee Sa SU eee se 60 54A1S138BEA .. aes : 
aie Be Beet 54A1S157 ....... oe an 270 1 LINE MULTPIX .......csseesesse. ee SS pee 
CE 285 SAALSV 61 on secsccscssceseee BCD DECADE/4 BIT BINARY CTR ...... 0.000 8S os 
oe ... 5.00 SAALSTOSBEA c.sscsscseccsscs IC .ocoeee aie auc sae 3.00 a 
eS ee ee, Sr 35 SAALST74 cccccccsssssseee HEX D F/F W/CLEAR ........... Bs. mess er. 
pa 45 SANS 175 = oe QUAD D TYPE F/F W/CLEAR ....sssssssssscsesesscessesesseeee 65 | 54HC138B2A..... 
22 SANSI75BEA 3 NO 90 
wu. 00 54A1520 ......... ne Ms ee 25 ee SARA 
EFL) 54ALS2408K .... Geiss sissactnalsiwotanan 3.00 | 54H(147...... IC 
... .60 S4ALS244BRA ...........0-. OCTAL BFR LINE DRVR 3-STATE ....c....ssccesssseseessssceoes 95 SANG) S3 =e. ore DUAL 4 TO 1 LINE MULTIPLEXER ..........ccscsssessessssees } 
1.10 SAAS25] dese ce IC eS Ore Re wele25 SARCIS4S ee oS IC Surface MOUNT ....sssssssssssssssssssssssesessseees 


_ 50 54415273 ..... Ic oe 54HC158E ....... 


1.25 S4ALS 299... scssasecceeess B BIT SHIFT REGISTER ....ssssscccsssseseenrse ww 2.00 54HC1 GOFSA ..... : 
eee 3.00 54ALS32 ........ IC aon Bek) DANG OU i icrccmccnncnts ma DECADE/4 BIT BINARY CTR . canal 
3.50 SAALSS7 3 oecieescchnteeis OCTAL D TYPE LATCH (Pe Peter ros encn.ccccstzasbertecceseeater J5 SHC 61B2A ....ssssssescsee SURFACE MOUNT ......cccssssesessne 


DUAL 4 TO 1 LINE MULTIPLEXER ............sssssseeeeseeees 60 SAAIS374 Be oicsectparnices SIGS AALSI7 4 rie eee oy seanescatetesrmntettorees 4.00 SATCV G3 sn sceneseonsnnssennce, CG esncatsctbccegnesitte Oheantattocencteeti ee ese 35 
41016 LINE DECODER/MULPYR .......... N95 SANUS G9 ccccoecaeesoosncesil Labisasiocstemesecneocletene ateen etnssnennansnaccncassss Oteeeat 4.00 SAHCT BSF K ...scsesssssssee SURFACE MOUNT ........s00. 
AID cee MO acetate 55 SANSSIS on ccsscnecscrs Moxos pccasarssiasecernee ene aoe Coke peomehcts weve 4.00 SANG oo ccecscrce ' BIT SHIFT REGISTER ... 


SAV ST oeescsesssssossvsesseeee QUAD 270 1 LINE MULTPIX ............ caso S4ALS74 oe OS SE ON) ere eR. 49 BANCITABER ios cece UC rssecscmecrercoseeseers sess 1.25 
bi 1 Pobre comers |G Fisee cas hae eam tL Kone Baek. S4ALS74AFF ......sscssoseeee SURFACE MOUNT ...... . 1.20 54H(175....... = ; .. 1.00 
5410), 25.2 BCD DECADE/4 BIT BINARY CTR ....cssssscccccrssseeesne 35 SAAISOT 4 |. cccsssmnszonies IGeaen eles 54HC175B2A w» SURFACE MOUNT ........ 3.00 
54164BCA..... 8 BIT SHIFT REG. 38510/00903 ........ 2.00 S4ALSB74BIT ....sssssssoen HN Th) Serco tt ctevsanincetausr eae 5.00 BARCLTSBZA .-asocseceecor SURFACE MOUNT fsrctctcertestoeccecseoccrrsnes . 3.00 
54164DM 8 BIT SIPO SHIFT REGISTER .....e.esososeessssseessseceesese 65 CS | eae Coo i aE an cnanscscornccsnsoseens 6.00 18 bene ROA ccstecccnstttttermseeseseee 

SAO S encoccceceny & BIE SHIFT REGISTER 25 cece ce 50 oT AS See Oe nr 90 S4HC195 ...ssssssessssesseese 4 BIT PIPO SHIFT REG ...... ; 
SAT oars rca ntk Cee rence eS S4AS240)SNS ...sssscsceese OCTAL BUFFER LINE DRIVER ..cssoscsscsosssecensseeeene 1.00 POND oe aso Oe Ce ee 50 
SATS wi tasccctcaicei NOR hee ee 1.00 iC ee eee 50 SANOQIG cocctetae cwnseeee 1.00 
SATE ecco HEX DIE/E W/CLEAR eh tstssccsesiouienscnteteccesecsO0 - 4] S4AS646 2 .nnsccac IC eee eee eemeinerat cee 5.00 S4HCZ40BRA .....ssssssseseee IC ccseseceees 


Flat Pack DM54176W ......sssssssscccccccesssssesseressee 


oa 9-BIT BUS INFC 3-STATE NON IN ............. 5.00 54H(241BRA ren |S lO 
A 8 fr gene Oo 41016 LINE DECODER/MULPYR .......... 5.00 54H(244 ...... we 90 
5401745/883 ..secseseoe HEX D F/F W/CLEAR i SONIA sea ‘ 
SACI SD: corsoscacseeronnoscnse Ukssoceestacots ctteom tormenta S| Wh Rene Eee ison es nics: 


ME Kc en ee Le 175 


www. wisteplnsdelesieota BE e-mail: grinnll@surplussalescom_ Fax: 402-346-2939 137 
27 thru 608639-4-3 


FAT PACK 
SURFACE MOUNT 


a eeaeneeses 


oe e erstA Wilk ee a fo 
SITS “QUAD D TYPE F/F W/CLEAR.............. ee: 50 SALS92L 


= "iT Sc Ba UP /DON a ‘ aT 
SYNC UP/DOWN DEC COUNTER. $5 | 5802. Se a 60 
a eae en a Le 


‘ia z 64 BIT 1634 RAM cet enenevnvenncran. 5.00 
a OCTAL BUFFER LINE DRIVER... 


aud 2 INPUT MULTIPLEXER....... NE 2.50 SASS LAR... 
8 BIT ADDRESSABLE LATCH ........esssssssseeeeesssnsseeeeees 69 545571 


wastes DD PTR ILD nrcecsecersverterentere EM crectereereceserertenerneretesegecenerecrermeneenerterecwesecneeweneerene © | SP EBUD orereene 


S Se i ea a ee ees 
ue fe eS Sona eee 495 


aoa OP-AMP WIDEBAND LO-NOISE DIP .... : 
SE ssncsrn FLAT PACK M38510-00301 BDB ............sooseeesee» 15.00 
eer 5N55427BJ 5962-01-109-9024 .. meno A.OU 
‘39 | «=: 55452BNG............ DUAL PERIPH NAND DRIVER ...........:sssesceeseessssssses 1.40 
sane 00 | DUAL OR PERIPH DRIVER TO-99 ...........sccsesseseenses 2.50 
SALSSO4BRA ....esessssseee OCTAL EDGE-TRIG COM CK D-F/F ......scsecesnssnsseceeees 3.00 55460)/883B cee DUAL PERIPH AND DRIVER .........sssssssssssssossonencen 1.40 
SALSSO5AN/D .secosesme Maries reeeestetscecessctescccossonceceoersonaenenmnteds 40 S5AGTIG secs NO Ee areccrcstcrnmestnconeoticaes 2.25 


Be 2s PERE MAND DRIVER cA ae 125 

=" TIMER 38510-10901 BGC 10.99... 15.00 

rae ee POWER SUPPLY CONTROLLER ....... any 
S OCTAL BUS TRNSCVR TIL-ALS ... 2.00 


Ip Recs ieee | |E uaa ) sU elite 2) eats eee en ae oe 10.00 
54LS374BSBS ........eeeee Fa Pack 541S374BSBJC Moto ... A 567/BPA ....... IC 
54LS374M/B2 ....sseoesene SURFACE MOUNT .......sssssssss0s0000 y 57150-0017 .........ccccc00- 9601DC DIP Fairchild ..........cccsssecsseenessssnee ww 10.00 
DAS BID Ns spascecctachensoas TORR scot eronsecsssoanat 594996-95 ss. CM] eee act ee 1.00 
ASST ee is D TYPE F/F.. SWIPE YER Isic Sisson | Oe Fa: GSR SEARS beens Sree 5.00 
SUSSTTREM : LPL py AL lc Sa | SSG ae A ween 900 
SASS TT DOD oe re Siac acces Scsmsst cats cconscnoneenersoctonuctvone ; 59628866202 SDT 5962-8866202KA ......seosososeeeccceeeee w»» 10.00 
54153775883 59628873503 5962-88735031AC, IC........ es ww» 16.00 
BANS STB I: co ccocsascsceeseeee i ! 5£8061/17-0 DIP 5E8061/17-0001 ....... 

541538 ........ 601-9006020 5159508 20 Pin DIP......... 


IC, Intersil IMS624MDE, IBM ............-.-.-ccccsceceeeee 15. 
wath ee # lee 1G Hors, Gold 55 Gs ae pyowentey sh) i 
ae. 3 A-9 eae SIPC (24 Pian GOrtniibic fclcctedt en secccocsevtsounerstosines! HOLD 


138 = Surplus Sales — 


seseneeececcscenenee EL, LET scscssceereerenseneeeteranennatsnesentnsnneneecacersessnscsanes 


Rite ~.. EPROM, 24pin DIP T510028BS 
aie vm RAM STATIC 16348x1 7ONSF.... 


61891 A pepe os 
619126-03 0... esnssensee Hors, OF 6 
619126-26FD Hot Pack, Gold 


62256LP-10 .... 


63001296. = oP Hoeris.) 5 ee Mo 


NOP Ee reo Reneenerneneenenner een 


9601FM, FLAT PACK ... 
ww (C Regulator, 10-3 ..... oA. 

cvos M-P COMM 6500 (PULLS) ....esssscssesesosonensecnsere 1.00 
PERIF INTEC ADPTR-6500(PULLS) ......e.scsoressesnn ab) 
COMM INTFC ADPTR-6500(PULLS) ........... : 
wer S96 SOE LS 0=749Sae cseeserccteenecsass 350.00 


6502-REN .. 


681079-1......... ce 
COP 20.00 
CRT CONTROLLER ............s..c sae 
710296-128..... Hughes Gold, Large Scale IC...... 
OU CE es IC A/D gh): ARO nee Da ae 
71 256-L1 20D .....esesssessee S-RAM, 120NS, 32K x8, CMOS ...... 
TV 256-L150 sessorsseenss S-RAM, 150NS, 32K x8, CMOS ..... 
PROM: 4096x8 OSNSF............. 


7198S45(B 
711897) 


723HM........ 


LAV E Wacsedeatea crate HEX D E/F W/CLEAR o..ssssscensscsenseeccsnee 


CAN b Bes cere en is QUAD D TYPE F/F W/CLEAR ....sessssssoee . 50 
TANGO Ses cce ee NC sesrsstalnt oe eecesietion stented castorate 65 
PATON, Since cece 4 BIT SYNC BINARY UP/DOWN ...........sssccsssessseneee 50 


" Info/Tech./Intnl: 402-346-4750 ORDER Ss | 
IC’s - 6086599-4 thru 74LS151 


se eneen st eneeneeeeanenee 


AAeneeeeeeenneeseneenenne 


seeneneceeensereeneesceeearae UM ceneeneesenerencensneneresenasenn tees: 


oo Bit Si MOS  E 
oe 4 om ze 


74AC08PC 
TEINQIENS eat 


Dual 2-4 Decoder/| Demultiplier ........ iat 
TANS ITAN oerect ince HEX |DiE/F W/CUEAR RO tttee s..-stsseemeeneen 4 
MASUSN 


TARSISN co cesssctnicescess Si ssasishsnschesSoncok eas hoa 
74ALS374N ... Be 
TAN SS 34 ye scssssscsceesoeat Tee ee es eseeasi 
TAALSSATN ..asssssoseeseeee ie 


74F169 ....... 
PRETADC oc issctescocer HEX D F/F W/CLEAR ......cssesee 
FREUD, ccresseecscsetoneseees meng D TYPE F/F W/CLEAR ... 


74F374 
74F382 


neusinsneensnssnopsensoasenn ieacisncspmcasonaaner oe) oe Mars Be 


seneeenseseesensesensen UL sceseeeeennseneresnevanensneesensas: 


.«»» 8 BIT SIPO SHIFT REGISTER .. 
wwe 8 BIT SHIFT REGISTER 


741S374-REM 


TALS377-REM 0.0 


Ss www.surplussales.com | 


vn QUAD 270 1 LINE MULTPIX.. 


e-mail: grinnell@surplussales.com ; 


790A065164 .... 


7910064-01 .. 


| 7M624-S65(B 
| 80186-6/BEC 


80186/BUC... 


REMOVED 
wwseee REMOVED 


PAUSST IN csc cssctor 


741S37PC.... 


9001397-01 
90037008002 


vn 64 BIT 16x4 RAM 

.. OCTAL BUFFER LINE DRIVER 

QUAD 2 CHL MULTIPLEXER : 

vw QUAD 2 INPUT MULTIPLEXER ..... \ 9301 DFBS 
9314FMQC 


oo 


. MICROPROCESSOR: ‘Hl INTEGRATION ... 
HAFO 11403 80544F8 
MICROCOMP: 8 BIT (8051) .... 

wwe DIPIC Intel, Siemens 
MICROPROCESSOR-COLLINS EQUIP 
CONTROLLER 


PRGRMBL INT TIMER (80854) ........ 
PRGRMBL INT TIMER (8085A) 

IC, 40 Pin DIP 

MB8264A-15, PULLS, Fair:8417 
PRGRMBL INT TIMER (8086/88) 
8086/88 PRIORITY INTRPT/CONTR 
OCTAL LATCH N-INVERT(8086/88) 


PROM: 2Kx8 BIT 

PROM: 2Kx8 BIT 

PROM: 2048x8 80NSF (BJA) 
PROM: 16pin DIP 


~_ Beckman Industries A/D 
DM85L74N, House 92E08 


DUAL DIFF LINE DRIVER 
TRANSLATOR HEX TTL T0 MOS .... 


INVERTER , Motorola 16p DIP 
INVERTER , DC: 8428, DIP 
Motorola, DIP 

Amplifier Module 

Flat Pack Gold Ceramic MSK901 . 
PROM FLAT PACK 

Harris Flat Pak 619070-2 

IC 


IC 
FLAT PACK MC38510/9301DFBS 
FLAT PACK Perf Ctrl Video CRT 


Fax: 402-346-2939 


971032-211 .. 
971713-231 .. 
971860-221 


..» National 10-5 Style .... 

w. Harris 40 Pin DIP 

vu IC Module 

wwe IC, Flat Pack ... 
LCR 

.. S4LS10DMQB Or 900308- 003 
.. IC 24 Pin, DIP 


ww (C Surface mount 

Lorge Scale IC A574A869-101 
Lorge Scale IC A574A976-101 
Large Scale IC A574A982-101 
Large Scale 1€ A584A422-101 
Large Scale IC 

e ger MOUNT . 


A574A869101 
A574A976101 
A574A982101 
A584A422101 ...ccssonn 


SURF MOUNT A/D CONV 12 BITS 4 
4-CHAN ANALOG SWITCH .......ssssssssssccesesessnsssssnsee 9.00 


D/ACOWVIOBT oo 5.00 
D/A CONV. 12 BIT AD75411D 8838 

vo V2-BIT BUF MULTIPLYING CMOS 
IC, 40 Pin, DIP 


COLLINS PART 
D/A CONVERTER 8 BIT ... 
256 X 8 EPROM, DIP 


AHO605GT/B 
AM1408-L8 
AMI702ADC 
AM2602DMB 
AM2615DMB 
AM261S33PC 
AM27128-25B 
AM27128A-20 
AM27128A-25 


1MEG Memory AM27(1024-15 
AM27S13FMB Flat Pack 6133733-4 


AM27S29DM-B 


AM27S41/BRA 
AM27S43ABJA 


AM2901ADN-8 .... 
AM2947DN-8 
AM29517DC 
AM29825DC 
AM29845DC 
AM3101-1DC 
AM3101DMB 


140 


ATF-251 A Metal Lise. en 
(1-5512-5 Gs Seine 
(1-55564-5 Cee estes 


15 ES EPROM. ce 
(704921034 oe Singer Module ....... 
FATASIGD Es one cen 65) Peeeieed meet. F. 
(A1458 ......... RCA PN. 89598, T0-99 . 
(A1558T DUAL OP-AMP 0-99 
CATTOSVIM nn ssseseeene SURFACE MOUNT ....... 
CAS) Module ......scsesesrsee 
CA3000 on eeeeseessseseeees AF AMP .25W, 10-99 ..... 
OK) KE eres (65) (Uinta. oot a 
(A3018 ..... 
CABO scores [CREE TO5 EEN 
(43020 ..... 
As) ICS. 
(A30228A 
(A3026 ..... 
(A3046 ..... 
(A3049T 
(A3053 ..... 
(43054 ..... 
(A3060€ 
(A3080 .......... 
(A3081/F 
(A3082 .......... IC 
(A3085AS POS VOLT REGULATOR, T0-99 .. 
(A3085E ........ DOS VOLT REGULATOR, DIP ..... 
(A3086 .......... ig 
(A3089E ........ 
CA3096AE 
CASI2T Ee. 
(A3130AT/3.... 
(431300 ........ 
(A3183E ........ 
(A324E .......... 4 
ORS) | Soe ; 
CAD ST evvonse ADJ 2-37V REG 150MA, TO-S ........ssscssssssceeseseeeee 1.45 
(A741 .......... DUAL OP-AMP 10-99 ccs io ron ss csscmnonnceceacecourner 9.00 
(A747T .......... DUAL OPAMP ee 0 
COST ccc FAL PA 8.00 
COS O TW cess FEAT: PACK... te OS 8.00 
BUI en ess EAT PACK Se ete Oe ots eee 8.00 
CD37 41... - 13.00 
CD4001AE ont 
(D4001BMJ . 1.00 
ADAQO2AK/S ccc IAT PACK Ce 2.00 
(D40032D 11.00 
GDAD0ORE Fence SNC ce ee ee ee 40 
LLL [| Sean | Gece eres See BAe SOO AES 35 
(D40103BF/3 ............... 8-BIT BINARY PRES DWN COUNTER ....ssccssesosoeee 1.25 
(D401 05BF ................... FIFO BUFFER REG 4-BIT x 16WD ....... .. 1.00 
(D401 068F ......... HEX SCHMITT TRIGGER 1.00 
(D401078E......... DUAL BUFFER DRIVERS 52.25 .<.:scccsonesnsssstociovec 45 
(D401 09883 ................ I ssvisenecbansestrstatzcccpshess ase cetsleriontents SRE 90 
CD40 1 OBF ann... I a omanocon seed 
COAQTOON cessssesesee SC IGFin OP es 5.00 
COAQT TBE n..sesssososeeeene Geo ee ee 30 
RDAO ISB i cnccnion: Gee ere a ere ees 25 
DEIN Fd tree eee eee 1 sciesinchi seins sseseeaatee MON ee cits 60 
(D401 63BF3A ........ nn SYNCHRONOUS COUNTER... ve 1.00 
Un ULE ee Seanad SURFACE MOUNT . 3.00 
ACRES ee ea Rese s SUN cone de) \oaMene Anes unin cee 55 
CD4016BM) nn... see ANALOG SWITCH 4xSPST J-FET .......ssscsecsnseesesceseee 0 
(D401 6DMJ/L............. 1G DIP. oon acresnctancassatoreecrccocaupneaem ower 30 
(D401 74BF3 oss A sssecstnspealdncrem tty ste ee cacy asertteeeh MR 55 
SUELO ee cope eee IC cnsesbssedhesuateaa eo MOE ener accuse one ae 1.25 
CD4017BMJ-M...... seen IC, sy inate ME 8 Fa 1.25 
40197 IC ee ean nami ncaa ae 60 
CD40 9SBD sees sseae GSO SUE ine BU Reedaamae ene ney wee A9 
CD4020B/F oa... scscscesee No ssisiacudoaeensinuntaansecsauane Canna 1.50 
BOAO ZOBK/S secsncneosoocox FLAU; PACK: ssoasase tarctctnsersterclbiacansab nrnanaci eed 3.00 
U1 [i] eee eee SHIET. REGISTER | 3.40 00... :cseonmecasee eee 90 


CMOS DIGITAL MULTPX/DEMULTPY.............. 
TRIPLE 3-INPUT NOR GATE 


(D40328F ........... _... TRIPLE SERIAL ADDER CERAMIC ...................... 70 


— Surplus Sales,” 
IC’s > AM686DMB thru DS7835J/883 


AT27C256R15 ....cssonee SURFACE MOUNT EPROM IIT 668. sonsiocoitnenaa 5 00 


“Info/Tech /Intnk: 402-346-4750 ORDERS: 8 | 


ssssneneeee 4 CHANL ML 
ar 5 SURFACE MOUNT ... 
TRIPLE 2 CHAN MULTIPLXR.... 


seveacenceresenceees UM cecesecsecnsseeceseesnecenseateceeneceeaesseeeessesaseeneeecenesensoneree 


CDAQGBBE a... essssseee 

CD4O7OBM nnn 

(D407 2BF3 si ww 80 
(D407 3BD/F ....sceeceeee TRIPLE 3 INPUT AND GATE .....sscssossneesneesssnsesnee 49 
C407 SBMJ ..ssoeseseee GATE-CMOS-TRIPLE 3 IN AXXX ..assssssccsssseeceenseeseees J0 
(D407 6BF3 C ee oD 
(D4081B/BCA oe LAD 
(04081 BF3 | . pe 1) 
(D4081BMJ MINPUT:AND GATE G2 cn <...sscceessrstocatagtbete J0 
(D4082BF DUAL 4-INPUT AND GATE CERAMIC ..........sssssseceesee 60 


CMOS MULTIPILER |e sen cteensceceene 10 


Aosepeenearanneneonentanannareanesnenecnareenegnes: 


(D451 4BF 
(D451 5BF tis | Worm eipe hn now seco. one 2.00 
CD4ST BBE nnn... ccecccceecce DUAL BOD UP COUNTER occscsccccscssssscssoncosonsonsensesones .60 
CD45 20BE oon .cccesseseesee COUNTER DUAL SYNC AXXX coc cccccsesesccscoceveenescene 40 
CD45 20BF on.....scsssseseese COUNTER DUAL SYNC 4XXX ooocccescccccsseccsscsssssecesenee 65 
CD45 55BE .......csssee-seeeee DECODER- DEMULTIPLEXER ................. . 45 
CD45 55BF ....sscceosseeoece-. DECODER- DEMULTIPLEXER .:.........scz-.oovceeconveeatsccses A5 
CD45 56BE wana. .ccecsssssssces DECODER:DULA BINARY TO TOF4 ......ccssssescccccsoscoees 50 
CD74 ee . 80 
COHI00GD DIR 4 Pin 2 3.00 
COMG1 1 GAED  ..ccsovnns CMOS 2K XB/RAM BPS eee co cc lancctosseeeste 2.00 
CDPUSO2ACDS. 5 cee oe eee ee ee eee ee 20.00 
CDPLBO2AD.n.sasssconccscacil( Sins eee eee tee ee Me ck 20.00 
CDPIS22SD IC 20.00 
CDPC2803 I 35.00 
CDPIR24(D3 I 25.00 
CDP LBS 2D acon scctssiaccscas td 2X8 ROM Mees soe ett ee 12.00 
COPIS54A08 «2... [Cae ES ae ee ce 15.00 
CDP1854AD3 [Sasa Ae a Se 9.00 
CFO co IC FALPACR co 10.00 
CH1214........ Modulator, PC MOUNT ....sscssssssssssssssssssevessssvevsseseuee 75.00 
UCA007........ Solitron, 10:99 cere 10.00 
CNX38U ....... ICD 2A stesso ht SL 6 - Zisaosk 3.00 
COM5025 .....ccccsseeccssseeee SYNC DATA LINK CONTROLLER ..........ccscescsssececonne 15.00 
COMB OUT snascasssosazasnsnics ART coundaseancoven UR Seen ccc araccec eee 5.00 
COMB116 ...00................ WD8116-PD Dual Baud Rate Gen. ..........csssseeeeeee 11.00 
COM9026 oC 15.00 
COMIN(G oI a 15.00 
PB ZC IAs icsccansncasasnnnatll acolyte a Ne SNe US ee 7.90 
Zjsksst nea oer LAN DAC Muses ates kere mete ee 8.00 
Erne PAWL) IY) | al 1 (ile Sheet. perenne nt ae, 6.00 
pgusdcccna MELAOUN cee ee 15.00 
See. 8.00 
a 3.00 
ey 10.00 
CY70122-35D .....csscsse.. RAM STATIC 256x4 CMOS S5NSF .......ccccccsssecccsnee 10.00 
(701 28-35D .... RAM STATIC 2048x8 CMOS S5NSF oun... sesssesesseee 12.00 
(Y7(1 28a ......... | CRE ey Poi a meine 5.00 
(Y70164-35D .... RAM STATIC 16384x4 CMOS 35NSF ooo... sesso 10.00 
(¥7(166-20D MEMORY-STATIC RAM 16x4 TAG ..0..ccceccccssccsseeee 15.00 
CY7G167-45) 0 RAM STATIC 16384x1 CMOS 45NSF cee. 12.00 
CY7CIB5-20P oe RAM STATIC 8192x8 2ONSF ........csscccsssssecssseeesesene 10.00 
YTB 5A=35, occosscce RAM STATIC 8192x8 CMOS 35NSF 00... 12.00 
CY70190-25M oe essseee RAM STATIC, Flat Pak DC:1993 .........csssssossssssssnees 25.00 
(Y70225-40D sess RAM STAT so ee ee 10.00 
(Y70235-30P on ecscsseee EPROM IK x8 SONS oc ee 3.00 
(Y70235-40M oo. escsseeee EPROM: 1024x8. 40NSF tose i, scccunas toed 18.00 


| p1-9409-9 


D2364(-575.............. RAM... 
DAT6CREM ............. rae 


4361045... 
D4364( 


DAGIA .. | 
DA69AP/883......... 
DOC 22k Se IC, DIP 


weaenenawnseareaeeseaeeasesteseasesen: 
seeneeceereneneneeseceeene LUD  seseennseeseeecenseeeneeensseenaseneeeeeanes: 


teaee 


DACI200H ... 
DAC5084....... 


DAC337B-7 .... 

DACB426 ... : acs 
DAC85CBI-I..... ~ D/A CONVERTER “DIP Gold .. 
DACB5CBIVE8 ............... DAC850-CBI-V/8838 ......... 


DAC87(B1-VB ................ D/A CONVERTER, Datel ...... 

DAUR D/A CONVERTER, Datel ecesseses 

DIC IC OF 
DGI26AP oc DPST 2CH NAFET SWITCH, ‘DP Nise "15.00 
DGVATAR SE a: eee Intersil Gold 14 Pin, DIP ..........ssscsscsccssssssessesssessee 22.00 
DGTSBA/BEC -.--nsssscooccanlUC,. DIP ..s..0sk,scnrcsuspccotteneet eee cee ea 8.00 
DG1 87 A, <.....ccnsoecocesesesnes ANALOG SWITCH SPDT. =. tenes 24.00 
DG190A/BEAC ee 
DOVIBK i 
DG201ABK oo..cscecsssseeeee ore SWITCH AXSPST cocci cc cc ccccectecrsonceecncres S00 
DG202AK Seo oe ANALOG CMOS SWITCH QUAD SPST i 
DGZAK Ee cee ANALOG SWITCA 2XSPDT, DIP ............scecsceeeeeeseeee 3.50 
DG3010 .....scsssssssssseeeee ANALOG SWITCH SPDT CMOS......... 3.90 
DEIN ads 
DGIOSBA IC DIR .. 6.00 
DGSUBA EO .. 3.00 
DG306BA. ...-.scsscsssus..s.0 ICIP G25 02 eee ee 6.00 
DGS07 BOA. csc-sasscsccoesseess/ IC, DIPie 2 6.00 
DG503AP2 .................... MULTIPLEXER 8 CH PMOS, DIP........ 15.00 
DG5OBABK .................... MULTIPLEXER 8 CH CMOS, DIP....... 15.00 
DHIVZ/S 

DH75638 cisco 20-0in, DIP oe 35.00 
DH 9293, cccsssccscessonsessseace’ 10, Pin, DIP 32. ccsssrescsesses tne ae 4.00 
DNOGS:5 ee cones 24PIN 7 HARRIS... Se eee 4.00 
DI-0248-2 o.onn.coesscssssonee TAPIN / HARRIS gold ........cccscssscssssssssssoncessssees 10.00 


DEAD 8 SEG GAS DISPLY DRY, DIP...... 


son 50 

15.00 

58 1.85 

1 . 12.00 

A/D CONV BINARY OUT 8 BIT ou... .ssssssscsseeeneeren 8.00 

DM8300N 4-BIT SHIFT REGISTER, DIP .........ssocsesessseeeesnsseeeeee 59 
DN B68 ......cessssscssecene REGULATOR DN1868SP 10-99 ......... wvveer 2.00 
DPT SOABI-B ...seecosenorenll Cex kandter eta estrone oareetee eee eae 7.00 
DP8212.......... 8-BIT IN/OUT PORT DP8212M)J............. 12.00 
DP8212MJ B’Bit 1/0, Port) DIP. es eee eee 6.00 
DP8224) ........ CLOCK GENERATOR & DRIVER ............es wvver 6.00 
DP8304BN oo Ee cans peer: 1.40 
DPBATON on... ssssssseeeeeee (C48 Pin DIP..... 50.00 
DRVMG.ABION 2 IC TOrb uae eet rearccoootnee caste 4.00 
DS3614N ...eessssssseceesese DUAL PERPH NOR DRIVER .....sssssssssecessssssssceceesnsse 50 
DS3658N | eee oe a ees Lene 2.00 
DS7800H ... DUAL 2 IN NAND TTL/CMOS 10-99 .... .. 5.00 
DS7820) ......... DIFFERENTIAL LINE REC. ........s.....0 .. 5.00 
DS7831JB QUAD TRI-STATE Line Driver .......s.ssscccssesssseseeesenee 1.25 
DS7835)/883 QUAD TRI-STATE RECEIVER ........ssssssssssssseeeesesssee 15.00 


SRT TS Mf ; s ‘ 00 W i / 4 ” eenee Regulator, Flat Pack sen eneneenaenenes 

HM1-65162C9 UAH CLO UA erect caorecne AMP, DIP. asssssssecensee 

HM1-6641..... ce d sew oes CAMMD esha settee ccctensoreyenssenstsrtene 16.00 
-6641-8 12. x8 CMOS PROM .......ssssessssreseeerseessreeneeeres BOO | LMTOTF ..ssesseresersreereree FLAT PACK OP-AMP ....0.. 


eoneneone 


sererersereeneseeneeeer ELLE TAIN coseeeereereereenerene 


srecnereneneeee TL cecssseceeeeeseneereseeeecessenesessenseceevessenenseseneracenveneneees Be = = | LET UQMINO ciseseeceeeeereenene 


ca 40. HM6264P-15 . A Slik eae lhe Sad 00 | WMINI/8CB..... 

ISI —-HN4627326 es ans 3.50 

~ HS/ADC82 . LMI HAR ee COMPARATOR-SINGLE, DIP ...cnssnennnonns 3.50 

oS : AS i 20. FLAT PACK GOld nose 5s 


Se SARE Se é IC : vevsseerecerenarseee OP=AMP QUAD UNIT, DIP ....sesssssssseee weve 2.00 

ee 00 | ID BOCB6 nse scseese MICROPROCESSOR 8086 .........sscesnsscessrnseseeerasnne 12.00 IMIS CONSTANT CURR.SOURCE IUA-IOMA ... ae 
ise ces SSS ER Ss woes 10.00 EM137K/883C seen V i “f ADJ, 10-3 
"30 7 SEGMENT DRIVER ......soscsee ne TH5047 sce 4PST 750HM ANALOG GATE CMOS..... vevonee 000 | LMT39/BCUIC one OPCAMP DIP nn eceese 
: BIT ADDRESSABLE LATCH ........... 9D, eh] = THD VSL MIE i ..acsssnsoe ORS te eee ao a, OO Th EMT SDAI/B oo ciccccsnasseeee “AMP. DIP 52 ctaatsstsceepecestacnnes 
FAL a a : Becscearnnccssscesl Ch DIBMOINS sitostetesntestesce ee .00 LM 39FRB o.csnsnnee SURFACE MOUNT: OP- AMP DIP....... 


PIAS OT SGC. ssscancen =! SiGe MMU Niece Sedat 5; Pooerscessqcscgssccnsnnnssste LOO Ft TAG UOB MIE os sccsscapesse MULTIPLEXER 8 CH CMOS .............cccsssssssssesssseeeeeees 5.00 LMT 40K-12P + .....sssssseee 12v Regulator, TO-3 .........scsssssesee 

FO600DC es 19-091 FOO-MOOROO DIP ........csssssseeeeses 00 GA... . Opto Coupler 16 Pin DIP ........... veoeeee 4,00 LMT 40K-5.0P ...ccsssssecee 5v Regulator, 10-3 ........sccsescssceon 
SSO ao | EE Stee SON aac ope are ; . Intersil IM5623MDE/883B PROM..... wee 15.00 LMT 41H-05 o.......cccsssseese OP-AMP 38510-10702BXC, 10-5 ....... 

F9620M OS OES acd Sena v a sicssnivin is osennssesennasaponses 00 =| IM5624MDE ..............e... Memory, IM5624MDE-7844 DIP os sssecscsssneses 22.00 LMTAS oo cite OP-AMP 10-99 ....scsscoseocconsssessessss 


DISC CONTROLLER/FORMATTER .........scsssseessseees 00 = | IMG402AMUL ......esssssssee HG Uentorstl, DIP ee se antrcns hecccesattsreencest oe 35.00 LMT 4BBCA/X ....sssessessee OP-AMP QUAD 741 ........ssccssss 
2-37V ADJ REG 150ma, T0-99 ....... : AD cas cracenertecs lip i INPUT GATE ARY;38 MHZ ........sssssecessssssee 22.00 LM148D ve OP-AMP QUAD 741, DIP on... 


NN 99 reste casarst ste atntlndctaseeees 2 DD ceersrsericns IC, DIP ftaeeee Meter echt fh sktsiccasseacnsenseescescsennee 2.25 LM1496N ... BALANCED MOD/DEMOD, DIP .. 
tH DD oi orcitsrcnceerne nese tee ke WOrGJ0OdD Cc, ri 15047 OURAN) Se eS OO. | MIA QUAD AT a 
RULED rrr “. QUAD BIPOLAR TRANS, PLASTIC ...ocssonssun ‘ PEG scscrseconsrsoccee 4 PIN diode Array, DIP ......ssssssscteuseessresecenseee 5:00 | LMTSOK v.ssccsssecssscersseer OP-AMP TO-3- Mil-8838 ..... 


: LDS sscsccccenustcoceecass “te DIP cc 
BE tcccscascconencentl Nteessetustoa ESD sare | es AREO YUN O fessscccacaccestsce 


: P bon 19 ¢, T0- 5 
NO eccreeescee : BL eee : A YAUE ete camry IC, JM38510/11202BPA........... 
K 


: : +5v 1 Amp Voltage Regulator . 
IC 10-99 298-901-0900] onneeeeccsssssseeesesseessees MDG anaes IRZT OSL ORS. oceccecssnsess ; } LM224D/J OP-AMP LOIPWR, DIP .............. 
Micro Circuit “RE” Amplifier ...........scsssoossccccsssee } = Lemme MEMORY DN eect eM tcc ccccccareeccM NGO HH) © LM ZSBS:ccronsosscunrsonsoes IC actecssdevsnstosdntetdocecaieetseen 
QUAD OPAMP a csccsccsstteltoostttes cctbeanetoeasconn 
SURFACE MOUNT DUAL VOLT COMP 
TACHOMETER CIRCUIT 
OP-AMP GENERAL PURPOSE T0-99 


Avontek ........ 0 aoe 10. IM2903M 


OPTO ISOLATOR ..... BO ak) MAAN ZA re. sccsssssacsecn 4 LM301 AH 
OPTO ISOLATOR on... ..sssscssecccccsssene GEN Te AW AR URE T es Sie 

Lin. Op-Amp,38510-12204BGxX ..... 00 | LO506C88AN ................. - 
- Ch Squaring Amp, Gold 14 Pin ......cssssssssesesses 00 | LOSOGLBBAD .....sessssoe : 


os AMP QUAD 741 .......... 0 LM317MP .. 
M38510-12206BGC, 10-5. occccccnnnnnne nah Bek LM317T 


Regulator, 1.2-37v, 10-5........ 
Regultr 1.2-37¥, 1.50 10-220 ...... ‘ 
Regultr 1.2-37v, 2Owt 10-220 ..........cssscscsssessssnee 1.25 


Rebeca Farge Scaie Listas ete test. sso, Bet eee ee | LM318N UC BE ee Me ccccanece eee OO 
CERAMIC/ SURFACE MOUNT .........ssssssssscscccssssssnee SOO hl PAIZOD MW ieecesccsccstssasts { LM319N MG DIR ee Sista cccsonine { 
-(- Oe ESS OO ag ore 00) | A : LM320H-5.0 .... Regulator, -5y, 10-5 


Sa ; Rane Ae 13, é LM320K-5.0 .... Regulator, -5y Fixed, 30 103... 
55 | LARDOTBR che : LM324AM IC, Surface Mount .....sssssessssss0 
seis ND. eon cesses V+ REG 1.5 AMP TO-3 .... = ‘ LM324N Quad Op Amp, DIP ........ 


~ HDI-14585BP ROT MEAS ISNA. msc cetcsctcos T5V REG 1-5, AMP, 10-3) 9. sseccsccsasandltseoect 3.00 LM339N Voltage Comparator ....... 
-HD1-64028-9............... UART-6100 SYS. 200KHZ ..........scccceee A TetomnT | MELONS BO ences vin. Nt ke een cate seen aa, Pusisacactnsnsnsn ttre 10.00 LM340K-5.0 .... Regulator, volt, T0-3.......... 
HD43160AH .........sccseee LCD CONTROT W/CHARACTER GEN...... 00 IS te 10.00 LM34015 .... Regulator, 5 Volt, 10-220..... 
HD44100H LCD DRIVER 40 CHANNEL OUTPUT...... OG EPS TRON cece 3.50 LM346 ........ ICD oe 
HI-0201-5 | ae eS oe IS retire 90 | LETSGAH ..n.sccscccesessenee OP-AMP WIDEBAND JPET... s.sssccsccccsesstsnnsssenson 25.00 LM348N Quad Hi-Goin Op-AMmp .......sscccccsssesssseee 
HI-8010J-60 IG Surtnco, Mount Eis, Ae assnsosmensecsbers 00) | LFISOBGA we OP-AMP WIDEBAND JFET ..........sssssssssssssssssesesesee 10.00 LM350K Regulator +1.2-32v 3amps T0-3............. 
HI1-1818A at Se ae Sec eh siaaaaidsastany io TIF aT yf) Ne eae eee OP-AMP SINGLE UNIT JFET 10-5 ..........sssscsssssessseee 9.00 LM358 ....... OP-AMP DUAL UNIT oon... seeseesecssnnseesees 
HI1-1828A-5 Cee. a2 1h eect asmiaes PALS OO Hee ERI QGH aes acces SAMPLE & HOLD OKT. os sssnath secs ciseowsnossnecerseoroene 4.00 TEA Eco IC, DIP 
SPU OS: Sree) Gta anor fea soy scare erreneen RON USAIN esttccrne Se 05 LM379S IC Mounted On Heatsink ... 
Hives. 500. | CEPSSSAN..................... OP-AMP DUAL 35] WIDEBAND 35 LM380N Audio Amplifier 


-222- | i 
HYT~5043-8 on. ccesesssses ANALOG SWITCH ......ssscesssssossessnsrsatenesee ot I Beets S| peoeieueeee seen ae OP-AMP DUAL 351 WIDEBAND .........ssesssssssnsssnonee 35 LM386N-| 


HII-5047A ....... eee See RATE oP sssesenisecavens vw 6, pins apahapsokses OP-AMP WIDEBAND JFET 10-99 .......ssssssssssssssenee 60 LM3900N QUAD OP-AMP, DIP 

HIT-5049 ......... a A Ne Sh a0, Sercwseshssesosssssssec OP-AMP WIDEBAND JFET DIP ...........ssscssssssssssssee 1.00 LM3915N i DIP 

HI1-509A-2 -ACHNL 1500 OHM......... sald earnest tantric SAMPLE AND HOLD CKT ..........ssccsesesssssessssssssssssee 2.00 JRE E peer omannel | Gee ceree ane 

TE BOSE OO iia | GN) SO aS ree eer I ec ceearcecetttceaegitvenctceescceecuneherparrarsices 1.40 LM555H/BB3C ......ssseee TW 10-99 

HI4-5051-8 SURFACE MOUNT screen Ot AMA ¢ IE eee sereccccasstsenseecercsecrsasorearatentete 1.50 Epp) Sober nencree TIMER-ALSO OASSSRCRVS5SNDIP.... 
HL02672.......... gE bs Gick ia on caw one omens nts 00 | LHOQO2CH on... sesesessss CURRENT AMPLIFIER 1OOMA TO-5 ......sessssnssnsssee 22.00 IMSOSHi VCO PHASE COMPENSATOR 10-5....... 


PU A Dieser cecseaarncs PUAN PACK Scecccctsccesototncssesergettovcsnnnsonronesiodesacoose WOU abl AEH OUS 2G i csetcsccecenccensers [CRRA Fee caerttasnsectte Siccalsssesccisee eco 29.00 LM709H/8838 ........... IC, 10-99 

HL121310........ FUND PUUDIPRIOZODCO (2 Hosts ccenqoetantascsnaoesooet HOMO en i RTO GA Ga eens erty PAS POLLO WER csataostanncocassutfeoccecohuesrnmnuonscortscote 35.00 LM711MJ/883 .........000 IG DIR Aten 

LA) oy VALE SS pea a 1H /._ SSaE EE aes ed! PY |; Wap en (Ge RS OF 7 see 4 ear 35.00 LM741CH OPAMP. 510-99 Ce eee es anssesssnsnieceocesvssrvecrts 2.00 
HLT4298 .....sssesessneesee FLAT PACK In Holder ....... POCA Ue T PV Vices Goer SE VH VC arch eee Oy reeeienens ees 22.00 LM741(N 

HL14646 ..... as RAL PAI cass tarccasscck sc etenconsnnrneensmscasencresses SPO 1 INL ORLA cc raterasncntoneene ashe cg oat <scspcoeeosttasseacskenaerapriossnsoreeaeie 5.00 LM78LO5AZ 

HL32138 ..... pe AG RI DIE cccccteccsausteercclcivecienr RO oI ODAR s cesascsuscsssssted BLAU: PACINY coepactiecsstesencsccovaraesczsenesernerarsebuosornt 22.00 EMR SS i scccctearennce 

BIE 2 ceecinssonccxcssoon PLAT PACK: Seconds ts Mesescenaccsceseceosovettecteio 10.00 LHTB62A ....sssscessssssssen Ln eRe tina nie Wh ERI 2 ea eae OL 2.00 LN82(55A-2 


142 ~~ Surplus Sales ~ Info/Tech./Intnt:. bsobeadecsTae. ORDE 
IC’s > LS7100 thru MHE2812DF > 


A eeeeeenneneeeceeeenenens: teeta neeeeeenen: 


seeeeaeaeaeereeeeneeeeceeaesusseasessneneces: 


 . oo | MM 

aise: MC14049UBAL IC. MC2113F 
N28787/68 ......... 65. MCI4049UBCL ....... eT ET aT WON scssccseste 
N28787/71 ............ 00] CTAOSO a IC : MC30574AL . 


AAbseeenenaeerensasauearstsentereesexennetsavsepeenansusennsnanseseenes 


tev ee bed eneneneneereesesenenesesensnesespecerseesteneassneee 


seevietad VOICE ENCODER/DECODER... 
CROWBAR SENSOR‘INCL SPEX&‘ 


MC14070BCP.... a 
MC14071B(BS....... So 
MCI4072BAL.. DUAL 4 INPUTOR GME. 
MC14075BAL 

MC14075BCP.... 


+e A reaneeenrerees: 


Ws -sisce SURF MOUNT PROM:2048x8 45NSF ....... wove 8.60 MCT 408P8 ........aesssseeee 
MB7142E-W ........ PROM: 40968 G5NSF ........cscccsssecccroseseeennssesees 6.50 MC14093B(P 


MB7144E-W ........ = iS O19258 CONSE co cccoceeerecseenee 6.00 MC14099B(P...... 
MB81256-15...... Se 3.00 M(1413D ..... 
MB8128-15...... . 30.00 M(1413P ..... 

MB8416-20 ..... F LONS CMSB cccasnssscsssoomaeoeres 7.00 MCV41 6 cece. 


MB8416-25-W f eo wwe 7,00 MC14160BCP 

MBB464A-1OW eee IG DIP esssscseesesesecssnestene ee 15.00 MC14175BCP 

MB88303 ........ se Wace rato ee hens eee 45.00 ce ee 
M851 oo CAD, DP ee 20.00 M1444 

PAC TON Pe sescscxssccseces, QUAD, 2-INPUTINOR ORANG .,.0h decom 25 MC14504B(P 

MCION02P 4. IC ee ee 50 MCAS OF... ssceancseou Omer 


MC10104L...... Z ee a) MACEASVABAL cee Mr TI 
MCI0104N ..... oe 45 MCT45151PD conn PLL PARALLED DIVIDER ........ 
MIME 35 MC145156 ooccsnnssnae PHASE LOCKER LOOP SYN 
CTO OSs nascac tA DP AE A SO von 2.00 WOU ST — csiienises ae ee 00 
MCIOLO6P ..... BCVASISIEZ:... nc, Meee ee : 
MC1O108F...... . AEST 0 
MIE 1 5 is ee — 
MCIOII5P ..... | wie. 5 FIX REG POS 5V1.5AMP10-220 oo ceareuean 200 
MCIO116P ..... We 50 MCL 451 BBAL enn DUAL BCD UP COUNTER cc escneersnneere, 60 MC7812CT...... caw FIX REG POS 12V 1.SAMP 10-220 ono 00 
MC10124P .... . MCTAST9B aoc JCP ES cia a MCTBISCT cere FX REG POS 151 1 SAMP 0-220 ne a) 
MC1O125BEB ...... _.. (€ 38510-06302BEB 16 Pin DIP................. 15.00 CTAB TIDAL stucinncocs We tscecatecioias aaa ee MCTB2ACT nsenesnee FIX REG POS 24V 1.SAMP 10-220... 
MC10125P ......... a DS HCTAS2800R asensass'N caceecncaseen ceed . MC79O5CTssssnsnee FIX REG NEG 5V 1.5AMP 102220 occcccrsnncnn 70 
MCIOI3IL...... wo DUAL D MASTER SLAVE E/F ...csttsnsnsnnsnsennen 1.25 MC1453) ....... oe . MOP9OBCT sence 
MCLOT3TLD sno. DUAL D MASTER SLAVE F/F occ 1.50 MC14532B(P oe ee MCB3IIP...... 
MCIOI3IN...... vow DUAL D MASTER SLAVE F/F ocsssseneeerenn 1.30 MC14536AL..... ot We 28.00 MCB316F.... 

z vow 1.50 MC14538 IC MCB6OIF.... 


seseosssocosoeeeee JRIPLE DIFE LINE ROVR Rehnaa s octccceuma te 1.00 MC14557BAL = A MCM1455 201 ......ssssssee 
MCTOHS50P oa QUAD MECL-TTL SINGLE SUPPLY ......... wae 8,00 MC14557B(P ice 3 MCM4116BP20..... vo 16K RAM-REMOVED FROM SOCKETS «cnc AS 
MCT 201 UL... asesosssesee Mea enacraeaceace = 6.50 MV4560 on ssssesene : MCM68708C.... wee [C Gold, EPROM CERAMIC DIP .......sssesaceeneeesne 18.00 
MCT 201 4P/L ....essessensen PLL CONTROLLER 3c cscccntecericecs soos 300 MC14569BCP wisn G Gold, EPROM CERAMIC DIP....... 


wt 2 IC.8-PIN, DIP CSAS ORE 8 ecctcviiok eee 3.00 MAC) 457 2UBCP.ccsissescs te WOR. 2c pit eee eee tacstasais wsve AC, CERAMIC DIP. .cssscgecnnssottoasseneceepacueeensteamee 3.00 
i | ee eee es I sai a eniccnpenccatslt a Rstaeeot 25.00 EPEC eeernen Ceiba ae os es wn 1024 x 4 STATIC RAM, DIP. ss sccccnsesssssccsonsmsscceeone 5.00 
iG ALE | eres Renee nee mene 100 PACT AST 5 Ch i cncasccccncil ate ee OR Nasa MICROPROCESSOR 8031 .a.cnsnsnenenrne 12.00 
MGSO Sc PLL CRYSTAL OSC 2-20MH ......sesonscosee vw 4,50 ACV ASBAB OP nO ccecce essen Se er es = 
WACT306F cece Soe Emotes Ney Ants ieee www 2.00 MC14585B(P...... nits (C cncerinisentiancnimnaniinnomuanemessane OO 1 WOOLISAR 
MOIS50P oe VIDEO RF & IF AMP, DIP os sessseecesee sis 0 MCV458P 1 csssssseess OP-AMP DUAL 741... : 
MCT 400 1BAL..............00 QUAD 2-INPUT NOR GATE ..........sscscsssscccccccssseseee 35 MC146805€2P.... Ic. setae tnecetedann ee ceectamn ip ecatteteericteeps sss 10.00 = |) MDP1645-S60 oo IC cseesssceeeeeessee 
MC14001 BCP... esses QUAD 2-INPUT NOR GATE .........scscssssscccccssnsssseeee 30 MACT468] OP. sssosssseers. 1 Ocsancoceras Sone eee IO 1) MEZB08 nc..cscessctssocasessetosl Coeete 
ies ates ioke QUAD 2-INPUT NOR GATE .... = ‘ MC1488LDS......... deste . seth smseses saat 
MC1488N LINE DRVR RS232 CCITT V.24........ : 
MC1489L....... QUAD LINE RECEIVER, DIP....... aoa 00 
MC1489N QUAD LINE RECEIVER... .esessssseesssesernsscceresacesves 5 


MC1536G................... GENERAL PURPOSE OP-AMP 10-99... 11.00 


www. sipes WE n e-mail: grinnell@surplussales.com Fax: 402-346-2939 143 
°K HKB22MT-02 thru SE529F 


sees nenneneeenen: 


aveatenenctcnesesseceecseseeeessscsccnessecccsccscessecesenseesnseeneeces LeU = | POLE T sicesesrnscsneeccscnensrene EL covesceenrarssesseanenannnsneenaneasassecuavesnassannasnan 
aeencesenseseecescessecceccccescecessenescesceceanenee BeOS = = | FAULT ULY sicsscscsereeceeserenene VIG FHIIG PEUUT MITA RUIN veeee 


Prrerrrretrtrrttitt ee he ALM 


5.00 | PALTOLB-20 ....ssessssennne 16-IN 8- UT AND/OR/INVERT ..... 
ke artes my PALTOLBA ....scsssseeresseee 1O-IN 8-OUT AND/OR/INVERT ..... 
fie 4.00 PALT6LEBNC ......secceeee 16-IN 8-OUT AND/OR/INVERT ..... 
wvvere 3.00 PALTOLBDON ..essseeeone 16-IN 8-OUT AND/OR/INVERT 

PALT6R4-20 ...soscsesneene 16-IN 4-OUT AND/OR........ 
PALTOR4-35P esssssee 16-N 4-OUT AND/OR ... 
PALTOR4A-MI ....assssssseee T6-IN 4-OUT AND/OR ....essernvese 
PALT6R6-20 ...sssesssecsse DIP/DMB 16-IN 6-OUT AND/OR ...... 
PALT6R6-30 .....ssseosseee SURF MNT 16-IN 6-OUT AND/OR ..... 
PALTOR6-40D ...encoseses DIP/DM 16-IN 6-OUT AND/OR ...... 
PALTGROAMI .cescsccscree LOIN 6-OUT AND/OR ....csocsntene 


PALTORBB2CN .........esane Eg ence sees eRe Sees 

PALZOLBA2NU ......ssooso0ee 20-IN 8-OUT AND/OR/INVERT ..... 

: PALZOLBBCNS .......sss.seee 20-IN 8-OUT AND/OR/INVERT .... 

w-- 20.00 PALZORSTOCN .....esesssseee 20-IN 8-OUT REG AND/OR/XOR . 
: 22-IN 10-OUT REG AND/OR........ 


- IC i ce 
PRI CTOR4-40 meee: IC PALCLORA-MOLMB rcs cccccectttectteceecseescscee 290 | S002 ee ass sc cssscsssepeanes GBL FLAT PACK 
M0C8030 .... aI : PALC] 6R6-20 IC PALCT6R6-20MB .. rns ot Se FEAT PACK Tie 5.00 
M0G63413A-02 .............. IF AMPPLESSEY,>60DB 455-10.7 ..... : PALCT6R8-30 o.....scsscee Ce 5.00 S3BFCOO2PGO sss... 1S ee cea 18.00 
BAP OU icc : PALCTORBA ......-.scsccscccees SURF MNT 16-IN B-OUT AND/OR .......ssssssscsccsessee 3.00 SAS 20K scenic SURF MOUNT AMI COUNTER DUAL ........ecssssscseee 5.00 
MP7510DIKN [Geeeeees So H PALC22V10-2 ....cssssoseceeee AG PALCOZV10-25 teen ee 4.00 SSLOJL3C :..crcceteats re a RR aT eal ocssasesccey 11.00 
MP7520UD....... D/A CONV. 10 BIT......... F PO 35B3-3 cane, 1C16 Plan DIP Horvts cnt. 225 sect aec se 30.00 SBP SOW isso sees 8 Flat Pack Signetics Op AMP ..........-sessce . 25.00 
ME] SGU aes .. D/A CONV. 10 BIT.... .. 5.00 PEAS25 ccccrse ces COLLINS MICROCIRCUIT .......ssscccsssscccseccessssnceeee 75.00 S828 | Wircnas sd cee cel PLAT PACK Gee ee Re 6.00 
MP7S33UD ...essessossossosons D/A CONV. 10 BIT : ve B5Q960T-1 hile ..asesossccccsnseccsnsssseees svsee 3.00 SO784G PAK 8.00 
MPTS74IN ccesessessesesnsoees A/D CONV BINARY OUT } . 5.00 SOFIE 2 oc ccctessscsoceseec COR ne 4.00 
MPD 10264 oe.esssecseee OHA PAK 10.00 25.00 SBAPAW ook HALPACK 6.00 
MPD 17066 ...........sscseeee NOSPLAT PACK cent Prete ae ene 10.00 12.00 SATSODB serene | yee oP De Be ad pda le .. 3.00 
MPD20727A) ........sscssee IC, Tl 16 Pin DIP 25.00 SAIG/ 20ers eee . Raytheon, Gold........ 11.00 
MPD21860J 0.0... IC, Tl 14 Pin DIP... SAROAAN (223s [GRIND ge Res SI NE sisssnsssssstssteoes 1.00 
MPD?22856 .... cess SG Gai Conversion Module ......... 425.00 


MPQ7222 ss .. QUAD BIPOLAR TRANSISTOR PLAST ...... SOO Flat Pack, Motorola P48J2B70A ........ssssssssssssssssse 8.00 
MPQ6O0T nn sescesceececees QUAD TRAN PR 2N2222 & 2N2907 ...... SCUORFH uc: Flat Pack, Motorola 007-7799 ..... .... 10.00 
MPS230178 .......ccseeesooee IC IC . 77 (1 Ea it, SR cS SR 6.00 
MPSTAQT ere ioe IC ge Pt IC EPROM, DIP .........sssssesccosene A SCI 240R ecco | egies cm ee Denia eterna 6.00 
MR8751H-8/B .....sssssss0s PIR LaO eer ene OP-AMP QUAD 741, DIP. ............sssssccccossscsscccossesses 1.00 SCL Z ST AL ecco cncrets TTL COUNTER CONTROLLER, DIP ............e.-sseccsssecone 2.50 
MT4264-12 ooorecsecssssseeeee 64K DRAM : PM7524-EQ ....csesceovesesons D/A CONV SBM ee cae 9.00 SC12650GH2A............... ERE y BOSE EE hg en ct soeriemnnser en 2.60 
MT4 264-25 ooaacesssscocscsee 64K DRAM ........ : PM7S33FQ ..cscssscccccsescese D/ACONV OB encoun 7.00 SOFAS oe cs RES Se RON en ene 6.00 
MATTLDL-75 ooececsecsssssones Micro Circuit : PROMI-1024 ones i - #1) | eos epeucennn ls 12.00 SG131 O8LH cc Me ee cones 1.50 
MUX-24AQ oc eeccsseessene ANALOG BIP JFET MULTPXR DUT4: ............sssseeecooee 5.00 PS 29S ieee ass scccsscome NST: Arayee 2 pe 45.00 §C13168LH12 ...:.......2.. SCOR Pt SE oe a oe crisstuenuaaee 5.00 
BAVA Recescresreccscctcntes Datel Multiplying D/A Convir ........sssscsssceesesssee 400.00 OBH IOS. nate Bets RAE Ot AEE 1 Se 35.00 $€16234GH1 ...........02... LUD ee ae See Ry, Seay ences 5.00 
'\' iL eee DIP Semiconductor .......s..sscssssssesssssesevesssenseesseseee 5.00 ROO BS AIIM esctece ccs ences 2 RX. PRIM ccosuscdeccccost cise acinbescrsciveserervasscoessossnis 9.00 SCT DAG eae eee PUL PACK MORSE OG <coctec. ei ccyceeccocsseocncerstee 15.00 
NSQ7SN os cic, 10-BIT S-IN P-OUT REGULATOR os .sscsecssssneesease 3.00 R068 PROM rc cn 8.00 SAII0E BO SE ANOS Ee paper ama een 11.00 
N8281W/883C............... te LO Cie at ee SON ees nme let 12.00 RO5052 oo. ccsececssvsecssseeeeee DUAL ASYNC COMM INTFC ADAPTER 0... ..eesssee 35.00 SC7507 46H Motorola Mil-Spec, 10-99 ...........sss:ccsssssssesreecees 15.00 
MR oor pcocssseaecaceicacehussccaezconsnssbevscrossbowes 15.00 REISS INTEL CONTROLLER cS 25.00 S612 FAT PAU ee 25.00 
N8T28 ......... i, i TRNSCVR 3 STATE NON-INV ..........sscscsssseccssnee 3.00 RAZ280 pre tets ee OSes ccteoeets ‘ SC321 SP Seek PLAT: PACKS nee os. edhe of on oo steed 22.00 


N8T32E ....... ... 8-BIT BI-DIRECT 1/0 LTH ADDSB .............. .. 3.00 RAS) 35 v ceectesecctetectoocs om SC32206LA02 ......assssose 
ON ERIN) lieseieeniage eee! (WE) [Ae URS oe ree .. 3.00 LOD Ey] Noaeereercierreernal Gta SC3566LH ......... 
NBT9ON ......sesssssseceeceseuee INVERTER HEX 3 STATE TTL ......cssccsesssssseccenersnsnsne 1.50 RGN $(37216 ...... 


NST9BN....... a a ee RD552-941T ............. CONVERTER Natel E1g. .ccccssnsoecnnneeons 175.00 $(5047-1 .... 


NC22601MB ..... .» PSAT Programmable Serial Ximt .........sssssessnsseees 19.00 REFOST/BB3B .......eoooeeee CAT Yes p Pek 3 emt are < tie 11.00 SC5048F-2 ... 

INCOUDY cto ver Flat Pack 0 Volt & Crossing ......-ssssssssessnsssseesssse 15.00 RE 20K Trecccroanrtcateoe FLAT PACK .... SSSR re ertcscectocsscertee 

NC7040........ wad Opera emoceseieia ce hoary pee Re cermeemabe 15.00 RFSUDGS saasteoeontrce NO ASN vatcscsscsscocttientattpoetertsteetrertenate 22.00 $(62646LH .. ; TA ie pan * ek Be eee rete 

ND906 ......... = sie 900 RES200D occas IC ALL METAL, DIP... 4 $(6674GH........ sate 1G Ft [US a ieee iest eet Be 
NE527N ....... BON DUR Sect scestcccceesrcrteovceceovenneconeee 60 RES202C os FLAT PACK ....-s.s.0 ! SCLAO0 TBC nn... ecseceeees QUAD 2-INPUT NOR GATE .....ssssssssssoee veonee 2.00 
NE5539N .... wee OP-AMP WIDEBAND TOOMHZ ...scsssssooscereeesesnse 2.00 RESIS onan FLAT PACK .... SCL4001 BE... .sessceeeeers QUAD 2-INPUT NOR GATE ......sssssosossssseseececeesesessses 25 
NE5560N we POWER SUPPLY CONTROLLER ..... .. 1.00 FLAT PACK .... SCL401 TUBE... ssseceeee CRI RF cfs nteceartcesene 30 
NE556N ...... pl Cas cccctntocteceqosetezeetcseesitpoon 4.00 ww FLAT PACK .... SCMSTOTE-T ......sssssceeee [Od E a SES Oe, ee eee ee 5.00 
NESGON ...... oe te ee ee es 1.00 $D11209S Photo Detector, Gold T099 Pkg........-ssssssesscseesens 5.00 
_USTAL Pecccokrori co 18 0 111] Fake om ars oR amare ees Sis Gee en 2.00 $D12372 PURE ONC i pee enn es 11.00 
NESO2N .......... i eR Grote OARS Ar tetas ea ryan ORR 65 ie . ‘ $D19056 FLAT PACK, NATIONAL ....... ww 15.00 
NHOQO7H/8B3 o.........esc ICTO-5 431-043-9301 nnn. secssssecssnsnnecessaseeees 45.00 tC DR F SO2GIKR cose ERLE fe Seasick) Rin wen prorat cn 4.00 
NMB0C98N ........... Ses INVERTER: HEX -o, STAM Esctaseacsesestcbcassnssevetocces covers 3.50 his SD70423-A ........sssseeseeee HI-REL 54193 UP/DN BINARYCTR ........ssscesessssss 2.00 
NMC2114AN4L ..... ep 24 KS OPANIC RAM Leer Bercsaabsrcestzcceeentconesoeeceeeet 4.00 SD BOS oi ccses-deasteeen 7 (8 eee a2. 32 Se SRR ene 1.80 
NMC27(32BQ2 ..... press CMOS ENCODE seece ent tgsc state cctceqacestesceostseotos 10.00 SDG 1900) co. eccsesecx Siliconix, Bell #7117920-1 .......ssssosssssecessnssssee 350.00 
NMC6514J-2 ........ cue RAM: STATIC TKx4 CMOS 300NSF o........ssccsssseersee 2.00 $DG508270 ..........ecesesee Fe SHOR te eee ack ssrtnoncnicios 9.75 
NSCBOOD/883 ...... sae B-BIT MICROPRO MIL-SPEC ..........scccssssssssceeeesnsee 10.00 SDIGNISIS oc. (Re oad ar ae a RID pees ee 10.00 
NSC IOD csssscscciencneis 2 Ty (1) | BRARRESRCBONS Uieienneeee erence rcrenersrterserst 10.00 EE LOW: cescusscsencsiesercae BUG ROK erect tiriciedomben bansteencbsac tints .. 50.00 
NSCS LT core stpsccoqtacecss MICRO PRO, INTELLIGENT 1/0 ......soosccsseensseen 30.00 A BY) | yarravontna ma SL) Dae. 5 IIR do ip hee te 5.00 
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PULSE WIDTH MODULATOR, DIP... 4.00 
REG PULSE WIDTH MODULATOR DIP ... 
IC $61526) / 8838, DIP... 


REG.FIXED NEG $6220K15/8838 ............ 
VOLTAGE REG.FIXED, -5v TO-5 oo sssescscse 


$6320P15 
$63201-12 


$63503V ........... 

SUIS 2a Eiciresanteeosccsiscx 

$6723)/BB3B ..eecscseee ADJ 2-37V REG 150MA, DIP 

SG7AISG oc OP-AMP 10-99 escesccseosescere 

SOS FLALPACK MGTOL Coe 8.00 
= SY (oy Jeena FLAT, PACK jtis-csoctectrece Sscccanpessspesttsnestencte-r cau 7.50 


14 Pin DIP Mono. Multi. Vib. .....cccssscsccsnsseccsenee 15.00 
v~. PLAT PACK 5962-01-005-9335 
FLAT PACK 5962-110-6425 0.0... 
Fairchild Op-Amp, 4 In RA1784 
PLESSEY, >75GHz 


AIM 8.00 
TO-5 Micro. Circ rsssscsccc Rd css tlic 4.25 
FLAT PACK 


FLAT PACK 


AMPLIFIER 
Module D(8526 Mfr 19605 
Single Chip Ethernet Controlr 
14:Pin DIP Ess cssaier sa os os, 


FLAT PACK 10 fit E/F o.ssessssccssoee 
FLAT PACK TI 


5N5483 . FLAT PACK 


- ” to 
ed ‘ 


Info/Tech./Intnl: 4023464750, A ORDERS. 800-244 A567 
IC’s - SF103 thru ZLD741 


’ UATI1DMOB ... 
sl , 250mbz, 65ma Pl | UAT TTHM nsnsnane 
| oP. 


UATSSBHM nnn 


SP871 6BB . 
SPB804AL .. 


$07805K ... 

Auclio SOwatt Amplifier Mode ..sson sane 9.00 
Special Micro Circuit ......sscssscesscsesssseessseseneeee 425.00 
wae. HC Sarfoce Mount evens 10,00 


UA741HMOB ... 
UA7A70N .. 


IC Gold MMulti-Vib. 14p DIP os assssscesesneestene 50,00 

COLLINS SPECIAL SURFACE MNT ....sscnccctsnseeeue 99:00 aoe 

MICROPROCESSOR reese sccecntcttole te mere 2.00 UA7815KC 

IC, 40 Pin, DIP ..» 50.00 UA7818 wwe FIX REG POS 18V 1.SAMP To- 200. ? 


[GDI otras tees tte tet coarse cars asees RENES 5.00 UA7824 
30 Lead Flat Pack, GDE System ..-rcccsesneseee 300.00 
RGM 50 UAI615DC ... 

MD S UA9637AUG .. 


FIX REG POS 24V 1.5AMP 10-3 .. 
VAIO TADC nn. ceseseee - DIFFERENTIAL te ie 


v5.00 | UCIBASL/BB3 SUR MNT LINEAR REG HEEFE nnn 
ee so | a 
8 10.00 | NON 


taveseare 


DIODE ARRAY oo ccsccinccasceretcebsace 
QUAD COMPARATOR, DIP.............. 
Display Digit, Driver ............. 


THEATS........ .... Same As 4N32, 6 Pin DIP... 

TOOT SMD Ck SIN 

THOOD cc ccccccsece SURFACE MOUNT cc np Ct venaeeG. Mignon eer 8.00 
TIT9O9EN ......... ecietort cash anaes 12.00 

TLOGABCN .......sccccsssseee OP AMP QUAD UNIT,LOW PWR JPET ....scscssscccsseeeee 4.00 | V12266 cceccssssscccssrseessnee Module MOD500-Z RAION8 .................. 400.00 

TLOZ 2CP ...cessseeesreecese OP-AMP LO NOISE J-FED .cssccssssccnsescnsecscnsereesereeee BZ | VDSAOTSMSPT ...scscccsaneee Vermitech Power POCK 2 ceccocceccocceccocecceecesscee 625.00 

TLO72MJG883 ..... esses 20.00 
TLO72MIGB .... .. 65.00 
TLO74M oe. - .. 2.00 

TLOZSMFK Sees SURFACE MOUNT 222: Bae cones & 3, 00" f- VQIOOTS .cacccc IC oe ee 1.00 

TOR Ch eee ICD Rear: var eee eee gene ae 1.00). f YQ5SO00TA5014 <n. IC ae eect cee 5.00 

TLOS ZU eee cocoa OP AMP SURFACE MOUNT sscssesoorsssccsscessocssccesoecears S00) | X22 TODMB sscccceccocqsccesece (Cezcscee-ct cuss ssc eee 5.00 

THOS2M . Bd Gee ae oe NON VOLATICE RAM REMOVED DIP .. sanesonsse 2 OO 

TLOB4BON oan... cceseccsssuee OP-AMP QUAD UNIT J-FET DEP oo. ccccsscccssssscccscsssons q 50 EPROM: 2048x8 CMOS 350NSF....... a On 

TLOB4CN ......... ws OP-AMP QUAD UNIT J-FET DIP OES OE 65 X2B 1 OBEM o.nncsssssssconene SURFACE MOUNT oo... scssssceeeccsee peers 8 fs. 

TLOS4I ocean OP-AMP QUAD UNIT J-FET DIP Linear Sample And Hold 10-5 ........ssscsssssssssseeeens 22.45 

TL494M) oe .... 7-40V SWITCH REGULATOR ...... : T4pin DIP Silver Pins .........sssssssscscssssssssssssssneeseees 8.00 

TL514M/BCAJ........ me (G14 Pin: DIP 2 eer eee eres es 3.50 OP-AMP BI-POLAR J-FET .........nvcz--cccsocssecsesrrevsssseoce 1.50 

TLTAZACE SRO 4.00 sce OO 

TLOQ7L7NUGB ....... vos DUAL OP-AMP CMOS ...cesessscsccccsssnsecceseresnenseseeereeee 100 | XROB4M cuccesssscscscccsessase QUAD OP-AMP 3MHZ: 13V/US..............2.---.-.....- 65 


ieee Me ee 
oe Micro Surface Mint Signetics .....eccocesnscseeereeneeee 1.00 
CPU NMOS 28500 6MHZ ae 
RAIN | Ce RUM OREL I 3A de a6 (PU Zilog 40 Pin.............. 
MICROPROCESSOR cop eo So sesr toons essa ER 7.00 
WC cscassstecchl decent cca pe Ase raha a 8.00 
IC Zilog, Square Socket ...secssoo 
COUNTER TIMER PARALLEL 1/0 .... 
FLAT PACKGOLD ico ee 
IC, Gold Flat Pak, 36 Leads OP-AMP)10-99 S50. toeemee eee 45 


Amplifier, Direct Current ......scsscsosssssssseeenseee 


R 
tacit te 504, 573, 5V4,5Z4 Replacement ..........c.s....0e 
ae f 5R4, 5u4 Replacement 


. Diode, 500y, ae ; 
i. Rectifier, 5a, 50v, Stud ..........sscccsccsssssseeseeseeeee 2.50 
alls aie Rectifier, 5a, 1OOv, Stud .........sscscsessssssssssssseeess 1.90 
ue Rectifier, 54, 200v, Cndee fee F00 
tog 15a, 480, Stud .. 


were 
Prrerrrrrreriiegs 
Senebeeseeeneseneseneee 

ssntneneveresesesnsnens 

wencececssensees WHAGE UDIVUG ..cecccncerecerenenenenenensnsverees 

Hat araeerereenenenenen 


SAPP ROR R EPS Reeeeerne® 


nenenenenenereceraeeres. 


oe tl Top EO ea]. 


Ss ES 
a Rectifier, 106y (50me co AO 

K “id Dida eet 50.00 

Germanium Diodes, Matched Prs .......sssvssssessss-. 85 

oe Radia eh 0 
1N2814BJANT ........... Zener 16v 50w 5% TO-3 JANTX .....cscccsssseeconee 9.00 


1N2814RBJAN 12.00 
N20 2A Seen ccsscccorsiesey omer 27-V,0 50Ws VOM isk... cocssseccaurssnsesenes 9.95 
1N2824BJAN ...........-. Zener 33v SOw 5% TO-3 JANTX ......ssesecesccsesesss 9.00 


Lemver 155) Owes 5S asstasiees.sccsisssnvesseserretoors 6.00 
Zener 22v, 1Ow, 5% Stud ........ccscccsssssssssssssseese 6.00 
Zener 33y, }Ow, 556 Stud .......cssscsssssessseseseresen 5.00 
Zener 33v, 10W, 5% Stud .....cscssscsscccecscecssesseee 7.95 
Zener 35v, LOW, 59% Stud cesssssoscessscseseceesesensee 5.50 
TN 299 SB occccccccccccses Zener 47v, 10, 55% Stud .cesssessscseccsscssseesssssen 4.95 
Zener 56v, 1Ow, 59 Stud ...c..s.sscccccccccsssssssssses 6.95 
Zener 75v, 1Ow, 10% Stud .......:..-sccccssesssssesssee 5.50 
Zener v, TOW, 5% Stud .aossssscssccccscosecssssssssess 8.00 


aww surplussales.com_ 


"Zener 200V, 10W, 5% StU ececcennn 
Zener 200, 10w, 5% Stud . 
Tener 6.8v, Iw, 5% Axial 


N30] 5B nn 
1301 SRBIAN .. 
N3016 


1N30228 ae 
1N3023BJAN..... 


Sy ig Ty er TT 
~~» Zener 18%, Iw, 5% Axial ae er 3 
: a hy 


1N3034BJTX .... UPS AT, 


TH304TBUAN nnn eh Wee oer ate 


ao TN3O44BIAiN Zener 100, 
00 | 1N30508ITX cna Zonet 180, Ww 5% biel 


~. Switching Diode, Trr=4ns JAN 
Switching Diode, Les Slee ea 20 


Switching inde eid aS 14 
wide Dinter sc cecstais 20 

imp Stud Diode .......sssssscccessssesessees 14.00 
‘Oy is Sud Dice 32.00 
ee 23.00 
Rectifier, 7 2OOv, 300 SUEGE .....ssscssscssecenseseee 175 
Rectifier 50 400y, BOMSUTOG Scanceseocte aces 1.00 


ignal Diode, 250mw..... 

Tener 9.1y 50, 5% Stud .. 
Zener 9.1v 50, 5% Stud 
Zener 9.1v 50w, 5% Stud 


TNS 32D ioe ccsscseneeser= Zener 27v 50w, 5% Stud PIN .....esscscc.sssssc000 29.00 
UO KEVEL IN es TOILE DEV SSOW 056) MUG 80 ss ecsecesesnsossoteee 16.00 
TNSSSBB cece. Tener av, 50w, AAS Ee 14.00 
iW Zener 160y, 50, 55 Sil... 12.00 
WSS os Diodes In Matched POS .....rnsonennseennsee 6.75 
NS490 82. Sie cienec Diode wet eerret cars at, 11.00 
HN SAO ES me, ccecexcnes 25 Amp 5Oprv Pressfit Moto. .............ccsssssseeeee 1.50 
ELS) eee PresstitiMOLOKOld creed eet cesscsestacersen ster 20.00 
IN34AS....... Signal Diode, 75v, 510 ......sscsssscsesesssoseseeernsen 52 
1N358M-4 . Mixer Diode, Matted Set OF 4. . 125.00 
1N3595JAN Diode, 150y, 20 Poke 45 
TINS600 i isssssstessceereeee~ Switching Diode, iths SQV eee ae 15 
INS604R.. hoc Switching Diodakagee stot Pye 5 
1N3671JANT ........... Diodes JANIXV 5s tet esssencesce tee 50.00 
103768 ccc. Rect. 35a, 1000v, 5000 Sq .....sesssssssceceseseesneees 6.00 
IN3B258 pene 47y- 5% | Wall co 7.00 
TN3826A .....ecccesseeee Loner 5.49, 596. 4 WORE ccccccss cscssoseceascosctsasasonss 7.00 
IN3826AJANX........... Torvete del V1 9; La WOH Soest eesscrscoessoctascsscsnce 8.25 
INSB27Aeren te Zener 5.6V, WW, 5% AXiOl oois..cesscscccccccsssssssssees 6.00 
IN3827AJANV ....soses+s Zener 5.6y, LW, 596 AXiql .......ccssssssssseserersensoes 9.95 
IN3828AJANX........... Zener 6.2v, 1W, 5% Axial ....cscscscscscscessscecseeeeee 8.55 
Waeko Rectifier, 60, 100v,1500 Srg 
TN388OR ......... vu» Rectifier, 60,1 00v, 1500 Srg 
1N3889............ "Rectifier, 20, 50v, 1500 Srg 
UNS BBR Eee -cccn Rectifier 2a, 50v, DOM Steg RR ctspeccsssesseseeesteoso es 3.00 
INSB9QJAN .............. Rectifier, 124, hOQvistudl sats oo. Molar 2.25 
TN39OOR oecccscsseccccees Diode sce 3.95 
IN3910RJANT ........... Rect., 300, 1O0v Fast ROY ...sssesececcsscvssevesesesesees 4.00 
TUSSI Zo ccac Rodi 770 
TN397 QUAN ......sessee Switching Diode, 300, 30amp 
TN3957JAN .....sseese0 Diodenehawe eee 2. Gee os... eres 1.45 
VND 094A ee scssctiee 
IN3995AJAN 
1N3997RA : 
Zener, 5.6V, 5%, 10 Watt .....cscccssessssnescssseesesovess 7.00 
2 Roctines-#] cmp SOVA. A. terteehciscsecscseocdomctecete 06 
Rectifier, Vamp, TOQV .......csssssssssssssssessesseseseeeese 09 
Rectifier, Lamp, 2OQV .....ecccsssssssssssssssssscreneeecene aw 
Rectifier, Lamp, 400V ....ccscsssesessssessssseonsesesesesee 13 
Rectifier, Lomp, BOQV .....ccccscessssssesvsssssssessseeseee 15 
Rectifier, Vamp, 1QQOV ...........sscsssssssssesesesesesees 20 
Rectifier Stack 150v 275a 50.00 
Loner al: 6y 5%) VS Wettiizss,scsacssocoescsenesrseoteee 3.00 
Zener, 6.8v,5%,250mw,Lo Noise .............sseceeesse 1.75 
Zener, 7.5v,5%,250mw,Lo Noise ...........ssvescserneeee J5 
Zener, 8.2v,5%,400mw,Lo Noise ...........cscesvsesseee 60 
Zener, 10v, 5%, 400mw,Lo Noise ...........ssseecceeseees J5 
Zener, 10v, 5%,400mw, Lo Noise .............sseccsseee: 1.25 
Zener, 12v, 5%, 400mw,Lo Noise ............sesseesoneee 1.00 


Zener, 13v,10%,400mw,Lo Noise ... 


IN4107JAN Tener, lv, 10%, 400mw, Lo Noise... 

TN4TO7JANX uu... Zener, 13y, 10%, 400mw, Lo Noise ..........sscesesecenee 1.50 
1N4114-1JAN............ Zener, 20y, 5%, 400mw, Lo NOIS@ cscesscccccdteosecs 1,50 
1N4118-1JAN ............ Zener, 27v, 5% 250mw,Lo NOISO .ccacsseaneeee J 
TN41 20JANX .......022... Zener, 30v, 5%,400mw,Lo Noise ...........sveccceeoseee 1.00 
TN4121MS ........eseeeee Zener, 33v, 5%, 250 mw, Lo Noise ..........--sveeceseeeeee 35 
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we “Tener, 60v, 5%250mvlo Noise... 
i 543% "050mwlo Noise 


nen Swichin Diode, Weatnese sa l 


TN41 53DASX ..........+ Switching Diode, Trr=4ns 
il Rae Switching D SS ae TEL TY 15 
YNA245 oo ecsescesnseeee Rechifier, Lamp, 200V ......cessooessssseesessereernsereee «20 
TN4246JANX ........0..- Rectifier, Tomp, 400v, 250 Seq ..csoscsseccesseeesee 35 
Rectifier, Fomp, 600v,25c Stag ...-escsssssssssonnsceeee 40 
Switching Diodes ees anasto I5 
Switching Diode, Trr=5Sus, TkV ......cccsossseeeccseene 1.00 
Diode, 200v, 10, S0amp Surge 0 
Switching D bode ites 08 
TN4454-1 eeeeeeecceee .. Switching Diode, Tnatis 10 
1N4454-TJAN............ Switching Diode, Wetec 45 
IN44541JANX........... Switching Diode, ATE ANS Ad Grcrerccscscon.qeeee 16 
IN4463JNTXV ........... Zener, 8.6v 5% 1.51740 Watt oe ccnneeene 8.00 
TN4467JANX ..sececesee Tener, Lye 5 ao Walteed ee oe 1,25 
TN44725ANX oe cssooes Tenet, 5, V5 WOR ecco 1.00 
TN4475J3ANTX «0.0.0.0. Lenee ZIV, 5%. 15 Watt ccc ccs 1.50 
TN44B3JANTX ..........- Zener, 56v, 5%, 1.5 Watt cccseccsssssssosssonsssenscees 2.25 
RECTIFIERVASSY <2 eters 1,595.00 
Zener 5.1v SOW, 5% Stud .....csssssssesscccssssssssses 16.45 
Sonal Diode ater wie es 30 
Zener 5.1, 50w, 5% TO-3 .oeesessssssssssosssssseeee 45.00 
Zener 5.1v, 50w, 5% 10-3... vues. 18.00 
Zener 5.6v, 50W, 5% TO-3 ..o.sccsseccsssescssesess 15.00 
Zener 6.2v, 50W, 5% T0-3.....cscssssessessseesssone 12.00 
Zener 6.4v, 400mw, 5% Axial ...........ccssssccccssee 1.25 
Zener 6.4v, 400mw, 5% Axial ......sssssssssseseeeeeees 1.25 
Zener 6.4v, 400mw, 5% Axial ......ssssssssssseceeseee 50 
Zener 6.4v, 400mw, 5% Axial .......ssssssssssseseseee 1.10 
Signal ee 2 
Sional! Diode ite SS seccsearesear tte 12 
Signal Diode;e.t. Mee tere icccccrateotcees 20 
Rectifier, Lamp, 1OOOV ......sssssssssssessssceccceseseseeee 12 
Signal od 2 5 
.. Switching Diode, Trt=61 ........ccsssossseseeesessesneee A5 
Switching Diode, Trr=10NS,80V cence 30 
Signal Diode see eee eS cccasnannse 20 
Zener 2v, 250mw, 5% Axial ......sscscsccscsescececceee 1.25 
Zener 2.2v, 250mw, 5% Axial ......s-ss+-sssssssescecee 50 
TN461 6JANX ............. Zener 2.2v, 250mw, SY AKO 1.50 
IMAG Zener 2.4, 250mw, 5% Axial ......sssssssssssssssesees 50 
TN4617JANX ........... Zener 2.4v, 250mw, 5% Axial ....cssssssssssssssssesee 1.75 
UN46 SE et ec oee. Zener 2.7v, 250mw, 5% AXiql ..........ccssssssseeeecee 35 
1N4618]JANX........... Zener 2.7v, 250mw, 5% AXiql ......sssssceesssccsseceee 69 
IN461 95TXV .......e..0ee Zener 3.0v, 250mw, 5% AXiql ....ssssvvsessssesssssees 1.25 
Le EEO: None: OWGE 50 
INSG20 Zener 3.3v, 400mw, 5% Axial ........sscsscccccccecccee 35 
TN4620JANX ou... Zener 3.3v, 400mw, 5% Axial ......scsssesesecccccceeeee 5 
TNO 21 eee, Zener 3.6v, 250mw, 5% AXigl .........ccssssssessseseee 45 
1N4621-1JX ........0eee-- Zener 3.6v, 400mw, 5% Axial .........ccssssseeseeeeee 99 
COV Ae Zener 3.9v, 400mw, 5% Axial ............cccsssseseeess: AS 
TN4622JANX ........2.... Zener 3.9v, 400mw, 5% Axicl ....sescssccccccccsccceses 65 
1N4623 Zener 4.3v, 400mw, 5% Axial .....sccsssssssssssss0s000 45 
TN4624 ooo ccsccsscscssssees Zener 4.7v, 250mw, 5% Axiql .......ccscssssesessesen 99 
1N46241JANX........... Zener 4.7v, 400mw, 5% Axial .........cssseeccsssseeess 1.35 
IN4625 ....ccoc.ntihe Zener 5.1v, 250mw, 5% Axial .......+scsscsssscssecceee 50 
1N4625-TJX ..cecscceoee Zener 5.1v, 250mw, 5% AXiql ............csssssssesees 65 
IN4625JANV ............ Zener 5.1v, 250mw, 5% Axial ......sssssesscessscecsee 1.75 
N96 26 cicscoscccsscsccssis Zener 5.6v, 250mw, 5% AXxiql ....scsscsssssssssesecceee 50 
1N4626-TIX ..esscesece Zener 5.6v, 250mw, 5% Axidl ......secssesssesvssssss0e 63 
INS b 27ers oe Zener 6.2v, 250mw, 5% Axial ....sssssssscsscssseceseeee 35 
1N4627JAN .............. Zener 6.2v, 250mw, 5% Axial .........s..ccccccsesccceee J5 
N46 aes ee Signal Diode, 230v, 200mMW ..........sssssssesseeeeeeeen 85 
INSGS ct Siset Bind is cece 2 
TNATSOR Zener 4.7¥, Vw, 5% Axil .......ssscscccccsccssonsasases 18 
INGIZIA Loner S:1¥, lw, 5% AXIO Gccccloancneccen 18 
INST BAF cccctessscces Zener 5.6V, 1W, 5% AXigl .....ssssssscccccsssssssesesee 35 
UNA SSA a Zener 6.2V, 1W, 5% AXial ......csssccsssssscccssseseee 18 
kL). Zener 6.8v, 1W, 5% AXidl .......s.ss.cccssssssssesseee 40 
TN473BA oonacseccccsccese Zener 8.2v, Vw, 5% AXiql ..esssesssssssssssosssossnee 2.50 
THATOOA Zener 9.1¥, Vw, 59 AXiCl ...esssssssscsssssescsseccecee 30 
TN4T40A occa: Zener 1Ov, TW, 5% AXiql ...sssssssssscccsssnssesecceee 30 
INAZ4 RG ee Loner Live] W255 AXIOI ce ocesscavvcsvessoosnssencees 18 
Zemer 12v, IW, 55 AXiOl .....sssssscsccccccssssssessee 18 
Zener 13v, JW, 5% Axiql ...sssssssesescsesesceeccescee 50 
Zemer 15v, IW, 5% AXiql ...sssssescccsessssseseseseer 50 


Zener 20v, Iw, 5% Axial 
Zener 27v, Iw, 5% Axial reg 
Zener 30v, IW, 5% AXiql .....ssssssssccscsssssssesseee 95 
Zener OVW, 5% AXIO AM ssecssisassecsonnteneee 30 
Zener 39v, TW, 5% Axial... cc.scssssesscccssseeeen 18 
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1N56176I ... 
ea BJANX... 


Poses oeereres seen ] ‘ tt 200v, ” ed - 4 a 
edbtiin abe itch weet INS634JAITX 
< ag INS637JAJAN ......... Surge Suppressor ........... Ri NIGEB enn 

or gay tt nh 65 INSé364 


sesseceereees DULGU JUMMIGIUE ceccererseceeserstecrssesteseessscersecereseees #hU | FINFZOOD ....cccccccrereseees 


Tenet 27), SW, 5% vocvvvocecccceccce NSOSTAIIX ........ A, IN969BIJAN ... 
Zener 33v, 5w, o% senenrneenen Fl 


1N4982JANTX .... 


TN4988JANTX 1.00 HP Schottky Barrier Diode 5 1N974B JAN 
Rectifier, 1 amp, 00y ee aa 20 - euag Barrier, Matched p 26: IN974BIJAN............. Zener, 36v, 5%, 500mw 
Rectifier, 150mg; 4000 2 eS 29 | INSTT TAN. ccssecee HP Schottky Barrier Diode Fe ied wo Raw ! IN975BIJANX........... Zn ay 5% pees SA = bike 


Tener 184, ow 5%, Axiobas = Sins Oe 3.00 | _1N5712....... sot Barrier Diode 1.2p 


___IN977B- uM 
Zener md = 5% Axial ee : 


Setenscuononsusecenns: AEG: scuonecnesesassses: eneeseseys sees sesteneene: ene 

pee Siting Trr=25ns, iyneteaod 

Varactor, 6. BpF O44 wack ae 3.00 | INSBO7JANTX ....... Switching Diode, 50v BONG cit ae cote 150. fis ee fode tx ed te 
Voractor, 15pt. @ 4k Pearse 4.50 bi] Pea Switching Diode, 150v 20ns, PO aac 11.00 11211 .. Diode ......esesrseee 
Varoctor, Q=250, SOc, 4V ..cscccccssossssccseserennses 3.00 VNSB2) occ Dele. oe 35 181885 . i my 
Voroctor, 33pF @4V cc ccccccccscsscoan 275 INSE73 .. Schottky Barrier Diode, 50 .....ssssossscsnssssessssee 3.00 182472 ...... 

Voroctor, 330F @ 4¥. 3.50 15825 .» Schottky Bar, Diode, 159: AN ne 4.50 182473 .. 

VOR Se ec eseenrr 5.00 [i Seabee ceaail Signal Diode, 25v, oe aa 65 


sreeeecscseeseesee DIUUG oc. cceeeeeee 


Shonen en enenenenen ene 


TNO 26 coicccccsssccccs con Suppressor, 1W, 5c ......sssccccmensesercsesesesnss we 00 

Zener 5.6v, 500mw, 1% ‘10 1N625 occ .. Switching, Tre=1us, 30v,30ma sents 50 

Zener 8. 2y, 500mw, DRE wcusstetieost eee 35 ING 2638ien cece HP Schottky Barrier Di0de .eccennnernonnne 50 

Zener 10v, 500mw, TORR. scccrceecc coe 10 TNG27 Bee, ane Switching, Trr=Tus, 100v,301mG .......sscssssscsseesee 60 P102278-|iercmscct ree 

Zener 22v, SOQmW, 10% ...........sscsssscesseeeceeeseses 30 ING3068 On MN cD A a 2.00 
1N5256B 0... Zener 30v, SOQmW, 10% .acccessssscccecsesesnsesssscee 20 IN6306JANTX ........... ele oc A 
TUS250B Zener 36y, 500mw, 10% IN639TJANTX ........... Schottky Barrier Diode 
TNS288JANX un... Current Limiting Diode, SM 6.00 TN6392JAN on... ccccccce Schottky Barrier Diode ... 
HIND 289 ccscccc thats Field Effinct Diode She"l low i. ccccinke's 6.00 INGA Bee sccscscctens Diode, 225, 400ma....... 
DNS 29 I croc ees Current Reg. 91ma@ 25y, 600MW..........ss0s000 10.00 TN645JANX uu... seeeee Diode, 225%, A0Qmia Ae. utes oe 30 2664-0575 pees Fi Diode 
TNS297JAN .....sssssssee Current Reg. 91ma@ 25v, 600mW ...........esee 12.00 TN6464JANKX ...........0 Diode i ae 1.90 2KVC263A32 .......... Diode 
W582 bee 1.50 IN6466JANX ............ De 2.50 SO6MMT SFC on... cssen Selenium Rectifier .......scocsssocsesseesrnneesnse -. 20.00 
HS Field Effect Diode i 5.00 TNG47TL os ccccccccsceee Diede 20 S0M3 Die 18.00 
IMSS Diode OW. 5.00 314-11-0003 ............ Diode, Connector ASSY .escesscssscsscsssessns sinuses OOO 
LEE) Lyne eens Loner’ $5. 6y Sa 5% tele cio sectctscssncc ie 50 3200018609 ............. Rectifier - Stack... A Arama 495.00 


Ws Zener 3.9%, 400mw, WON 20 4EX010 .. oe Vana OR DIODE. 32.00 
INTAG Zener 4.3v, 400 mW, 10% ......csccccssnsesnsesesesernsene 30 AM20ZZ10 ..cesessscsecce Zener 20v, 400mw, 5% ee seidies scsi 40 
INTSOA os Zener 4.7, 400imW, 5% voocsssccssssssssvesscseccnssosensees 35 Diode M5-062 HP 6.00. 
67v, INZS Aree Zener 5.1v, 400mW, 5% wonnccsscsssssecesscsscssssssssesses 35 Zener, 33v, 50w Matched Pr ............. 
WINS SB spcscesrcetecestoret JANIN538 TOP HAT 140vrms 750mo ................ ! 00 TNT5TA-TIX cessescsssese Zener 5.1v, 400mW, 5% woassscscsssssssecssssssssssssessees 67 Tener, 70v, 50w Matched Prs............ 
PELE eesti 7 Zener 130v, Sw, 5% VOMO ....scssssscsssccscseoseese 50 ND 2. cteenncere x a Rectifier, 400v, DO sails eee eantieanasn nee 40. 
WsC Microwave Mixer 34.8 GHZ sce... 21.00 NISRA ccccccc Redifier 
NSS cc cs Microwave Mixer 34.8 GHZ ......scoccscscsssesmvsrsoe 21.00 TN753-1JAN ...ccssssson EDI HV Block, 96kv 3ma, + res 
nM Diocde 3A @ VOOO PIV ...cscssssssasessssssunssonesesee 20 INA c, 609697 5-1 ooscscssssseeee Matched Set/4 Diode 75w 10a... 295 00 
TNS40QJAN oc essesssssoee Diode JAN Mil-S-19500/202A ........sccsssossseeeee 8.00 1N754A-JANX 615569-902 oo. cessseee Diode Array 1C Chipy ......-sscsssssssssescsesssssssseeeeeee 2.00 
1N5415DASIT ........... Switching Diode, Trr=1501S ..........sssssssscsssssseseee 65 1N754A-1JANX , 652-490 eeiccecioen Bridge Rect. 3ph 100v 15 Amp ...cscssssssscssee 100.00 
1N541 SJANTX ........... Switching Diode, Trr=150MS ........scscccssssssevesssesess J5 IN755A-1JANX .......-. Zener 7.5v, 40Q0MW, 5% ....scssscssssesonssssssssnsssnssvaes 50 655-07 3 ance Unitrode 3 Phase Bridge .......arovsvessssssssssveeeeee 10,00 
INS416DASIT ........... Switching Diode, Trr=150ns 30 .....sssscssscseccseseseee J5 TN7S6A-JANX .cesssesee Zener 8.2v, 400mW, 5% coresesessssssssssssssscsssesescsene AS 659-250. Unitrode Dual Diode/ Heatsink ........cc...eec 90.00 
1N541 OJANTX ........... Switching Diode, Trr=150nS 30 ........s-scsssssssssseee 85 TN757A JAN ..cssssssoss Zener 9.1v, 400mW, 5% .....ccsscssssesssenssseseeecensnsee 45 66621B-617 ooo... DING ce 85.00 
TN5417JANTX ........... Dine Trigger Trr=150ns 30 on... csscssssessseensnsen J5 IN758A1JAN Bridge Rectifier 1.50 600v ... is 
Dige Trigger Trr=150mS 30 .scscsssssssseseeesee 60 INGO E cncecssusicinth Signal Diode af Oni wei ae 4.90 IR High Volt Rectifier Stack ....... . 
Switching, Trr=150Ns, 400V ......scossccsessssssseessen 15 TNB23JANX ......csssssoe Zener, 6.2v, 400mW, 5% ..nsscsssssseesscesessssssnseeee 45 IR High Volt Rectifier Stack .......csssccssssessese 
Switching, Trr=250ns, 500v eh 1N825-TJANX ......0000 Tener, 6.2y, 400mw, ny Sie th ARMY eee 2.00 Diode, LARGE Stud MOUnt ..........sssescsssssseseee \ 
Switching, Trr= 400ns, 600v TN825-JANX o.scse.s Zener, 6.2v, 400mW, 5% ceesesssssssssssssssssessseseeeseee 60 704-34B ..cccsssssssssssese rge Suppressor, TSK, IV voce 2.50 
Redilier 2 4.00 INGZ7A ccc Zener, 6.2v, 400MW, 10% vcecsssssssssssssssosesocseosceee 35 T2531 ma Rectifier Package ee 125.00 
Switching, Trr=2us, 400V,30 .....csssecsscsessssoeeussne 65 TN82AG-JAN 0... aE Mine cc 1.25 ISL TBIO iscccnes Diode, Hi-V 8,000 Volt, 3 Amp .... ie OO 
Switching, Trr=2us, 600V,30 .......c.sccsscssssssssssseee 85 TIN QOSA sere cscs. Switching Diode, 30V, 4S .........ssscscsscesssssssseeeee 20 753039) 02 enue Bridge Reciffier =...) aS a ae 8.00 
|| EA Paes Switching, Trr=2us, B00V,30 ........ssscssssesesccceceseee J0 VS ccersstsscs-eesrce Diode. ee EMA csctscascicnd eae 1.50 Pal2\3 cere Leneg 75, SOW es, Siete cseecssncteyieceert 9.00 
INSSSSIANTX ..sssoreee Transiet Suppressor ......cscsssssssscrcessssssessrsserereen 1.00 UAT ea Switching Diode ...s.eccsesrscesssssessnssrsrsesesesnenenene J0 8582-2855 ....ccceseseens Bridge Rectifier 
TNSSSGJANX ooo. ..sscse Transiet Suppressor ......scsssscccsssesssseecssssssesssen 1.50 TNSTAB irccrcc: Switching Diode, Mil-Spec i A Microwave Diode & MOUMt ......s+.ccssssssssnseee “100.00 
TN5SS7IAN ...sccensosee Transiet Suppressor ........sscsesccsssccssssseresvaseeesne 1.20 INDIO Switching Diode “1.50 Le Matched Pairs, Diode ..... 5 
TNSS5BJAN ...csssseseue Transiet Suppressor ........scsssssssssssssssssssessseseesecee 1.25 TN937BJAN uu... Zener, 9.45v 1% oy 900120-0036............ Diode, LiHOM .......ssccsenn 
TN5O03: Sceeee Diode, 5A SOOOPRY TN937BJANTX ........... Lenet,/9:45v. See kete eke ccciackecs 9323541 cctectesseicae Switching Diode, Trr=6MS ....scoscccsssscsssssosssseeeee 1.00 
TNS560CDK ...cesssssssee Diodisd 202k aah oa DG IOA oS ices’ Zener, Pia) yl a Ie 5, 8 1.00 932400-002 ............. Diode, DSR4094-249 oo ernnssnnnnereenne 30.00 
TNS614JANX .....sscee Roctifier: 200y/ Td 22.2... nnobereeees 15 ik ee Diode Top Hat Ree eee eee 15.00 9330-91 6800............ DindeZalet ls ae, aia 2.00 
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seeeeeeeneeee E . ‘ seeeeeteenereeeensenenee 


oa Recife Metallic 
Pe e Recifier 300v, 25 Amp a 40 
ed le Bie Sky, 2. Amp an he 


sewn Waractor Diode, Matched Prs cccssssvereseseeeeneeO.00 | MAQT27 cssscsrsnsneee DiOd@ — 353-3436-000 cccscsrccrsescesenerrrreer 10.00 | SM39O vcassacsntnesnene 
Varian 6ghz 149v 4.43pF .... 
Bridge R ctitie 00v, 1 Am, n9999: 


naeee 


seeneeneneneeneene 
saearssasarnenrnee IVUG » DUOUIULLY srararncarerarereseanararacacananazanennansne 


SEAR E RARE eRe d ene en es: 


sekenenepadasnensnvatneneneneness 


Ateeeeenereneeeene 


iB Veena Diode, Bullet Microwave ........cssssssvsss0 00 | SZ710246H......... SIGNAL Diode 
MB SSB ecco Brid @ Reclition Bee ou. Mom = | S71 0883 3 ee Hole Dinda Fee 24 See 


MDA-962-4 Bridge Rectifier 400v, 40 Amp 0 50010) le. 
MDA-980-5 Bridge Rectifier 400v, 12 Amp... 400 | $2P30291 a 
MMB7523011 .......... Tener, 4.7v, 20m, Chip .sccnee0enne-nnnen 30 ie 


Signal | 
“se a seicceceantinerserca cence ceeroncscosey 70 


wap Bridge, Gl 4 Pin DIP .........sssssscscssssssseesesnseeseeeeeee OO DO-4 Stud Diode Mounting | fereseeeamanapmesr te By Secaceneentee® 
DKV6522....... crm Varactor, Matched Set OF 5 ...s.esesessrcscseseeesen 140.00 DO-5 Stud Diode Mounting Kit ......sreccssssecesses ML RY een 
ES .- Yaractor oe ...... 3 Pete Doe OD | 16. — Diode oo . 
ee De 8 o Diede 40 WOO oe 
oe Shing Diode, 400%, lo. 3.25 ces Mochitir SOV, UZ ARP cccccccccccci sc cccsescssnctene 1.15 Varactor Diode, 400MmW ....cccscscssccssssssseceeesene 15 
DSR4092 .....esssssssssseee ot ene 5.00 aw Rectifier 100y, B2iAminp) Stud sttste tee crssecocsansecth 1.50 Varactor Diode, 26-32pF @ 3V .......sscssscecsesesesee 90 
DZ30328A ........sssseeee oe ae, re 45.00 Recifier 100y, H2Amp Stud 'eare......caecass 1.50 i Se PO Cs apr 8 SAD 15 
(ELT Se 7.00 te SOAS 20.00 
DZ7VO5 254 cescserssee 5.00 
ee 50 : 
DZ790314A on. Zener, 5. by, 500mw, Matched PRs ...........ssccosscee 5.00 1608 25.00 
DZB00110A .........sssoe Tener, 75y, 250mw, LOMO eerste 50 UES 2802 tte Diode sphere Secorte rite dee tee tame eo AS 
LAL hc erpameeercernenin Diode, Signal “peep hh. area ete 50 ULI UG certrcccsstecossenee PIN Diode 400v Stripln .6 Ohm ............cccsss0s00 2.00 
DZ80828B ...........eccee MIR ren yee tsa codaaauaammnnoosiieans 2.00 J] VAR Serato te PIN Diode, 800v, 35kw, .6 OM .......cccccccocssss0s00 2.50 
DZ830328A............... Zener Mate. Set Of 3 170v 50W ....sccsocccsesssnen 50.00 UNYi3? PIN Diode, 100v,1500w, 800MHz ............e.se..... 3.50 
te RICO Zener, VOwott, DO-4 ....ceccecsssssssssssssescsssseeeseee 7 LED, Green WRU 50 UM94OT cc cececccsnseeeses PIN Dds 1.65 
Diode El SLSts Cc staccsla ccc descckS Utaccbssecsssccscties Tener 2. Dy, 250mw, 5% Axial ....... UMPO ST oe PIN Diode, 400v, 300WOt oo... ....ccscsssessssssseseseees 4.00 


Bridge, 3 Phase Block ............csssssssssseessessesees 70.0 
3amp (1250 Sur) 150v Diode ...........sssseeeeeeeseen 35 
a te 25 


PIN Diode, 1 00v,500w, 1GHz 3ohm ..............0s000 1.75 
Schottky Diode,45prv, 7SaMP ......sssssossssscseeeeeee 8.95 
Varactor Diode LET et a ted nae 5.00 


Balanced Modulator, Collins ...........ssssocssssevee 65.00 lobe Bee 80 MTSE ED cc csccccscccevees Controlled Avalanche, 1OQV .......cccooc-csssesseseens 4.25 
DOOR 1.00 SIGNAL Diode : UT652-1267 sa... Diode, 3 Phase Bridge 
TINEA 9 ht ab te ais 5) 325 ene 1.50 Diode tite Mees Iie Sete eI vcexacentose 5.00 U6 52-1271 ssssscsese Diode, 3 Phase Bridge 
Switching Diode, 75v, SOOMW ........ccccsssssesseeeeen 20 Diode, Special 600v 652-729. .ssssssssssors Diode, 3 Phase Bridge 
TICIEYCI ve aad 2S SE a 50 Rectifier cme NOE CP a UT655-107-8 ....sscasee Bridge, Aluminum Case ............-ssscssscssesessessssse 8.00 
HV Rectifier, 5,000v, 251mg .......sssssecssesssscee 3.50 Bridue Recife 3.50 Uidi05 Diode, Stud, 1000, }O0V ..o.....ceccssssssesesesccsssssene 7.00 
High Voltage Diode, Jap. ...-seocsssecenvessseeesnvese 35 QSCH-1818 oescsesssese Diode Matched Set .........cssro-- JLT ae ne Controlled Avalch, 100v, 1200 .......sovssosec-sesseensee 8.00 
Se Radia 12.00 QSCHT818 wo. HP Diodes In Matched Poirs ........sssccccssssssceee 3.00 Diode 40 Super Fast Recovery .......-scsesssesesees 4.00 
Diode, High Voltage ...........ssssssssssssssseseeeeeesees 5.00 | | Bex stanepmcaied Diode Assembly 1100v 5a Switching Diode, 200, 250 Stq .........o.ssssssseeseee 65 
Bridge, Hoatsinkses-® set. 2.14-c.esieeteoe ees 15.00 R3100215 Rectifier, 200V 150, Stud ........sssssvsssssssssseesessseee 4.00 Switching Diode, 400v, 250 Stq ..........cssesseesesseee 1.50 
Varactor Diode, Microwave ........c-cccssesrsssrsssssssss 8.00 R6100525Y .... Diode, Large Stud Smitten ina 22.00 
Verio Di 11.00 RASS7ITYSOL............ Rectifier, Silicon ......... Dede ec es ae 2.00 
We. 39.00 RAO Bridge Rectifier Zener, 6.8v. 1Owatt, 1.35aMp .....cs.c.<.s-ssessso00 10.50 
PIN Diode ose 10.00 RAM? Bridge Rectifiet cscs icc ccceeceenc 5.00 Diode, 10w Unitrode Gold Stud .........ccsssssssese. 12.00 
Samp (300 Sur) 600v (MRB26) .............sceeeee 1.10 i eee Bridge Rectifier ji onckttsat tt esrenenete te 5.00 Rectifiers nee OF ee TSI enced 10.00 
Varactor Diode ee aaa re Se 1.00 RD USB encase Zener, 12.8v, 1 Watt, 10% .......esssscccssssssssesssesee 35 Sel. Rect 5.2kv RMS @ 1.510 .....c..sssccccsesseseees 8.00 
RS 70S eee Bridge Rectifier 300v 2amMp ........ovoercseceesersessssee J5 EE Dees A RR 15 
RS40S1 0081 Selenium Rect. RS40S100CS1 22 ......sessesscecenee 8.00 VMI 3kv .2ma 3008709-065-101 ose 200.00 
STAG cscs cs Dade 400 1.50 cc cecec, 4.00 Hi Voltage Diode, 4kv, 20 ......ssssssssecssesveesssvee 10.00 
SII ssccscaciss Diode, High Voltage ..............:.sscesssssssssesseesseeee 3.00 VSE920 sees Schottky Diode, 20prv, 3 GMP cece 2.00 
S3B3BGA .......sccceceeeee Stemal: Diode wxecesn eee tT rene ha ae 10 WAS pastries, Diode , Crystalonics .....ssssessssssssssesseesssceecseceeeee 10.00 
S402 ieee eee Diodeteermertce tc eer omer 5.00 WVC1128-02 ......seseees- Varactor Diode pet noc ban D NR tay cae 3.00 
Aer Ceetaea ceri Diode: Gloss Sian nat a 1.50 
SAI0374 Diode, aa RE occu ones 16.00 
SA1770, Bridge Rectifier, 3 Phase ............:es-.-.-veenvevees 25.00 
- SAT 4446 ..... esses Diode, 7500v 120ua 3-1/2"Long .........evess.0000 95.00 
HP5082-2804 SASO IA ross ceo Rectifier 7.5kv .25c 10d Pk ..scssssvssecsesssssssecee 49.00 
HP5082-6761 ........... AAT Pe Sli SON aoe Me enue CALL SAA User ete Roctifier, 2720 scte tial atice xtc iessesreccheool 100.00 
HP5082-8109 ............ 1 isd sede AES ee tence 35.00 VELL Cela ae Brion Ractifing aes oe oe 5.00 
HP5082-8678 .......... PIN Diode, Same As TNS719 ......scscsessosesoceesee 12.00 SAOSF ec HY Rectifier, 20kv, UOMO .........-ssesesonsceeceense 20.00 
HP5082-8680 ............ PIN Diode, 20Ov, SOmw, 150: ......cscccsoresneecee 1.65 SASS HY Rectifier 15ky, DORN oi cris 30.00 
HP5082-9612 .......... Diode ces 4.50 SABES Ss Bridge Rectifier 3000v S Amp 25.00 


— 


coe er git 
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TRANSISTORS - 006921 thru 2N4923_— 


. Transistor, 10-66 . Peek . SCR 1100 300y, T0-94............ 
-009 ..... SCR 200v 40a wsenstdl O9: pe vi Iw 1a 60mhz 10-5 
9. 0- Dave seeeenane: see wn ON EUS teseee witchng N PN Iw lo OU! ALU. 1Q-. 


109216-0133..... Transistor, 10-66, 6 22 

109221-0111 ..... Tronsi 2N2218JAN........ NPN 800mw 800ma 250mhz 10-5. 10-66 
109223-0133.... ifOF to INDODIAIANT NPN SOOmw 300mhz 730 10-18 2N3635.......... Be-Polar 140v 1a 200mhz...... fie 
109308-0111 .... Trans | wan 2N2226 NPN 50v 150w Transistor... witching PNP Sw 200mhz 400ns . 

11443342-2...... SCR /Triae Gold Stud : 


- 0-3. wd 

es Tron. NP, 200w, 125y, 500K 45. | ON hz 10-18....... -2N3734 | NPN 300mhz 4w 10- 
seen, Transistor, RE Ramon een ee siomuene, Matched Pais PNP iP S0nw {0 oy estiencotieteeoly 36 _ NPN 500mw 300mhz 1.50 70-46 
ee Transistor, RF SIUC eccsssnseneennenen Pals), 2405 ..rccsseseseee NPN TW 10 120v, TO-5 ..ccscssccssssssceseesecesesees 4 . Switching PNP 90w smhz 10-3... 
wee 200w 30 Amp, 6ns 1-33 stud \ .-e Transistor, Gold 10- 18 ...... ffl hin 

— Transistor, T0- Nita TE A a ee a : ‘NPN 360 


sausesninniinsiocnienoncnnnnacnnana GOO | QNIS7B ie N38 767 scecsssssssssse NPN T0- ee 
wo aero i re Strip. Matchad: Poi io cesscsssecoiciscnences 29.00 | 2NZ540 sisccacsuzecs: WONSISTOP ctcscatetne IO ne OS 1 ONR Ta IAM Power NPN 150w 30a Audio T0-3 .... 
LAGOS eee Transistor s535:53., SU ee ee Oe cn 4.00 | 2N2553............ RF PNP 20w 3a 60v, 10-27 ........ Transistor, T0-3 ......scsssssssseeees 
1853-0232.......... Transistor’ PNP OW 3s. .cscciteetisonvscasrersaiet (OOU: We eNeob4 ee a 2 Koustioy AYE PaO ee atl UR lye eit: 5,00 sa 
1854-0042.......... Transistor NPN 6.50 2N2581. 400v 10-36 Transis ... oe 4500 
TE5ES Tronsstos (0-3 4.00 2N2654 on. ccccscesee has Pec 85 
19C€300037P0 ..... Transistor, 12042 “37P004” o.oo eeeccsccscsssoses : 2N2666.............. Germanium T0-5 PNP 15w 30 50v.............. 5.50 : 
205A5981 ........... SOR, Seb in 2 Se Phar ! 2N2708 ........00.000 RF Power Transistor ..........ssssssssscsssssssssseessssessersssscess BAD? 12 2NSO9 eves 
209002P1 ........... Transistor, T.1. Dual, 10-5 { MINUS ee Transistor PNP GOW: tss2emiclt clita esccasysccecceeaecs 85.00 |). 2N3868............... TOMSISHON .....sssssecesscsseeneese 
710-0 co Transistor, Motorola INI Oe Transistor NPN 7.50 200W Stud ...escsssssssssssssssssoeseee 20 o bind itchi 
2DE FET, N Channel 1.2w 2N2784 00... NPN 300mw 15v Ughz, 10-18 .sescccssossecersssesessnssene aS 
231031-000......... Transistor, 03. 5.00 2N2850 ..ccssssssssee = NPN 850mw 3Omhz ROD v.escsssssssssssssssecsee 3 30 oe 
2412462 ............ boskion 10566 9.00 INEST oo NPN 200mw 1.9ghz SOV TO-72 occcossssssssonsseseeene J9 =| 2N3902JANTX ..... 
245A2487P1 ....... SCR, Large Sresiitinn oat eg! AN a Nao aman bs 40.00 ANZGROITS 3c. SCR NPN cen cece eee eee rere 15.00. ° |) 2N3904 seen 
Z5IAI20BPXB es SCR ee cee en 45.00 2N269 heres PH ee Nike S00 es LOSiccce eee a25 2 |b Noone A tapetect du" 
2631500060 ....... Transistor 10-5. cee ee eee 2.00 2N2894< ............ PNP 360mw 800mbz 60ns TO-18 .......ec-cccccscococsesese 1.00 | 2N398AJAN......... n 10-5 Heh biel 
QNIOIT Transistor, 10-3 Gold 15.00 2N2904A cece Tanssior oo SO 
ee ee 3.00 IN 2905 oo eeesesscaee PNP 600mw 200mhz 40ns 10-5 nnnnecceeseccscserercene 1.00 
2NIO39JAN ......... Transistor, 10-5 cic cicccccecc cece 5.00 QN2905A wun... PNP 600mw 200mhz 40ns TO-5 ......... 35 sistor ...... se 
AAA UE See a Power PNP 20W 30 1O0V 2.2mhz ........ccscccccsseesecsssoee 5.00 2N29074 ...0.....00. Switching PNP 400mw 200mHZ ..........scssssosseceeseeesens 28 - 
2WIOGSAIAN...;... Trmnsistonic S38 So See 5 oh ee 3.50 2N2907AJAN ....... Sitching PNP 400mw 200miz ... . 45 
7A NL aac ae Transistor! eee ee 8.00 2N2907AJNTX ..... Switching PNP 400mw 200m 4.00 
NIZA, Transistor, 10-5. 8.00 DWZO So ioosccccscns TrONsiStOF ..a.scssseee 500 | 2N4I0l...... Wronsstor 
QNINS6 ce TROMISIOR ooo .. 25.00 6A fonbiot 3.90 | 2N4104.0000.. 


2N1165JAN ......... Germanium 250 90w 80v .. 


NPN 250rmw G0rmhz, 10-71 .scsasseccenesscsnnarseanseseee 200 | QNAVY Transistor 2 ce 
Transistor, Dual: Matched Pai... cccccccccccoeenon 6.00 | 2N4207.......... Swing PNP 300mw 650m 


ANU 2c. csc: NPN Transistor ..............0..-. 


Transistor Germanium PNP JAN....... .. 11.00 Tronsiso: 10-3. ui sa age eee 6.00 2N4208 ...........000 Switching PNP 10-18, 15M ...ssooscccsssssseeeeees 
.aee PNP.250mw 40ma 30v 400mhzT0-5 wwe» 5.00 Switching NPN 300mw 600MHZ oc crccconcnnex 89 2N4209 ..sesssrroee Switching PNP 300mw 850mhz..... 
veoe NPN 150mw 300ma 3mhz, 10-5 .......cccccsccssssssssseeeee 2.50 Switching NPN 1.2W 40Qmb»z .........ssccsscsesssssseseoeeeene 2,90 2N4220 ....esesoseee Fet 300mw : 

Transistor Germain ..cscsccscscssssssovsvssesesccccsrsvssvevesees 2.50 Tots’ 40 2Na22| Ft S00mw (072.0. | 
2NI307 Transistor Germanium PNP ........ssssssssessccssosesessseseses 3.00 NSU Switching NPN 3w 250mhz, T0-5 scecsssssssssssssossscsseseee 50 INAQSA PNP lw 3a 40v 3MHz 10-5... un ole 
2NI309. ce PNP 30v Germanium Transistor ............c..-sssecssssveeee 8.00 2N301 9 ee NPN 800mw 1a 100mhz, 10-58 ns ee 29 QNG235 eee PNP lw 1a 60v 10-5 23 eee 2.35 
2N1309MP .......... PNP 30v Matched Pairs .........scccsscsssssceescccsssseceeseees 20.00 2N301 9JAN ......... NPN 800mw la 100mhz, | (Ee ce arene erehe AY 2N4230 irene Transistor, PNP. 10- Dect aee 5.00 
Weber mre PNP 30v Germanium 150 150W .....cc.ccccsssseccessose 65.00 2N3O19SJANT ..... NPN 800mw la 100mhz, 10-5 .......................... 59 ON4 287 tae Transistor... 7 ss SN ce 2.50.9 
PRI6S PNP 87w 30 1OOv Skhz, 70-3 ...cses.cscccssssvsvceescscesenene 2.00 2N3054 oc eescseee NPN 75w 60v 40 3mhz, ee 1.50 204239 — 10-5 2.50 
THISTS Wossi0t. 2.00 2N3054A neces NPN 75w 60v 40 3mhz, 10-66 oo 2,00 2N4240 ..coeeeecscse TrOnsilO? Go 5.00 
2NI3820 PNP 250mw 200ma 25v, 10-5 ......ssssescscsssesesesenceveese 1.75 QN3055 .vesecscssssnne Transistor 10-3 coca 2.00 QNAQAD a cccsesesssses roee PNP 10-3 = 
2N1445 on. .csssseses NPN 800mw 750ma 120y, T0-5 2N3055JAN......... Transistor, 10-3 JAN eae case, a oie ae 5.00 2N424JAN.......... Transistor, Special ssscssnstascanee ee op rete 
2N1481JAN ......... Transistor, ROAga8.nea@t So hoe = ees 3.00 2N30560 ............ NPN 400mw To 140v 80mhz 10-46 .........esccccssssesseees 15 2N42532 2 oe Trimsistor = o.ncc2 elt 1.50 
ON A03 se THONSISOC os ies ee he mee 2.00 2N3057A ...ssesas--- NPN 400mw 10 140v 100mhz 1-46 ........csccccossssssseees 89 A VERS Pear Transistor: NPN. iiss cyte ee 5.00 
2N1484JAN ......... Transistor NPN 15.00 QN3O7A ..ecsseceesoe0e T0-3 Germanium SOW 35v 100 ....sccccccsssescecscssseee 4.00 WNA28 cc. Switch PNP 170mw 17imbz 10-5 .....c..scsescsescseeeeeeeen 3.50 
2NI490JANX....... Transistor, T0-3, Gold .......csssescscscscscsssvsvevescsescsesesnes 19.00 NSTI? Fl 15.00 2N4307 o....sseseeee Switching NPN 1.5w 90ns 10-5 ....ccscscscssssssoeesenenesee 2.00 
QNISOT cc PNP 34w 3.50 60v German 10-36 ................... 15.00 QNB1G5 Switching PNP 400mw 200mbzZ .u..........c.scccsscsssssssrees 60 2N4338 o...ccescesce Tramsistos, 10-18 oooh cca 50 
QNI504 ss cacran TFOMSESNOl 2 screstes cereteos ncaa tence cite eereo eas 8.00 IN3IS7 oe NPN 600mw 150ma 40v 500mbz .u......cccssceccscssseooene 1.90 DN4S5leexecen: Switching Transis,:NPN) 65ns ..c;.scceen.csssatlincseenes 1.50 - 
DNIST9 sees 10-3, dronsistolvence seater eee eee 6.00 ANS Ogee esr GAMER aE eee 12.00 2N4392JAN ......... FET, 1.8w, 10-18 4 
aN Sage PNP 90w 5a 80v German 10-3 ........................ 8.00 71 KYW theesloereer hyristor 8a 200, 10-66 ...........sscsssssssssssnvsvesereresee 1.50 N43) eer FET N- Channel, 10-18 
QNiS4 PNP 90w 5a 80v 10khz GermT0-3 .....scecsecsoscccscccee 13.00 2N3750 WA ew Sehr. J5 2N4399JANX ....... Transistor, T0- 3 
2Ni542. PNP 1.2w 50 100v German 10-3 oo........cssssssssessssseon 5.00 INSIST PNP 360mw 250mhz 35ns 10.92... 85 2N4400 .....ecessen Transistor 
QN1552 5c PNP 90w 15a TOO0v German 10-3 ....cececccsssessscscssssees 775 2N3251AJAN....... PNP 360mw 250mhz 35ns, 10-92 o.n.nssscssccsccereceseee . 50 2N4416 ooosceseesssene Transistor, 10-18 oii. ccsssscesssosssccasscssasstateans canes 1.00 
2NT556ANAN ....... TO-3, PNP Transistor ........ssssseleccscssscsssssscessecesseessens 10.00 2N3251AJANT ..... PNP 360mw 250mhz 35ns, TO-92 ccc termsrretn acl 1.75 2N441 6AJANX..... Transistor, 10-18 wcscicsscssenntieo ee oa 1.30 
2NTSS9AIAN ....... PNP 5a 90w 10-3 Transistor ....ssssssssssccscccccssescesseee 25.00 INB27 Avectcecrene, PNP-330mw;-10-5 eee eee crestor 1.50 2N4430 ...cccscsceee Rf Power- Stripline soonyconueclSchsesestetnlssertoopan EAA 35.00 
QNTS64 NPN 600mw 80v 50ma, 10-5 .uu......essssseccscseeessseveeee 19 2N329UAN.......... ThOMSIStOT sc: ccocnn eee ets erence eee 5.00 2N456BJAN......... Tronsistor’.2.5 5:2) Oh <a See 5.00 
2N1566 ......ssseees. WONSISIGE 00 INSS0A Thonsistot oc ccch 11.00 QN4STA ..ccsssscssvsee Power PNP 150w 7a Germ 10-3 .....sscscsssssseesorssseess 5.00 
2N1595 Trensisiot SR 2.00 2N3323. PNP Hoe 1OOma 200mhz TO-18 o.n.ceecscccscscseseee 1.35 2N457BJAN......... Power PNP 150w 7a Germn 10-3 . 6.50 
2N1596 oon. cosesses. SR bales ee 1.95 2 Wetsislor ce 1.90 QN45BA oc eeecscce Power 50w 7a 80v German 10-3 . 3.25 
2NI6I7A ............ Transistors: 26-20 cet sotto > ai 2.00 JFet P ar S00mw: 10:72 eee ee ee 2.75 ae .... Power PNP 400mw Germanim T0- 4.00 
IN1647 oo. SCR Stud: Goldson nee cree 12.00 Transistor PNP 150mw, 1 00ma,35v,1MHz,T0- 5 2.00 
71, \CLy ee Transistor, [0-3 e ae eee eae 6.00 NPN, Transistor Transistor, TS oc cea awe 
pL NEL ees NPN 25w 2.50 60v 350kmz 10-3 oooac.a..sssssssessssesseee 1.80 NPN, Transistor 10-5 Gol Uni Junction PNP 300 MW 10-72 ocscscocoreenecoe 2.00 
2N1722JAN ......... WONSHON cccicccscssccctcccnecssceccc 28.00 wa. NPN, Transistor 6.0 Matched Pair 300mw 6001ma 120 .......scscscsscsssessser 5.00 
INI74 Switching PNP 30w TOkhz Germ .......s.....sssccsssesen 15.00 ww RE NPN, 11w, 28y, 100-500mh N4856 Switching NPN 360mw 3NS TO-18 ......s..ccccscsssseseceee J5 
IN 44 Wiseithc cc eee ee eee 8.00 Transistor, 10-5 Switching NPN 360mw 3NS TO-18 ...........sscssssseeseees 2.00 
71 DEY becnces cies WONSSIO rc eee ce oe 4.00 ~. RE NPN Tw 250mhz-10-ise ee 3.90 Transistor i MR a a Bc SRB 2.00 


2NI74AJAN ........- Switching PNP 30w 10khz Germn. 20.00 EEL Os] Zacks 1.50 
2N177) SCR . 5.00 WONSIOF ein cra cesan 4.00 
2N177 1ASTX ww. 8.00 Audio NPN VW 60, TO-TT ....csccsssscseccsssscserersasesuree 6.00 
ANVOAT Sccs SUR a eee 15.00 NPN Tw 10 450¥ V5mhz, 0-5 ccccscecoecnenne 1.35 

N1870. sso Mhytistor: 200Va 25 vis2n8s hae wind eon ae 1.00 NPN Iw 1a 450v 15mhz MOD See cn ocice a V.BO -[ °2N4920 sccccccccsou- Transistor sscees st csptccacccse se eee eeeeve sb vesdos tects ae 90 
2N1871A Tronsistor: 10:5, kta eaeitee che vce eee 4.00 NPN Tw 10 450v 15ihz 10-5 ocaccsssssssssssssssssssseseee 2.10 Transistor: Tabythscccik. SRE te cs csclceecteeteet AS 
QN1 B93 oooncssesesseee NPN 3w 500ma 100V, 10-39... .sssssssssssscesseeecscessecece 85 NPN Tw Va 300v 15ihz TO-5 ccessssssssssosssssccsscescesee 95 2N4923 Soe Darlington NPN 30w 1a SiMhZ...aeesesssssssssssssssssssesseseee J5 
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TORS - 2N4924 thru ITS3684 


acceneeeescsecsene TRURDISIUE, PUTO ...0e, 


sone 


see eeeeeneeeeeeeeeareeseeees 
sereeeesereseescsscsesersseseseeresacsececseeseseeseseaseeees Ue | RINDI TD ccccceeeceee 


sist} 
Aeneaeeeeeeencenseeeeseceesecseeereeseeseean | 


Saeueusuenen: 4 eeu z 0.00 2 aes S ; 
ate Solitron Matched Quad Set ........................... 140. ( eR ee PO scence 
LS edie cats Peal a .. Transistor, Matched Quad, T0-3 .. iS. a Ment Arineeny. 2° 6 Vee 
5a 80v 6kh 7.00 \. Modul 


Fad eo ee eeasnenenenenenesenenes 


s 30v 1 od Ss aT 59 CI5AX487 .......... 

/2N5427..... es Ct, S08 CS Bee a 
; Transistor OSS ARE che ccictacaccccstmct 10.00 
SCReGeeer erences Se? 6 | Ee 12.00 
Transistor, RF Stripline Pig oe . 25.00 
SCR 225amp 1O00v Hockey Puck .......csscsssssseeeesees 35.00 
(0-3... 00 ; HET. no ood ME 5.00 
2N5635 : CLT op cole 1s 2) a LOD Se BHONSS Aa \ - Transistor:10=5 aceasta yee cee ecvtes ee 1.50 
QN5641 ......sesese.e RENPN Zw 10, 28v 125-300MC .0......ssccccscssesenseee ROO Fae BONGO rete eee at 1= LO) See seestecsossecconssunsovseascects\Somestassecooescaste | SCR, 110amp, LO Vierescsnce Meee er a stccepccctsicst 30.00 
a Z H Te eR TA Cede 3.00 
deansstoe OR 3.00 


nk/Sheil : 
dio, PNP Iw, 100MHz : Heathkit Matched Quad $B104............ 
200v, 6 Amp, RCATO-66 . RE Pair, 70w, 125-250MHz, 40v 
Transistor RF Stripling PKG. < MRR casiencccthinc 35.00 


veeeeeee Transistor, NPN ....... 1 Games — [Slee 8 ecormet 5.00 sesnseaeae Tansistor,RF Stripline, Pkg: eodscsetoetstsszscesccstcsssacee 19:00 
. Transis ‘10- atl Died De aioe 5w 12v 136-1 74MhZ .....ssesecseeeeeeeeee 10,00 (D3898............... Transistor, RF Stripling PK Misti cc cck-c ade 15.00 
. . forges 2.00 03999 Transistor, RF Stripline PKQ. ...sccsssnersesnonen 60.00 


c pan Wo, 1.00 (4168 os eseoes Transistor, RF Matched Quad ....ccscososcornsneson 75.00 

10... ~. Transistor, Sim 10 SRF2995 ...esccsssennrsenaon 35.00 (€D4753-2 oo... Transistor RF Stripling PR co eins 49.00 

60 | 44A359491 ......... PNPN 700V 3.20 SCR oocscsccscsccecnesevecoee 69.00 (G1) 5 ees TRURSISTON oes sc WEAR seh an SO 3.00 

Renterionen A Sl eae PeUITONSISIOL. 11 0-9, treated tte accel cherevcanvtas. cated O00 CRCA7728 ........... Transistor, Tob MOUNE ......e.c..cccccsssssseesssseccsssssssseeeeeee 1.00 

oa f vi eee Transistor RF Stripling ............s.-ssssssssssessssossnesensns 475.00 Transistor, TUBE SS ea ictal ce ee 3.00 
ve THOMSISHOE ..seeneen a — 


95 | ANDIEI7....... : _ 5.00 = 
ee at's: 4)K11B2009 ....... 10-5, Tr .. 5.00 ... Transistor, RF Stripline Pkg. ... 
MOE a cnitocatessveiis ! 4)X11B819 ......... andsel' ANTZOASANTX ® Sek Rotneiricince sae O00 E069 ei reccecsexeveos ONSISIOH 1025 28 Fehs. tetesntee 
wooo RE Po c CEN VE ie Ae TRONS 2 eet te eee a Cie 2.00 SNH tae eae Transistor, Plastic COS€ .scsnserncsrncansrtnrntnsnennne 75 
2N6 ho ! SORTAGO ......... SCR SUOMI 45.00 ee Dual FET, N Chan. 350MW oocccscsssssssarnnsnnnne 8.00 
IN6OB4.P — a RE Matched Pair 2NGO84 .o....ccoeccservene d Sol Transistor, RF Stripline Pkg. ........scsossecssssceeseseeees 22.00 9 Transistor, Dual:Matched Pott ...ssccscsoecsrnsenson 8.00 
IN61BO vce... PNP 10w 100v, TANS 10.50 $3659 jeer 5.00 ROS) a 10.00 
AT PNP 10w 80v, 1 AMT ERB REE cassecsstecccnwsttens 6.00 DAA ete sats INFCIASISH OT SRR APN cccststccesessctee MMI a racgeccerssteate 39.00 OBO G ernest cece Transistor, JO2 20:25 20-2. Wie ntatiitt, vssseucsceeoatrrs 4.00 
“Le Scere NPN 50W 10-66 COSC ..ccsccscssssrsvonsvnsnnevnen 4.00 BA SBIR oe cccecn TransistoraRF Stripling t2tseatc.teleiccteoncesstre 20.00 EGSI0 I eesacscrseure TranststO NPM BRA RTP IR ns tte 24.00 
NGAI... <.--- TOSS) a 5.00 558347 -2 .....cccre00 Transistor PNP Germanium .........-.-c-cscrsrsseseseseeeessees 19.00 F$4907-01 .......... Transistor, 10-3, ROA sscscsovnsnrsesesnsnnerersnenene 8 .00 
eN02))  PONSRIOE ck 20.00 SSE Transistor, RF 200W 10-63 300 ........esscsessossssessossen 45.00 F205 M/A RF 1 2vde, 1 ‘tli LOWE es 25.00 
9N6256 occscccsons. TOM.,RE 2w, 400-520MHZ, V2V .cesesonssnseerseenseen 11.00 6086507-17........ Transistor, Solitron DC: 1987 soesssnscsssnnneneen 12.00 ARTIS PGS 1.00 
he on 110 nsistor, ee 8.00 61873 Tor Sid FA 18.00 FN2034 oe cesesssese Oe 3.50 
BOLT cnresecansise Switching NPN 250w 30mhz 10-3 ...........ccsssoeeeees 20.00 S207 eee ee er RE Sw, 11 SOMHZ, 2BV ..ssssssssssssssssssss00ss000 28.00 A Trcinsishon seteeke |. aR Me en Seat 1.00 
ONGzTTiAN Bees Switching NPN 250w 30mhz 10-3 .......sssssssssssssss000 25.00 O20 3D ences IPASISTON pe He ete cet esl tac coperahevenclnee 5.00 ENA 39 cette Mreanisistor, TOs Gime. Santen, AINE, caviessc eer 95 
UAT oa OS 9 8.00 635-50-27 .srresree ies MMPS US) 10220 serra as 25.00 FN4B68 ....ssoseseeee ironcine TOG ee ES 95 
vssseseneeee DOtlington NPN 5Ow 4a 80v 63BBI13 .eccccseceee SCR, Stud Mnt 92817 1-SO1B .o..sceescscsessssssssssssosee 65.00 FNN4916 son. Trans. Matched Pairs Fairchild ......cccssseamoonen 10.00 
1N6299..... Power PNP 7 5w 80, 10-66 .......-csscssssssssscconsesessnenee 3.00 64903 Transistor, W3RA 2.60 6307 Ws lnier 5.00 
QN6301 oc seeeeee Darlington NPN 75W 80 B0V ....ccscosssenssen 5.00 $4906 ccs Darlington, PNP 90w, 80, BOVE ..ccssccsnsssnen 4.00 GA39OT on cesesess Transistor, Duol:Matched Pair .............cscccccccsssonsseeee 2.50 
2N6308 .........sss00 [OSS See ect i 3.00 65260 Reece: Transistor, TO- CO TT Re aE ET 8.00 GA53841............ Western Electric 617B D-137-2 o..scsoscscsessnrnee 35.00 
2N6340.............. Transistor ) O00 | lime reece. Transistor, RF Stripling’. SI SAR Ue sarnstesicttt 9.00 BESS Keane Transistor, 1025: GESSO Sys couse cont stasnnnctewssneees 1.00 
STM ae Transistor, 10-3 | DOO eee Transistor, EGC De Reecsend iter ietecrcrit st Oo RR 2.50 GX826028 .......... Transistor, TORUS See te BO eet 12.00 
2N6351JANX........ a 5.00 66807 coc Darlington, NPN, 1OOw, 100, 80V os sseecscceeeserereren 9.00 HPWR-6503......... HP Wonstor 10 20.00 
Wi6a7 HO 5.00 SG808 tonne 103 4.00 HSMS-2804 ........ HP. SMD Transistor, “#L3) ...ccccscsscsscosensnnne 1.00 
QNG505 ...csccssonoee TEOGISIOE ocooss sc tarssccciccsevecneccccccsccsosbiessnnosssneranctecesi 1.50 67165 oc. Tronbtog RATO46 2.95 REL FET, NeChon. 40W Bamp .occcccscscsarsscnesnenne 5.00 
NGS 2eere ct PNP 200mw 500ma 1.2mhz 10-5 .....sssssssssssssesssseee 1.00 Oy Dy eee CA ee ee ok tA eS 12.00 LE. See FET, TO-3 N Chan. 150W 400 o.a.sssssccsccccccccccsssnnsssen 9.00 
2N6543 0... eecesooee (TORRE (ee Rs ee 3.00 GEE sce eae Transistor, ROA T0-5\ctececrntretenettsssoreecctscneees 1.00 Let ioe N Channel FET Sarna 25W: tao N eek. dete-4. 50.00 
2N6547JAN......... Bipolar NPN 175w 400v 24mhz ...................ce-cecee0ee 450 60) Ue Transistor, ROA TO-66) o-sccensszensnsvsnensnsnnevne 2.25 ARES PI's Power MOSFED.! Yee weet) fel ao 4.00 
2N vee NPN 4w 20mhz i au iain 175 IRFSO0 occ PoWor MOSSEL scat ca. 75.00 
oe i = 715109 cc Transistor, SolitonNPN. 120.00 IRF432 ccc FEL 4c 75 10:3 UR oor 5.00 
72606 . “72606 Transistor: TOR94 ..cccsscsssssnssisnie 350.00 IRF46474 oo PEE ee a asians 5.00 
(Plle BE TTIEIIISISION ic. tavccoucecsiscces Seecteser neers tehetian detente 5.00 IRF510 FET, SO 2OW YS 3.1. Sameera iaticetne ete 
7696... .. Transistor 10-3 .... 10.00 IRF61 1 OSFEL cee fo, hs ema UY ec canmnith 
1 AAS Re Sle Sess Transistor, Plastic, Moto. ....... 29 IRF840 ... MOSEE ie 
T9BBY 24 oo eeseeseess Transistor Solitron Stud Mit .......c..ccsssssssssseceeeruene 75.00 IRF9120 . Transistor Surface Moun 
800043... eesssene Wrensistot e e 40.00 IRF9130 TrOnsistOr .....ccssssssoee 
B0040 occas Transistor, RF Stripling Acrign .........sccssssococsceeceenee 38.00 IREGN32 acces AONSISNOR Sich aca 6.00 
014 2a... Transistor, RF Stripline ACrigN ..........sssssssssssssessssseeees 38.00 URED USS ticcctonere VeanNSISt ON MS. see tosesthe vets etcdoenn eto 
2NOB6A ........ooeeee Wee SU eran ai eet oe ee 1.00 TR rs Transistor, RF hora De REREEE cictecthcoes 35.00 IRFD 290 Set Pee P Chan HEXFET 75w,-200v,-6.50 ........ssssssesseseseene 
ee NPN 600mw 100mhz, TO-5 .....sesssssssscscseseececrersosrseees 40 B03] Tass RE Strinling, Pkd..., Mates scietscut te 15.00 ARE 30 ts Transistor, T0-39 
2N697JAN ..........- NPN 600mw 1OOmbz, TO-5 on ccccseconeaene 3.50 80376. Tran,,RF 950-1200MHz, tS, NPN ice 85.00 IRFF91326 .......... deonsistor, 10-5.05 cer sete occa 
W03 NPN 300mw 150mhz, 1018 45 80377 cc Tran. RE 950-121 SMHz,150w, 4BV 22.00 17530089 ............ ThOnSIOR 5  ccccectss ices 4.00 
2N7OOJAN........... NPN 300mw 400mhz, TO-18 .cccsccecsennennn 2.00 BASHI77 ........... Tran, 30w 5a 100v Gold Std .oc.ccccscsssnsnsen 39.00 FTS30097 ..eseoeose TOONS a iccsccdittors 3.50 
ONT OB ce cccsctoncene NPN 360mW 40, TO-TB oocccccscssnsesenrnenrenene /0 B4SL328 ...cessssee 0 he ee I oe en 7.50 11530622 .....sso00e fs ee eee VE a 
QN7 BA ....scccssveee NPN 500mw 75v, 600MHz TO-18 ...........ssssscsssssseeeee 39 BSSEZO4 i eee Tran. Switching, 650, 100 ..........scscssssseseseeseeseeeensen 5.00 1TS3436 ....ssessssee TreInsistor? eee nateat trate as er ccovunrtvocsceatenaly G90 
2N720ANTX ......... HUTOUTESISHON ectotescvsscStsastcectacletacpettoncceencesthsvkososssccecoces 3.00 B5SE2B4 ....eeeseene Switching Transistor sit, ESCO LS ccannnsctebec 5.00 1153684; 3.70.48 TKUSISHON sesoscn Mec er het ROUEN costececzodcrmi be 5.00 
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TRANSISTORS - ITS4071-012 thru ZA1017, 


Seen ee ne eee eeeeaeeee 


seeeeeeeeeenene +) theeenenenee 


. Transistor, NPN 38893, 10-3 00 | P1970 . Tran., RF 5w, 200-600M 
es Sk ee Transistor, Opto We sctcnce tea Gale, Won: RE lw, 0.4-2GH 
ST Transistor, T0- nhs PT9846 RENPN, 25w, 


seseceeseeee PET, TUTTO ccsccscereerercneesesseeecsesecsecensesseeccscseseesecenseeees Se | RANTZZ“UlLOd ..... HQIDSIDIUE 1U-0, OOIG......... 


ele ence 90 in Tors te g. . 8. SRF3363 ............. Transistor,RF DME 15w,1 
: ae me or RF Stripline Pk ae SRF3512 RF Stripline For Col GRC-171A 


je 
saeee - AGnonsnenenenevasene 


sescarcevece  MOMSIStOL GOIM) DOW: PNP. Beh creeks ceacsetesasccccescesacrorees } eccessseeeee 170M., RE NPN, 5w,.4-2GHz, 28v 


iy 4A Wee Transistor T0-39 3 Watt Th ouu.......sssescccsseesccssesesons T5000 --HRIZO8 Rec. -.et Transistor, Motorola ........ssssssssssssessesseee 
MIS-1415034 ...... Transistor Dual NPN 1.2W .......ccsssssssscssscccssssssssseceesees 8.00 | R14549....... Transistor, T0-18. 
MJ10009-MP........ Transistor, RF Matched Pair .......cssccscsccccosesssssssseseee 19.00 ORs 
MJ2901 cc ssssssesee losin 5.00 
MJE13006 ........... Tonsisiot 2.50 ce 
NES 20 ee. Transistor s..i: dere Me near hs chase, Ae V.00 j} S834 cnccccssscce PNP 12w 25v Tromsistongtt. cittssavielcscessssseccasscstt4.00 11. (S521 [0 eit... e-uIrOnsistoreeemeee 
MM766 ............... FED; T0218... csccssscocts thet Reto ee : 2B a secsecccornnes  FONSISHOL, RE SHtIDlNG tacceconcttetentectacccmearee me at00, el SSS2209HGi eee 
MMBD914 ........... Transistor, SMT-Reels IP-49D 
MMBT44031T1 ..... Transistor Surface Mount 
MPI531 Tromktek See UNITRODE.. 
MP392-7745 ....... Dual Tronstor 10-52 5.00 NOLIN Triac 400v 10a... 
MP5507AJ............ Transistor, T0- Sd eat. Ae 8.00 SCAT AIST .ccccccces MFOMSISIOL secsscccsscteocesnsessceedsstiietbcsteteseeansssssascercennse HOU A (SS42R201, 0... ac Tronsistotee ees ann 
MPS2369 ............ Transistor... ico te geet... SAS 25 SCR1586 o......sssee. SCR 5 Or arte, eee esc eeee 00 =| SSM1379-4 ......... 
MPS3646 ............ Transistor 10292 2 -..2.ucz...ceheeeet sconce ae A0 $D1006-20........... Transistor, 10-5) 32. seen MR ie co oe 50 
MPS3703 000... TRONS 65 SUZ Tronsistor, Wc 3.00 . 
MPS3707 ............ TONSISOE ssi 35 SDIZ19 Tron. RE5Ow, 136-174MHZ, VV oovececccccsssecssesseseees eek We 
MPS6507 00... Tronsislol 1.00 SDI220 ccc. Tran. 'RE30w, 136-174MHz, STUD S . Transistor, 10-63 Case . 
MPS6519 ............ Transistor; <. 88 netiemc? 22 oalreeyul hoo ne 1.00 $D1220(F) .......... Tran. RF30w, 136-1 74MHz, Lover eee ces 28 995) Pa] ASTASOG Ieee Transistor, Matched ...... 
MPSOS4 eke x: Transistor, NPN. scei.s0e sc sGERecNt cas ccsnccearsans tM 3.00 SDI 224 ena Tranonsistor® RF, STUD :.setetemeen.,.tc.ca 821500) ee) STAROD2emeenmes Transistor, 10-3 ie. cae 
MPSA06 .........0:.0. Transistor, 10-92 sxtsns® sted 5 cn ee 07 SDIATT S stcntcsacn Tran.,RF 100w, 136- 174MHz, 12v 00 ee SIGS ee Transistor, 10-5 oscsasstttet eee 
MPSA20 ov .cesssose Tronssion F092. 07 SD1540H4.......... Transistor, RF Matched Quad................. F STD1068 «0.2... Zener, ne oo 
MPSA55 oosseeeseonee Transistor, (0-92 09 SD241HR ............ Transistor, 10-300 carers 4.00 S195105 Transistor, 10-66 ..... 
MPSHO2BECL ....... Transistor, Plostic: ...ccccsecccsccsssccoscecssesosecctsterorsccossscse 50 $D8050 ..ooescssssses listers $08050T099 NPN... 5.00 SIXS0H4 Transistor 10-39, 10w 400ma 
MPSHO7 ............. TPONStStOCiss.ciscee Seek oa conc ANS 40 SDR625/591X ...... Ironsistor RE StUdizereee are... eke 15.00 THOMSISHOE scescesessnensenrne f 
MR5905 ..........-0 Transistor cmssisccdere tek eee ca AEST 2.75 $DT1060 ............. NPN:100w; 100; 200v Se etcon.. cee 8.00 Zener, 10-3, Gold ............ | 
MRF-136. ...---e:.--: Tron.,RF 15w, 2-200MHz, 28V ........ssssssssssssssessssee« 26.75 SD423 52 5. Power NPN 125w, 7a, 10-3... . 5.00 SCR, 4 Amp, 400v, 10-220 . 60 
MRF-137. ....ccssesee Tran.,RE 30w, 2-200MHZ, 2BV oou...cssseescccsssesesecerene 28.00 SD16456 ............. SCR, Gold Stud .............. . 6.00 "Transistor .00 
MRF-237 ....esssscose Tran.,RE 4w, 136-1 74MHZ, 120 vcccsessssssescccsossseesesenoe 6.90 $D17202S65D ..... Transistor ...... 15.00 Transistor, 10-5 00 
MRF-238 000... Tron.,RF 30w, 136-174MHz, 12v : $D17230 ....... « Transistor, 10-3 .....scesessscssoes . 7.00 Transistor, Dual Seet., 10-5... ccsccncscccecemmncnns 200 | 
MRF-239 ..00.......0. Tran.,RE30w, 136-174MHz, 12v SDT7601 .. Power NPN 60w 10a 60v 10-3......................... 5.00 Transistor, NPN 750mw, 60V ual hee 15.00 
MRF-247 ............. Tran.,RE75w, 136-174MHz, 12v . SDT7605 .0......sssee Power NPN 60w 100 170V 10-3 ouun.....ssssssseceseccesssees 5.00 Tronsistor ...2i)..2.se eu ae 4.00 
MRF-247-MP ....... Transistor, Match Pair MRF247 .... $D196305 ........... Transistor. 10:3) ee tie em 9.00 Tronsistor, 10-220 ke 50 
MRF-422 ............. Tran. RE 150w CW, 2-30MHz, 28v $DT96306 ........... Transistor 160v [0Gamp 10-3 oo cccccs 20.00 Transistor, Germanium ... 2.50 
MRF-422-M Tran., RF 150w CW, 2-30MHz, 28v SEN-T69 .ooeeccssssase Transistor, 10-3, SensitvOn .....csescsssccssssvsssvessoresorensees 2.00 NPN sma Plastic 2N3711 ... 7 
MRF-426 0... .sso.0. Tran.,RF 25w CW, 2-30MHz, 12v S504 FET, T0- Te ee 2.00 TRONSISIO os ccccccscce cee bee ie 
MRF-449 ............. Tran. ‘RF 30w CW 2- 30MHz, 12v 5 SFEI356H ........... WORSIST OU 2.035 0: ee IE ces 25.00 pene 600v 120: PNPN....i0i, Seo ee 5.00. 
MRF-449-MP ....... Tran. RE Matched Pair MRF449 " SFE264U6 ........... Tron.,FET, N Chan, 175imw 10-72 ...c.ssscscssssvvsseesseceee 9.00 Transistor 
MRF-449A ........... Tran. RE 30w CW, 2-30MHz, 12v SFE264U7 ........... Tran. ‘FEL, N Chan, DZS 10-7 De cscscosccneoa ie Transistor 
MRF-449A-MP ..... Tran. RE - Matched Pair MRF449A SFE265U8 ........... FET, (ele 7.00 Tronsisit cg | 
MRF-450 .oocescscosoe Tran. ‘RE 50w CW 2-30MHz, 12v ‘ SFEGO] oc MOSFET, 330mw, 200MHz, (40673) .......csssseccscovevecees 2.00 Mapes oiisisssuachasisassh ieee o ena 65 
MRF-450-MP ....... Tran. RE Matched Pair MRF4S0...................... : SFES26 a. FET, N cho. WE 2.00 WONSISIOE ccc 8] . 
MRF-4500 ........... Tran. RF 50w CW, 2-30MHz, 12v SFE9T6H oon... Tronsistop ciel 210 ont 5.00 ae "0. 220, NPN, 65W, GOV ...ssscsscccsssscccssssssceeeersssese 19 
MRF-450A-MP ..... Tran. RE Matched Pair MRF450A SHW306 .............. RF Module 138-174MHz, 1 2v, 1 BW ....sssessssseeecsseees 22.00 Transistors. c..:.cc202 A lia 0 65 
MRF-453 ............. Tran. RE 60w CW, 2-30MHz, 12v SUS 7Hie Transistor, 10:31 22 eben i 8.00 Transistor, 10-220 ..:.sscsonsssscsteecercutieenessneestel Manan A5 
MRF-454 oooccssses. Tran. ‘RE 80w (W 2- 30MHz, 12v : $J1874H ............ tose 5.00 HPi267 Tronsstor a 
MRF-454, ........... Tran. ‘RE 80w CW 2-30MHz, WN : Si8/SH2 = Tansstoc 5.00 Hel? Transistor : 
MRF-454A-MP ..... Tran.,RE Matched Pair MRF4S4A ‘ SIBAIG ccc Transistor (0-3 ccccce uence 5.00 TAROOA, ccssssccscas Transistor 
MRF-455 eae Tran. ‘RE 60w CW, 2-30MHz, 12v j $J3518/230......... TronsistorolO-18 scnaueinet mentee. .det actin 3.00 Transistor 
MRF-455-MP ....... Tran. RE Matched Pair MRF4SS ..................... 3 S\O235n enue, Transistor, PNP. 10-39, OW .....cssscssssssssssssccssnssecocnsecees 1.50 Transistor 
MRF-455A .........- Tran., RF. 60w CW, 2-30MHZ vite. = Bee i $36240-2 os... Darlington, similar TO MIVOOV oocececscsesroeoneoree 1.70 Transistor 
MRF-464 ............. Tran.,RE 80w CW, 2-20MHZ 28V ......e.cccesescssneecsneees : $J876H21 ........... Transistor 10-06 6 3.00 TANSISIOE occasion JO. 
MRF-464MP.......... Tran., RE 80w CW, 2-20MHZ 2BV.......sececccesesssesssens i $19205 Dartington, similar To MIVOO) ocsccneeenen 2.00 Tron., T0-220,PNP65w, O0V ....ssscssesscccseseussansesesenenese 60 
MRF-472 ooo. scsssoee TOR cco ee 4.50 SK3520 cic SOR CALL Tran. ‘T0- 220, PNP6Sw, 60v OOM: iiccscorsosccunmane 59 
MRF-475 ooocsessooee Tran, 12w, 2-30MHz, 1 2v,TO-220 o0.......sssecscsssseseeee 20.00 SK95 22-0 sR Ree ett ete 5 See CALL Tran., 10-220, NPN, 40w, ADOV 8. 2S. cape 10 
MRF-475-MP ....... Tran. RF Matched Poit MRFA75 soc ccccsccccsco... 28.00 §M10233 ............ Transistor: dia cccccceath oh aera. on a 6.00 TRONSISPON .2.c..i.ccasuccconcesscnsstels RRRCEC eee "379190 
MRF-476 0.0... Tran., RF 3w,2-30MHz, 1 yA (NS. eees ee: 20.00 §M9130 o.oo. Tronsistor 10-3. 422.08 £20 tear oom 3.00 Tran., TO-220, NPN, 40w, 400V .......sscsssccscosssssssseseesee 15 
MRF-492 ne. Tran.,RE 70w CW, SOMHZ, 120 ..c.n.csesescsoseecccsvseesenee 16.95 SMA-8355101 ..... Tronsistor, 10-66 Gd 5.00 Transistr PNP 600mw 80v 10-5 oooun...sssesccssssesesconns 22.00 
MRF-641 ............. Trans. RE15w,407-512mbz,12vde................... 24.95 SMA-8355911 .... Transistor, 10-3 GOld .occccccccccscreneceoenen 12.00 : Transistor, Matched Pair ..........ssssscsssssssssssvsseveveeseee 7.00 
MRF-641-MP ....... Trans. ‘RE Matched Pair 641's ....................... 61.95 -6- Tansee ee 3.50 TX30N02P ........... Transistor, 10-220 soc 1.00 
MRF-644 0... Trans., RF-25w,407-51 DMN ZI LVCE Le acsarctesnesadl 29.95 Transistor.<TO<5 ice ctacen se a 6.00 136329 JO-18 Transistor ........c0.-csssee-. 15.00 
MRF-646 ............. Trans., RE 40w,407-51 2mbz, 1 2Vd¢ ........sscveccceosseeeees 31.95 Transistor Motorola};10=3 steht 23.00 220 eee Darlington, NPN, 25w, 10e .... . 3.00 
MRF-648 ............. Trans,,RF 60w,407-51 2imhz, 1 2Vd¢ ..sssssesesscccsersssssees 35.00 Transistor UES2605 . Transistor, 10-3, 30amp, 300v . 5.00 
MRF-650 ............ Trons,, RF 80w, 100-500mbz,] 2vd¢ ......sscessccoseveecesee 20.00 Transistor, German. Sw. 100w UES2606HR "Transistor, 10-3, Unitrode .. . 6.00 
MRF-841F............ RF Swat, 806- 960MHz, lie 29.00 Power NPN 5a 80v 40-140 hfe UES601 ..... Transistor, 10-3, Unitrode . 5.00 
MSA0885 ............ Avontek MMIC 5.00 Transistor, Matched Pairs VNO335N2 .......... yk pen CO 7.00 
MSC72002........... Tran.,RF 250watts, 1-1.15Sqhz ......sscesssossseccescenneee 45.00 Transistor Plast. Matched Quad VNG4GA ...cesssesen Power Mosfet me 3 Siliconix. nttiaias....o cee! 10.00 
MTM6ONO6 ......... Transistor Transistor .... VNOGAFD ............. FET. N.Chon:..1 Sw... ene, 5.00 
MU4852 .............. Transistor.70-18 2 0 Bet Rates) ceh os. in’ 1.00 . Transistor : \ 1 YALE ees Transistor, 10-66 Cosekncheeests SeN tees 5.00 
NE85635 wou... GaAs FET Mfr: NEC os Transistor, 10-1 : X8651025 ........... Transistor, RE Stud Mount coco 25.00 
- Me eee Transistor, TO-5 Transistor, RF Matched Quad k XGSR7540........... Transistor, 10-3, Hi Powers 8.00 

120680 sn Transistor, 10-226 Cas Tronsistor, RF Matched Pair ; 


SREZZ0 20a es Transistor, RF I 
SRE2 263 ites. Tran., RF NPN, 1252250 mhz 20W airs... sees 8.00 


PIC7532 .. en Transistor, 10-3, Gold Plated ................... 9,00 
SRF2264 ............. Transistor, RF Matched Quad.......................... 175.00 


PN3565 cissese [ONSIS$ON 105226, Case’ 2. 2. hemes oe 1.00 


urplus “Sales 
F featsinks 


D Jouble Surface. 
(HSK)HEATSNK90 50 watt (es- 
imated) 1-5/8”x 4” x 2-5/8” high. 
Pre-drilled feet and single center 
ho le. Unpainted aluminum. 
B24 25-249 250+ 
ty $1.50 | $1.25 


(HSK)75 50 watt (estimated) 
1/2” x 4” x 6”. Pre-drilled for two 
TO-3 transistors. $4 


()641A 35 watt (estimated) 
rx 3" x4, 1” high. Pre-drilled for 
one TO-3 transistor. $3 


~ www.surplussales.com > 


(HSK)5 2”. x A” x 1/2” high. 
Pre- drilled hole in center. $2 


1-7/8” x 1-7/8” x 
1 high. Pre-drilled holes for | 
single TO-3 transistor. $1.50 


Delta 


Double Surface 
(HSK)NC-421A 100 watt (based 
on 1.10°C/W Thermal Resistance). 
3” x 4-3/4” x 2-5/8” high. Pre- 
drilled for single TO-3 transistor. 

Each 


$8 


2-9 
$6.50 


10+ 
$5 


. Fan/ Heatsink 


A )486 rAI 


| combb! Cool your CPU big time. 


12vdc, 1 watt. 1-7/8” x 2”x1”H. $14 


M45-2D Nice heavy 
aluminum idle 5 pre-drilled 
mounting holes. 2-3/8” square 
1-7/8” high. $2.50 


e-mail: grinnell@surplussales.com. 


TO-5 2- Piece 


(HSK)8 Two piece heatsink clam 
shells around TO-5 transistor 
then screws down to board. 


Each 10-49 50+ 
$1 75¢ 65¢ 
a pe made 
Te ett. Cu p 
Clip 
Sinks 


(HSI — 


-TO5 Non-insulated fits 
TO- 5 transistor. Tapped hole. 


)18 Non-insulated 
fits TO- 18 ea Tapped hole. 


HSK)CCS-TO5 Non-insulated 
fits TO- 5 transistor Stud post. 


J18 Non-insulated 
fits TO- 18 transistor. Stud post. 
SI. 50 Each s (10+) 


SK)C ‘ dese stud 
ee He TO-5 transistor. 


7 SI-TO18 Insulated stud 
post fits TO- 18 transistor. 


$2 Each $1.50 (10+) 


Fax: 402-346-2939 
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White Silicone 
Neat Sink Compound 


DH)CT40-1 High performance 
silicone grease formulated for 
high heat transfer applications 
including thermocouple wells 
and mounting power devices. 
Meets Mil-C-47113. 1 oz tube. 


Each 12-144 145-399 400+ 
$1.25 $1 85¢ 70¢ 
Spring 


Spring heatsink 
slides over top of 
TO-5 / TO-39 
* transistor for in- 
stant sinking. 50¢ 35¢ (10+) 


*heatsink slides 
ver top of T0-5 / 
TO-39 transistor for instant sink- 
ing. 50¢ 35¢ (10+) 


Nestles inside of “B” 


and on top of TO-220 transistor, for sand- 
wich effect. 1/2” x 3/4”L x 1/2”H. 


25¢ 
TO-220 sink. 3/4” x 3/ 


* 4”Lx3/8”H. Add “A” above for extra. 45¢ 


Circuit Board 
heatsink. 1-3/4” x 1-7/8” x 1” high. 
Pre-drilled holes for single TO-3 
transistor. $1.75 


500 
watt (estimated) 4-1/2” 
X 4-3/4” x 12-3/4”. 3- 7/ 
16” holes, 34 5/3y 
holes, 3— 3/4” holes. 


Great for large stud di- 
$65 


odes and SCRs. 


TO-220 transisitor 
heatsink for pc mount. 


A5¢ Each 35¢ (10+) 


Part Number Description Type Price 
Fits TO-92 / TO-66. 1” high. A. 75¢ 
Fits TO-3. 1-1/4” high. A. 75¢ 
Fits TO-3. 3/4” high. B. 50¢ 
Fits TO-3. 1/2” high. C. 40¢ 


a 
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Relays: Solenoids, Open Frame 


24v Solenoid 
(MOT)DR26-100 1/2” slotted, 
spring return piston travels 5/8”. 
Mounts in 5/8” hole. 28 vdc, .5a 


1-1/8”0D x 2-7/8” behind 
$19 


coil. 
panel. Spring return. 


24v Solenoid 
(MOT)10-462-5 Nylon connect- 
ing arm. 24 vdc coil. 7/8” x 2-7/ 
8” long x 1-7/8” H. 1/4” travel. $15 


24v Solenoid 


(MOT)53629-83 1/8” x 1” shaft, | 


3/4” stroke, 1”OD x 2-3/8” behind 


panel. 24 vdc pulse. Deltrol. $22 | 


13 Pounds Force 


(MOT)6372 
3/8” stroke, 13 pounds linear 
force solenoid. 1-1/2”0D x 3-1/4” 


8/32 threaded rod, | 


| 2-5/16” long. 24 vdc. 
| mount solenoid. 


| 


| (MOT)8050000901 
| piston, 1/2” stroke. 


(MOT)11DC-C-24VDC 3/8”D slot- 
ted, drilled piston travels about 3/ 
4”, Various tapped mounting 
holes on 1” x 1-7/8” x 1-3/16” high 


frame. 24 vdce. Guardian. $18 


(MOT)HC-24-DC-AU 3/8”D slot- 
ted, drilled piston travels about 3/ 
4”. 8 oz pull. Base tapped mount- 
ing holes. 1” x 2-1/2” x 1-1/4” high 
frame. 24-30 vde 115Q coil. 
Hanell. $22 


(MOT)116757 Drilled piston has 
10/32 tapped hole, travels about 
1/2”. 1”x 1-1/4” x2” high frame. 
24 vde. Hart-Advance. $20 


(MOT)53414-61 5/16”D slotted, 
drilled piston travels about 3/4”. 
15 oz pull. 7/8” x 1-5/8” x 1-1/16” 
high frame. 2.8 vde 1.4Q coil. 
Deltrol. $17 


(MOT)22C-24 As above but 1/4”D 
piston travels about 1/2”. 3/4” x 1- 


1/4” x 3-1/4”. 24 vde. Guardian. $15 


1/2” Stroke * 

6/32 tapped 

11/16”0D x 

Flange 
$18 


— 


24 vde 


Solenoid 


| piston, 4-40 tapped hole, 3/8” 


| stroke. 1/2” dia. x 1-1/2” long. 
| Base flange. 24 vde, 50Q coil. $14 


PSS ees eee 
Info/Tech/Intnl: 402-346-4750 


ORDERS: 800-244- 


Rotary Stepping 


(KO)660-2C This is a latching 
DPDT relay, alternating each ad- 
vance of the armature. 115 vac 
coil. 5 amp contacts. 3” x 2” x 2- 


1/8” high. Guardian. $23 


Rotomite® Stepping 
(KO)705-12P-24D 12 position 
mini rotary stepper. 24 vdc coil. 
1-1/8”D x 2-5/16”L. Guardian. Ter- 
minal deck on end. $25 


Open 
Frame 
Vertical 
Leaf 
Relays 


(KO)LS-2053-1 Contacts: DPDT. 
Coil: 48-110vdc, 5kQ. 2”H. Collins 
pn. 970-1794-00 $10 Ea. $8(10+) 


(KO)A- 106896 Contacts: 4PDT. 


Dual coil: 48vdc, 400Q. 1-1/4” H. 
Collins pn. 970-2127-00. $15 


(KO)C6750 Contacts: SPDT. 
Coil: 75-110vdc, 10kQ. 1-3/16” 
high, 1” wide. 


| (KO)MB1199 ‘Contacts: SPST+} 


N.O. 60 amp double contact. Coil: 
110vdc, 5kQ. 1-1/2” high. Collins 
pn. 970-2274-00. $20 Ea. $15(5+) 


(KO)45L2586 Contacts: 2PST 


| N.O. + DPDT. Coil: 48vdc, 10kQ. 


(MOT)B670 1/2” slotted, drilled | 


piston travels 1” 


. Various tapped | 


(KO)BJX6/P-7314 Tall narrow 


mounting hole on 3” x 1-13/16” x | relay,5amp DPDT contacts, 159Q 
1-1/2” ‘high frame. 125 vde, 1580Q | 24vac coil. 11/16” x 2-5/8” x 2”H. 


coil. 3 


3.02 pounds pull force. $25 | 8/32 stud mount at base. 


$12 


1-5/8” high, 1-5/16” wide. Collins 
pn. 970-1371-00. $12 Ea. $10(5+) 


(KO)TS- 1086 Contacts: 5PST 
N.O. 5 amp + 1PDT 10 amp. Coil: 


48vde, 1.6kQ. 1-1/2” high. $15 | 


(KO)PA- 714- A29 Contacts: DPDT 
double 5 amp contacts. Coil: 
24-48vdc, 3kQ. 1-1/4” high. $19 


(KO)C743586-11 Contacts: 1PST 
N.O. double 3 amp contacts. 
Coil: l2vdc, 12Q. 1-1/4” high. $15 


(KO)83- 2420 Contacts: SPDT la. 
Coil: 115 vac/ 48 vdc, 320Q. 1-3/ 
4” high. CPN 405-0612-000 $35 


$12 Eo. $10(5+) | 


Open ‘algo uf 
Horizontal Relays 


(KO)20090-84 Contacts: 3PDT 
10 amp, gold. Coil: 110 vac. 4 
1/4” high. 6/32 stud post. ~ 

$22 Each $17(10+) 


(KO)115-22T2L1 Contacts: 

DPDT 10 amp. Coil: 120 vac. 1- 

1/4” high. 8/32 tapped mnt hole. 
$17 Each  $15(10+) 


(KO)RB24 Contacts: SPST Nor- . 
mally Closed! 15 amp. Coil: 24 
vdc. 1-1/4” high. 8/32 tapped hole. 

$1.50 Each $1.25 (10+) 


(KO)20301-81 Contacts: DPDT 10 
amp. Coil: 12 vac. 1-1/4” high. $14. 


(KO)1308-1 2PST N.C. 5 amp) 


silver contacts. AC Coil: 780 ma, 
0.4Q. 2” high Price Elec. 


$15, 


Sensitive Relay 


| (KO)112XAX146 SPDT 2 amp 
contacts. Coil: AC current, pulls 
in @ 4.18 ma, 3.3kQ. 2-1/2” sq. 
Struthers-Dunn (7137DC) $35 


Telephone Relays 


| (KO)352439-000 Contacts: 6PST 


N.O. + 2PDT + 1PST N.C., 500vde 
@ lamp. Coil: 48vdc (tapped @ 
1.31kQ & 1.5kQ. 3-1/4” high. $10 


(KO)GR-7034-A4 2PST N.O. 
Coil: 12 vde, 16Q. 1-5/8” high. $6 


24 vac ° 30 amp 


Air Conditioning Contactor 
(KO)3ARR8-MARS4 2PST 30a 


240v contacts, LRA 125. 24 vac 
GE. 2-3/4” sq. X 2-1/2”H. 

3-19 
$16 


coil. 
~ Each 
$19 


20+ 
$14 


24 vac + 18 amp 
Air ait nn Contactor 


(KO) 4 OnW 


\Q) 1 D480Z 2PST 
(1- n.0. age aie 18a 65 LRA 
240v contacts. 24 vac coil. ESSEX. 
1-7/8” x 3-1/8” x 1-7/8” high. 
Each 3-19 20+ 
$17 $14 $12 


urplus Sales —www.surplussales.com 


Re ela ays: ( Contactors, Open Frame 


24 vac - 30 amp 


Air SS rnablal Contactor | 


ihe 2PST 30a 
50v contacts, LRA 180. 24 vac 
coil. A-B. 2-1/2” sq. x 4-1/4”H. 
Each 3-19 20+ 
$20 $17 $14 


_24 vde ¢ 25 amp 
)PM 4PST 25a 
DA0y contacts, 24 vde coil. P&B. 


Mii I 


2-3/4” x 3-1/4” x 2-3/4”H. 
Each 3-19 20-99 100+ 
$25 $21 $19 $17.25 


Dynamotor Relay 
if SES leo 
vde Very Heavy contacts. 28 vdc 
coil. 3/8” stud terminals. Made 
for BC375 equipment. $35 


) 2PDT 25a 
240v era 24 vde coil. Oak 
Ind. 1-1/2” sq. x 2”H. Sealed. $19 


| 240 vac contacts. 100-120 vac coil. 


| 
| 


SPST 
25 
amps 
SPST 25 amp | 


QD terminals. $14 


120 vac - 25 amp 


contacts. 120 vac coil. Quick disconnect 

spade terminals. ESSEX. 2-1/4” x 2-5/8” x 

2-1/4” high. Contactor has one aux. contact. 
Each 
$8 


2PST 25a 240v 


3-19 
$7 


20+ 
$6.50 


Medium Contactors 


Single Throw 
KO)PRD7AGO 2PST 30 amp 
600v roc 120 vac, 50/60 Hz 
coil. Potter & Brumfield. 2-1/2” x 
2-1/2” x 2-1/4”H. 
Each 3-19 20-99 
$10 $9 


100+ 
$8.50 $7.90 


O)WI99AL SPST 30 amp 
up ) to 600v, dotibis contacts. 120 
vac coil. Magnecraft. 2-1/2” sq. 2” 
high. $7 Each $6(10+) 


PRD7AY( 2PST 25 amp 
240v contacts. 24 vde coil. P&B. 
2-1/2” sq. x 2-1/4” high. $13 


_Double Throw 

JYO 2PDT 25 amp 

240v contacts. 24 vde coil. P&B. 
2-1/2” x 3-3/8” x 2-3/8” high. 
Each 3-19 20+ 
$22 $19 $17 


e-mail: grinnell@surplussales.com Fax: 402-346- 2939 


6 vac > 10 amp 


2PDT 10 amp | 
300v contacts. 6 vac coil. GE. 
20k oO Xe-o/8 THe $10 


| switches. 120 vac coil. 


12 vde »- 25 amp 
SPST 25 amp | 


normally open contacts. 12-18 
vde coil. 2-1/2”x3”x2”H. $20 


| 3-3/4” x 3-1/8” x 
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Prestolite in- 
credibly HEAVY-DUTY 3PDT 
contactor. Made to switch 300 
amp AC equipment. Use on single 
or three phase projects. 120 vac 
control coil. 4” x 5” x 8” high. 
100+ pieces in stock. 
Each 3-19 


31955" S165 


20+ 
$150 


Big Contactors 


2PST 75 amp 
| 600v contacts. 120 vac coil. Gould. 


3-3/4" (x 3-1/2" x 4”H. $75 


SPST 60 amp 
600v contacts. 28 vde coil. Rowan. 
3- 3/4” x3- 1/8” x 3- 5/8’ 1H. $75 


SPST 60 amp 
600v contacts. 200LRA. 28 vdc 


| coil. A-H 3- 7/8") x4”x4”H. $75 


3 SPST 30 amp 
600v contacts. DPDT aux side 
Gould. 3- 
3/4” x 3- 1/2” x3- 1/2”H. $55 


5PST 10 amp 
220v contacts. 28 vdc coil. Rowan. 
3-5/8"H. $65 


Silver Contacts 


75 amp contacts. 
5/16” x 3/8” surface area. $4 


~S 
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RNF100 
DPDT 
RF Relay 


12 vde coil 
(KO)RNF100-DP 10 amp, 5kv 
contacts. Deltrol relay made for 
use in rf circuits. 12 vdce coil. 1-1/ 
2” high, 1-7/8” deep, 1-1/8” wide. 
Great for antenna / trap switch- 
ing or for use in amplifiers. 

Each 5-24 25 + 

$14 $12 $11 


(KO)RNF100-DP24 10 amp, same 
as above but 24 vde coil. $24 


100 amp Contactor 
(KO)16381-166-10 3PST 
450 vac coil. Ward Leonard. 4” x 5” 
x 8” high. Double contacts.$275 


RNF100 
ig SPDT 
RF Relay 
vdc coil 
(KO)RNF100- SP 5amp, 2kv con- 
tacts. Deltrol relay made for use 
in rf circuits. 12 vde coil. 1-1/16” 
high, 1-3/4” deep, 1-1/8” wide. 
Great for antenna & trap switches. 
Each 5-24 25-49 50+ 
SS. £94.20 569.7 0s sore) 


50 amp Contactor 
(KO)6041H200 SPST no. 28 
vdc 94Q coil. Eaton. 2-5/8” x 1-1/ 
2” x 2-1/2” high. MS24166D1. $65 


1” 


is 
feS 


Info/Tech /Intnl: 402-346-4750 
Relays: Eoaiactors, Open Frame 


Rey be hg ja 


36 Pole ST 


(KO)801-36A-115T 36PST 
Normally open. 115 vac coil. 3” x 
1’x3- 1/2” high. Gold contacts. $75 


48 Pole DT 
(KO)901-48CG28 48PDT 12- 
28 vdc, 120Q coil. 2-7/16” x 1” x 
3-1/2” high. Gold contacts. $110 

24 Pole DT 
(KO)801-24C28 24PDT 28 
vde, 227Q coil. 2-7/16” x 1” x3- 
1/2” high. Gold contacts. $85 


Oil Dash-Pot 
Relay 


| (KO)PD-55521-1 
'2PST normally closed 
. 2 amp contacts. 12-28 


pce = DPST 
Contactor 4 2 
28 vd ‘I Normally Open 
vde coi 
(KO)JBA4002J RF Relay 
28 vde coil 


Prestolite relay 
has composite in- 
sulation and per 
forms well in HV-RF applica-~ 
tions. We have tried it up to 5kv 
with no problems. 40 amp N.O. 
one pole contact. 28 vdc coil. 
2-3/4” x 3-1/4” x 4-1/2” high. $35 


(KO)21702-73 15 
mp, 6 kv contacts. 
Deltrol relay made 
| for use in rf circuits. 28 vde coil. 
2” high, 1-7/8” deep, 1-1/8” wide. 
Both poles are silver strapped 
from factory, ie. SPST, N.O. 


$19 Each $17(5+) 


vdc, 280Q coil. 7” total 
® height. Mounting bracket. 
' Must mount vertical. In- 
cludes oil for pot. $35 


ORDERS: 800-244-4567 : Fae Es. 


RF 
Rotary 
Transfer 
Relay 
(KO)RL-908 


Dual pole, 10 amp, 
20kv contacts. Remotely short or 


SPDT HV Relay, 


| (KO)GS15163 
High volt- 
a" age relay 
Latching 4PDT 5a |has 1/277 
(KO)GPRLEX-17T Dual DPDT | ceramic %@& 
relays operated with common ar- | standoffs on a 
mature that mechanically toggles | terminals. 10 amp 
to each resting position. 5 amp | contacts will withstand 30kv. 95Q, 
contacts. 115 vde coil. Ohmite. $12 | 24 vdce coil. $49 2+ $45 


transfer an open wire feedline as 
schematic of one pole shows be- 
low. 120 vde coil. 5” high, 1-5/8” 
D, 3-3/8” W. Jos. Pollack Co. $125 


5 L 


2. Contacts rate 
3. Small size, 3/11 
4. Highest quality y 
5. Sealed tube is weather | 


6. We have 18,000 in stock SO sav 
big bucks off the $6 OEM price. 
Trip reed switch with permanent magne e 
as in alarm system, or wrap tube wi 
magnet wire for very low current switch 


Each 5-24 25-99 
$2 


$3... $2.25 $1.50 


Reed Relay 
(KO)CRTN1026 SPST Nor 
mally closed. 24 vde coil. 2-1/2” x 
7/8” x 1/2” high. PC mount. $ 5 


Multi-Reed 
Relays 


(KO)KR10025-13 4PST Nore 
mally open. 4 individual tubes 
mounted in circuit board style 
reed cluster. Very fast switching, 
isolated tubes. 12-24 vde coil. 
1-1/2”x 1” x4” high. $25 $19(5+) 


(KO)KR10027-11 5PST no. 5 
individual tubes. 5-14 vdc, 
1100Q coil. $29 $24(5+) 


(KO)KR20006- 14 6PST n.o. 6 


individual tubes. 24 vdc, dual 
coil. $32 $26(5-24) $22(25+) 
12 vde 
12 amp 


(KO)S87 SPDT —_ 
solenoid type relay. 1D. amp con- 
tacts. P&B S87R5D2B1D1-12 $18 


._ Wide Spaced Relay (K0)1407MX Leech 
ae relay with Mycalex insulation. Works well at rf fre- 
@ quencies. 15 amp contact. Must stand off from 
’ chassis with ceramic insulators @ three points. 24 vdc, 
250Q coil. 2-1/2” x 3” x 1-1/2” high. $45 (3+) $40 


Mycalex Insulation 


DPDT RF Relay 
(KO)1709-2 Good ol’ fashioned rf 
relay. 15 amp contacts will with- 
stand 15kv. 1-1/2” spread on con- 
tact centers. 115 vaccoil. $49 


High Voltage Relay 
(KO)ML7660310G1 Double pole, 
1- n.o., 1- n.c. all silver contacts. 
Fully adjustable travel, timing on 
this high voltage relay. Ceramic 
stand-offs. 28 vdce control. 2-5/ 
8” x 5-1/2” long x 2-5/8” high. $75 


$8 


3PDT - 10a - 24vac 
(KO)CR120HC95W06 
10 amp contacts. 24 vac coil. 11 
pinbase.GE. $14 $11(3+) 


2PDT + 5a « 48vdc 
(KO)150T-3364 2PDT 5 amp 
contacts. 48 vdc, 6kQ coil. 8 pin 
octal base. Deltrol. $10 $8(3+) 


DPDT - 10a « 110 vde 
(KO)KUP11D55 DPDT 10 
amp contacts. 110 vdc coil. 8 
blade plug-in base. P&B. $15 


SPDT - 10a « 6vac 

(KO)KUP5A55 SPDT 10 
amp contacts. 6 vac coil. 5 blade 
plug-in base. P&B. $10 


-DPDT + 10a + 24 vac 
Latching 
(KO)KULIIAI5S = DPDT 10 


amp contacts. 24 vac coil. 9 blade 
plug-in base. P&B. $19 


3PST 


115 vac 
Coil 


10 amp 


(KO)P13838 3PST normally 
open relay. 10 amp contacts. In- 
cludes screw / barrier terminals, 
flange back. 105-130 vac, 2250Q 
coil. $45 $39 (3+) 


www. surplussalesc com 


3PDT 


0 oe raed ol 


Mercury } 
Wetted 
Relays 


High Speed \, 


(KO)HGS5021 SPDT CP Clare 
3amp contacts. Coil:6 vdc @ 6ma. 
8 pin octal base. $10 $9 (5+) 


(KO)CRA1001 SPST CP Clare 
3 amp n.o. contacts. Coil:12 vdc 
@ 30ma. 8 pin octal base. $5 


(KO)800B107F01 
10 amp contacts. Deltrol relay. 
75 vdc coil. $39 


(KO)FC400-16 4PDT 5amp 
contacts. Struthers-Dunn oe 
4 


14 vd, 150 coil. 


DPDT 


(KO)TQAD-1408 SPDT 
relay. 1 amp contacts. 5 pin base. 
26 vac, 5kQ coil. Metal enclosure. 


$5 $4(5+) 


(KO)41JCOZ5000AC SPDT 
Sigma relay. 5 amp contacts. 8 
pin octal base. 90-115 vac, 5kQ 
coil. . $18 $15 (5+) 


(KO)5JO1000SSPAL SENSITIVE 
Coil Pick-up 1.0 ma pull-in, 0.4 
ma dropout. Sigma relay. SPDT 
0.5 amp contacts. 8 pin base.$20 


e-mail: grinnell@surplussales. com 


Hook Terminals 
1-1/2" x 1-3/8" x2" High 
Hermetically Sealed 
Metal Case 


(KO)KR5237 SPST 5 amp 
normally closed contacts. P&B 
relay. 6.3 vac coil. $7 


(KO)52C-12577  =SPDT3 amp 
contacts. Price relay. 26.5 vdc, 
450Q coil. $10 $9 (5+) 


(COL)974-0106-000 DPDT 
1 amp contacts. Price relay. 48 


vde, 1.5kQ coil. $25 $22 (5+) 


(KO)12322 DPST normally 
closed3 amp contacts. 12-24 vdc, 
7602 coil. ($25_ $22 (5+) 
(KO)CR2791C12285__ 4PDT 
3 amp contacts. 75-115 vdc, 
9.5kQ coil. Pin terminals. $45 


(KO)5722-27HSK —s« AST 


4 amp normally open contacts. 
100-136 vde (136vdc @ 10ma), 


11.3kQ, 19ma coil. $29 
(KO)RL-1140-1 3PDT 6 amp 


contacts. 26 vdc, 350Q coil. $49 


"Fax: 402-346-2939 


SPDT 

Octal 

Base | 

Hook Terminals 
Metal 
Case Mounting Side Ears . 
igma relay. 2 amp ots! ‘ 
pin octal base. 115 vac, 5kQ coil. Hermetically Sealed 
$9 $8 (5+) Metal Case 


(KO)MHX-163 
+ 1PST n.c. + 1PST n.o.) 5 amp 
contacts. Allied. 6 vdc, 85Q coil. 
Fits RT-176A/PRC-10A. 


Each 5-24 25-99 100+ 
$10 $8 $7 $5 
(KTD)44SR18B 6PDT 2 amp 


contacts. Deutsch. 44 vdc, 420Q 


coil. TIME DELAY .01 seconds on | 


operate. $30 (5+) 


$35 


(KO)UN312577 


contacts. 26 vdc, 210Q coil. $28 


3 Poles (1PDT | 


=). ee * , 


1/8" x7/8" x 1-1/2" High 
Hermetically Sealed 
Metal Case 


(KO)2C150-A DPDT 5 amp 

contacts. 28 vdc, 300Q coil. Sol- 

der hook terminals, 6/32 base posts. 
Each 5-24 Zr 
$16 $13 $11 


(KO)22RJCC DPDT Sigma re- 
lay. 2 amp contacts. Solder hook 
terminals, 6/32 base posts. 115 vac, 
5kQ coil. $10 $8 (5+) 


(KO)RS437-3-A8K SPDT Jron 
Fireman replacement relay for 
boiler controls. Very sensitive coil 
pulls & holds @ 2.25ma. 8kQ coil. 
8 pin octal tube base. $19 


(KO)CPL-1- SL2 SPDT 5 amp 
contacts. 28 vdc, 300Q coil. Sol- 
der hook terminals on top, base 
mounting flanges. 
Each 5-24 
$13 $11 


25 + 
$9 


minals. 


(KO)BOHR X-84 


| (KO)2107 


6PDT 2 amp | 


1-3/4" x 1-3/4" x 2-3/4" High 
Hermetically Sealed 


Metal Case 
(KO)BOHRX-112 DPDT 
10 amp contacts. 8 HD hook ter- 
Allied. 28 vdc coil. 

5-24 25 + 
$19 $17 $15 


(KO)RP-10261-G8 4 Pole 
(2PDT + 2PST n.c.) 20 pin termi- 
nals. CP Clare. 24vdecoil. $15 


SPST nor- 
mally open 20 amp DOUBLE 
CONTACTS. Solder hook termi- 
nals. Allied. 24 vdc, 221Q coil. 
Arc quenching oil. $45 
3PST nor 


mally open 5 amp contacts. West 
-inghouse. 115 vac, 220Q coil.$35 


Each 


5) AHS 
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Relays: Sealed, Plug-In 
Crystal Can 
Relays 


(KO)3SAF1207 DPDT 2 amp 
contacts. 24 vdc, 600Q coil. 1-5/ 
16” x 3/8” x 1-3/16” high. Hook ter- 
minals, back flange. $19 $15(5+) 


DPDT - 24vdc 
(KO)MH5445-1 DPDT 2 amp 
contacts. 24 vde, 245Q control. 
P&B. Hook terminals. 1-5/8” 
high x 1-3/8” x 13/16”. $10 


(KO)60GB13G-1A DPDT 2 amp 
contacts. 11.5 ma, 1500Q coil. 1- 
5/16” x 3/8” x 1-3/16” high. Pin ter- 
minals, btm flange. $15 $12(5+) 


DPDT 


< 11.5 ma 
Coil 
DPDT 


(KO)RP9870-G1 


26 vde, 675Q coil. Clare. Wire pre- | 


formed terminals. 10. S5+) | 


| (KO)RSHX-108 


4/6 Pole + 26 vdc 
(KO)R115B3T-9C 4PDT5 amp 
contacts. 26.5 vde, 150Q control. 
Hart. Solder eye terminals, flange 
base. 1” dia. x 2-1/4”H overall. $25 


(KO)1010-50 6PDT1ampcon- 
tacts. 26 vdc, 190Q control. 
Deutsch. Hook terminals, flange 


| base. 1” dia. x 1-3/4”H overall. $35 


2PST + 7 vdc 
2PST nor- 


| mally closed. 7 vdc, 715Q con- 


DPDT 
) 120 vde 
(KO)RP9859G14 DPDT 3 amp | 
contacts. 120 vdc, 9100Q coil. 


Clare. PC mount, bottom ears. 1-1/ | 


4’ 3/8" x 7/8"H ($19 $17(5+) 


(KO)3SAM1073 


trol. Allied. Hook terminals, flange | 


base. 3/4” dia. x 2’ H overall. $5 
DPDT - 26 vdc 
(KO)MHX-258 DPDT 5 amp | 
contacts. 26 vdc, 325Q control. 
GE. Hook terminals, flange 


| mount. 5/8” dia. x 1-3/4”H overall, 


DPDT 26.5 | 


vde, 1500Q coil. GE. Long wire | 


terminals. 3/4” x 7/16” x 1-3/16”. 
Each 5-24 25 + 
$15 $13 $11 

LATCHING %& 

26v * 
KO)3SAM1183A2 

DPDT Dual coil, 24 vdc, “™ 

1500Q. GE. Latches in both 

directions. 3/4” x 3/8” x 1-1/4”. 

Each 5-24 25 + 
$19 $16 $13 


1-1/4” above chassis. $19 | 
SPDT - 125 vdc | 
(KO)R20SE-9KA1S1 SPDT | 


la contact. 125 vdc, 9.9kQ con- | 


5/8” dia. x 
$5(5+) 


7 pin tube base. 
$6 


trol. 
1-9/16”H overall. 


= contacts. 28 vdc, 
3002 control. S-Dunn. Hook ter- 
minals, 8/32 posts. 1-1/4"H. $24 


24 Pole DT 


6PDT x 4 > 2amp > 24 vdc 
(KO)645-6145 Two double 
ended 6PDT relays side by side on 
1 bracket = 24 pole total. 2 amp con- 
tacts. 28 vdc, 190Q coil. Hook termi- 
nals. 1-3/4” x 2-3/8” x 1-1/2”H. $125 


6PST + 28 vdc 
(KO)FCM410-1 6PST normally 
open 10 amp contacts.'28 vdc, 
150Q control. Struthers-Dunn. 
Hook terminals, flange base. 1” x 
1” x 1” high. ’ $29 


| (KO)64-348 
| contacts. 26 vdc, 890Q dual coils. 


DPDT 10 amp 


ORDERS: 800-244-4567. 


xs EN ‘ 

“Fax: 402-% 

SPDT — 
5a 


115 vd 5 


—_ 


(KO)LBS- 
aise strip. a 


~(KO)22AK Dual 
| coil relay. Each side 
has 5PDT contacts, 
re a total of 10 poles, operating 
at 15-24 vdc, 6002. PC mount. 

1-1/2” x 1-7/8" x 4-5/8”H $29 


Eprenorennne 


a : 


Electronic Chopper 
(KO)C2740A James Electron- 
ics chopper produces 57° Phase 
Angle, 170° Dwell Time. 6.3 vac 
input. SPDT 10vdc 1 ma switch- 
ing. Includes tube shield. 7 pin 
tube base. $15 $11(5+) 


Separate pull-in and holding coils. 
| Hook terminals, btm flange. $22 


| Cessna 
— Relay 
| 


| 


48 vdc 
4PDT @ 


(KTD)333242 -APDT 


| Plug-in relay with 48 vde, 5.8kQ 
| coil. 1 amp contacts. $6 $5(5+) 


SPDT + 6.5kQ Coil | 
(KO)SK5291 CP Clare octal | 
| plug-in relay for Cessna Aircraft. | 
6.5kQ coil. 2-1/4” high. $22 | 


8PDT 
7 Amp 


(KO)1485-Y2 
8PDT 7 amp contacts. 
28 vde control. Plug-in relay 
made by E.C.E. of France. $75 


Time 
Delay 


75 sec- ON + 30 sec- OFF 
(KTD)MTRH-3172 2 Pole 


| (IPDT + 1PST n.o.). 75-110 vde, 


11.7kQ control, 6.3v heater. 
Branson. 7 pin tube base termi- 
nals. Delays 75 seconds on oper- 
ate, 30 seconds on release. $65 


Shae ab COV Betts e a ra Ys. 


‘ ee e-mail srinnell@surplussales. com ee 402-346-2939 


PDT 30 amp + 115vac Coil 


KO)99XBX102 — Truly a me- 
hanical wonder from the pre- 
ransistor days. Energize the 
vent coil (shown left) 4 times 
115 vac) and on the 4th, 30 amp 
JPDT contacts are made. If the 
ent coil is tripped more than 4 
imes, nothing happens. The re- 
ease coil (shown right) resets the 
am to zero, with contacts also re- 
etting. 5”x 7” x 3-1/2” high. $85 


20 Minute Delay 
7Jamp « SPDT + 115vac 


KTD)M11452 Motor driven 
ime delay in hermetically sealed 
hamber. Preset 20 minute delay 
n operate. 7 amp SPDT contacts. 
15 vac control circuit. 4-3/8” x 
-1/4” x5” high. 8/32 btm studs. $95 


5-7 Sec. TD Relay 
(KTD)CDF38-30002 DPDT 
10 amp contacts, 5-7 second de- 
lay on operate, 24 vac control. 
P&B. 11 pin base (socket $5). $30 


5 Sec. TD Relay 


(KTD)CDC-21-30021 DPDT 
2 amp contacts, 5 second fixed 
delay on operate, 24 vdc control. 
P&B. 8 pin octal base. $25 


(KTD)W21ACPSRX-5 DPDT 
10 amp contacts, .1-10 second 
(adjustable top knob) delay on re- 
lease (of external switch). 100-130 
vac control. Magnecraft. 11 pin 
octal base. (socket $5). $35 


Contact configuration is after 
control voltage in model number, 
ie. 26NO60T, the NO is normally 
open. If it were NC or C, the con- 
tact would be normally closed. 


= Bt fe ele 4 


a ‘ 
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Contact configuration is after 
control voltage in model number, 
ie. 26NO60T, the NO is normally 
open. If it were NC or C, the 


2 Second Delay 
Samp « SPDT -« 115vac 


KTD)61S3-2 Motor driven time 
elay in hermetically sealed 
hamber. Preset 2 second delay 
n operate. 5amp SPDT contacts. 
15 vac control circuit. 4” x 3-3/ 
> 3-3/8” high. 1/4” btm studs. $65 


1 Sec. TD Relay 


(KTD)CUC-41-4001 DPDT 
10 amp contacts, 1 second fixed 
(change res. for longer times) de- 
lay on operate. 48 vdc control. 
P&B. 8 pin blade base. $20 


1-120 Sec. TD Relay | 


(KTD)CUH-41-30120 DPDT 
10 amp contacts, 1-120 second 
fixed (set external resistor from 0 
to 2MQ) delay on operate. 24 vdc 
control. P&B. 10 pinblade base. $39 


30 Second Delay 24 vac Control 


(KTD)32-3120 Heinemann thermal 30 second time 
delay on operate. 24 vac. SPDT 2 amp contacts. $15 


Part Number Volts Delay Each | contact would be normally closed. 
(KTD)2NO10T 2 10s $15 | F is fora flasher. Many items have 
(KTD)6C15T 6 15s $18 | very low inventory counts. 
(KTD)6NO15T 6 15s $18 Part Number Volts Delay — Each 
(KTD)6C120T 6 120s $22 | (KTD)5NO3 5 3s 2$10 
(KTD)6C180T 6 180s $22 | (KTD)5NO20 5 20s he 
(KTD)I2C5T 125s $25-| TD Noa) 6 as SB 
(KTD)12NO30T 12 30s $30 

(KTD)6NO60 6 60s $22 
(KTD)26NO60T 26 60s $25 | (KTD)6C180 6 180s $25 
(KTD)50NO45T 50 45s $15 | (KTD)501-B1940+ 6.3 45s $45 
(KTD)50NO120T50 120s $15 | (KTD)501-B1919+ 6.3 50s $45 
(KTD)115C60T 115 60s $30 | (KTD)12NO3 12 3s $25 
(KTD)115NO60T 115 60s $35 ) (KTD)12C5 12 5s ee 
(KTD)115NO75T115 75s $35 Se 5 Sh Ee 
(KTD)115NO90T 115 90s $35 | (Krp)j2N030 12 30s $30 
| (KTD)12NO60 - a oe 
| (KTD)12C60 S 
Time Delay (KTD)12NO120 ‘ al Bae 
(KTD)12NO180 S 
meray, (KTD)12C180 - ei ue 
(KTD)501-B2309+ S 
8 Pin Octal (KTD)501-B1751+ 26 35s $45 
(KTD)26.558 SPDT 1.5amp | (KTD)26F45 = 26 45s oe 
230v contacts, 3-7 second delay on | HC cen 26 50s a 
operate. 26 vdc control. 8 pin oc- | Brian iris a une a 
tal tube base. Metal, sealed. $35 | (KTD)50NO5 50 5s $25 
(KTD)P10808 SPST n.o. 1 | (KTD)115NO2 115 2s $45 
amp contacts, 370 seconds delay | (KTD)115NO3 115 3s $45 
on operate. 110 vaccontrol. $25 | (KTD)115NO5 115 5s $45 
| (KTD)115NO10 115 10s $45 
| (KTD)115C30 115 30s $55 
| (KTD)115F45 115 45s $35 
Metal Case , | LNG a = ae 
‘ Geese §| (KTD)IISNO60 11 S 
Hermetically i . | (KTD)115F60 115 60s $45 
Sealed | (KTD)115NO120 115. 120s $95 
| (KTD)115C120 115 120s $95 
TDR | (KTD)117NO5T 117 5s $39 
1a fay” =| (KTD)501-B1877+ 117 60s a8 
7 Pin Tube Base Flange Base, Hooks | | * N.C. Contacts + N.O. Conte 

Part Number Volts Delay Contacts Base Each 5 or more 
(KTD)GT5440 63 60s N.O. 3amp Flange $25 $22 
(KTD)GT3224 63 60s N.O.3amp 7Pin $25 $22 
(KTD)HFV-04* 10° Crit. N.C. 6amp Flange $25 
(KTD)GT3689 24 10s N.C.3amp 7Pin $19 $16 
(KTD)GT2400 26 15s N.O. 3amp Flange $22 $19 
(KTD)3017 28 145s N.O.3amp 7Pin $22 $19 
(KTD)GT2496 28 300s N.O. lamp Flange $25 $22 
(KTD)GT2581 120 60s N.O.3amp 7Pin $33 $29 


* Critical Voltage Relay: If Voltage changes .2v from set point, relay opens 


= 
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Relays: Solid State, Plug-In 
TO-5 Relays 


TELEDYNE 


5 Amp «- 250 VAC 


(KO)601-1403 Solid State 
optically isolated relay. 5 amp, 
250 vac capacity. 3-28 vdc, 3 ma, 
control current. 1” x 2” x 7/8” H 

Each 4-12 13+ 
$5 $4 $3.50 


TO-5 Relay Board 


(KO)71A156 Biggest bargain in 
our TO-5 line up. You get 8 
(EIGHT) DPDT 5vdce 50Q 
TO-5 relays mounted on brand 
new, foil bag packed mil-plus con- 
trol board or can be removed. 
Each 4-12 13+ 
$25 $22 $20 


GORDOS 
ARKANSAS 


15 Amp + 240 VAC 


(KO)GB2600-505 Solid State 
optically isolated relay. 15 amp 
(200 amp surge), 240 vac capac- 
ity. 5 vdc (logic), 3 ma, control cur- 
rent. 1-1/2” x 2-5/8” x 1-1/2” H. Spade 
lug terminals. $10 $9 (5+) 


DPDT + 6 vde 


(KO)M39016-9-014P TO-5 
DPDT 1 amp contacts. 6 vdc, 98Q 
coil. Gold. 8 long wires. Teledyne 
J412-6WP $10 $9 (5+) 


(KO)M39016- g- 058L TO- 5 
DPDT 1 amp contacts. 6 vdc coil. 
Tinned. 8 long wires. AI-G 
JMAC-6XL $8 $6 (5+) 


DPDT - 6 vde 


(KO)412DM26 TO-5 DPDT 
1 amp contacts. 6 vdc, 98Q coil. 
8 short, preformed wires. 


10 Amp - 125 VAC 
(KO)Z120D10 Solid State op- 
tically isolated relay. 10 amp (110 
amp surge), 125 vac capacity. 3- 


32 vde (logic?), 3 ma control current. eo eae ve 
1-1/2” x 2-5/8” x 1” H. Spade lug quick Dy 
disconnect terminals. $8 $7 (5+) DPDT - 12 vdc 


(KO)JMSW-12XM TO-5 DPDT 


Heav 1 amp contacts. 12 vde coil. 8 
: put! long leads. HI-G. $14 $12 (5+) 
Solid SPDT + 12 vde 
| (KO)JIMAP-12XL TO-5 SPDT 
States | 1 amp contacts. 12 vde coil. 5 


| short leads. HI-G M39016/7-020L. 


(KO)120D25 25 amp 125 vac Each 4-12 13+ 
optically isolated relay. 250 amp | $11 $10 $9 
surge. 3-32 vdc (logic?), 3 ma con- ; 

trol current. 1-3/4” x 2-1/4” x 1” H. DPDT - 26 vdc 
Screw terminals. $12 $10 (5+) | (K0)M39016-11-024M TO-5 
(KO)D2425 25 amp 280 vac | DPDT 1 amp contacts. 26 vdc 


coil. 8 short leads. HJ-G JMSP- 


optically isolated relay. 250 amp | $12 $10 (54) 
+ 


surge. 3-32 vde (logic?), 3 macon- | 26XM 
trol current. 1-3/4” x 2-1/4” x 1” H. 


yoy in.) oe 


Info/Tech. /Intni: 402-346-4750 


5v Input Module 
(KO)IAC5 Opto 22 optically 
isolated input module for separat- 
ing line voltage from logic. Vcc = 
5 vde, input 90-140 vac. 
Each 4-19 20+ 
$7. 


$9 $8 
Low 
Profile 
PCB 


Relays 


APDT « 3a °5v 
(KO)AZ521-09-1 Low profile pc 
mount relay. High quality gold. 
4PDT 3 amp contacts. 5vdc, 200Q 
coil. 7/16”H x 1-1/8” x 1-3/8”. 


Each 4-12 13+ 
$3 $2.50 $2 
DPDT « 2a « 12v 

(KO)PS-860-1 DPDT 2amp 
contacts. 12 vdc, 200Q coil. 
7/16" x 1-1/8” x 1/2”. $2 


SPDT «1a + 24v 
(KO)AZ1530-06-1 SPDT lamp 


contacts. 24 vdc, 950Q coil. 
9/16”H x 1-1/16” x 7/16”. 
Each 4-12 13+ 
$2 $1.50 $1.25 
Relay 
Socket 
Board 
(SOK)27E461 Relay socket bro- 


ken out to barrier terminal strips. 
Works for SPDT, DPDT or 4PDT 


Allied style relays at right! $12 
Relay 

Sockets 

For relays featured right. 
(SOK)2POLESOK _ Print.Cir. socket fits 
2 pole R10 style relays. 85¢ (10+) 7O0¢ 
(SOK)4POLESOK _ Printed Circuit socket 
fits 4 pole relays. 85¢ (10+) 70¢ 
(SOK)X96SOC-S _ Solder eye socket fits 


$4 
Printed Circuit socket 
$1 (10+) 75¢ 


Solder eye socket fits 
$4 


4 pole relays and has eyelet terminals. 
(SOK)ST345/Al1 
fits 6 pole relays. 
(SOK)X97SOC-S 
L 6 pole relays and has eyelet terminals. 


Screw terminals. $16 $13 (5+) 


(KO)A480§ S amp 480 vac | 
90-280 vac control current. 1-3/4” x 
2-1/4” x 1” H. Screw terminals. $35 


(KO)MP240 


boards. 


D2 2amp 240 vac solid state 


F relay. 20 amp surge. OPTO-22 5-24 vdc. 3/8” x 
15/16” x 1-11/16”L. PC mount. Removed from new 


$3. $2.50 (4-12) $2 (13+) 


| 


Plug-In 


(KO)TI54X-44 
2 amp contact: ‘12- 24 


vd DP 
iC 
coil. $5 ics 54 
(KO)R10- E1-Y2- V700° 


a 


Relay ys 
OTE te Tat 


-DPDT 
2 amp contacts. 24 vde, 6802 coil, 
$5 $4 (5+ ? 


(KO)R10-E1-Y2-J1.0K DPD r 
3 amp contacts. Pulls in @ 8.5ma, 
1kQeoil. $4 $3.25 (5+) ; 


(KO)T154-CC DPD1 y 
2 amp contacts. 115 vdc, 151 Q 
7.6 ma coil. 


Each 4-12 ioe 
$5 $4.50 © $4 
(KO)R10E1X4V185 APDT 


5 amp contacts. 12 vdc, 185Q coil.! 
Also R10-E5606-1can be supplied. 


Each 5-19 20-49 50+ 
$8 $7 $6 = $5.50) 


(KO)R10-E5759-1 4 Pole 
(2PDT + 1PDT 2 amp contacts + 
1PDT double 5a contacts.) 12 vde 
coil. $7 
(KO)62RE4-24DC 4PDT 
2 amp contacts. 24 vdc, 680Q coil. 
PCB mount, not plug-in. 


(KO)RIOE1Z4V2.5 4PDT 
2 amp contacts. 48 vdc, 2.5kQ 
coil. $7 
(KO)KH415] P&B 4PDT 


2 amp contacts. 24 vdc, 650Q coil. 
Different than pictured. $4 


(KO)KHP17D11 P&B 4PDT 
5 amp contacts. 24 vde, 625Q coil. 
Different than pictured. 


Each 4-12 13+ 
$6 $5.50 $5 
(COL)970-2439-010  4PDT 


115 vde coil. Special for Collins 


and Drake equipment. $54 
(COL)970-2439-020 6PDT 
115 vde coil. Special for Collins 
and Drake equipment. $54 


(KO)VP6-MAB26 Varley 6PST, 

normally open 2 amp contacts. 24 

vdc, 700Q coil. Same as Allied. | 
Each 4-12 13+ 
Ns) $4.50 $4 


Sockets available for above relays 85¢ each 


4 $3.50 (5+) 


10a 
12v 


KO)76URCPCX. 4 Wes ecrilt 
PST normally open 10 amp contacts. 
2 vde coil. 1-1/ ” x 7/16” x 1” high. 


~ Each 4-19 20+ 
$3.50/.- $3 $2.50 
DPDT 
10a 
115vac 


KO)PB -12 Allied DPDT 10 amp 
ontacts. 115 vac, 40ma, 380Q coil. 
-1/4” x 1-3/4” x 1-1/4” high. 

15 $13 (4-19) $11(20+) 


KO)KN4037 P&B eee 12vdc, 
Dima. Lx 1” x 1-1/2” $3 


SOK)KNSOK Socket ae above. $1 


Axial Reed Releve: 
KO)GR811 SPST Electro 
hermal normally open contacts. 
4 vde coil. 3/8” square x 7/8” $2 


KO)MEL1A24 SPST, normally 
pen contacts. 12 vdc, 2.4kQ coil. 
/16” diameter x 13/16” $2 


SPST normally 
3/8” 
$1.50 


KO)W101MX4 SPST 
lagnecraft normally open con- 
acts. 2500Q, 9ma, 48-75 vde coil. 
/2” square x 1” $3 


KO)U12P2 
pen contacts. 5 vdc coil. 
iameter x 7/8”. 


Erondt DPDT- 
dc coil. 1”x7/ 


SPST 


0.062 Contact 
Resistance! ! 


48 vde 


(KO)A2635 ITT Swiss Made 
A4PDT 2 amp very low resistance 
contacts. 48 vde, 3kQ coil. 5/8” x 
7/8” x 1-1/8”. $5 $4(5+) 


12 vde 


‘(KO)A2605 Identical to above 
but 12 vde. $5 $4(5+) 
PC 
Mount 
(KO)AZ8-1CH-12DSE SPDT 


6 amp, 300 vac contacts. 12 vdc, 

coil. 5/8” x 13/16” x 9/16”H. 
Each 5-49 50-199 200+ 
$3 _ $2. 50 $2 $1.75 


(KO)JR2A- DC12V-H13 Aromat 
DPST normally open 5 amp con- 
tacts. 12 vdc coil. 1-1/8” x 1/2” x 


1” high. 
Each 4-19 20+ 
$2.50 $2.25 $2 


as ‘ oe anew raf Meas an | 
ar ell@surplussales.com | . 
be a aye: iy ¥ - 


(KO)1017-18-1 RF reed relay used 
throughout the KWM-380. High qual- 
ity. Easily handles 150 watts. SPST, 
n.o., 12vde. Build your own rf switch. 
Each 5-19 20-49 50+ 
93:00 1 S3..° $2.75 °°$2.25 


26 vdce + 2PST 
(KO)500-0021 High speed reed 
relay. DPST, normally open, 250v 
contacts. 26vdc, 2400Q coil. 

Each 5-49 50-499 500+ 


B2n S17 oS 125. $3 - Aromat 
4 amp 
12 vdc : 
(KO)S2EB-12V 4 Pole (DPDT+ 
SPDT | spsT no. + SPST nic.) 12 vdc, 


620Q coil, 4 amp contact. 
Each 5-49 50-199 200+ 
$6 $5 $4.50 $4 


(KO)S2EB-L2-5V 4 Pole (DPDT+ 


(KO)194HE3C-21943 Reed relay. 
3 amp contacts. 12vdc, 650Q coil. 
SIGMA Genreed. 7/8” x 1-1/4” x 7/16”H. 


Each 5-19 20-49 50+ | SPST n.o. + SPST nic.) 5 vde, 
$5 $4 $3.50 $3 130Q coil LATCHING 2 coil de- 
— sign, 4 amp contact. $12 

Aromat 

) 2 amp 

(KO)20033 Stanford DPDT 12 on 

vde, HV contacts. 3/4” x 2-1/2” $25 nt 12vdc 

Lame 05 (KO)NF4EB-12V 4PDT 


12 vde, 330Q coil. 2 amp contact. 


(K0)490210012 Comp Compo. 1-3/16” x 1-5/16" x 7/16"H. $12 


nents DPDT 5a contacts, 18 vdc 
coil. 3/4” x 2-3/8” x 3/8” high. $10 


28 vdc 


10PST 


(KO)CR10Z-5002TN CP Clare 
reed relay pack. 1.5 amp Form 
10A1C contacts. 28 vdc, 150Q 
coil. Large coil wrapped over reed 
tubes. 3-1/4” x 4-1/4” x 5/8”H. $65 


8. 3 vde “ -APST 
(KO)CR4T-N1174 CP Clare 
Latching reed relay pack. 1 amp 
contacts. 8.3 vdc, 95Q coil. Large 
coil wrapped over reed tubes. 
1-3/4” x 2-5/8” x 1/2”H. $49 


+ 


| Pmey Mercury 
SPDT =! Wetted 
10/15 (KO)HGWM51111W00 SPDT 5 
amp amp, 900v contacts. 110vde, 11kQ coil. 


(KO)HGJM51111P00 SPDT 2 
amp, 500v contacts. 12 vdc, 685Q coil. 


(KO)MMRB-: 2A12 DPST 5 amp, 
n.o., 200v contacts. 12 vdc, 730Q coil. 
$10 _ 88 (4+) ( (mix ok) 


(KO)G8P- L11P-t us SPDT ~~ 
15 amp n.o. + 10 amp n.c. 500v ¢ con- 
tacts. 24 vde coil. Small 1” sq. x 5/8”H 
PC mount. $5 $4.50 (4+) 


» (KO)R1947-2 

SPST normally 
pen 200ma con- 
tacts. 5 vdc, 370Q coil. 
long. PC mount. $2 $1.50 (4+) 


Honeywell Relay Center 
(KO)R182C1051 Dual relay control center includes 24 vac transformer. 
Close circuit with thermostat or external switch and self contained 
system engages two separate relays. Handles two 110 vac 7.4 amp or 
220 vac 3.7 amp loads. Great for remote control of HVAC equipment 
or any other project requiring a stand alone relay center! $29 $25 (4+) 
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Switches: Assorted 


60 amp Generator 
Transfer Switch 


(SWZ)815-1197225 A must for generator | 
owners. Navy generator transfer switch se- 
lects between line and auxillary power | 
sources. Center off position disconnects both 


ends. Dual pilot lamps for “Normal” and 
“Auxilliary” Power. Switch rated at 600 vde / 
250 vac. 3PDT (9 contacts) for 3 phase or 
single phase operation, on internal switch. 
Box is completely watertight. Thick rubber 
gasket separates halves. 11”x 11” x 13”. Gray. 
Made by Winchester. No electrical knock- 
outs. User punches holes where needed. $139 


Garage 
Door Switch 


SWZ)6981ED173-41 Cutler-Hammer “Navy” 
garage door switch has three water tight 
push- buttons. Not marked but UP-DOWN- 


Info/Tech./Intnl: 402-346-4750 | 


Foot Switch 


(SWZ)6008-0010 Dual action foot switch has 
normally open switch at two points when de- 
pressing rubber top pad. 7 amp 125/250 vac. 
3-1/2” x 3” x 1” high. Made by Pace. $39 


Better Foot Switch 


(SWZ)SP-526-2- 
Switch is as heavy duty as they come. Navy 
gray, 20 amp 125-250 vac load rating, 18/3 
type SV rubber cord terminated with MS3116- 
F8-4P connector. Uncle paid $500. $145 


Automotive 
Lever Switch 


(SWZ)8487 Lever trip switch looks @ 
like automobile / truck service =: 
part. Single contact on ¢ a 

rear makes when lever «<#: 
travels down 1/2 way as 2) 8 
pictured. Electrical pins 
are auto bullet type. 


STOP is one combination. 1” FIP threads on 
both ends. 3-1/4” X 3-3/4” X 9”. $65 
Arm Adjust 

Pivot 


| 8 pin Ball-Roller ™ 
Ss Connector Lever Operated 


Blecttg: -Snap-Switch 


atey est quality | imit switch for 
istri ications. Hermetically sealed 
nclosure. AN.3054-8 M/S connector in- 
led. 3/8” arm travel (position adjustable) 
] o. & 1- n.c. contact). 
nge mounting base. $45 


Cam Arm Switch 
Lever Operated Bail-Roller 


(SWZ)6984H28A Cuttler Hammer hermeti- 
cally sealed, water tight, enclosed switch. Arm 
travels 45° CCW to switch + 15° to end. In- 
dustrial grade. 1.5 amp contacts. 1-n.o. & 
1-n.c. set. All metal parts are bronze or stain- 
less. Box is PVC. Lid has rubber seal. 3” x 3- 
1/8” x8” long. Arm3”L center to roller top. $125 


ORDERS: 800-244-4567 


| Linemaster Nautilus | 


positions. 2 keys included. 


a » 


od 


Mercury Switch 


(SWZ)G20SZ-001 35 amp replacem pi 
module for mercury contactor. Works we 
for tilt switch too. 5-1/2” leads. Warnin: 
Contains large volume of mercury. $3 


Oil Tight 
Key 
Switch 


(SWZ)OBA16-L Arrot 
tight, UL Listed key 
1- n.o. & 1- n.c. 60 
off. Key removes ina 

$45 


Hart oil 
switch has 
vac contact + center 


Key Switch 
(SWZ)KEY-HUD Premium quality key 
switch. We have over 1000 pcs. in stock. Made 
by Hudson. Mounts in 3/4” hole. Comes with 
two serialized keys, removable in off position 
only. Up to 2 extra keys, 50¢ each. 


$2 Each $1.75(10-49) $1.50(50+) 


GE 


a“ Switch 


(SWZ)WH12X509 White bat. 120/240 vac, 3 
amp. Double pole, 3 position. Center: 1-2/ 
3-4 ON, 1-5 OFF ee Up: 1-5/3-4 ON, 1-2 OFF 
eee Down: 1-2 ON, 3-4 & 1-5 OFF $5 


Auto Headlight Switch 


(SWZ)KZ461 
for many different vehicles. 
parking/ tail and dome lights. Dimming pot. 


A universal headlight switch 
Adjust head/ 


Push / pull 2 position action. 1-1/4” wide x 
1-3/8” deep x 4-3/4” long. Aluminum knob. $9 


é bilas ee, 


a s Sc le: www. sineplussalesicony’ 


shes: as TT Oh 


0-100 psi 
= Pressure | 
Transducer 


(SWX)9302904 | Mediamate Pressure 
Transducer has variable resistance over 0-100 
psi pressure range. Signal Output is 0-50 mV, 
5 vdc excitation. -40°F-257°F. 1% acc. $45 


500-3000 psi Switch 


s\ .)6360-3 Aero Mechanism, Inc. adjustable 
witch f for ‘use in aircraft. Field adjust from 500 
0 3000 psi., 5 amp 200 vac SPST contact. 6 pin 
[S connector. 4-1/4” x 2-7/8” x 1-7/8”. $375 


Hydraulic 
Pressure | 
Switch a 


4 psi Liquid Switch 
| (SWX)40-89 Micro-Pneumatic-Logic pres- | 
| sure switch actuates with 4 psi H,0. SPDT5 | 
SWX)PH8P-61 3 pin MS connector, 1/8” | amp micro switch. 1-1/2” x 1-1/4” x 1-7/8”. $15 
emale flare for pressure. Made by Precision 

35 psi 


Sensors Inc. for Lockheed. $65 
Differential 


SWX)80C627 Adjustable 1700-1900 psig. 
0 amp SPST contact. 3 pin MS connector, 
/8” female flare for pressure. Made by 
athaway Industries. $125 | 


| (SWX)94662 Robertshaw gas pressure 
switch has 35 psi differential, non adjustable. 


ae grinnell@surplussales.com 
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igeEes 


Micro Switch 
(SWM)D41CRIAA Cherry micro switch. SPDT 


.l amp contacts. Quick disconnect terminals. 
1” center to center between mounting holes. 


$2 Each = $1.75(10-49) —$1.50(50+) 


(SWM)E23 Cherry micro switch similar to 
above but SPDT 5 amp contacts and 2-1/4” long 
lever operator. Snap action. 


$4 Each $3.25(6-24) $2.50(25+) 


| (SWM)V3-75 Micro micro switch similar to 


D41CR1AA on top but SPDT 1 amp contacts with 
screw terminals. Also V31001. $3 6+ $2.50 


Micro 
Switch 


(SWM)BZ-R8& Micro micro switch. 10 amp 


_ 125/240/480 vac SPDT contacts. Solder ter- 
| minals. 1” c-c between mounting holes. 


$5 Each $4 (6-24) $3.50(25+) 


15 amp double make / double break contacts. $10 


15 amp rater Switch 


(SWM)204695_ Nylon roller tracks movement 
and bi-metal spring “snaps” SPDT, 15 amp con- 
tact to closed position. Great interlock switch 


3”-9” Pressure Switch 


Roller ¢ 
Arm | 


(SWM)BZ-2RW826A2 
15 amp 125/240/480 vac 


Micro micro switch. 
SPDT contacts. 
Screw terminals. 1” c-c between mounting holes. 
Top of roller 1-3/16” off deck. Switch makes at 


1-1/16” and depresses to 15/16”. $19 


SWX)P-801-DC Non-adjustable 3” - 9” H,0. for high current application. $13 6+ $10 
0 amp contacts. 2 pin MS connector. ee by 
erotec Industries. Two pressure ports. $49 BAN 
as \ Plunger 
" Micro 
Switch 


(SWM)BZ-7RQIT 15 amp 
q 125/240/480vac SPDT con- 

tacts. 3/8” mounting hole. 3/4” plunger height 
| off bottom nut. 1-15/16” x 11/16” x 1-7/8"H. $5 


(SWM)BZ-2RQ68 15 amp 125/240/480 
vac SPDT contacts. 1/2” mounting hole. 
13/16” plunger height off bottom nut. __1- 
15/16” x 11/16” x 1-7/8"H. $7 


Vacuum to Electric 


SWX)PNUELESW Vacuum operated switch 
;normally open and closes with normal auto- 
10bile operating vacuum. $2 25+ $1.50 


(SWM)22-3041 Licon micro switch. 10 amp 
125/250 vac 4PST (2- n.o. & 2- n.c.)contacts. 
Solder terminals. 1/2” c-c between mounting 
holes. Removed from equipment. $6 
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2PST Pushbutton 


(SWP)65-4012-Z ITW Switches aircraft 
switch made for McDonnell Douglas (alternate 
part number HS-4274-1Z). 2PST (1-n.o. & 1- 
n.c.). Sealed. $25 6+. $22 


} Push-on Push-off 


-(SWP)110SP 6 amp SPST switch 
' maintains contact with each push. 
Screw terminals. 1/2” mounting 
hole. Metal button. $3 


Info/Tech./Intnl: 402-346-4750 — 
Switches: Pushbutton 


Sealed Pushbutton 


(SWP)91106 15 amp SPDT switch has rubber 
domed mechanism. 5/8” hole required. Momen- 
tary contact. Screw terminals. Made by Cole. $6 


DPDT Pushbutton 
(SWP)65Z-1250 Electro-Mech pushbutton 
switch, opaque blue lense can be back lighted 
(socket not included). DPDT 5 amp, maintained 
contact. Snaps in 13/16” square hole. 2-1/8” 
depth behind front flange. Close-out final stock. 
$2Ea $1.50(4-19) $1.25(20-99) $1(100+) 


DPDT “Power on” 


(SWP)11-228 Comp-U-Lite aircraft lighted 
push-button DPDT maintained contact switch. 
White “Power On” legend. Snaps in 13/16” 
square hole. $25 6+ $22 


BOE Ti | Fax! 


Genled 
Push-Pull 


(SWP)95106 15 amp SPST switch has rubber 
sealed rear. 7/16” hole required. Pull off, push 


on. 7/8” aluminum knob. Wire leads. $15 
Start 
Stop 
(SWP)86-353  Cuttler- | 


sembly for motor starter , 
etc. 


buttons. Red - black but- 


Switchcraft 


(SWP)SW202 
tact pushbutton switches. 


Open frame momentary con- 
SPDT, black. 3/8” 


mounting hole. $2 6+ $1.75 
(SWP)SW10 2NO- As above but SPST nor- 
mally open, red. $1.50 6+ $1.25 
(SWP )SW102NC AS above But SPST nor- 
mally closed, red. $i. 50 6+ $1. vf ds 
| (SWP)SW202NC As above but SPST nor- 
mally closed, black. $1.50 6+ $1.25 


Each DPDT, center switch 4 
2 amps. 13/16” centers on posts. Front m 
by bracket. No knobs. $5 ¢ 


i 


(SWP)65041K206 Switchcraft auto reset- 
ting, maintained contact, ganged switch assem: 
bly with four separate buttons on 5/8” centers i 
Mounts by front ears @ 2-27/32” centers. 


4 ‘i 


6PDT 


Pushbutton 
(SWP)484023 Maintained contact, single: 
switch. PC mounts. $3 


6+ $2.25. ) 


pppt 
-Pushbutton 


Momentary contact, PC 


$2 6+ $1.75) 


(SWP)SWPB10 
mounts. With knob. 


Hammer pushbutton as- | 


| (SWP)391-1 
Momentary contact 


} 


| tons. 1-3/4”x2”x4”. $10 | 


1/4” Dia. Mini Switch 


momentary 1/2 amp contact. Red post with re- 
movable black button. 1/4” body, 11/64” mount- 
ing hole, .315” behind panel, 11/16” total height. 


$2.50Ea $2(4-19) $1.75 (20-99) 


SPST Red / Green 


(SWP)3W720-S520 General Instrument 
snap action push button SPST, normally open, 
red lens, can be lighted, lamp not incl. 1/4” 
mount hole, 1-1/16”Ltotal. $4 6+ $3 


(SWP)S52010 Same as above but green. $4 


Grayhill SPST normally open | 


DPDT Micro-Push 


(SWP)52PB54-T2 Micro Switch DPDT mi-’ 
cro switch would be a lot nicer if we had the lens 
| and lamp. Uses bayonet midget bulbs. 5/8” hole, 


2” behind panel. 6+ $5° 


wa Cr eee 
. ea fsa 


JANCO 
E BCD Pushbutton 


/B)D458A-2D Forward & reverse buttons. 
ol sits 0-7. Explosion proof. Lighted window 
115vac /28 vde). Terminals labeled 4-2-1-C-4- 
2-1. 1-7/16” centers on front holes. $25 


Le 


6 digit Thumbwheel 
(SWB)212104 EEcoSwitch 6 digit 
humbwheel is for Collins aircraft radios. Far 
left digit rolls 0-2. All others 0-9. 4” long, 1-1/4” high, 
1-3/4” wide. 12 terminals from each switch. $95 


-www.surplussales.com =e 


h 2s: Thumbwheel, BCD, Lever & Misc. 


Thumb 


wheel 
~ (SWB)HBO10 


: Contraves AG assembly 
’ used in communications 
equipment. One digit turns 0-9, tens 
has 3 & 4 locked out and hundreds is 1 only. 
Snap into 1-1/4” x 1-5/8” hole. $15 


3 wheel 
“0-15” each 


(SWB)9D-993C_ Digitran el’deluxo thumb- 
wheel switch rolls 0-15 on each wheel. Lighted 
internally. Individual segments are M22710/12- 
293. 10 contacts per switch. 3”W x 1-7/8”H x 
2-1/4’D. 2-3/4” c-c on mounting holes. $95 


-mail: grinnell@surplussales.com 


10 digit 
+ Advance BCD 


(SWB)DPS8-131-AK2 Hartmann / ALCO ex- 
pandable pushbutton BCD switch bank. Termi- 
nals on each switch are labeled +, C, 1,2,4,8,-. 
10 switches come in this bank. Add or subtract. 
Mounting bezel not included. 15/16” wide, 1-1/ 
2” high, 3-1/4” long. 100% factory tested. $19 


BCD 
Thumb 
wheel 


>» (SWB)S848 

Digitran switch 
wheel is numbered 0- 
9 and A-F! BCD output to 5 contacts. Stackable. 
9/16” x 1-7/8” x 2-1/4”. $15 6+ $12 


Weather Sealed 
Lever 
Switch 


SWZ)571 Circle F lever switch mounts up 
0 2” x 4” electrical box. Rubber gasket seal 
or weather-proofing. Plate stamped on - off. 
L0 amp, 125v single pole arrangement. $15 


) 
(SWD)11P1372 

) 

) 


DIP Switches 


(SWD)206-3 CTS 8 position, 6 pin 
(SWD)206-4 CTS 4 position, 8 pin 

50¢ Each 40¢(5-99) 35¢(100+) 
(SWD)3-435640-6 AMP 5 position, 10 pin 
CTS 
Grayhill 8 position, 16 pin 
(SWD)435688-8 AMP 9 position, 18 pin 


(SWD)76MGB10_ Grayhill 10 position, 20 pin 
$1 Each 80¢(5-99)  65¢(100+) 


(SWD)76RSB08 


7 position, 14 pin | 
| has 12 contact sets, each 3 amps. Rotate shaft 
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20 pole Lever Switch 


(SWL)1A-2906-89 Collins surplus switch fit 
an unknown radio of the past. 12 poles are double 
throw, 8 poles are single throw. Three states ex- 
ist: center rest, up & down. Lever up does not 
change leafs below from rest position and visa 
versa. 7/8” x 2-3/4” x 4-5/8”L. Front mount. $25 


Lever Switch 


(SWL)173N 4PDT lever leaf switch. Three 
states exist: center rest, up & down. Lever up does 
not change leafs below from rest position and 
visa versa. Two poles up and two down. Main- 
tained contact. 5/8” x 1-1/4” x 3-7/8"L. $8 


(SWL)485017 5PDT lever leaf switch as above 
but three poles up and two down. Maintained 
contact up, momemtary down, center rest. 7/8” 
xX 1-1/4” x 4-3/8"L. 


(SWL)323177 2 pole lever 
leaf switch. 1PST 
maintained 
tontact, 1PDT 
Center off. 1/2” hole 
1-7/8” behind panel. 
RE 50 rae rah 


wd 
momentary contact. 
mounts by front bushing. 


$2.25 Ea $2 (4-19) 


‘Leaf Rotary 


12PST 


(SWR)CN241302 Rotary leaf / lever switch 


90°, all contacts open. Rotate again, they 


| close. 1-3/8” square, 3-1/2” behind panel. 1/ 
| 2” mounting hole. Pick up a knob in shaft 
| hardware section. 


| (SWL)11206L 


DPDT Leaf Rotary 


Switchcraft DPDT rotary 
leaf switch. Bar knob/ white arrow. Single screw 
mounting. 1/2” x 3/4” x 3-3/4” L. Maintains Pos. $ *) 


| tion. 90° rotation. 


| (SWL)205-4C 


knob / white arrow indicates & maintains posi: 


12-49 50+ 
$5 $4.50 


“em 4PDT 


APDT rotary 


Each 
RSME 


3-11 
#5554 


leaf switch. Bar 


Single screw mounting. 


6/9 ix Tix 32778" ly; $6 
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Switches: Toggle, Slide, Rocker — 


SPDT Momentary 


(SWT)TG3M-PCL-2 Arrow Hart 
1,000v instrument grade momentary 
action both directions (center off), 
1/4” hole or pc mount, low resistance, 
50k life cycle. Gold terminals. $4 


me DPDT 
Miniature 


(SWT)M83731/10-235 JBT 5 amp 
DPDT rounded bat toggle mounts in 
1/4” hole. Solder eyelets. 


$4Ea $3.50(6-24) $3(25+) 


20 amp DPST 


(COL)266-5424-010 Cutler-Ham- 
mer heavy duty toggle switches two 
pole @ 20a or parallel them for 40 
amps. Made to switch 110 or 220 vac. 
Flat bat. 1/2” mounting hole. 


$10Ea $9(4-9) $8(10-24) 


3PDT 
, 90° 
PC Mount 


(SWT)JT-2650 C&H 6 amp 3PDT 
rounded bat toggle mounts @ 90° 
angle to pc board or in 1/4” hole. 


$5 Eq $4.50(6-24) $4(25+) 


Locking 
Bat 


(SWT)MS25028-7. Locking bat must 
be pulled out of “on” position to “off” 
but slides freely opposite direction. 


DPDT Fiat Bat 


(SWT)A221P32Y5ZQ 
6 amp DPDT flat bat toggle mounts 
in 1/4” hole in up to 3/8” thick panel. 
Center off. 3 6+ $2.50 


Eaton | 


| Screw terminals. Front plate mount 
on 1-7/8” centers. $5 


DPDT - Red Glow 
(SWS)11-002-0107 Ultra Glow 
bright red slide even glows in the dark 
with neon internal bulb. 33k resis- 
tor on board. 3 amp. 1-1/8” center 
on mounting holes. 


$4Ea $3.50(4-9) $3(10-24) 


DPDT 
Slider 


(SWS)ESD27D 3 amp DPDT slide 
switch. 1-1/8” center on sage 
holes. 5/8” long bat. 


(SWS)ESD27 3 amp SPDT slide 
switch. 1-1/8” center on mou ae 
holes. 5/16” long bat. 7 


ORDERS: 800-244-4567 


-DPST -Re a IP 


SPDT 
Center 
Off 


(SWT)MS35058-21 10 amps, screw 
terminals, 1/2” hole mount. $4 


DPDT 
Slider 


(SWS)L1 3 amp DPDT slide switch. 
1-1/8” center on nfounting holes. 3/ 
8” long bat. Gold lugs. $3 


Mini Locking Bat 
(SWT)TT-13 Alco mini toggle has | 
knur! tipped locking bat, in on or | 
off f position. SPDT 3 amp contact. | 
1/4” mounting hole. Only 7/16” be- 


6+ $6 


$7 


hind panel. 


“Reliability 


(SWT)T2150DN 5 amp, sealed 
5/16”L rounded bat toggle mounts in 
1/2” diameter body. $6 


1/4” hole. 


~ Center Off 


| (SWT)MS25201-4 10 amps, screw | 
terminals, 1/2” hole mount. $6 | 


DPDT 
Rocker 


(SWS)480011 11 amps ac, 5 adc 


| DPDT rocker switch fits 3/8” x 15/16” 


hole. Mounts on front bracket, 1- 
5/16” centers. 2.25 


(SWZ)RKR-1 Carling roc 
pilot in rocker center. C 
snaps into 1-1/8” x 1.3/8” me 
hole. 6 amp. Spade / solder ter 


$6Ea $5(4-9) $4.50(10 


i 
Standard Rockers 
(SWZ)RKR-2 SPST rocker for simple’ 
on/off applications. 15 amps. 3/4” x 
1-3/8” snap in hole. White. UL $1.50 


(SWZ)RKR-3. DPDT rocker for any 
power application. 15 amps. 3/4” 
1-3/8” hole. White. UL listed. $3 


DPDT 
Center 
Off 


(SWZ)RKR-4 Carling rocker, all 
black. 15 amp. Center off. Snaps 
into 3/4” x 1-1/2” mounting hole. 
Spade / solder terminals. $4 


~Momen - Off — On 


(SWT)7107 5amps, solder terminals, | 


1/4” hole mount. Momentary on in 
one direction. C&K. 


SPDT 


(SWT)TOG-2 Carling plastic 
toggle. All black. 8amp. Snaps into 
7/16” x 5/8” mounting hole. Solder 
terminals. UL listed. $1 


(SWZ)C121J1 C&K_ rocker, all 
black. 15 amp. Snaps into 5/16” 


x 1/2” mounting hole. Spade / 
solder terminals. $1.75 
4PDT 
Center 
Off 


(SWZ)RKR-5 JBT tiny black rocker. 
Black bezel too. 5 amp, center off 
action. Snaps into 3/8” x 3/4” mount- 
ing hole. Solder terminals. $5 


4 ; ; 


Mix or Match Above Strips: $8.95 


w/ removable feedthru terminal pin. 


Double Row Barrier 
(TSL)38TB-15 15 position (30 screws) 
double screw barrier terminal strip. 7-3/8” x 
1-1/8” wide, 9/16”H. $7 (4+) $6.25 


(TSL)37TB- 21 21 position (42 screws) 


double screw barrier terminal strip. 8-1/2”, 
al wide, 1/2”H 
Each 4-19 20+ 


$6 $5.50 $5 


Double Row Barrier 
(TSL)43TB11 11 position (22 4-40 screws) 
double screw barrier terminal strip. 3-1/4” x 


-www.surplussales.com 


18 pos. Double cra Barier 


a By AVTESS 18 position double screw barrier terminal strip. 30 
amp, 600v (4kv test), gray military version, MIL-T-55164. 11” x 1-5/16” wide. 


12 pos. Sifgle Row 50 amp 


TSL)MS27212-2 12 position single, 10-32 stud, terminal strip. 50 
amp, 600v (4kv test), gray military version. 9-1/2” x 1” wide, 1” high. 


4-19 $7.50 


Single Row 


(TSL)599-8 8 position KULKA single row Rae terminal strip 
1.25 


(TSL)599-11 11 position, same as above. $1.75 


20+ $7 


(10+) $1 
(10+) $1.50 


Feed-Thru Terminal Strip 
(TSL)FTTS-3 3 terminal. Found on the rear 
of most old radio equipment for speaker, acc. 
hook-up. Bakelite strip, end holes. 50¢ 


(TSL)FTTS-5 5 terminal. As above. 60¢ 
(TSL)FTTS-6 6 terminal. As above.  65¢ 
(TSL)FTTS-7 7 terminal. As above. 75¢ 
(TSL)FTTS-8 8 terminal. As above.  85¢ 
(TSL)FTTS-9 9 terminal. As above. 95¢ 
(TSL)FTTS-10 10 terminal. As above. Es 10 


Mi or Matc Above Sie 


5/8” wide, 5/16”H. $4. = (10+) $3 

$10-24 $25-99 $100+ 

Lug Type Terminal Strip abt Ate a0n 
(TSL)V1-1-0G 1 lug, 0 gnd, vertical25¢ 15+ 20¢ 
(TSL)O1-1-0G llug,0 grounded 20¢ 15+ 15¢ 
(TSL)02-2-0G 2lug,0 grounded 25¢ 15+ 20¢ 
(TSL)V2-2-0G 2 lug, 0 gnd, vertical 40¢ 15+ 30¢ 
(TSL)03-2-1G 3lug,1 grounded 40¢ 15+ 30¢ 
_TSL- -04- a 1G_ (TSL)04-3-1G 4lug,1 grounded 50¢ 15+ 40¢ 
Our Prefix Greed (TSL)05-4-1G 5lug,1 grounded 60¢ 15+ 50¢ 
Total Lugs  (TSL)06-4-2G 6lug,2 grounded $1 15+ 90¢ 
Positions (TSL)08-6-2G 8lug,2 grounded $1 15+ 90¢ 
Un-grounded Lugs Count (TSL)10-10-0G 10 lug, 0 grounded $1 15+ 90¢ 


e-mail: grinnell@surplussales.com 


3 Screw, Feedthru 


Fax: 402-346-2939 
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24 Independent Posts 


(TSL)15TB24 24 position isolated terminals in two rows of 
twelve. 8-32 brass posts and nuts. Navy gray. Top quality. 
1-7/16"w x 6-1/2” long, 15/16” high. 


Each 
$6.95 


4-19 
$6 


20-99 
$5 


100+ 
$4.25 


6 Screw, Double Row 


(TSL)BTS-3FT-50 3 position, feeds-thru, 50 a, 1-3/4” x 3-1/4”L $5 
(TSL)BTS-3FT-50 4 position, feeds-thru, 40 a, 1-3/4” x 3-1/4’”L $5 
(TSL)BTS-4-50 4 position double row, 50 a, 1-3/4” x 3-7/8”L $8 
(TSL)BTS-3-30 3 position double row, 30 a, 1-1/8” x 2-1/8”L $3 
| (TSL)BTS-3FT-20 3 position, feeds-thru, 20 a, 1-1/8”x2”L $2 
TSL)BTS-6FT-20 6 position, feeds-thru, 20 a, 1-1/8” x 3-1/2”L $3 


15 amp 


Feed-Thru Tottninal Strip 
(TSL)TS-PC3 3 terminal. Single row barrier 
terminal strip that feeds thru to a circuit 
board solder in post. 2” long. 50¢ 15+ 40¢ 


(TSL)TS-PC4 4 term. 2.25” long.60¢ 15+ 50¢ 
(TSL)TS-PC5 5 term. 3.12” long.7O¢ 15+ 60¢ 
(TSL)TS-PC6 6 term. 3.5” long. 75¢ 15+ 65¢ 
(TSL)TS-PC10 10 term. 4.5” long.95¢ 15+ 80¢ 
(TSL)TS-PC12 12 term. 5.2” long. $1 15+ 85¢ 
(TSL)TS-PC14 14 term. 6” long. $1.10 15+ 95¢ 
(TSL)TS-PC15 15 term. 6.5” long.$1.20 15+ $1.05 
(TSL)TS-PC17 17 term. 7.2” long.$1.40 15+ $1.20 
(TSL)TS-PC20 20 term. 8.5” long.$2.00 15+ $1.75 


hoenix Contact Term. Strips 
(TSL)MVSTB-1.5-24ST 24 term. 10amp vertical $4 
(TSL)MSTB-1.5-24ST 24 term. 10a. right angle $5 
(TSL)MSTB-1.5-10ST 10 term. 10a. right angle $3 
(ESLITBS:- 10F WECO 10 term. 10a. right angle $3 


Bi tacnix Contact 

3 * Flip-Top / Lock Down 
(TSL)1DCO. 8-DP2 2 term. Circuit bd mount $3 
(TSL)1DCO.8-DP6 6 term. Circuit bd mount $4 
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D= oe Radial T 


Soesesa? 


C= Standard Can N= Nut Base Can- T= Twistlock O= Octal Base Mz Milspec. 
Threaded Neck Can Can Tantapak 

PART NUMBER DESCRIPTION TYPE PRICE PART NUMBER DESCRIPTION TYPE : 
CFEOOOOOOROOABA................. 0082mf-50v 150d Axio! Tonth ..u..........sssssseesesee | ee ae 80 CFEQQOOOOR25ALA ................. D5mé-1 Skv CPATBYFH -NUT 217 ......ssssssssssseseeseeee Ba Tae 15.00 
CFEOOOQOOROOBAR.................. 0047 mf-20v 150D Axio ......ceeeescssssccssssssssseeseseee RS, AS CFEQOOO0OR33AAW ................ .33mf-35v Axial Tantalum 150d .......ssssssssssssseeseeee [Pas 2 AS 
CFEOOOOOOROOBBA................. 0047 mf-20v 150d Axial Tannth .........ssssssssesseccee Acateeeess 80 CFEOOQOOOR33ABA................. .33mf-50v Radial Import ..........ssssssssssssssssseesseseeees ER 22 
CFEOOOOOORO1 2BA................. 01 2mf-50v 150d 10% Axial Tot .........sssssseecseeeen | Cae th A5 CFEQQOOOORS5ABA................. 35mé-50v Axial Tantalum 150d .......ssssssssesessseseee A sbeteaadl 35 
CFEOOOOOORO OBA................. 01 6mf-Axial 50v Tonth 150d oun... esssseseesseseeeee A dees A5 CFEQOOOOORS39BBA......7.......... 39mE-50v 10% Axial Tont 150d ...........sssssesceceesen Asaiteeee 50 
CFEOOQOOOROT7BA.................. 01 6mf-Axial 50v Tort TH VA ......sssssssssssssssssees | Wire. 75 | CFEQOOOOOR41ABA................. Almf- Axial 50v Tanthm TIT TA ...essssssssssssssssssessee | PR 1.00 
CFEOOOOOOROTABA................. 01 mf-50v Axial Tant’um CSR13 .........csssssssssseeess Aes, 60 CFEOOO000R47AA0 ................ 47 mf-1 6v Dipped Tantalum ............ scsomsieahs toa Ditupente 25 
CFEOOOOOORO2AAV ................ 020mf - 33v Radial MidWec ..............sccccccccsesssssen ae es 60 | CFEOOOO00R47AAW................ A7mf-35v Axial Tantalum 150d ......s.csccssccsceeseesee A cues 35 
CFEQOOOOORO22AW ................ 022mf-35v 10% Axial Tantalum ............cccccssssseee Aperiantt J5 CFEOQOO00R47BAW ................ 47 mF-35v Molded Tantalum 10% .......ssssssssessseseees R eee AS 
CFEOOOOOORO2ABA................. O22mE-50v 10% AX. Tant CSRV3 ou....cscssssssseseseees Neier He 60 CFEOO0000R47 CAW ................ ATmf- 35v 10% Dip Tantalum ...........sssssssssssssese Ee As 25 
CFEQOOOOORO3AAW ................ 033mf-35v 20% Ax. Tant CSRV3 .......scssssssssseeesees A dsth snd 40 CFEOOOOOOR47ABA................. AT mf-50v Axial Tantalum 150d ........ssssssssssssssssee A cdot 40 
CFEQOOQOORO4AAU ................ 047 mf-35v Axial Tontl’m 150d o........cccssssssseseeeees | Ra eee 40 CFEQOOOOOR47BBA................. AT mf-50v Axil Import ..........ccccccssessssssssssssssssseees AL S2m 20 
CFEQOOOOORO47BA................. 047 mf-50v Axial Tantalum) 50d ..........csssssssssseees Recess 45 CFEQOOOOOR47 (CBA ............0000 47 mf-50v Radial Import ..............sccsssssssseesseeeeeeee Renee 20 
CFEQOOQOOROGABA................. O56mf-50v Axial Tontl’m 150d oo......c.csssssssseeeees A capers tie 50 CFEOOOOOOR47 AB) ................. AT mf-75v 20% Axial Tant 150d .......ssssssssssssssssssse A sesesecsesssees 55 
CFEOOOOOORTOAAY ...........sse.e. Amf-5.5v Import Radial .............ssscssccscccssessnsesssee Rosen 20 | CFEOOOOOOR47ACA................ AT mf-100v Radial Import .........c.scssssssssssssssssssseees R iwtsenns 30 
CFEQOOOOORTOAAS ................. ImF- 25v Radial Dip Tantalum ...........cccscssssssssesee ane 45 CFEQOQOOORSOAAR.................. 5mf- 20v Axial Tantalum 120D ......ccssssssseseeseeeesee Acckeme 1.50 
CFEOOOQOORTOAAW ............... VL mF- 35v Dip Tantalum 10% ou........cscssssssssssssee anne 35 CFEQOOOOORSOAC .................. 5mf-150v Axial Tantalum C30 ........ssssscecesccssseeee | Wit 1.50 
CFEOOOOOORIOABA................. Vif-50v Import Axigh.......scscsscccssessssssecccccsseeceess = 25 | CFEQOOOOORSOAAR................. 5OmE-20v 5% Axial Tant 150D .......sssssscsscccsseeseee Veer 85 
CFEOOOOOORIOBBA................ Tmf-50v Axial Tantalum 150d o...sssssscssccssccsssessan Ak. 40 | CFEQOOOOORGOAB) ................. .6mf-75v Tant Sintered Anode ..........cccsssssssssssssssss A sin 2.00 
CFEOOOOOORIOCBA................. Tmf-5Ov Import Radial .......ccsssssssscsescssssssssssessssee Rea. 25 | CFEQQQOOORGSAEI .................. .65mf-350v Redtop Axial 600d .....sessssssssscccsseessee A mencene I5 
CFEOOOOOORT 5AAW ..............0. L5mF-35v Axial Tantalum 150d ...2.....cscsssssssseseess Rc. 35 CFEQQOOOOROBAAW ................ .68mf-35v Axial Tonthum CSR13 ...e..ccccssssssssssseees Aas 50 
CFEOOOOOORI SBAW................ 15mF-35v Radial Dip Tantalum ........scsssccsssccceceeee D one. A5 | CFEOOOOOOROSABA................. .68mf-50v Radial Import ..........ssessssssssssssssssesseseee Rie 20 
CFEOQOOOORT 5ABA................. V5mf-50v 150d 10% Axial Tit ....c:.sccccccccccssssssee | econ 8 45 CFEOOQOOOROSBBA................. 68mf-50v 10% Axial Tant 150D .......ssssssssssssssseees A ae 85 
CFEOQOOOORT5ACA................ 1 5mf-100v Axial Tonthm CSR13 oscccescscssesccsecsseen Resting 50 CFEQOOOOORGSCBA ................. (68mf-50v Radial Tant ECF350OK ..............cccsccceeeeee Rie sade 2.00 
CFEOOQQOORT SBCA .............000 1 5mf-100v Axial Tortaluin ...........sccsscscscccecssseneee L ecGemn 50 | CFEOOOOOORBOABA................. Bmf- 50v Tantalum CL33B) ou...esceccsccccccsccsssesnen A'feeess 4.00 
CFEOOOOOOR20ACA ................ -20uF-100v Axial Tomtalurn .............0..scccseccssssseseee Rescaih cae. 50 | CFEOOOOOOR86AAW................ B6mf-35v Mallory Ax Torthurn ...........ccccccccceeeeeee Aes ae 15 
CFEQQOQOOR22AAL ua... .22mE-10v Axial Tantalum 150d .....sscccssccssccssseen ies 35 | CFEOOOO01ROOAAW................. Imf-35v Dipped Radial Trthum ..............ccccccsssesssee Deere 40 
CFEQOOO00R22AAW ................ 22mt-35v 10% Dip Tantalum ......10....ccsseseesecesseeee D 25S... 95 CFEO00001 ROOBAW................ Tmf-35v Axial Tantalum 150d ...........cc.ccsssssssseeeees A siete 30 
CFEOOOOOOR22ABA................ 22 mf-50v Radial Import .........cccsccsccssccssccccceceeesees Re caste 25 | CFEOOOOOTROOABA................. Tmf-50v Axial Redtop .............sccssssscssscccccscccceeeseee A jahecteie 40. 
CFEQOOOOOR22BBA................. 22mf-50v Axial Tanthm 150d .......sssccssssccsssssssssees Aaceeat 50 CFEOO0001ROOBBA................. Lint-5Ov Axi tniport (ctr cetacean A ee 5 
CFEOOOOOOR22(BA .............0.0 -22mml-SOv Axil Tomtalum ........ccscssssccesseccecsseseesee | ee. 2° Bir 50 | CFEOOOO01ROOCBA................. Tmf-50v Axial Tantalum 150d ............ccccccsssssesssee A..:commmere 35 
CFEOOOOOOR22ACA ..............0+ .22mf-100v Sprague Stud .......ssssscssssscssssscssecceeceee A ..cteen 95 | CFEOOOOO1ROODBA ................ Tmf-50v Radial Import .......sssssssssssssssssscsessssceeseeseee R canes 22 
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Besiirice:. 1mf - 5mf — rice SR Em Peygges gn nha ets 
ART NUMBER DESCRIPTION “THRE PRICE Hm PART NUMBER DESCRIPTION TYPE ICE 
EOOOOOIROOEBA ............. Imf- -50v Dipped Tantalum .......essccssseeseeseeeseeese D senssssesne 50; CFEOOOOO2R50AEP.................. 2.5mf-37 5v Axial Tantalum .....cssssssccsssesseeseensee  eapiban 5.00 
OOOO TROOFBA .......sceeeee Imf-5Ov Axial Sprague 30D .....sssssscsssscssscsnsseee AERS LAE 50 | CFEOOQOQ02R70AAU ................ 2.7m-30v Axial Tantalum 150d ........esssssscesseesen AGCRey 35 
FEOOOOOT ROOABE ....scscne wee Timf-63v Radial Import .eccscscsscscssssscssscssesenseee PLOW 30 | CFEQQOO02R70ACA................. 2.7rmf-100v Axial Tatlin CSRV3 ....ssossssosssssseseeee ye dy taal 70 
FEOOOOOTROOABS «..-.snevn Imf-75v Axial Tantalum (3 BOAO Fo cimcrsnesocl AMAIEOGS 95 | CFEOOQOO3ROOAAS .........:.... Smef-25v Axial Tantalum CLT a... .ssseessesteseenee Ayes LGocd 40 
FEOOOOOTROOBBS .............. Imf-75v Axial Tantalum (SRI3.. PURE, cssreticoceerodh MaGICLO .60 | CFEQOOO03ROOACA...........:.... Smf-100v Axil Tomtalur ...sc..sscsseccsnsessnsssecnnsee ABaR2 OY 90 
FEOQOOOTROQACA ...........ssoee Lmf-100v Radial Import ......:.cccssssesessssssseeesseeene RAL MGC 357 CFEOOOOO3ROOACL..... 3mf-150v Axial Tantalum 138d ae ReASIANS 2.50 
FE0000 DTRODBOA an Tf-100v Axial Tantalum CSR13 .....esssssessesseesee Rb 10 | sei oe _ me GUME-GOOY Stud COM sce rises hsassnsentltbtgess C sssecreeneons 3x00 
EOOOOOTROOACI .....csenssee Tmf-150v Axial Tantalum CL32 .........scseeso0 took AL 1200 | CFEOOOOOSR30AAN .. somnnan 3.3m 1 5v Axil Tant 10% 1500. oe A 30 
FEQO0001ROOBCI................... Tmf-150v Axial Tantalum C20 ...ssssssssosssccenseee A......unee 10.00 | CFEOOOOOSRSOAAO ...............3.3mf-16v Radial _— ~~ a eccgan es 65 
FEQOQOOTROOACK ..............0 Timf-160v Axial Import .....cccccscsssscssosssscssseessnsnee Were 50 | CFEOQOOO3R30AAS hese BE D5v Axil Import ..... ow A...... 20 
FEO00001ROOBCK................. Timf-160v Radial Import ......cssccsssssscsensscsssssnnssee Rk 50 | CFEQOOOO3R30AAW.............. 3.3imf-35v Axia Inport ...escscssesesecccnssaenssecensee Petes 25 
FEOOOQOTROOADE .............. Timf-250v Axial Import .....cccccsccsssccssssesesnsseeeneses etek 60 CFEOOOODSROBAW oe 3.3mf-35v 5% Ax Tontlum CSR13 ..sessssssccsssssecesen ie reatons 45 
ocr Tmf-250v Radial Import ....csssntsesssssnsseneslees R ssseneeseeee ZO | CFEOQOOOSR3OCAW oo cceccsssens 3.3Mf-35V Radial IMpOLt occccscsoscsssseeeease R sssseseneee 25 
Ee csiasaiv Timf-450v Axial timport ......sccscccssssccccssssssssesssseen Ano 2.00 | CFEQQQOO3R30DAW................. 3.3mf-35v Radial Dipped Tonto ........s.scssscsosscseeee DRY 60 
1: aA Tmf-600v CP4IBIEF- NUT 21erm .....ssccssssseccssseee Ni cssssseceree 4.00 CFEOOOO03R30ABA.................3.3mME-50v Axial Tantlum CSR13 ....csccsscccccccssssssssee A cccccsesnsesee 45 
axle Tmf-600v CP4OB2EF - NUT 1Term......ssccsssscccsssssee Ni cssssseccsensees 00 CFEOQOOOSRSOBBA .................3.3Mf-50v Axial Tantlum (SR13 ...ssscscccsssesscccsssee A cccscsssseeeee 50 
Pe son Tmf-600v CPAOCQFF = NUT VTerm ...sesesesseceesete M csseeseeeeee 4.00 | CFEOQOOOSRSQABE ....cnceecenee 3.3M6-60V Axial TomtOlUM .occcccccscccsasscsnesse A cocseseneee 55 
FEOOOO01 ROOAKA .............000 Imf- Tkv CP4OB2EG - NUT 1Term ......ccccsssssscsseee NUE 6.00 | CFEQQOOO3R30ABF................. 3.3mf-63v Axial fmport .......cs.ccccscsscsssssssssscsceseeeee | Piedra tide 30 
FEOO0001 ROOBKA................. Imf- Tkv CP41BIFG - NUT 2Term oonnn..sssssssesccscceee NeSka se 14.00 CFEQOOO03R30ACA .........2...... 3.3mf-100v Radial Import ...........sccscsccsssssssecsseee RiOSTAEN 50 
FEQOOOOTROOCKA................ Tf Tkv CP41BTEG = NUT 2Terim ...ccsssssscsccseee NGUGOLG 7.00 CFEQOOOO3RS30ADE................. 3.3mf-250v Axial fmport .......cccsscsscsssccessnssecceseeee A ORSeky 50 
FEOQQO001ROODKA ................ Imf- Tkv CP4TBIEG - NUT 2Term .....sccsssssscscssee NRO a 7.00 CFEQOOOOSRSOBDE................. Borie 2500 Axe a Jip cesssneeencscten | Medeetatl 85 
000001 ROOALA ........ssssseses Tmf- 1.5kv CP402FH - NUT 1Trm onnnnssessssssssssscseeee Rist aeekh 11.00 CFEOOOQO3R9OAAL ................. 3.9mf-10v Axial Tantlum CSR13 ...ccccsccccssccsssssoeoee | Vara Skt 20 
FEQQQOOTROOBLA ................. Imf- 1.5kv CP40B2EH -NUT VTrm .......sssssssssecscseeee aM 11.00 CFEQOOOO3R9QAAW ............... 3.9mf-35v Axial Tantalum 150d c..scc.ssccssssssccccceeee | Wt tae 40 
FEOO0001R20ABA................ T.2mf-5Ov Axial Tantalum .........cccscsssscccccssssseeeee ARONA 55 | CFEOOOOO3R9OABA................ 3.9mf-50v Axial Tantalum 150d caoisse..ssscscscsssosecee A May 50 
FEOQQ001 R20FBA ................ 1.2mf-50v Axial Tantalum 150d ........cccscssssescseeee Aah an 45 CFEQOOO03R90ACA ................. 3.9mf 100v Ax’l Tantalum 50D vaccsssescscccsssssscescee | Wiehe sek 1.85 
FEOOO001R20ADA ................ 1.2mf-200v Axial Redtop ........ccscccscssssssssssssceseeeee pW te 65 CFEQQOO04ROQAAW ................ 4mf-35v Axial SYM405APO25B4 .c.ccsccstccccssseeeee Amie 50 
FEOQQQ001R20ADE................. 1.2mf-250v Axial Redtop ........sscocsssscsssssssseeeeeesee Wee Len J5 | CFEOQQQQ4ROOABA................ 4mf-50v Sprague Redtop Axial ............ccsssssseeesee Awe aay 60 
FEQQQ001R50AA0 ................ 1.5mf-16v Dipped Tantalum ...........ccccscsssssssssseseee Dansn ran: 25 | CFEQQQOO4ROOABE................. Amf-60v Axial Tantalum ..........cssscsssssccscccsssssseeeee Ae 65 
FE000001 RSOAAR .......sssssssses 1.5mf-20v Axial Tanthum CSR13 .......ccscccssssseeseeee ASaRA Lan: 35 CFEOOOOO4ROOBBE ................. Br OV ANI eee ease? Wea ae 25 
FEOOOOOTRSOAAS ........n.. 1.5imf- 25v Dip Tantalum ........scsssssssssccsccsssosseeseee DAOSi Lan 60 CFEQOOOO4ROOAC ...............00 Bn -150y Axinln Sh Ae hel ce RULING 1.00 
FEOQQO01RSOBAS ................ 1.5mf-25v Ax. Tantlum CL33BG ........ssccccssssseeeeeee APIS ION 3.00 | CFEQQQOO4ROOADE................. 4mf-250v Sprague Redtop Axial ...........scssssse0cecsee sea 85 
FEOQOO01RSOAAW ............. 1.5mf-35v 10% Axial Tant 150d o.....ssssssssssscseceseeee ROSSI 32 CFEOOOOO4ROOAEL.................. A4mf-350v Sprague 39D Axial ...........sssssssssssseseeee AN 1.50 
FEQQOOOIRSOABA................. 1.5mf-50v Axial Tanthum CSR13 ..a....csssssssssssssseseee WOOK To 40 | CFEOOOOO4ROOBEL.................. Amf-350v Sprague Axial ..............cccssssssseeseseeeeeeee | WPL! 1.50 
FEOQO001RS5OBBA................. 1.5inf-50v Radial Import ....ssccsssssscccscsssssseeeeeeee Risoge sors .30 | CFEQQQOO4ROOAHA ................ 4mf-600v Mallory Paper Axial ............cccsssssssssseeee A eraengt 3.00 
FEQOOOOTR50CBA.................. T.5mf-50v Dip Tamtlum ...........ccscscsccccsssssesessessee Vict of Fe J5 CFEOOOOO4ROOBHA ................ 4mf-600v CP4OC2EF - NUT Term .......sssssssssssssseeee NARS 18.00 
FEQQ0001 R5OABE.................. 1.5mf-60v Axial Tant 29F2316G ..........sssssssssssscseee ABI at 1.50 CFEOOOOO4ROOCHA................. 4mf-600v 610M - NUT 2 Terminal ...........ssssssssssee N BLES0G 22.00 
FE000001 ROOAAW ................ 1.6mf-35v 10% Axial Tant 150d ..u.......esssssssssssseee | A A J5 CFEOOOOO4ROODHA ................ 4mf-600v CP4OB2FF Can 1 Term. ...........cccssccss0000 ees 18.00 
FEOQQ001 R8QABA................. 1.8mf-50v Axial Tantalum Cop ...........ccscssssssssseeeee MILT 50 | CFEQQQOO4R50AAN ................ 4.5mf-15v Axial Tantalum ...........sscccccsssssssssesseseee AAs 35 
FEOOOOO2ROOABA..............000. 2mf- 50v Axial Mallory .......ssssssssssssscccscsccsssssssseee AAR 40 | CFEOOOOO4R70AAL................ 4.7mf-10v Axial Tantalum CSR .........ccc..cccssssseeeveee Acc ehnun 25 
FEOOOOO2ROOFB) ..............000 2mE-75v Axial Tantalum CSR13 ....sssss.sssccsccsssseeeeee | ra A 45 | CFEOOO004R70AA0 .............. 4.7mf-16v Dipped Tantalum ............c.csssvssessesseeen Dae 40 
FEOOOOO2ROOACA................. 2mf-100v Axial Tantalum CL21 ...........ssssecssscceenee Averell 1.00 CFEOOOO04R70AAR.................. 4.7mf-20v Axial Tantalum ........ssssssssssssssssesseseesseee AER 50 
FEOOOOO2ROOAC................... 2mf-150v Ax Tant CL23BQO20SNE ...........-.essesesene Aas 21 8 1.75 CFEOOOOO4R70BAR.................. 4.7mf-20v Radial Molded Tant. ........sss.ssssccc.ccsssssee fe WCE SA 50 
FEOOOOO2ROOADE................ 2mf-250v Sprague TVA Axial .............cccscscssssssseeen Rane? LO 55 | CFEOOOOO4R70AAS................ 4.7imf-25v Axial Import .......s...ccccccsssssscssssseessseseen Amazone 20 
FEOOOOO2ROOAEB ................. 2mf-300vac Can WEGO 1477 VE ssccccccccccssseeseee CAs 9.00 CFEOOOO04R70BAS.................. 4.7mf-25v Radial Import ...........sccsscscssssssssseseeneeee RG8G 0 21 
FEOOOOO2ROOAEI ...............0.. 2mf-350v Sprague Axial ................ssccsccsscsssseseneee WaNRe Te 65 CFEOQ0004R7 0AAW ................ 4.7mf-35v Axial Tantalum 150d .........:csssesssseveeeee WRGSosine 35 
FEOOOOO2ROOAFS ..............000e 2mF-450v Sprague Axial ........ssssssssssssssssssssssseeee WOGE2 ION 3.90 CFEQO0004R70BAW ................ 4.7imf-35v Axial Import ...........s.scssscssssssssssnessseneen ASA LRe 25 
FEQOOOO2ROOAHA ................ 2mf-600v CPATBIEF - NUT 2Term.........ssccccsscssse Nee 5.00 CFEOO0004R70CAW ................ 4.7mf-35v Radial Import ........ssssssssssscssecessssssceseeees RSL Oe 25 
FEOOOOO2ROOMIF.................. 2mf-750v West Cap 20% Stud .............csscecssssseseeen [Weds tae 9.00 | CFEOOOO04R70DAW................ 4.7mf-35v Molded Tantalum ..........cssssvssesesseesesee Reawto0 1.25 
FEQOOOO2ROOAKA .............0++. 2mf- Tkv CP41B1DG - NUT 2Term ........a.sscescsseeee Neen Ii 7.00 CFEOO0004R70EAW ................ 4.7mf-35v Dip Tantalum ECSFOE ........................00 DOs J5 
FEOOOOO2ROOBHA ................ 2mf-600v CP41BIFF - NUT 2Termm .................scsssee Nenezin 5.00 CFEOOOOO04R70ABA................. 4.7mf-50v 20% Ax. Tant. CSR13 ...ssssssssssscsssescssseees ABE IOG A0 
FEQOOOO2R20AAR ............0.00. 2.2mf-20v Axial Tantalum 150d ........................... AGCTZLINA 35 CFEOOQO04R70BBA................. 4.7imf-50v Axiol Import ........ccsssssssssssssssecsecessseseee REA 30 
FEOOQ0002R20AAW ................ 2.2rmf-35v Axial Import .......ccccccccccccecccceececesessseeeees And? Ly 25 CFEOOO004R70(BA................. 4.7mf-50v Radial Import .............ccccccccscssssssssseeeee ROCBOLon. 30 
FEOO0002R20BAW ................ 2.2mf-35v Radial bmnport ........ccscscsssssccccccecsseseeeeeees Rian? Ny 25 CFEOOOO04R70DBA ................ 4.7mf-50v Axial Tantalum ........cssssssscsssssssssssssesseee AMES 45 
FEOO0002R20CAW ................ 2.2mf-35v Dipped Tantalum .................ssescsssssseeee NTE Pal 4 35 CFEOOOOO4R70EBA .................. 4.7imf-50v Dip Tantalum ..............ccccsssssssssssessesen Dy eee om 75 
FEQOOOO2R20ABA................. 2.2mf-50v Axial Tantlum (SR13 ..........ss.........00000 ACs Lo 45 CFEOOO004R70ABF ................. 4.7mf-63v Radial Import .........sssovsscvcccsesccccsccceeseee RAR EA 0 
-EQOOOO2R20BBA................. 2.2mf-50v Ax. Nichicon TKBVH ............cscccccscssessee AOOREIA: 30 CFEOOO004R70AB) ................. 4.7mf-75v Axial TantalumCSR13 ........ss.cssccssccsseoee ACAD LEM 65 
EOOOOO2R20CBA................. 2.2mf-50v Dip Tantalum .u...............c.ccssssscsssssceseee Dean 50 CFEOOO004R70ACA................. 4.7mf-100v Axial Tantalum) 09d ............cssssssssseees Awe 0 2.50 
EO00002R20ABF ................. PART NC PERLE 5 ela PR cr Ache Th 24 CFEOOQO004R70ACI...........:...... 4 Tate} 50 Axialartitted 226 Jor oe ACL 65 
*E000002R20BBF ................. 2.2mf-63v Radial Import ....................... nn ven, R 2 Eh 29 CFEOOO004R70ADE................. 4.7mf-250v Radial Import .......sssssccsscsssscccccssecceseee RRL 55 
EQOOOO2R20ACA ...........224... 2.2mf-100v Axial Tantlm CSR13 ............ccsccssssscseee AgORs LOK .65 CFEOOOO04R70BCA................. 4.7mf-100v Radial Import ........cssssssssssssesscccssscessees RiOWArieN 35 
“EOQOOO2R20B(A.................. 2.2mf-100v Axial Import ........sssssssssseccsesececscsesssen ARR Soe, 35 | CFEOOOOO4R70BDE................. 4.7if-250v Axial Import ...............scsccssssssssseeeesnen ARMiRe 50 
EQOOOO2R20ACK ...............0. 2.2mf-1 60v Radial bmport ............cssssccssccccsesssssseeee Rs ey 40 CFEOOQOOSROOAAS ................. Sivitod SV AXiCl Se Td. ccs cnannendh WaRALeny 39 
EQO0002R20ADE................. 2.2mf-250v Sprague Redtop AX ...........scssscssssssseee Reis? On 85 FEOOOOO5ROOBAS ...............+++. 5mF- 25v Ax Tant CL23BGOSOUNE ...........escscsessssees Wet ee 2.00 
‘EO0Q0002R20BDE................. 2.2mf- 250v Phillips PC Mount ............c.scscccceceeeeeee RL Se 1.00 CFEOOOOOSROOABE................. Smé- 60v Axial Tantalum .5"L ......sssssssssssssseseseceees WER tara 95 
EOOQOO2R2000A ..... aan 2.2mf-100v Radial bmport ...............ssscsccccssceseeeeeeee Rema ee: 35 CFEOOOOOSROOACA ...............0. Bent LOW AKGabeeiee ett I L ,:ccmannnesnd | OS. 3 SE 60 
EOQO002R20D(A.................. 2.2mF 100v Ax Non-Pol M39018 ..............cccsseeeseen tea taeek Gg 95 CFEOOOOO5ROOACI ...............0. 5mf-150v “Bantam Aerovox” AX ....cccsssssssssseceeeeeee A OF 1.00 
EQOQOO2R50ABA..............00. 2.5mf-50v Ax Tant CL22B)2RSTNE ............ccsscceeeeee Aorta 1.50 CFEOOOOO5ROOADA ................ 5mf-200v Axial Tant. 3/8" X2" .....sssssessscccccssecseesee AGomLa0 3.00 
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CFEQQQOOS5ROOADE................ 5mf-250v Ax. Tant 3/4" TAN/TH Sane 
CFEQOOOO5ROOAFA ................. Sannk 40D Aarhedl dahl Sab ANS, ccincecsoccist 
CFEOOOOOSROOAFI.................. Sif-450v Axial Mallory TC7O ..essscsessnssssnsneene 
CCFEOQOOOSRS5OAAU.............. 5.5mf-30v Axial Tantalum CL33 ..........ssscsssseceeseee 
CFEOOOOO5ROOAAW ................ 5.mf-35v Ax. Tantalum CSR1 SF .......csssssssssseecceeee 
CFEOOOOOSROOABA................. 5.mf-50v Axial Tantalum 150d .......csccsssssssccccseeee 
CFEOOOOO5R60AB) ................. 5.6mE-75v 10% Ax Tant M39003 ..........sccscsccecsesens 
CFEOOOOOGROOABA................. 6mF- 50v Axial Tantalum CL31BS .......ssccssssscceseeens 
CFEOOOOOGR30AAW ................ 6.3mf-35v Axial Tantalum 150d ........scccssssscee et 
CFEOOOOOGRBOAAG ................ 6.8mf-6v Axial Tantalum CSR13 .........ccssssssssececeeees 
CFEOOOOO6R8OBAG ................ 6.8mf-6v 20% Ax Tantalum 150D .......sssssssssssceeesee 
CFEQQQQO6RBOAAN ......:........ 6.8me-15v Axial Tantalum .......ssssssssssssssssssssssssseeee 
CFEOOOO06R80AA0 ................ 6.8mf-1 bv Radial Import .........sccssssssssssssssessssssesee 
CFEOOOOOGRBOAAR.................. 6.8mf-20v Axial Tantalum 172D ........ssssssssssssssseses 
CFEOOOOOGRB0AAS .................. 6.8mf-25v Radial Import ......sessssssssssssssssssssssssssseee 
CFEOOOOO6RBOBAS ................ 6.8mf-25v Radial Dipped Tant ...........ssssssssssssssseese 
FEOOOOOGRBOCAS ...............00 6.8mf-25v Radial Molded Tont ..........cssssssssssseseseeee 
CFEOOOOOGR8OAAW................ 6.8mf-35v Axial TantalumCSR13.........ssssssssssssssssee 
CFEOOOOO6R8OBAW ................ 6.8mf-35v Radial Dipped Tant ........ss.sssssssssssssssssen 
CFEOOOOO6RBO0ABA................ 6.8mf-50v Radial Import ............ssssssssssssssssssssssseee 
CFEOOOOO6RBOBBA................. 6.8mf-50v Radial Dipped Tant ..........ssssssessesssccseeee 
CCFEQOOOOGR8OCBA ............... 6.8mf-50v Axial Tantalum 20% ......sssssssccsssesesseceee 
CFEOOOOO6R8OABE.................. 6.8mf-60v Axial Tantalum 150d ........sssssssssssssssssee 
CFEOOOOO6R80AB) ................. 6.8mf-75v Axial Tantalum .........csssssssssssssssesseeeeesee 
CFEOOOO06RBOADA ................ 6.8mf-200v Axial o2 SERNA. iy.ceserectioot 
CFEOQOOOO6R80ADE................. G.Senl-Z50V Axial teste Shtec ee lecsctnerthc cal 
CFEQOOOO6RBO0AF)I................... 6.8mf- 450v CE31C Cam 2 Term. .....sssssssssssssesseseee 
CFEOQOOOO7ROOAFI ...:..........00.. Jmf-.450v (E31 Gon! Weak ieee. cence 
CFEQOOOOBROOAAS ..............00 Bmi-25v Axial Sprague 30d ........ssssssssssssssssssssseseee 
CFEQOOOO8ROOACA ................. Sinf-100v Axial -....... etek PE gee 
CFEOOOOO8ROOADE.................. 8mf- 250v Axial Sprague 43D .........sssssssssssssssssssee 
CFEQOOOO8ROOAE .................. Bmf- 350v Axial Sprague SOD ........ssssssssssssseseeeee 
CFEOOOOO8ROOBE .................. Sf 350vde Axial. Aisles MILE MIR. acsssceeseovssnst 
CFEOQOOO8ROOAFA ................. Bmf- 400v CE31 C0800 Con 2 trim ......sssssssssssssssseeee 
CFEOOOOO8ROODAGA ................ Bmf- 500v Twist-Lock Cam ....sc.s.ccccsssssssseessesessessees 
CFEQOOOOBR20AAR .........sssseees 8.2mf-20v Axial Tantalum 150d ........ssssssssssseseesees 
CFEQOOO08R20AAX................. 8.2uf-40v Axial 130D Tantalum ...........sssseeesceescoen 
CFEQOOOO8R20ABE ................. 8.2mf-60v Axial Tantalum 109d ........sssssssssssessesees 
CFEOOOOO8R20AB) ................. 8.2750 Axial iA MEE MURS. Geteceenncsscbes 
CFEQOQOOO8R20ACA ................. 8.2mf-100v Axial Sprague 500D ........sssssssssseeseesee 
CFEQOOOO8R20ACI ................-. B.2mf-150v Axial Sprague ......ssssssssssssssssssssssseeesee 
CFEO00010ROOAAC................ 1Omf-3v Radial brport ..........csscccccccecscsscsesssssseeeeens 
CFEQOO010ROOAAF ................. 10mf- 4v Dipped Tantalum ..........cces.sscccssssssssseseee 
CFEOQOO1OROOAAN ................ 10mf-15v Axial Sprague Ce] 1 ou........ssccscsssssssssssen 
CFEOQO010ROOBAN ................ 10mf-15v Axial Tantlum CL33BE o............sssssssseeeees 
CFEOOO010ROOAAO ................ 1Omf-16v Axial Import .......sssccsscscscssscccscecsssesesessee 
CFEOO001 0ROOBAO ................ 1Omf-16v Radial eiincl lies uc. ceacakt 
CFEQOOOTOROOCAO ................. TOmf-16v Radiol Tantalum .........ceccssccccssssssssseeees 
CFEOO001 OROODAO ................ 10mf-16v Sprague 30D Axial 0... 
CFEQOOO1OROOAAR................. 1Omf-20v Axial Tantalum CSR13 ...........csssssssseeseeee 
CFEOO001 OROOAAS ................. 10mf-25y Axialince seek tek bk 
CFEQOQO1 OROOBAS ................. TOmf-25v Axial Import ......sscs:sssssssssscscccecsssssessssen 
CFEOOO01 OROOCAS ................. 1Omf-25v Radial Import ...............cssssssccssssssssseessen 
CFEQOO01OROODAS.................. 1Omf-25v Radial Import ............s:sssssscccssecesssssesssen 
CFEOOOO1OROOEAS ................. 1Omf-25v Dipped Tantalum ..........scscs.cccssssesscsssesee 
CFEQOO01 OROOFAS ................. 1Omf-25v Axial, CD Type BBR ..............cssssssssseeeeses 
CFEO0001 OROOAAW ................ 10m#-35v Tontolum S..A20Ss ek 
CFEQ0001 OROOBAW ................ LOmf-35v Axial Import ...........cccscssssssssscssssssessssssees 
CFEO0001 OROOCAW ................ 1Omf-35v Radial Import ............s.sssssccscseseessssssesee 
CFEQO001 OROOABA................. 10mf-50v Axial Tantalum (SR13 ......sssssssscsssssssseees 
CFEOOOOTOROOBBA................. 1Omt-50v. Adal io See Ze RED ee 
CFEQO001 0ROOCBA................. TOmf-50v Axiol Import ....c.......cccsssssssesssescscessssssees 
CFEQOOO1OROODBA ................ TOmf-5SOv Radial tmpot ......ssssssssssssssssscssccscssesceseees 
CFEQOOO1OROOEBA ................. 10mf-50v Axial Tempe 25-283 ......ssccsscssssssssssssseee 
CFEOO001 OROOFBA ................. 10mf-50v Ax. Tantalum M39003 ......sssssccccssssssesee 
CFEQOO01 OROOGBA ................ 1Omf-50v Ax. Tantalum CL33B) .......esescssccsssssssseee 
CFEQQQOTOROOHBA ..............+. 10mf-50v Ax. Tantalum ONO9718 ............ssccccssse0e 
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PART NUMBER "DESCRIPTION 
CFEQOOOTOROOABE «oo... 10mf-60v 10% Axial Tant 150D onsen 


CFEO0001 OROOBBE................. TOmf-60v Radial Import ....osssssentnsean cioptensi ck . 
CFEO0001 OROOABF ................. 1Omf-63v Axial Import ........sscssessssesnesee 

CFEOO001 OROOAB) ................ 1Omf-75v Axial Tantalum 150d ...nsc.e 
CFEOQOOTOROQACA ........ssssss0e 10mf-100v Axial dinport i500 Sedilan A aceceimam 


CFEOOOOTOROOBCA................. TOmf-100v Radial Import ....sosssessesseeseeneensene te 
CFEQOOOTOROOCCA .........sssssees 10mf-100v Ax Tant C131 BNTOOMPE .. LSS cee 
CFEOOOOTOROOACI .terc2........0e TOmf-150v Axial Sprague TVA ....ecsssssssesnte SGA 
CFEOOOOTOROOBCI................04 TOmf-150v CE51C Octal Can Spr .....ssssssssssceccsssssee it 
CFEOOOOTOROOCC! sss VOrmf-150v CEST C1OON .esssssscscsssescccnscsececessneeee ( oe 
CFEOOOOTOROODC!...............ee TOmf-150v CE4TCIOOS Nut 2trim ......sssssssseccccsssee 
CFEQQOOTOROOACK .........sesssee TOmf-160v Axial bmport .........sccccssssssccssessesesesesees 
CFEQOOOTOROOADA #-<......... V0mf-200V Axial .......sscssssseccccsseeesesssseseessssseesees 
CFEOOOO10ROOBDA ................ 1Omf-200v CE51F Octal Con Spr ..ssssssssscssccsssen 
CFEOOOOTOROOADE................. 10mf-250v Axial Sprague G00D .........ssssssssescsssseen 
CFEOOOOTOROOAEA ................. 10mf-300v Axial Tantlu CLR35 .........sccccecsseccseees 
CFEOOOO1OROOBEA.................. 10mf-300v CE51C Octal M62/08 ...........00 a alee 

FEQOOOT OROOCEA ................00 TOmf-300v CEST FIOON 2 Term. .....sssssssccccceeccesesens 
CFEOOOOTOROOAEL................... 10mf-350v CE31 COOP M62/03-105 ........sccsesser 
CFEOOOO1OROOBEL.................. 1Omf-350v CE56C1OOP Octal Can .........ssscccsseseesens 

CCFEOO001 OROOCE! ................ 1Omf-350v CEST CIOOP Octal .......s..ssssssscseseceessesens 
CFEOOOOTOROOAFA ................. 1Omf-400v Con 213.250 2.2... ae 
CFEOOOOTOROOBFA ................. 10mf-400v CE41B100Q Nut Base ..........cscccccceeeeens 
CFEQOOOTOROOCEA .........sssssse 1Omf-400v CE41C100Q Nut 2tert .........cscssssccsceeee 
CFEOOOOTOROODFA................. TOmf-400v CE51 C1000 Octal Cam.........ssssccccsseesnm 
CFEOOOOTOROOAFS................. TOmf-450v Axiol CDE .20...22220: 00. sescsesnseenieernnal 
CFEQOOOTOROOBFS ..........ssssses TOmf-450v Axial Sprague ........sssssssssssssssssssssssessee 
CFEOOOOTOROOCE) .............see 1Omf-450v CE51A100J Octal Com ..........sscceseceseeens 

CFEOO001 0ROODF) ................. TOmf-450v M62/06-246 Nut 2term ......ssssssessceeseee 
FCFEOOOOTOROOAJA .............000. 1Omf- 700v Axial Sprague 53D .........sccssscseseeehZOW sesseeesneee y 
CFEO0001 2ROOAAW ................ 12mf- 35v 1110 Tantalum 10% o2n......cccssssseesssseees Ac Raa 65 
CFEOOOO) 2ROOABY ..............00 1 2mf-75v Axial Sprague Redtop ................sssssssssee pe at fi 50 
CFEOOO01 2ROOACA ........csccccee T2mf-100v Axial oct ccc. OP tS scccrareeesensel AOS 60 
CFEOO001 2ROOADF................. 1 2mf-250v Axial Redtop ..........cccccccsssssssssssssssssssess | Weare lt) 80 
CFEOO001 2ROOAEK .............00e 1 2mf-360v Stud Tantalex .........cscccccccsssesscesecesssesee Weenies | 4.00 
CFEQOOO) 2ROOAFS ..........sssss00 1 2mf-450v Con Mallory ...........ccccccccssssssssssesssesssees CEO 5.50 
CFEO0001 2ROOBFJ................... 1 2mf-450v CEST FT 20R Co..........sssscccscccssncesncrennes Cian 8.00 
CFEOO0013ROOADA ................ 13mf-200v Axial Sprague ........ssssssssssssssssssssssseeeee tee dad 0 
CFEOO001 4ROOAB) ................. T4mf-75v Axial CL3S5BLI4OMPS 2.....ccsssssesesssesseess EL 3.00 
CFEOO001 5ROOAAL .....’........... 15mf-10v 10% 150d Axial Torta ..........cscscessevssssees ae ae 50 
CFEOQ001 SROOAAN ................ 15mf-15v Ax TANT Sintrd Anode .........ccsssssssssesseesss (Widsets 2.00 
CFEOO001 SROOBAN ................ 15imf-1 5v Ax Tantal M39006/01 o..cosssssensecnssnn Aiea 3.00 
CFEOO001 SROOAAR.................. 15mf-20v 10% Axial Tant CSRS ...cees.cssssccsscssccesee ARES 30 
CFEQOOO1 SROOBAR .............000 15mf-20v Molded Radl Tarttabum ............cscscccccseeee Ree 30 
CFEOO001 SROOCAR.................. 15mf-20v Molded Axil Tortaluim ..................scsseeeee AUSRMRRS 40 
CFEOQ001 SROOAAS ................. 15mf-25v Radial Import 85C .........cscscsssssssssssssssees Rue 30 
CFEOO001 SROOAAU ............... 15mf-30v Axial Tantalum CLRGS5 ...........ccccccceceesssee Aka 2.50 
CFEO0001 SROOAAW ................ 15mf-35v Axial Tantalum 150d ou.n.....csssssssssssssssees ARORA 60 
CFEOOO01 SROOABA.............2... T5mf-SOv Axial Sc 28004. seeesrteseenenetneile | Wiebe sy, J0 
CFEOO001 SROOBBA................. 15mf-50v Axial Tantalum 150d ..........ccssssessssseecees A 60 
CFEOO001 5ROOCBA................. 15mf-50v Ax Tantalum M3900301 o.u......cccsccsesesee AEN 2.50 
CFEOO001 SROOAB) ................. 15mf-75v 10% Axiol TNT 150d ......ssscsccssssssssseesees ASSESSES 95 
CFEOQ001 SROOBB) ................. 15mf-75v 20% Axial TNT 150d ..........ccsccccscccseessee AURA 85 
CFEOO001 SROOCB) ................. 15mf-75v Ax Tant CL23BLTSOTNE............csssssssssssees Aicanaaite 3.00 
CFEOO001 5ROODBI ................. 15mf-75v Ax Tantal M39006/02 ..........cccssesssssseeees Anjana 4.00 
CFEQOO01 SROOACA ...........es..s- 15mf-100v Axial Redtop 600D .................sscccseeseee AREA 80 
CFEQ0001 SROOBCA.................. 15mf-100v Axial Tantalum 472 ............cscscccccccecsee | Vache 1.25 
CFEO0001 SROOADE................. 15mf-250v CE31C1 50M Com ....sssscccscscscsecccccccccccee GUSaaae 3.50 
CFEOO001 SROOAEI &<....tec<2.... 1 Smf-350v Axial Sprague 39d ...........scssssccceceeeeeee Wears) tt 4.00 
CFEOO001 SROOBEI ................. 15mf-350v Axial Sprague 34d ............sscsccscscseeeeee A aS 95 
CFEOOOO) SROOAFA ..........sss000 15mf-400v Axial Sprague 34d............scscccseeseseessen AS38008 6.00 
CFEOOOO) SROOBFA .........ssss00 15mf-400v Axial Sprague 39d ..............cscsccsseeseees AQSSSOR 6.50 
CFEOOO01 SROOAFI............0..000 15mf-450v CE4TFISOR Nut 2term ...........cccccceceseee NNaaae 8.00 
CFEOOO01 SROOBFS ..............02-. 15mf-450v CE41C150R Nut 2term ..........cccssssssseeess Nae 8.00 
CFEOQO01 SROOCFA .............00e- 15mf-400v CE31C150Q M62/03-117 o.u......sscscseee Cuca 9.00 
CFEOOOO1 SROOCES «00... sssee 15mf-450v CE31C15OR solder Tim...........ccccssssssssees Cie 7.00 
CFEOOO01 6ROOAEP ................. 1 6mf-385v Axial German 707178 ..............cccscceeee Ante 6.50 


N UBER 


Vibarsascerivases A 
betas. A 
A 
eaves 18m 50v Axial Tantalum 176D .......ssccsssscsesesssseeee A 
ea 18mf-50v Axial Tantalum 150d .....ccccssccccsseesessses A sssssssseecie D5 
ee 18mf-60v Axial Sprague 600d ....sssscsesscsesseesees A ssssesesseeee 160 
Meee eee }8mf-450v CE3TCTBOR solder Ti .....ssscssssccssseeeses C sssseseessees 1.00 
Be ssssac 2OmE-25v Axial Sprague ....scsocsessseescesssesesssesscste A sessesesnneeee 50 
= 20mé-25v Axial CL22BG Tontal ...........sscsssssecseeee A sccssssseeeee 3.00 
ies OmE-50v Axial Sangamo .......sscccsscsececcssssnsceseeeee NAS RE 60 
[FEOOOO20ROOCBA................. 2Omf-50 Tantalum Axial ......scossescssssseeseecsseeen eran 15.00 
-CFEOOOO20ROOABE............ 2OmE-60v Axial Tartoluin .....sscccssscssscssssssssseeeee i ae 2.00 
CFEOOOO20ROOACA Seltcaate 2OmE-100v Axial Sangamo .......sscssssscssssccsnsseeceee teh ati 85 
CFEOOOO20ROOACI.................. 20mé-150v Axial Sprague TVA ..........csscscccscsssssssee a a 95 
| CFEOO0020ROOADA ................. 20mf-200v-CE3TE200K Sprag Con ......sssssssssscsssee Cue 4.00 
, CFEOOOO20ROOAEA ............. 20mf-300v CE31C2OON solder Tim .........sscsssssssseee COMI 6.00 
CFEOOOO20ROOAE! ................. 20mF-350v CE31C2OOP solder Tim ....s.....sssessseeseee Gene 7.00 
CFEOOOO20ROOAFI.................. 20mf-450v Axial Sprague or CDE .........sscssssssseeseee Nene 6.00 
CFEQOOO20ROOBFI................. omit -A50wLananer tee LPS e6o! V2 Jon 3 Ghpesony 6.00 
CFEOQOOO20ROOCF.................. 20mf-450v CE41C2OOR Nut 2 Tem ...s.s.scsscccsssssseee Neaceage 8.00 
CFEQQ0022ROOAAH ............... 22mf-6.3v Axial Import ......sssssscooseseseessscecssssssessee A charset 15 
CFEQQO022ROOBAH ................ 22mf-6.3v Radial Import .......csscssssesssecccsesessssssneee Romano ana 15 
CFEQQ0022ROOAAL ................. 22m-10v Radial Electro. ....essssosssssssscessscscscssssssee ERED 20 
CFEQQOO22ROOBAL................. 22mf-10v Radial Molded Tontlm .............ccccsssss00e ee Dts 60 
CFEOOO022ROOAAN ................ 22mé-15v Axial Tantalum 150d ...........ccsccscsssssssee , eens 35 
CFEQOOO22ROOBAN ................ 22mf-15v Radial Dip Tantalum ............ssscccscssssee peste rai 85 
CFEQ00022RO0CAN.................. 22mé-15v Radial Dipped Tant. ................sscssesssssee etre 1.00 
CFEO00022ROO0AAO ................ 22-1 6v Axial Import .........cccccscsccccccsscescecceseeeeeee | Neetabeae 25 
CFEOO0022ROOBAO ................ 22mf-1 bv Radial bmport ..............s.scssscsccsssscsseseseees te aaa 35 
CFEQOO022ROOAAS ................. 22mf-25v Axial Import .........s.ssssccsccssccecccccssesecceeee SA teat ado 30 
CFEOOOO22ROOBAS.................. 22imf-25v Radial bmport ........cscscccccscscccscccccseceseeeeee RAURO GR 30 
CFEOO0022ROOAAW ................ 22mf-35v 10% Axial Tot. 150d ..n........ssscscsccsseee apie Se 50 
CFEOO0022ROOBAW................ 22mf-35v Axial Import ........sscsscssssceseecscesesessssenseee Ae erws 32 
CFE000022ROOCAW ................ 22mf-35v Radial bmport .....cccccccscecsesseccsesecssseseeeeee Rigcehinss 35 
CFEO00022RO0DAW................ 22mf-35v Radial, Tantalum .........-.:.:.......c.csseeeeeeee Risasaaes: 50 
CFEO00022ROOEAW ............... 22mf-35v Kemet 923GP AX Tont ........ssssccccsssssseee Aongasnk 1.00 
CFEQO0022ROOFAW .............+.. 22mf-35v 5% 150D M39003/01-56 ......cscssssssoee Bins aiehiraes 1.50 
CFE000022RO0GAW............... 22mf-35v Dip Tantalum Radial ...............ssscssss000 ea eae 2.00 
CFEQOOO22ROOABA................. 22mF-5Ov Axial Tantalum ...........csccccsscsseeceesecesessee I eerone nail 95 
CFEQQO022ROOBBA................. 22mf-5Ov Axial Sprague ........s.ssoocesecccesseceesesssseen Reo 50 
CFEOOOO22ROOCBA................. Z2mf-5Ov Axial lmport ......c.ccccccccscccccecsesceseesceeeseees | Neneh 35 
CFEOOOO22ROODBA ................ 22mf-50v Radial Import .......cscssvssvecscesecccsscssseesseee Renu 40 
CFEQOO022ROOABF................. 22mf-63v Axial Import .......ccccccssssssssssccceccessessesen WERE ee A5 
CFEOO0022ROOBBF ................. 22mf-63v Radial bmport .........ccccsccccccccssescsssseeeeseee RCRA ci 50 
CFEQO0022ROOAB) ................ 22mf-75v Axial Sprague 600D ..............ccssccsecseeee whanrein 1.00 
CFEOOO022ROOACA................. DDinit- 1 DOV Axbabiiee.s dete’, tbe S ccacecrdieaaceedt [et a eed fete 5 
CFEOOOO22ROOBCA................. DDavit-\ OGY: Rete itt Sisccche dak scn2-2,esesecccosssseredt RUMIR ABE 80 
CFEOO0022ROOACI.................. 22mf-150v Tantalum 138d .......ssssssecsccsccscssceseeesen A anginnh 1.50 
CFEQOOO22ROOADE................ 22mf-250v Axial Sprague 600d .............sccccssssieens Rennes niet 90 
CFEOOOO22ROOBDE................. 22mf-250v Radial Sprague 673d ...............ccccscssee R Antanas 1.10 
CFEOO0022ROO0CCA ................. 22mf-100v Radial Import .......sossososesseccssesssssssseseee Rae ae 60 
CFEOO0023RO0AB) ................. 23me-7 5v Axial Tantalum .........sssesecssseesseesesseesessen (ERR Oth 95 
CFEOOOO24ROOABA................. ZAMMIEDUY AXIO te trettcocttttassccscrcttiee ececcrecnnce [ny oo 50 
CFEOOO024ROOADA ................ 24mf-200v Axial Sprague .........ccccccccccsccccseesesseesee tees dae 85 
CFEQOOO25ROOAAK................ 25mé- Bv Axial tantalum 10% .........ccccsccesesseseeecee abgebintc: 45 
CFEOOOO25ROOAAS ................. D5 entt 250 Radiol sees ee cccscscasaae Rave 30 
CFEOOOO25ROOBAS ................. 25mf-25v CESTEZSOF Octal Can ..........cccccccscssenee OTaares: 4.00 
CFEQOOO25ROOABA................ D5mf-5Ov Axial Sprague ......ccssssssssssceeececssccccssseee A 1.00 
CFEOOOO25ROOBBA................. D5mmf-5Ov Axial Tantalum .......ccccccccecccccecsccsssseseeeee AGA) 1.25 
CFEOOOO25ROOCBA................. 25mf-50v Ax Tantalum Sint 40LW ..................0000000 Aokasaney 3.00 
CFEOOOO25ROODBA ................ 25mé- 50v CE31€250J M62/03-032 ..............sssceee Gornain 3.00 
CFEOOOO25ROOEBA ................. 25mf- 50v CE41C250G Nut 2 Tem ou.n.....sscccsssessseee Nog teon 3.00 
CFEOOOO25ROOACA................. 25mf-100v Axial CDE CL20 ouun.....sssssssececcscssssssssesces A sti Sho, 65 
CFEQOOO25ROOBCA................. 25mf-100v Ax Tant CL2TBN250SPE ................000000 A Atvtpacsice 1.00 
CFEOOOO25ROOCCA ................. 25mé-100v CE41C250H Nut 2 Tre ounn...sssscsssssssssees I senctin t: 3.50 
CFEQOOO25ROODCA................. 25mf-100v CE31C250H solder Tim .............ssssssseee Ree oa 6.00 
CFEOOOO25ROOACE ................. 25mf-125v Ax Tant CLOSBP250MPE ...............s00000 | abies 4.00 


DESCRIPTION 
CFEOOOO25ROOACI ................. 25mf-150v Axial Sprague TVA .......csscccssssssscccsssee 
CFEOOOO25ROOBC................. 25mé-150v Ax Tant CL2TBQ250SPE ........ssssssccssese 
CFEODOOZSROOCC ......scccssess 25mf-150v CE31F250) Solder Tim .......sscssssssccsssoe 
} CFEQOOO25ROODCI.......ssssses 25mE-150v CE41C250P Nut 2 Trim .....ssccesssssccccsnse 
CFEQOOO25ROOACO s..ecsssace 25mé-180v Radial Mallory XTH25 .......sssss...ssscscse0s 
CFEQO0025ROOADA ............... 25me-200v Axial Sprague 600d ...........ssssssscecssesee 
~ CFEOOOO25ROOBDA ............... 25mF-200v CE44C250P Nut 2 Trim .....sscccsssscccsssee 
~ CFEOOOO25ROOADE................. 25mf-250v Axial KS1965B-L10 oo... sccccsssssssesesen 
CFEOOOO25ROOBDE.................. 25mf-250v M62/08-231 Oct ..........sccsessessecsseee 
CFEOOOO25ROOAEA ............... SAVOY AX ie eekle ke, Ue sssnoscssssesince 
CFEOOOO25ROOBEA ................. D5mF-300v CES1C270P Oct ...ssscccccsssseesessnee 
CFEOOOO25ROOAFY ............ssee 25mF-450v CE4TF250R Nut 2 Trim ..csccccsssssescccen 
CFEOO0027ROOAAR.................. 27mf-20v 10% Ax Tantalum 150d .....ssssssesssesesen 
CFEO00027ROOAAW ................ 27 mf-35v 10% M39003/01-2308 .......scccsscsccsenee 
CFEOOOO27ROOADA ss... 27mf-200v Axial Sangamo .........cssccscscssssssssceeeseee 
CFEQQO027ROOADF ............s..0 27mt-250v Ax Sangamo M39018/0 .......sssss.ssscss 
CFEOOOO27ROOAFS ........escseesee 27 mf-450v CE44C270R Nut 2 Tem ....csssssssssscsesscee 
CFEOOOOSOROOAAL ..........sscse 30mf-1 Ov Axial Sprague Redtop ..........ssssssssssssseeee 
CFEOOOOSOROOAAM ............... BOmf-12v Axio NIW o.......cscscssssecccssssssessssseeeeene 
CFEOOOO30ROOAAX ................ 30mf-40v Axial Sprague 600d .........scccssssssceccsee 
CFEOOOOSOROOABA ..............0 30mf-50v Axial Tant CSRS o....scssssecccsssseccessnee 
CFEQOOO30ROOBBA.........+.+.+... 30mF-50v Axial Redtop ........:.ccccccsssssssssssssssssesesee 
CFEOOOOSOROOCBA................. 30mf-5Ov Axial SMT3050......css.scceccccscscsssssssssssseee 
CFEOOOO3OROOAC ...............0 30mf-150v Axial Sprague 600D .........scccssssssecsee 
CFEOOOO30ROOADA ................ SUmat-ZO0V AKIN ON SUR We Me tesnscinsascvinocsscs 
CFEQOOO30ROOAEI .................. 30mf-350v Axial Sprague .........cssscsccsssssssscssseeeeee 
CFEQOOOSOROOAFA ................. 30mf-400v Axial Sprague 1901 ......cessssssssssscsesseen 
CFEOOOO3OROOAFJ.......... H.. mf-450v Axial Sprague ........ccccsccscssssssveseesesseen 
CFEOOOOSOROOBFA ...............e0 30mf-450v CE3TF3OOR solder Tim ..........scccssssssseee 
CFEOOOO3OROOCE) «esses 30mf-450v CE4TF3OOR Nut 2 Tem ........csccsscsssoesee 
CFEOOOO32ROOAAU ................ SZMESOV AKT I ilel lle essessousoscleete 
CFEOOOO33ROOAAG ................ 33mf- 6v 10% Ax. Tantl’m 150d ccccccccsssssssseee 
CFEOOOOSSROOAAH ...........0000 33mf-6.3v Axial Import ........ssssseccsccscsssssssssssssseeee 
CFEQOOO33ROOBAH ............... 33mf-6.3v Radial Import .......cssccsssssvscsesecscssccseeesee 
CFEOOOO33ROOAAL ................. 33mf-10v Axial Import ...........cccccssssscsssssssessesseeen 
CFEQOOO33ROOBAL ................ 33mf-10v Radiol Import ............ccccscssssssssssssseseseen 
CFEOOOO33ROOCAL ................ 33mf-10v 10% Ax. Tantl’m 150d .....ccccsccccsssssssee 
CFEOOOO33ROODAL..............0. 33mf-10v Dipped Tantalum .................ccccccssssssseee 
CFEOOOOS3ROOAAN ...........0000 33mf-15v 20% Ax. Tantl’m 150d oon... cccssssssssssseee 
CFEOOOOS3ROOAAO ............00 33mf-16y Axial Import ..........cscccsscsssssssssssssnsseeeeee 
CFEQOOO33ROOBAO ................ 33mf-1 6v Radial Import .........sssssssssvsssssececsssseceseee 
CFEQOOO33ROOAAR ................. 33mf-20v Axial Tantalum 150d ............ccccccsssssssee 
CFEOOOO33ROOAAS ............... 33mf-25v Radial Import ..............ccsssssssssessesssssenen 
CFEOOOOS3ROOBAS ..............0 33mf-25v Axial Sprague 600d .............c.cccseseseesen 
CFEOOOOS3ROOCAS .........seeesee 33mf-25v Axial Import .........ssssseceeessssssessssesssseneee 
CFEOOOOSSROOAAU ............000 33mf-30v Axial Sprague 600d ............ccccsssssoseeseee 
CFEQQOO33ROOAAW ............... 33mf-35v Radial Import ........sssscssssssccsesesscseeceeseeee 
CFEOOOO33ROOBAW ..............+ 33mf-35v Axial Import ...........cccccccsssssssssssssessseesee 
CFEQOOO33RO0CAW ............... 33mf-35v Axial Tantalum 150d ..........cccccseseseseeeen 
CFEQO0033RO0DAW................. 33mf-35v Radial Sprague .............c.scssssssssesseesseeen 
CFEQOOO33ROOABA................ 33mE-50v Radial Import ............ccssssseescccccssssssseseees 
CFEOOOO33ROOBBA................. 33mf-50v Axial Import .........sccsssssecssesccecscesseseeeeeee 
CFEQOOO33ROOCBA................ 33mf-50v Axial Sprague 600D ........ccccccccccsec0c00000 
CFEQOOO33ROOABF ................ 33mf-63v Radial Import ........cssssvsssssssssssssssseseeeeee 
CFEOOOO33ROOBBE .............00 33mf-63v Axial Import ...............ccsssssssssseeseeeesseeen 
CFEOO0033ROOAB) ................. 33mf-75v Axial Sprague ...............scscssssssseessseseeee 
CFEOOOOS3ROOACA ........ccseeeee 33mf-100v Radial Import ..............cccsssssssssssssssesen 
CFEOOOO33ROOBCA ...........:.0.. 33mf-100v Axial Import .............cccccssssssssssevsesessee 
CFEOOOOS3ROOADA .............. 33mf-200v Axial M39018/030769 ........csssooecceeen 
CFEOOOOS3ROOAE! .........ssss0000 33mf-350v CE31C330P solder Tm .......csssssesssseseeees 
CFEOOOOSSROOAFA ........sssss00e 33mf-400v CE51€330Q Octal o........csccccccscseseenee 
CFEOOOOS3ROOBFA ...........e000 33mf-400v CE44(330Q Nut 2 Thm .......cccccsessssseeee 
CFEQOOO35ROOABA..............0.. 35mf-50v Axial Sprague Redtop ............sssseeeseeveeee 
CFEQOOO35ROOAFA ..............ee. 35mf-400v Axial Sprague 5001 ........sscssssssssssseosen 
CFEOOOO35SROOBFA ................ 35mf-400v CE41€350Q Nut 2 Tm .....ccsscccccecesson 
CFEQOOO39ROOAAL ................. 39mf-1Ov Axiol Tantalum .......sssssscessscsssesccssseseeseee 
CFEOOOO39ROOAAW ....... ccs... 39mf-35v Axial Tantalum 150d ...........:sscssscsseeee 
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Electrolytics: 39mf - - 68mf 


PART NUMBER DESCRIPTION 
CFEOOOO39RODAAX................. 39mf-40v Radial 672d ........csssccsssssecccessssssecseeeeee Raosethal 65 
CFEQOOOS9ROOABA................. 39mf-50v 10% Axial Tart 17 8D .......cessssssssssceceeees ReORALK 1.25 
~ CFEOOOO39ROOABE.................. 39mf-60v Axial Tantalum 109d .......sssssssscccsesesees Panes 2.75 
CFEOOOO39ROOADA ................ 39 mb-200v Axil ea ci2 ab DccdS sanusstsessornsanh ALGER GOe 3.00 
CFEOOOO4OROOAAL................. 40mf-10v Axial Tantalum 150d .........scscccsssscccceeen Rntest 50 
CFEOOOO4OROOBAL................. 4Omf-10v Axial Non-Polarized ...........sssssssssecesseeens | eet 50 
CFEOOOO40ROOAAN ..............+ 40mf-15v Axial Tantalum CL23B ........ssscsssssssseeseees [Mey ttl 3.00 
CFEOOOO4OROOAAS ................. 4Omf-25v Axial Tantalum CL20 .........ssscccsesssssessee Ages 2.20 
CFEOOOO40ROOAAU ................ 40mf-30v Axial Tant Foil CL30 ............sccssssssseseveeee A'SoReteS 2.90 
CFEOOOO4OROOBAU ................ A4Omf- 30v Axial 3/8" X1-7/16" o..s.sssscssssssssseeeeees REREE 1.25 
CFEOOOO4OROOABE.................. 40mf-60v Hole Mount Tant CLU6 ......ssccsssssssscceeees Nostees 20.00 
CFEOOOO4OROOAB) ................. 40mf-75v Axial CDE HNCH10047 ........ssssssssssccceeee | Nete Canton I5 
CFEQOOO40ROOBB) ..............00 AOrnnf-7 Sv: Arched Feit 2.2205 PR Rect ceraeenoesclh Agosreny 1.50 
CFEOOOO4OROOADA ................ AOmf-200v Can Twistlock ......sssccccccsessssssssssssesseeees peceseon 3.50 
CFEQOOO40ROOBDA ................ 4Omf-200v Axial 75" X 1.625" o...csscscssccsssssessseeee Agcestes 2.50 
CFEOOOO4OROOADE................. AO mf-250v Axial Sprague ........cssssssssssssssssssssssessee Anos 4.50 
CFEQOOO40ROOAEA ...............0. 40mf-300v Axial Sprague 39D ..........scsscssssssseeeseeee Agoxscon 5.00 
CFEOOOO4OROOBEA................. 4Omf-300v CE31C400N solder Tim .......sssssssssssss0000 Gans 6.00 
CFEOOOO40ROOCEA .............000 4Omf-300v CE31F4O0N solder Tim ......sssssssssssssss000 Consanad 6.00 
CFEOOOO4OROOAEL.................. 4Omf-350v Axial Sprague TVA .........cccsssssssssssseeeee Aboanege 4.00 
CFEOOOO40ROOBEl .................. 4Omf-350v Con Sprague 171d .....sssssssssssssessssssseseeee Gadnorad 5.00 
CFEOOOO4OROOAFA ................. 4Omf-400v CE51C400Q Octal .........sesssssssssssssssssee Oncnnen 8.00 
CFEQOOO4OROOAF) ...........c.ss00 4Omf-450v Axial Sprague .......ssssssssssssssssessessessesee AgHaics 7.00 
CFEOOOO4OROOBFS ................ 4Omf-450v CE56C400R Octal ........ssssssssssssssssssssee Onan 8.00 
CFEOOOO43ROOABH ................ 43mf-70v Axial Tant W43-70d ......ssssssssssssssssssssesee Raspes 3.00 
CFEOOOO43ROOACA ..........sss000 43mf-100v Axial Tantalum 109d ......sssssssssssessseseee Aaatece 3.00 
CFEQOOO45ROOAAU .............0. 45mf- 30v Axial capacitor .......cccsscssssssssssssssssssssee A spaneee 1.35 
CFEOOOO45ROOBAU ............... 45mf-30VNP 111D Tantalex NonP .......:..scisssssssssee Agnentae 5.00 
CFEOOOO45ROOACE ................. A5mf-1 25 viAxisl GREE E) VER eae crreconact Aeaoens 2.00 
CFEQOOO45ROOAEL ..............000 45mf-350v CESTC450P Octal ......sssssssssssssssssssssesee Onesncos 7.00 
CFEOOO045ROOBEL.................. 45mf-350v CE3TA450P solder Tim ...........sssssssssseee Gaosceg 18.00 
CFEOOO045ROOCE! .................. 45mf-350v CE41FASOP Nut 2 Tre .....sssssssssssssssse0e Pera 14.00 
CFEOOO045ROOAP) ................. 45mf-450v CE4TFASOR Nut 2 Trem ....ssssssssssssssss000 Necsizne 9.00 
CFEOOOO45ROOBFJ................. 45mf-450v CE31E45OR solder Tin....ssssssssssssssssss000 Geincte 12.00 
CFEOO0047ROOAAG .............00 47 mf-6v Axial Tantalum ..........ccssssssssssssssssssssssssee ACISS SO 50 
CFEOOO047ROOAAL ................. 47 mf-10v Axial Tantalum 109d .......sssssssssssessesseseee Asagr en: 1.50 
CFEOO0047ROOBAL ................. A7mf-1Ov Axiol Import ........csscssssssssssssssssseseesesseeee Adages 20 
CFEOOO047ROOCAL ................. 47 mf-10v Radial Import .........sssssssssssssssssesssessesseeee Rvcrerans 20 
CFEO00047ROOAAO ................ 47 mf-16v Axial Sprague 500d ........ssssssssesssssseseseees AEE ROY 32 
CFEO00047ROOBAO ................ 47 mf-16v Radial Import .........sssssssssssssssssvesssssssees Ranaenn 22 
CFEO00047ROO0CAO.................. A7mf-1 6v Axial Import .......sssssssssssssssssssssssssssssnssee AGostiom 20 
CFEO00047ROODAD ................ 47 mf-1 6v Radial Dipd Tantalum ........ssssssssssssseceee D.gagenans 85 
CFEOOO047ROOAAR ..............-. 47 mf-20v Axial Tot 20% 150d ........cssssssssssssssseseeees Agnetcsr 70 
CFEOOOO47ROOBAR ...............+ 47 mf-20v Axial Trt 10% 150d .....ssccscccssssssssesseesee ARoeerSe 80 
CFEOOO047ROOCAR ................ 47 mf-20v Dip-Rad-Tant-196d ....sssssevsssssssssssseeseeee Daeshen 2.25 
CFEQQ0047 ROOAAS .........sssssees 47 mf-25v Axial Tantalum ..............cccsssssssseessssseseen AGoRSE ON J5 
CFEOQ0047 ROOBAS ..........sssses. A7mf-25v Radial Import ..........ccccsssssssssssssssssssssesees Rainecone 32 
CFEOQ0047 ROOAAU ............+.+. 47 mf-30v Axial Tantalum ..........ccssssssesssssssssessssssees Ase 1.00 
CFEQOO047ROOBAU ................ 47 mf-30v Axial Sprague 600D .......ssssscsssssssssesseee eee 65 
CFEO00047ROOAAW ................ 47 mf-35v Axial Tat 20% 176d ........ccssssssssessseesssee Aieetesne 1.20 
CFEOQ0047ROOBAW................. 47 mf-35v AX. Tantl’m 10% VO9D ooun..ssesscssccssssssess ASBErTe0 1.40 
CFEO00047ROOCAW ................ 47 mf-35v Axial Tantalum 5% ..........sssssssssseesssseesen Ampabens 2.00 
CFEOQ0047 ROODAW ...........sse.. 47 mf-35v Axial Tantalum .....cccsssssssssssssessessssseseeeees Agestenn 95 
CFEO00047ROOEAW ................ A] maf-35v Axial sairt AW WEBER a. cesoaonesde Prepseray AS 
CFEO00047ROOFAW ................ 47 mf-35v Axial Import ........:..ccssscsssssssesssscsessessesees Aohasean: 37 
CFEOO0047ROOGAW................ 47 mf-35v Radial Import .......s++..sssccccsssvsssseesseseessee REGses Ne 39 
CFEQOO047ROOAAX ...........0.0006 47 mf-AQv Axiolitis. sthesW AMEE cl aasccacssosssit Aspncton 44 
CFEOOO047ROOBAX ...............+ A7mf-40v Radial Sprague ..........sssssssssssssecessees Ris 90 
CFEQOO047ROOABA................ 47 mf-50v Axial Tantalum CLO5 ......ssssssssssssssscseeceees 6 a 2.50 
CFEQOO047ROOBBA................ 47 mf-SOv Axial Import .......sssccsssscccccssssssseereesseseeee Aaneerns: 38 
CFEOO0047ROOCBA................. 47 mf-50v Radial Import .......s.sssssssccsssssssseseesseesees Reine ree 40 
CFEOOO047ROODBA ................ 47 mf-50v Ax Spra. Redtop 500D .........sssssessesceeeeee A OER SEX 55 
CFEQQ0047 ROOEBA ..........seses+. 47 mf-50v Axial Tantalum ...........sccccsssssssseeesssseeesee Agaseron J5 
CFEQOOO47ROOFBA ................ 47 mf-50v Radial Capacitor .............ssssssssssssssssssseses R-AORESON J5 
CFEOO0047ROOABF ................. A7mf-63v Axial Import ......sssssssssssssssssssssecsseesseeeeees Apenstede: 45 
CFEO00047ROOBBF ................. 47 mf-63v Radial Import ..........c.csssscsssssssssssssssesseees R sanerney 48 
CFEO00047 ROOAB) ................. 47 mf-75v Axial Sprague 600d ...........ssssssssssssssseeees Acoaeeety 10 
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PART NUMBER DESCRIPTION 
» CFEQQOO47ROOACA ..............0e ATV OV Axial ics aeronmenncgn he eoasionon ryt 
CFEOO0047ROOBCA ..............0. 47mmf-100v Axial Import .........sssccsssecsseseeees serene A sosasnsosie DO” 
CFEOOO047ROOCCA .........ccss.0 A7mf-100v Axial Sprague ........ssssssssssssseessseeeeese ACRE 
CFEOO0047ROODCA................. 47mf-100v Ax'l Sprague Redtop ..........ccssssssssseseee Eri von IS | 
CFEOOO047ROOACL ..........cc..000 47 mmf-150v CE4VC470) Nut 2 Tre ...sessssssscccssssecsee  pebere | 
CFEOO0047ROOBC.................. 47imf-150v CE56C4705 Octal ......cssssossccceeeens revere 
CFEOO0047ROOACK ................ AT mf-160v Axial Import .cccsecsssscneene rears | Weberweran se 
CFEO00047ROOADA ................ AT inf 200V AX ce resesscsecesvnesaconnseettsromesenv ae |, Woe 
CFEOO0047ROOAEI.................. A7mf-350v CE41C470P Nut 2 Trim .......scccccsssnceceee N 
CFEOOO047ROOAFA ................. AT mf-400v CE44C4700 Nut 2 Trim ......cssccscsssscceeeee N 
CFEOO0047ROOBFA ................. 47 mf-400v CE41 C4700 Nut 2 Trem .......ssccccsssecseses N 
CFEOOOO47ROOAPS ................ AT mf-450v Axial Import ....cccsssssssscscccccscccsesssessee A 
CFEOOOOSOROOAAL ................. 50mf-1 Ov Axial Sprague Redtop ..........ccssssssscceecen A 
CFEOOOOSOROOBAL ................. 5OmE-TOVNP Axial Tant, THT] .......cssscccsssssceeeeesns A 
CFEOOO050ROOAAM................ 5Omf-12v Axial CDE NLW5O-12 ....sssssscsscccnssecsnseee A 
CFEOOOOSOROOAAN ................ 5Omf-15v Radiol Foil ...........ssscssssscccccesssssseesseseeues R 
CFEQQOOSOROOAAS ................. 50mE-25v Axial Sangamo TT5OD ........sccccsssscscceecens A 
CFEOOOOSOROOBAS ................. 50mf-25v Axial Sprague TVA ........ssccscsssssssssssseseee A 
CFEOOOO50ROOCAS ................ 5Omf-25v CE41ESOOF Nut 2 Trit........scccssssscceceseen N 
CFEOOOO50ROOAAX................. 50mf-40v Axial Sprague SOOD .........sssssssssssscseseees A 
CFEOOOOSOROOABA................. 5Omf-50v Axial Plessey ..........sscccsessessssssssssseeecesess A 
CFEOOOOSOROOBBA................. 50mf-50v Axial Mil-Spc TIOSOU ........ccssssssssseecessen A 
CFEOQOOSOROOCBA................ 5Omf-50v Hermetic Bathtub ..........ccsccssssssssssscsecese B 
CFEOOOO50ROODBA ................ 5Omf-50v Tantalex Axial ...........sssccccccsssssssseeceeeeees A 
CFEOOOOSOROOEBA ................. 50mf-50v CE31C500G solder Trim ......ccsssssssececeees ¢ 
CFEOOOOSOROOFBA ................ 5Omf- 50v CES1CS00G Octal scse...cscscscsssossceceeees 0 
CFEQOOOSOROOAB) ................. 5Omf-7 5v Axial Sprague ........csccsccssessssssesssseeeseeees A 
CFEOOOO5QROOACA ................ 50mf-100v Axial Sangamo | res A 
CFEOOOOSOROOACL................... 5Omf-150V Axial ........ccsscoeessseesee ES A 
CFEOOOOSOROOBCH..............ss 5Omf-150v Twist Lock Cam sssssssnssssartnsersenee T 
CFEOOOOS50ROOADA ............... 50mf-200v Axial Dual Lead Mal ....esscinenceesee A 
CFEOOOO50ROOBDA ............... 5Omf-200v CE4VCSOOK NUT 2 Trim ..csssesencsssssee N 
CFEOOOO50ROOCDA................. 5Omf-200v CE3TFSOOK Solder Tem .....ceccssesosseeeee ¢ 
CFEOOOOS50ROOADE................. 5Omf-250v CESTCSOOM Octal ...scccscssssssssscecee 0 
CFEOOOOSOROOBDE................. 5Omf-250v CE4TCSOOM NUT 2 Tem .......sssssssecccceee N 
CFEOOOOSOROOAFA ................. 5Omf-400v Axial Mallory ....cssccseessccscsecssvsscseseeses A 
CFEOOOOSOROOBFA ................. 50mf-400v CE41 C5000 Nut 2 Trim ........scssccscscsseeee N 
CFEOOOOSOROOAFS ................ 5Omf-450v CE4TFSOOR Nut 2 Tri ..n....ssssssssccccsseee N 
CFEOQOOSOROOBFI................. 50mf-450v CE31C500R Solder Tim .a....tsccssssscesse 
CFEOOOO55ROOAAN ............... 55mf-1 5v Axial Tantalum C134 ..........sssssssssccceseseee A 
CFEOOOOS5ROOAEA ................ 55mf-300v CE4TCSSON Nut 2 Trim ......sssssecccecccseeen N 
CFEOQOO55ROOAEL ................ 55mf-350v CESTA550P Soldr Tem .......ssssssssssssssssee C 
CFEQOOO56ROOAAG ............000 5Omf-6y Axial Tantalum ....sesssscssssssssssssssssssssssssssee A 
CFEQOOOS6ROOAAN ............... 5Ome-15v Axial Tantalum .....ssesssssssssssssssssssssssssssee A 
CFEOQOOO5GROOAAR.................. 56mf-20v Axial M39003/01-2297 ......esssssecccesesson A 
CFEOQOOO56ROOAB) ................. 56mf-75v Axial Tantalum 109d .......s.ssssssssssssseessee A 
CFEOOOO56ROOACI................... 5omf-150v Axial Redtop 600d ...........cssssssssssssesess A 
CFEOOOO60ROOAAN ............... 60mf-15v Axial TantalumCL20BE ..........ssssss.eccesseee A 
CFEOOQOG0ROOAAR.................. 60mf-20v Axial Sprague 600D ......ssssssssscssscscccseeee A 
CFEOOOO6OROOABA................. 60mf-50v Axial Sprague Redtop ....ss.sssssvssssssssssssee A 
CFEOOOOGOROOABE ................. 60mf-60v Axial Sprague 00D ..........sssssssssesseesesee A 
CFEOOODG0ROOACA................. 60mf-100v CE31C600H Soldr Tri .......ssssssssssssssseses C 
CFEQOOO60ROOADA ................ GOmf-200v Con Sprague .....essssssosssssssssssssssseeeeeesee ¢ 
CFEOOOOGOROOADE................. 60mf-250v CE31 C600P M62/03-088 ............cssccee ¢ 
CFEOOOO60ROOAFA ................. 60mf-400v CE41C600Q Nut 2 Tri ........ssscsssccssseeees N 
CFEOOOO62ROOAPI............2..... 62mf-450v CE56C620R Octal oo.........scssssesesecesesee 0 
CFEQOO06SROOAAX .............s00 65mf-40v Axial Sprague .........ccc.sccssssssssssssesesessen A 
CFEOOOO65ROOAFA ................. 65mmF-400v Mallory Con ......sssssssssssssssssssssssssssseesees ( 
CFEOOOOG8ROOAAG ................ 68mf-6v molded Rad KEMET Tant...........ssssssssessesee R 
CFEOOOO6BROOAAL ................ 68mf-10v Axial 600D Redtop .........sssssssssssssseesseees A 
CFEOOOO68ROOAAN ................ 68mf-15v 10% Axial Tant. 150d ........ssssssssssssssssees A 
CFEOOOO6SROOBAN ................ 68mf-15v Axial Sprague GOOD ...........sssssssssceseeeee A 
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DESCRIPTION SIZE TYPE PRICE 
seve OBmnf-15v Axial Tont M39003/01 ......ssssccsssssnssccsscssessseecesesesssssssesecseesesssssessscennnns Lap te ee Se Gee 0k ee aaa We soscarcck ATT 1.50 
PADRE LAY AANA TOME ROMO NAN Oost 5 i cnecnscbssscsactssscrar tn bapeancescscesavearecericcuassivg, SI he POS Wales ee Seae FOES bt A wh: 
wow. 68mf-20¥ Axial Tantalum 150d A 
cae c ee ARTI MEDD SECO US Sets osrnandoasnacnvnrosazednacheoscncossheosocssporioronco-Arcsoscpeapsacenccshdonbe A 
R 
PN a hee tee ea de cagsvociretspocenonsbasasocess MPO A 
A 
A 
go EES SAA: AY PE SE A 
Pa eZ schsnnes R 
eA Mie iB ae ooo aconscasucseescavnonrnScaneensl 0 
68m. Ci Ss PER peat NRE ES Se a dae A j 
68 Rp ee ae RUBE SR Re SS. sees Ca A 
A : 
: } 
CFEOOOOGBROOBDA ....ccccscconssntsecsesnserseessnee 68m. 200v CeSOCBEOK co} RETA hd CESS SS 0 
i cncvacvosssassinconsres 68mf-200v CE31C680K M62/03-075 ( 
CFEOOOOSBROOADE ..........aa.sssccssssssesecscssssseee assess O8mE-250v Axial Tantalum ................. A 
CFEOOOO68ROOAEA ... Pee TAMU CCS TMT OCIcoo occ cersacnsersacesecscdhsndicsncscnseou opnvnonsonesioossvevonveece : 0 
MPM ERODED 5 ssccsszcceevsconssLievvcseconsesssnssesscsss BRR FMT TROBE MIM oc. jaspccogsasevssecctssoosscoovcscoislecnconssoonspossceconipeont . 0 
CFEOOOOGBROOBE! ..........sssssssssscsccsessccssccssssssssseees Baraat TOO ENUM NI eos sascesadeanincoreorsonsorneornencosenen . 0 
ULL UU i 68mf-350v CE44C680P NUT a 2 solder terminals N ; 
ME EOODOGSROOAEA ..-.-....:.cccssescoccesssssonveccessenvessees iat 00 CEST CCGOO OGL MG2 cc csercacasooneroccbcorsonsseoosoocecesescorescessccceoncossorsees : 0 
CFEQOOOGBROOAFY .0.0........sssssscsssccsssssssseecesssessseess 68mf-450v CE41C680R Nut tty 2 solder terminals N , 
BPEQOOOFOROOAAS oo ...5.-.csscccbavuscosccseorvnveeesess DOWNED SMIRK VOPR MAAS? ccc sscrcsscrceosccosannccsosccnceseesonconconcoonesoodhCAiistes A 
CFEQOOO7OROOAAW .........sssssecssccssssssecssssccsssssessece DEWiaNrd VIRMEMOU MEV TANOMDS SE ccoesatsssoeonsosysvocconoracooscorcacsoncccoecconconcacceoescooccscesesnes /2'x7/8 R } 
RFEOOOOFOROOABS -.....sncszcoscovccnteccseosscocsvscsscssseses TUNEL VATS GOOG 0 ANT O) sp2-cchoosSseosmncooroonoctacrssonocesnnoconsonosssorneopeoeniendeoneeee 3/8" x 2-1/ A 
CFEOOOOTOROOACA 0.......ssssesscccscsssssscssccsssssseeesecees TINO ec MONTE NONDN se ocr sec selvsasnsoasusesnsonssvnenscooenonsennndl A 
CFEOOOO7OROOBOA ..........seass.cscssssssesesssssssseeeeeee Tamm ne BEAN OETA D5 UBD Ge yc sescuvvancotssonnesorncoscosocenrvonciovecisoss A } 
MIMI PAIRONIAE oc sssncscccoxschosacessscocennsccsessees Re EME T TURN on sancenenprenvene 0 
CFEOOOO7S5ROOAAG ......csesssssccssssscsscccsssssssesseceenee TSMR GV ri teM TMMAMAURTEAN AT YN co bcncrccelssessencaconrscasbencoccossrncsstoncooescegnsecoosasconovovonnces A j 
LL SO | a ae TSStIMte] SVAKIQE Me OGUG S90) a eos caccseeteSklp sche saensssemnmnpeneccenoccnssossnnsesnoonnnvive - A 
LUC ES) a 6. a 75-1 50v CE31€750) Solder Terminals ..............cccscssssssssssessscsscsesccscsssssssssssssseeeess eS /TGSuh yet ete ( } 
CFEO0007 5ROOAEA 75mf-300v CE41C750N NUT Base, 2 solder terminals ..........-........ccscssssssssssssseseeeee [3/8 x1 Ai ee N 
CFEO00075ROOBEA Tipe THLE VOOR SAMUI oo sng ansc-dascacrcsscsmsovsecoddedsbvcnsoecSfonersovessepson 1-1/8" x 2-9/16" 0 
CFEO00075ROOAFA 75mf-400v CE3107500 Solder Terminals ...............ccccssssssssscccsssscscccsscsssssssssssssesses Hime CSE bie kaha: 2 | Sean ( 
CFEOOOO80ROOAAU MUNDY AKAD A) BKM A cake Sa ee ES csceccooeassarccovenedd aad! 3/8” x 1-3/8" A 
CFEQOOO80ROOBAU ... oc HUME SOVNP ant: Sintered Anode .....:csccscccssscsscescesseeessseccessssccssssssssvsseseenscsesessceeee 3/8" x 2-3/4” A 
BFEQOOOBOROOAC ..:.......c MUP ARVCID S(O EIOW BRE rcccsenoncssoscarchnecapcpeasuvsdsnneoonvosctvonnsoonsossdbatbstbnb@ 7/8" x 1-7/8" A 
CFEOOOO80ROOADA 80mf-200v (E31 (820K SOHIMMMMTON INNIS es sir tee ha chaos enrecenssoaoee REE pS Ge Pick oS Rc, 51 ae aa ee ( 
MPEOODOBORODAEY, cecned:tscccssscsr scstiene 80mf-350v CE41(820P nut Base, 2 solder terminals ..........sssssssscssvsseeesesseeseeeseeeees 1-3/8” x 2-3/8” N 
BPEOOOOBOROOAES cc cscs cecces Pa AINE os cosensnsananronssnonvsnovsvensnvsnershsoes Ete gi oak Cie ne A 
MPEQOOOSOROOBED ..ucssccscccsesecs - Biciseee secs Bae SI COURE chard Ce Fe 5 scnnacsennnonpnonsesnsesocecanssooe 1-3/8" x 3-1/2” 0 
MPEDOOOSOROOCES oa. an s.cconnses <8 esssnvencdcanssons 80mf-450v CE41FBOOR nut Base, 2 solder terminals ...................cccsssssvsscsveseceeesee 3-1/8" x 4-1/4" N 
MFEQOOOBOROODES is casaansc5cc2osneenesersce BOmf-450v CE3TFBOOR Solder Terminals ............sccvcvvccccsscscssscsssccsssssssssssceesessecessers 1-3/8" x 4-1/4” ( 
BPEQOOOS2ROOAAL nnn. Fiseseseiccssscsseciicas Ba LDN man SCAIMMCMUETT Bess eg esis ances sacccnconvcccasnconeenncetcB5S08SCsens BAL GRY 2 ee NE Te calico sneconnnangs A 
BPE ZROGAAN is evesecsaesasiclvispeopeysessiecssee Bemis SV ANIO! SFG DOD Sissacasercecsicessosecosssecensccossscnsnnecsosscocenonnnscedevdocccailectb DAEMON Pie NRE Tee NL iscosncennnconnipns A 
EPEQOOOS2ROQAAR o........cses.ssnvvsseosesscssssecscsccc: Simmer 7 (0M BCG ANGI SPOMERFUUNCMTT ess octet er osukS SEEN ccs accvocsoveonononnnneceoncnonronon CVE Mle Ce RL IRL: er A 
CFEOOOO82ROOAAU ...........sssssssssssssssssssnsesseenseseens Hraramee MOPAR Kite ROCIO SOU Necsus csi csnapssebciceaane cD OOEAR SVs ccnccencini BAB TIO al NE nates A 
BPEDODOS 2RODABA nn sssennsesescSbesicncic Bek -5Ov Ax: Tent TO9D/CLGSB) ......scssescocsconsensessocccosnnnssseoececoddsusssdalocsScuesesesseecbsta 3/8” x 13/16" A 
CFEQQOOB2ROOBBA ........nccsscaccovcssoccssscesorsesecsccscscs Be -5OV AX Tant M39006/220136 .:....ccssccsesoccceoonncesossooacsovucssococscsssvessesescorenseess 1-3/8" x 7/8" A 
CFEQOOO82ROQABM ............sssesessscscssvvssceseesensevsees BPE OG ANNO! NUTT SB open oncascovescecsnesoscnsssesvevesasabacdecsansonsnsssvoesoseosenes 3/8" x 13/16" A 
CFEOO0082ROOACE UTD 7 SURE NU PICMININONART SE oR oso, acs sara. nartevnnnnnssencennnnnvnss et EV hod, G Ld re Bek Boe) LL A 
CFEQO0082ROOAFA 82mf-400v CE44(8200 nut Base, 2 solder terminals 1-3/8" x 2-3/4" N 
SPEOOOOBZROOAE) ....-...sssesssvssscssssovesssseccsnceec a Seana ee Ne mE RGHVACHN A esa smaeasosinanaioanononedd PSO a AeA fas lerefH EE ac nsrcnnasccnnnssteoe Fh vsonserbavasnossevosd eer 5.75 
CFEOOO090ROOAAO co Poms LGV. Axicl Sprague SOD «.n......sescssssccsysessssncscessssssssnosescsssosseosnssorecesssssens Se CEL ee. ie A ncscioracsitoonimd eae oe 45 
CFEOOOO90ROOACA rit] OVA Tont M3Q006/ 16 a scta.accosecscnnnncsaccvsessessnscssascnnvosssvsseoesoseneseseone CUED oc RUA eee Bel Sah, Sen CeD | ewmeneemme. Psy) Pie, 4.00 
SPEQOOOFOROOACT.......seesoconcessoncsoossivessssessscsccsess 9Omf-150v CE31C900J Solder Terminals ...............csssvscessccccsssssscsscsscsssssesessseessssnssesss Th pen ee aon | CO oe i! 3 SEO 5.00 
CFEOOOOQOROOAFA .............0csonccessouseeenncveseseocsener DD inf-AOOy CES1C101Q M62/03-124 ............soccecscoovvvssccconcesccesonsscsecssnpecceconnsssses EV Whe ep Atak sy) Oe Cin AROS 10.00 
CFEQOOTOOROQAAG ........ssssccccsccccccsssccnsessesnnsesees ah ON CNN en cer canecensacenessiussstin Vea A (ele) at Dee csaenier 35 
CFEQOOTOOROOBAG ............s.sssssssscsccccsccscececneeecees Bem AAE- OG DKON SDTCGUIE D201 2 Uecstectrccnscocst ts esersmesatccsctbcseccssessacvsssssevnoosnannentel Poe ee eC LES Sts ares I yaipsosssscinasae MR 50 
EPEOOOTOOROQAAH 2. .-a:.cssssnccscscocosnsesesoessasepns PMI ere RINNOL WENGE cobb cchincscsnccrrmteteesccobitemercdwablen.S. toes SIGHS S/R Pe eh aecsscamnes Rr ssclpsconinnt ACRE Lee 25 
BFEDOOTOORODAAL ......2...cesssncsscasseonvsconssyeossssciiecs PAM TEN RIN LU FOTNE SOG ooo cscccsscrasdeceansancblasarscovesschsneessccorovence nosooses Vee GN] LO a ca | ee A osscrenc ses] Re 1.10 
EFEOOOTOOROOBAL «.....2..2..-.sconsecssccosecorsncssaconsnrons Pimentel DOM Teint 0 SO asco osa cscs decabssyssandmnnsancovnnnncesonnense VL OURS LEST Ss Eos eee | ane hc eee 1.00 
LE a cen At a BUMMER CANTY ROCIO SEN oss kone el sacunoncasanenetbo SHR Tani cans | CRORE Tk Sys 60 
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strolytics: 2,200mf - 4,000mf 
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CFEMS2SQ000077 cccccsssscssdssccussssdssctereate 45mf x2 @350v CE42C450P Nut Base, 3 solder terminals 
CFEMS2SOQ00078 sos scvscsssssstsctssoctescicsnusea 45mf x2 @400v CE52€4500 Octal 
47mf x2 @300v CE57(€470P Octal 


5Omal x2:D200v CESZCSOOK soldier sis secessesiireists ovcetsoxoesicihcresRNeRMeCiaioeeiaee Te We pie do Eta een oe 
SOmt x2 D200V CES2CSOOK Octal cecarsinessnsevcistsestsdlonerdbebebeveeeiomtrcrsdeadieetath ¥-3/82 R212 RU Oe sciatica 
Som 2: 250V CEST ESOOM Octo ics sascterresexso oer sigacxits tr Sen nv tect vie nn eto 1-3/8" x 2-1/2 9x6 RSS csctscdbectcolnewte 
5Sanl x2 @SH0V CES2B SSOP: Octo si.iskreencdscteoeiocavhe ede elmer nee Tein 1-3/8 AE /4 Cee Uae ciciceaseseteseietn 
GOennf X2 D1 50v:CES2CGO01 Och .ccessccssettccvarsvasconscestwencenetnen telcuisassassll 123/87 271/20 Sea Ss. eaceocettnaptons 
GOmf@200v-60mF@200v Twist LOCK ......ssessscsrsscsssscesessceseassesevssseeeaeseeeesseeee 1- 2 8" 2 V/A re iconttttessescactaasasuastscrengeiebenee 


S=SaAOoocoeoonntoza zaooozonrasToZzoz HOON a Sas Sa ZOoOozmzOoOsmr a Ses BOON ATA ANNO ZmZOnMnZzOoOmnszaZzZozo- mn 


> 4 =~ o i as | > ia Hee GO, 
: ae . , . et 


Pectin BoPpIadeALS CT e-mail: grinnell@surplussales.com Fax: 402-346-2939 183 
‘ . mo iiticg 2 x 60mf - 4 x 40mf 


DESCRIPTION 


OOH PON OOR Rene neeseeeeneeeeeneeeneeeeeeeEeseeeee: 


__..60mf x2 @350v CE42C600P Nut Base, 3 solder terminals i : 
68mF x2 @200v CESTCGBOK OCt .erosscssessttttttrcreeeeeccccennn 3/ 


70mf x2 @300v CE42D700N Nut Base, 3 solder clea Ph les Be) Se - - : 
75mf x2 @200v CE42C750K Nut Base, 3 solder terminals ........sssssvsssssssccssssssssseee oleh y Bol Cos, 0 aia ieee elena 
100mf@50v-100mF@50v Twist Lock .............cssscscessssssssssssesssssseceecercsscensssssnsssessesess AN eee nee ete ee 
100mFx2 @150v CE45C101K Nut Base, 3 solder terminals ..........ccc.ccsssssssssesssesees Pell Oke vie NOU Rie Ce anes 
TOOmFx2 @150v CE32CVOV Solder o.........csscsssssssssssssssssssscesseseesessssssssssssssesesess Td GBC) Non ithdy apeeh A ca EN 
1OOmFx2 @200v CEZ2CVOVK Solder .............cccccsssssssvsssssscessssesesesesessssesssseseevessesss WAPOA Aee ek Ge oe 
Beret CES ICA SUE SOND OE ak ccscczsecoccsseaccethoesssasksesdssceccannnsonsepapeghet ee A Ce soc 


Adee eeeneneneeeneneeeeeeereaseennoes 


AAA eR ORR e eee ee een eeeeeeeneeneeeeneeoes 


SRO PERRO eee en onan ee eneeeeeeenenseeees 


SERRE AER E ROR Ee Se ne eeeenseneeenreeeeeee 


AP e eee e ee ee een eeeneeneeeeeneneeneeeee 


Prrrrrreirrrr ri rrert irri 


AA Re eee b en eeeeeeeenererenseeeeseseees 
See eee eeeneneeeeeeeerenenenererereres 


APRN AANA en es eneuanenseubenenesseerones 


prereetritetititrriirtet tt rt tet t rrr ir ey 


1,000mf@25v x 2 Nut Base, 3 solder terminals, Used ceccsisesssesscsseosscsecssereennensenns 1/8 x 5,1 GD ee cc ssssursnenursesiossinesiie 
1,000mf x 2@ 15v GA50521 Twist Lock ........s.sssssvsssscscsscscssscscsssessssssssssssssesesseseeseees 1-3/8” x ‘ 1 AEC RTS eta, 
1,700mf @ 20vde 20% eras FD TBE V-A 2 oscorceevormesesecesesovacornccocnceeens 
2. 000mf@35v-500m@25v TWist LOK ores SY ce eR 2 A 


! 
ADASZzOHOONKR Aza Sasa ZzOoz=— Ff 


PREMASSIOUUU LTO es ssclscsscneessessessssocotnsonevonne 8mf350v-20mf250v-20mFl 50v Twist LOCK ......sssocsesssesseseeeenseseeseeenesernsesessesenee : [eens 
BETS D MM ION F Pic soc. ccsvesssechiccniuspossachoconenssvesecs 5mf 20mf 30m @ 300v TWist Lock ...............cossvvccessscccscsssscessssesssrsssvesesceseensssnsess LSA 9 {VS Vf ine oe aaa re ae | Pe eae eee 16.00 
BEEMAS TINNED 9 ccciusjsccpestscnvysicovesssopevcocvees ecosese DERE 224 DG y-2 Sink. 25y. G/Sd osisccscssecreeseocacaceposvsvoossosscnyeseverscooczesnosoneresvens Ea pte LL SP Sh AS ae be cae eine kale SO ee 6.00 
UME ne cesaperesicnnesesovee TOmf-1Omf-10mf @400v Screw ..........s.ssscccccccossssssssvssesssssscecceseecesensessssnuseeseseess ef 0 PL 0 mend la ete ae aa Cee ee 19.00 
RPEMSSSOOOOT BT seo coc eset cscscccnssnsseceer TOmf x 3 @ 400v CE33C1000 4 terminal oo... .ccecesccccssssssesssscccsssssseeseesescessessese NSP BODE es eee I Ce ao see 21.00 
PEPSI MNNO LD eebdbeststis si descccoecesossc}Sonsessnseeee 20mf-20mf @350v;1 Ome 250v TWist Lock ........cssscsssssssssssssssssssssssssssssssssssssessssesessee Ra Bhs dk Pst Soe 14.00 
RUPERT EB so dicciScibg RleinctithnciyshovecdeSeivoeconcss WOmak 15 BAS Oy CESSELOOR Octal i. cscdsccchencedeecssciceoctscf8sclopssccocnsesedecsecasutes WC OPC] Vip de Of oR ae Qacie Sih awaken, 32.00 
BEE MMSISINNND 90 sicccicscscacsssscesessvce:ovncesoccssacasocssee TOmf-10mf-10mf All @ 450v Octal... esssccssssssssssscccccsssssscsseccessssnscesseccesennneess ARE Se Ay ASS eee a ere ee ae eee 29.00 

ERNE Unc ascoveneengs ossanerieevennsevsore TOmf x 3 @ 450v CES3CTOOR 4 terminal .............sssscsssccsssesscccsssesescssssecseesesnsesesers EE GOEL leapt, doce ie a ae (ere ee ss 27.00 

REFERS THIOL LUG -ccsecctcteteccovecevascosesovostovecenecosen Drak 3 NSO CESBCTZOR Ohh ee eee ee eee sscnboodecuaseopseceocaaeess i ook Ga | 9 Aa et Caer | peeSepaly dtl ere pola 25.00 

RPEMASSSIOUNI ZU L. ebessetacscccrseccescconssscussccoveceossosone 12mf x 3 @ 450v CE33C120R 4 terminal o.oo... cssecssccscsseesccsssssssccesssessesscnsnecesee MCSPOMK DST eras. inet noes Cee 21.00 

: 15mf450v-1 5mf450v-1Omf450v Twist Lock ..........ssscssscssssescccssssscscsssssscecesssssssesenssseeeess NS es reali k Ee eee Tee Seen 19.00 

Doran are ORF SELL OR Oct tne hae ce a, VEC VE. top de phe. Gal eee SNe oe Ope Bee tet oF 23.00 
IVE Mae TOE AREAL SLI OCU A oa bao icee coc eceafcos acces cacencinccphensanccsenronsooce Fos Ha Age Ree ee etree ee Fhnkiesnes ts le il MR ote gl 23.00 
15mf x 3 @ 450v CE33C150R 4 terminal 1-3/8" x 3- V6. Vi coon stecbetirrie ane eel tebe Cae ee Seren ees 21.00 
l6mf x 3 @ 300v CE33C160N 3 terminal NRS/ GID: 8/ 6 ice antec eee CRS rics eee 26.00 
LOmf x3 @350v CES3C1 GOP Octal .........esccssssscscccsssscscccsssssssssssssuscecssnsees ETE: Qa Pi cee: NS Ai OR Be Ose) ss Asay 21.00 
h Brash 5 COA QO y CESICE BOG Octal esses csccinccc tea case occ sclkcccsgnienesveseocoasthlvachooacee ea RAk Game ok les OR ieee eo 30.00 

BERMSS MIU Dh sicccssapsictescqeosenoiescocesdocsecsosvesncese DAME RAMAN MLE SGU ZOU) COCRCRL seb ses cosenoncopctcsacks scnitessccocvoescessnncavedoosgslerconsvees 1 OL eT Wy eGR Se ane ere Qe ewe cee 30.00 
LY occ abe sacacscsseccoescnsepcescacsees WOKS D750 CESSCADOM Solder <5.25....---.-cnccvceccococesesossccveessssocvesscooconssescsoncnese LE Yk en 9 WP 2” aun en ake Mandel fy Be acc bees rebel 15.00 
PEWS SSUGUUL LUA Pernod Liacacctesenestdetconsearses PUPAE RS S50 CESCC LOOP: Octenl siccccres ce ee ee i sconssecconsaavelaetouees IPO CLT Oo a cine ee Sid Ma kl i 29.00 
BUNS AE LOG Peete), I teks acvtnesbddcddoseoceste 20mf x 3 @ 300v CE33C20ON 2 terminal ...........c.cccsescsscccscssssssccsssecsssesssssseceenees ba /BAN AWA ales snc hee ead Gitar i svar AL e 21.00 
ee ad ae re Piet i GANDY Oriel Bose sn Le oe Sis ee enh Bk BIT Bee Bee ok ieotk 2 aah 20.00 
oS) | ed) Oi Dok x3. 400 Octal CESSC2O00 ..---.n.cs.as-.csccccessooovncescaconvcnscossnssssesssnveesesseonsy of) Se Wa nl I ace a ete A Cea ea. 20.00 
TEE ia sce csscapsenicversanqorereonssin 20m x 3 @ 400v CE33C2000 2 terminal ..........cscssscssssssccssssscsccssssssceccsssssseeesnenee oo) A i See IF an areata reall 15.00 
CFEMS3SO000223 «... ee... srcesscccssccsscesconsssnsssssses 20mf x 3 @ 450v CEISFZOOR 4 terminal ...........ccecscsscssescsccossssssessssssececcsssececsensuee cee 2 ee. ne Ge ene 27.00 
CFEMSSSO000 225 once ccesscesscnccnegerecee D5mb x3 @250v. CE5S8C27OM Octal ....0--..c.nces...corve.sigscvecsvarsnsscsesloccvvseesccenssscoietsies 1170 21/2" 2 .........3 USSG: 16.00 
CFEMS3S0000226. = .................. sccm x:3:-@.150v CE33C300) 4 termitzal 02... -Scccccsesecessceveccorcosisecscscvvsesscarnnsses OOS OS WM oe Goo 15.00 
CFEMS3SO0007 27 anne coesssdSgesenss 30mf x3 @300v CE53(300N Octal 1-3/8 i cceecccens 25.00 
CFEMS3S00002726 eects 30mé x3 @400v CE58(3000 Octal rer cssesnsssneanee 25.00 
RTEMSSSOOUU EUR ices 30mf x3 @400v CE33(3000 Solder terminal CARNE i 35.00 
CFEMS3S0000229 oon. seessesscececnees sevtesee 30mf x3 @350v CE53(300P Octa ORE. 5 cet ae 23.00 
CFEMS380000230,............cicc BOE So TOE © 450 y Screw icc nnecechs oli cassccnnessenenctescvenne - Gaal, 19.00 
CFEMS3S0000235 35mf x3 @350v CE53(350P Octal ae ea 22.00 
CFEMS3S0000240.... 40mf-40mf-40mf @150v Twist Lock | DR sh, 22.00 
CFEMS3S0000241 40mf x3 @150v CE53(400) Octal Ue ere ee. 21.00 
CFEMS3S0000249 40mf x3 @250v CE53(400M Octal 1) Geta beret ea 21.00 
CFEMS3S0000250 AQmf-40mi@250v-80mf250v Oct - Oa Sern) eee 22.00 
CFEMS3S0000255 AOmf x 3 @ 300v CES3C400ON 4 terminal 0.0.2... cssecsccosscsccssecscsnsveeessscesessscecnnsees F/B WY / 4 nies ee Se a ssseeienss CRE 2-1 Rs Poe 25.00 
CFEMS3S0000256 US Seed GRC) AS) ee Oe EST SL SR. SR SI Te ET ree bee 25.00 
CFEMS3S0000257 BENNIE X35 COA ICY CES SCAOON Octal «...cczsccapssscoovcescsccsessesssecsssccss<csscssccveesecncovacoenve EE le a IL allah a: ec i RR LD acetate nasesaliastea 35.00 
CFEMS3S0000265 BORE a I SUv CESSCGOOS Octal ona asccie lc ccc stnssnencotsens PSB L/L tee eee ete Qe ee rata 21.00 
CFEMS3S0000266 GOIN RSME DIV LESGLOGUM Octo ...6 tee! ee eh Sey Bea OU Ra ee ee bee ND OR a Perea 27.00 
CFEMS3S0000267 ADIGA Loy CESSEL SO! Ocal Sie nee So ee Sale ts 123 /BU Kael 2 ees te te Opes ises, 22.05) needed ce. 23.00 
CFEMS3S0000270 9OmF50v-90mF50v-9OmESOV Twist Lock ........c...csccsscsvecsssssseccsssessssseesessseseessseesessees REY HW 1 iy a TE Ee ae a eee | SI enn 18.00 
CFEMS3S0000280 T20mnt-40mt-AO mF 200 Twist LOK s.......<..cnvescscoresocccesessossccccvsuccsoveesseecoeensorseess (eS Fd eho rd) Wen omen + cept caete aati | Fe ni ellen brea es 29.00 
CFEMS3S0000285 OOM AS 10s CEseUI OL Och cone ee ee oe 1 fH 4 Mp ag herespee naar aah parioaie Uh tiher RPG aieb ath 23.00 
BEMIS SIU ZB WANs sscnclactsteeesscctoathowslssicoenseves TOOME RS. DESOVLESSCIOT Octal ens Se ee kk FeSO EN icc ee, TNS OF ee ee 23.00 
REEMSSSOUU0 20 0B... at hanes. S0QuF/S00ur/SO0uF 10v/Sec/Ock ........secssecsccovesssssccsceccssssonscssenvcscocssssceccesersone 1- ul Mire a ar ee at oe se Medes. Hat SA ee eT 575 
PPEMSSSUUUUZO IU caitreterdcecstkcdicts Alen R50 a Sink S00y/ SOit SOW ie ace oa ee ee oe NERA eG) COS aS Ea) See renee oe iret ote, Ban hemor! mans 7.90 
EEMSASUUSOIA ca csecccstilanitctstssaccloctsseacottesstee: MUM Xe IML ST AUCH ected cee coiec aos ts eerste eee de botoesscooee Fee ae Lie on 0g ls ae ei Ub ie cay een hd 23.00 


EPEMSASO000 288 ee ee es ees 10-10-10-10mt@450v Octal Base oo... esecscssecssesssessecssesseesseesees x is hearse! YRS 7.3 /4e eee eee OR eh NS OF eee ee 

EFEMSASOOO0290 .. cae ee eh ee Dea 20-20mee4 Owilwist Lock 2... ee ee oe ere RTT | aa hiked ia ack Urs SA a a | ite 1 baa btu be PWR 22.00 
CPEMSASIOONT OT cot ee ee en Fas 20220 30-snt 4 SO. dwast Lock a a eh Se ce else ECVE eh dl taal ieee Soe ee reo Toile Tee by pane 5 24.00 
BEE S4SOODSO0 oi. ike ee chases aT AIY A) POMC SOMES LK Ree kee oes on en Bo eae ie a | nner ee ee CORE 19.00 
CFEMS4S0000320 40-40-40-40mf@450v Twist Lock 1-3/8” x 4” T 00 


Surplus Sales 


PART NUMBER VALUE/DESCRIPTION PRICE 


(SM000001 ROODGA......... IpF +/-.5pf S00v Mica Radial... secu 60 


(SMO000001ROOKEA.......... IpF- 10% 300v Mica Radial ......... icin 50 


(SM000001 ROONGA ........ IpF +/-.5pf 500v Mica Radial... ssseccen 60 
(SM000001ROAPGA ........ IpF- .5% 500v, CM15(D010D03................ 65 
(SM000002RO0JGA......... 2pF 5% S00v Mica Radial .............cccecsssssee 50 
CSMO00002ROOKCA......... 2pF- 10% 100v Mica Radial ...........csccsssooe 60 
(SM000002R20JGA.......... 2.2pF 5% S00v Mica Radial ..........cccscseseee 60 
(SM000002R40JGA.......... 2.4pF 5% 500v Mico Radial .....cscsssene 60 
CSMOOOQO3ROOAEA......... 3pF +/-.5% 300v Mica Radiol «sesso 55 
CSMOOO003ROOFEA ......... 3pF- 1% 300v Mica Radial .............ccccecsnee 85 
CSMOO0003ROOFGA......... 3pF- 1% S00v Mica Radial .........scscsssossoe 99 
CSMOOO003ROONEA......... 3pF +/-.5pF 300v Mica Radial ................ 55 
(SMOOOO03R30JGA......... 3.3pF 5% 500v Mico Radiol ....sssscsessseen 65 
(SMOQOOO3R3ONGA ........ 3.3pF +-.5% 500v Mica Radial ..............0.- 5 
CSMOOO004ROQJEA ......... 4pF 5% 300v Mico Radiol ............scsesccoueeee 5 
CSMO00004R30JGA.......... 4.3pF 5% 500v Mico Radial .............sccsssseee 65 
CSMOOOO05ROOAGA ........ 5pF- 500v Mica Radial ...............sssseseeeee 65 
CSMO00005ROO0DGA ........ 5pF- .5% 500v Mica Radial .............cccsss00 00 
(SMOOO005ROOFGA......... SpF- 1% S00v Mica Radial... sssssssovosee 95 
CSMOOO005ROOJBA ......... SpF- 5% 50v Mica Radial .......ccscscsssssscsesece 58 
CSMOOOO05ROOKGA ........ 5pF- 10% SOOv Mico Radiol cesses 60 
CSMOQQOOS5ROONEA......... 5pF +/-.5pF 300v Mica Radial ................... 50 
CSMOOOOO5ROONGA ........ 5pF- .5% 500v Mica Radial .............ssssss0see 60 
CSMOOD006ROQJCA ......... 6pF- 5% 100v Mica Radial ..............s..c000... 55 
(SMOODO06ROOJEA ......... GpF- 5% 300v Mica Radicd ......ssesseeesoen 60 
(SMOO0006ROONEA......... 6pF +/-.5pF 300v Mica Radiol ........so..e 55 
CSMOOQOO6ROONGA ........ 6pF- .5% 500v Mica Radic ..........s.ssssssses 10 
CSMO00006R60D6A ........ 6.6pF(+-.5pF)500v Mica Radial ..............0. 60 
CSMOOO006RB0NCA ........ 6.8pF +/-.5pF 100v Mica Radial ............... 55 
CSMO00007ROOABA ........ TpF- 5% 50v Mico Radial .............scs.scss...- Ay 
(SMO00007ROOAGA ........ TpF- 2% 500v Mico Radiol ......scssssssssses J0 
(SM000007ROOJGA.......... TpF- 5% 500v Mica Radial .........sscsssoososee 50 
CSMOOO007ROONEA......... 7pF +/-.5pF 300v Mica Radial ................. 45 
CSMO00007ROONGA ........ TpF- .5% 500v Mico Radial ........sssssssssssssee. 10 
CSMOO0008ROODGA ........ BpF- (+-.5pF)500v Mica Radial .................. 50 
CSMOOOO08ROONEA.......... BpF- .5% 300v Mica Radial .........sssssssssseeeee 45 
CSMOO0008ROONGA ....... BpF- (+-.5pF)500v Mica Radial .............0..- 50 
CSMOO0008R20NGA ........ 8.2pF- .5% 500v Mica Radial .........s.scs.0000 60 
CSMOOO009ROOGEA ........ OpF- 2% 100v Mica Radial ......-cccsesenesn 60 
CSM000010ROOAGA ........ TOpF- 5% 500v Mica Radial 22... J 
CSM000010ROOFBA......... 1OpF- 5% 50v Mica Radial .................ss00000 60 
CSM000010ROOFGA.......... 10pF- 1% 500v Mica Radial ....................... 89 
CSMO00001 OROOJCA ......... 1Opf- 5% 100v Mica Radial oo... .sssssssesee 30 
CSMO0001 OROOJEA ......... 1OpF- 5% 300v Mica Radial ...........csccssssee 50 
CSMO00010ROQJGA......... 1OpF- 5% 500v Mica Radial 0.0.0... 50 
(SM000010ROOKGA ........ 10pF- 10% 500v Mica Radial .................... 40 
CSMO00010ROONCA ........ 10pF +/-.5pf 100v Mica Radial ................. J0 
(SMO0001 OROONEA......... 10pF +/-.5pf 500v Mico Radial .................. J0 
(SMO00010ROONGA ........ 1OpF- 5% 500v Mica Radiol ..o........ssssssese. 0 
(SM00001 2RO0GGA ........ 12pF- 2% 500v Mica Radial ................s.0000 10 
(CSMO0001 2ROOJEA ......... 12pf- 5% 300v Mica Radial ..........sssssccssee 60 
(SM000012RO0JGA......... 12pF- 5% 500v Mica Radial ..............cssssee. 50 
CSM00001 2ROOKEA......... 12pF- 10% 300v Mica Radial oo... sss. AS 
CSMO00012ROOKGA ........ 12pF- 10% 500v Mica Radial ................00e 45 
(SM00001 2ROOMGA........ 1 2pF- 20% 500v Mica Radial .o..........ssesssse. 35 
(SMO00012ROONCA ....... 12pF +/-.5pf 100v Mica Radial. one-. 35 
CSM000015RO0ACA......... L5pF- 5% 100v Mico Radial oo... esses... 40 


Info/Tech./Intnl: 402-346-4750 


CSWOODOSRODGEN... | 
-CSMO000T SROOUEA ......15pf- 5% 300v Mica Roi. 


PART NUMBER VALUE/DESCRIPTION 


swe 15pF- 2% 300v Mica Radial :. 


(SM000015ROQJGA......... 15pF- 5% 500v Mica Radiol ....... 
(SM00001 SROOJKA ......... T5pF- 5% TKv Mica Radial .......sssssssecsnee 


(SM00001 8ROOAGA ........ T8pF- 5% 500v Mico Radial .........:sssccssssee 65 
(SM00001 8ROOFEA ......... T8pF- 1% 300v Mico Radial ...........ssccssssee J5 
(SMO0001 8ROOJEA ......... IBpF- 5% 300v Mica Radial ........ssssssssssee 50 
CSMOO001 BROOJGA ......... 18pF- 5% S00v Mica Radial oo... sscssscssese 65 
(SM00001 8ROOQJKA ......... 18pF- 5% 1Kv Mico Radiol .........scsecssssseee 1.45 
(SM000018ROOKGA ........ T8pF- 10% 500v Mico Radial ...........ccssssee 55 
CSMO00018ROONEA......... T8pF- 5% 300v Mica Radial ...........ssss00000 50 
(SM00001 9ROQJEA ......... 19pF- 5% 300v Mica Radial ..........sccsssccee ip 
CSMO00019ROOJIGA.......... 19pF- 5% 500v Mica Radial... ...ssscscsee 65 
CSMOOO020RO0ACA......... 20pF- 5% 10Ov Mica Radial ......sssocceecseses 55 
CSMOOOO20ROOJCA ......... 2OpF- 5% 100v Mica Radial... esssscsessee AS 
CSM000020RO0JGA......... 20pF- 5% S00v Mica Radial .............scscseee 55 
CSM000020ROOKGA ........ 20pF- 10% 500v Mico Radial ........ssssso- AS 
(SM000022ROOFEA ......... 22pF- 1% 300v Mica Radial ...................... 10 
CSMO00022ROO0JCA ......... 22pF- 5% 10Ov Mica Radial .............csccceene A5 
CSMO00022ROOJEA ......... 22pF- 5% 300v Mica Radial ...........scceeonn 45 
(SM000022RO0JGA......... 22pF- 5% 500v Mica Radial ..........o.esscceeen 55 
(SM000022RO0KCA.......... 22pF- 10% 100v Mica Radial .................... 35 
(SM000024ROOGEA......... 24pF 2% 300v Mica Radial ...................ss000 50 
CSMO00024ROOJEA ......... 24pF- 5% 300v Mica Radial ...................0.. 42 
(SM000024RO0JGA ......... 24pF- 5% 500v Mica Radial osc 55 
CSMOO0024ROONBA ........ 24pF- 5% 50v Mica Radial ..........so.esesseesn 60 
(SM000027RO0GEA......... 27 pF- 2% 300v Mica Radial oo... cccccccssseee 50 
(SM000027ROO0GGA ........ 27 pF 2% 500v Mica Radial .....................000 80 
(SM000027ROOGKA ........ 27 pF- 2% VKv Mica Radial ............s..sssse000 1.55 
(SM000027ROOJBA ......... 27 pF- 5% 50v Mica Radial ...................ss0e 55 
(SM000027ROOJEA ......... 27pF- 5% 300v Mico Radial ...........ssscc00... 60 
CSM000027R00JGA......... 27pF- 5% 500v Mica Radial .........cccscsoen 50 
(SM000027ROOMGA......... 27 pF- 20% 500v Mica Radial 2... 35 
(CSM000027ROONGA ........ 27pF +/-.5pf 500v Mica Radial ................ 35 
CSMO00030RO0GGA ........ 30pF- 2% 500v Mica Radial ....................0. 40 
CSMO00030RO0GKA ........ 30pF- 2% 1000v Mica Radial .................... 1.95 
CSMOOOO3OROOJEA ......... 30pF- 5% 300v Mico Radiol 0.2... 49 
CSMO00030ROOQJGA ......... 30pF- 5% 500v Mica Radigh ..........s.scssssse AS 
CSMOOOO30ROOJLA ......... 30pf- 5% 1.5kv Mico Radial .........csesssssse 1.30 
CSMO00033RO0GEA......... 33pF- 2% 300v Mica Radial ..................0. /0 
CSMO00033RO0GGA ........ 33pF- 2% 500v Mica Radial ..................... 1.65 
CSMO00033RO0GKA ........ 33pF- 2% 1Kv Mico Radial ...........ssssssecse 1.55 
CSMOO0033ROOQJCA ......... 33pF- 5% T0Ov Mica Radiol ...........sccsssssee ep) 
CSMOO0033ROOQJEA ......... 33pF- 5% 300v Mica Radigl ........s.cccssscc 55 
(SMO00033RO0JGA ......... 33pF- 5% 500v Mico Radiol ..........ccssccsceoe 65 
(SM000033R00J0G ........ 33pF- 5% 2500v Mica Radial .................... 3.25 
CSMO00033ROOKGA ........ 33pF- 10% 500v Mica Radial .........sssssesseee. 50 
(SM000034RO0GGA ........ 34pF- 2% 500v Mica Radial DM15 ............ 1.00 
CSMO00034RO0JGA......... 34pF- 5% 500v Mico Radial ...................... 0 
CSMOO0036ROOFGA.......... 36pF- 1% 500v Mica Radiol ooo... sss 80 
CSMO00036RO0GEA......... 36pF- 2% 300v Mico Radial 0.0.0.2... 65 
CSMO00036RO0GGA ........ 36pF- 2% 500v Mica Radial ....................00 68 
CSM000036RO0GKA ........ 36pF- 2% 1Kv Mica Radial ...........sssssesse.. 1:59 
CSMOOOO36ROOJBA ......... 36pF- 5% 50v Mica Radial ..............s.s0100.. 60 
CSMOD0036ROOJCA ......... 36pF- 5% 100v Mica Radial .............0..00..- A0 
CSMOOO036ROQJEA ......... 36pF- 5% 300v Mica Radiol 1... AY 
CSMO00036RO0JGA......... 36pF- 5% 500v Mica Radial ..........sscesesse0e 60 


~ ORDERS: 800-244-4567 — Fax: 402-346-2 } 


5 | CSMOOOO39RODICA........ 39pF- 5% 100v Mica Radial 


(SM000039ROOJGA....... snk 5% 500 Nica Radial 
(SMO00039ROOKGE ...... i 
(SMOQOO39ROODGA....... 39.6 if +-5% 500! 
(5M000040R00JBA — 3 
(5M000041ROOJGA....... 
(SM000043RO0GCA ....... 
(SMO00043ROOGGA....... 
(SMO00043RO0GKA 
(5M000043R00JBA 
(SMO000043ROOJEA 
(SMO00043RO0JGA 


CSM000043ROOKGA ........ 43pF- 10% 500v Mico Radial ...........cscccssee 40 
(SM000047ROOACA......... 47 pF- 5% 100v Mica Radial ............0ceceeun 55 
(SM000047ROO0GEA.......... 47 pF- 2% 300v Mica Radial ..........o.0cceceees 55 
(SM000047RO0GGA ........ 47pF- 2% 500v Mica Radial .......sscssceeene 20 
(SM000047RO0GKA ........ AT pF- 2% 1 Kv Mica Radial ..........ssccesosecee 1.65 | 
CSMO00047RO00JCA ......... AT pF- 5% 100v Mica Radial ...ssssccenens 50 
CSM000047ROOJEA ......... 47 pF- 5% 300v Mica Radial .........sssccceccsese 45 
(SM000047RO0JGA......... 47 pF-5% 500v Mica Radial .........sssssccsccseee 55 
(SM000047ROOKCA......... 4T7pf- 10% 100v Mica Radial cc... sad 
CSM000047ROOKGA ........ 47 pF- 10% 500v Mico Radial ...........cecsceoe AS 
(SMOO0049ROOJGA......... 49 pF- 5% 500v Mica Radial ........ssecssosecens 65 
CSMOOOOS5OROOFBA ......... 5OpF- 1% SOv Mica Radial ..........sccecenssscee 5 
CSMO00050ROO0GKA ........ 50pF- 2% 1Kv Mica Radial ...........ssscccssesee 1.75 
CSMO00050ROOJGA......... 50pF- 5% 500v Mico Radial ...........-sccssssene 48 
CSMOOO05OROOKGA ........ 50pF- 10% 500v Mica Radial ..........ccs.....0 39 
(SM000051ROOFBA......... 51 pF- 1% 50v Mico Radial ...........scsscseseven I 
(SM000051ROOFEA ......... SI pF- 1% 300v Mico Radiol .......scccscscsnee 85 
CSM000051ROOFGA......... 51 pF- 1% 500v Mico Radigh oo... cceeccsesee 95 
CSM000051ROOGBA ........ 51 pF- 2% 50v Mico Radial ..........csccssssss0e J0 
(SM000051ROOGEA.......... 51 pF- 2% 300v Mica Radial ...........scccsssssee 80 
(SM000051ROOGGA ........ 51 pF- 2% 500v Mica Radial ...........-sccsss0 80 
CSM000051ROOJCA ......... 51 pF- 5% 100v Mico Radial 2.0.2... scssson0- AO 
(SM000051ROQJEA ......... 51 pF- 5% 300v Mica Radial ...........sssccceseee 50 
(SM000051ROQJGA......... 5IpF- 5% 500v Mica Radial ........csscccsssvee AS 
(SM000051ROOKGA ........ 51 pF- 10% 500v Mico Radial .........sccesooe 50 
(SM000052RO0JGA......... 52pF 5% 500v Mica Radial .........cccccssssoseene «75 
(SM000054RO0GGA ........ 54pF- 2% 500v Mica Radial ............csssss00 95 
CSMO00056RO0FGA......... 56pF- 1% 500v Mico Radial... csccsesevee 1.00 
(SMO00056R00GGA ........ 5opF- 2% 500v Mico Radial .......secsssessoo J 
(SMOO0056RO0GKA ........ 5OpF- 2% 1Kv Mica Radial .....-csccsneeson 175 
CSMOOOO56ROOJBA ......... 5OpF- 5% 50v Mica Radial .............csccsscsex 50 
CSMO00056ROOJCA ......... 56pF- 5% 100v Mica Radial ..........ssscs..010. 60 
(SM000056RO0JGA......... 56pF- 5% 500v Mica Radial ...........scccsssee 60 
CSMOO0056ROOKGA ........ 5OpF- 10% 500v Mica Radial ..........essssesos 60 
(SMOOO058RO0JGA......... 5BpF- 5% 500v Mica Radial ..........csssssssssee 60 
CSM000060R00JGA......... 60pF- 5% 500v Mico Radiol... sscssssnee 80 
(SM000062ROOFBA.......... 62pF- 1% 50v Mico Radiol ..........ssssssss0n 80 
(SM000062RO00G6A ........ 62pF- 2% 500v Mica Radial ...........ccssssses0e. 80 
(SM000062ROOJBA ......... 62pF- 5% 50v Mica Radial ...........ssssssssesseee 60 
CSMO00062ROOJEA ......... 62pF- 5% 300v Mica Radial .............esss.0000 65 
(SM000062RO00JGA ......... 6 2pF- 5% 500v Mica Radial .........cssoososessee 62 


(SMO00068RO0GGA ........ 68pF- 2% 500v Mica Radial ..........sssssecee 1.00 


2 HOOODSBROOIGA...... 68pF-5% S00V Mica Radi rnc 
pBROOKBA .....68pF-10% SOv Mica Raia. 


CSM00C 07 2ROOKCA.......... 72pF- 10% 100v Mica Radial 


we /5pF- 2% 500v Mica Radial 


wees D5pF- 10% 500v Mica Radial ...............sc0 ; 

T9pF- 2% 500v Mica Radial ...............ssce00 : 

B0pF- 5% 500v Mica Radial ........... 

82pF- 1% 50v Mica Radial .. 
B2pF 2% 500v Mica Redicl ......secsccssosenee : 

(SM00008 B2pF- 5% 300v Mica Radial .. en. 

| (SMO00082ROOJGA........ B2pF- 5% 50Ov Mica Radial ....nsscnne Is 


-(SMO00075ROOKGA 
(SMO00079ROOGGA .... 
Gh 


Paeeneneeeeneneseenonen «| 


| CSMOOOO83ROOFCA........ 83pF- 1% 100v Mica Radial... 1.10 
| CSMOOO089ROOGGA ........ 89pF- 2% 500v Mica Radial sesso 15 
CSMOO0091ROOFBA ........ 91 pF- 1% 50v Mica Radic ....cecorccnenen 85 
(SM000091 ROOFGA....... 91pF- 1% 500v Mica Radial ......rnrmann 95 
| CSMO00091ROOGEA......... 91pF- 2% 300v Mica Radial ......cscososon 85 
| CSM000091ROOGGA........ 91 pF- 2% 500v Mica Radial ..............ssccsee 90 
“cow000091 ROOJBA ......... 91 pF- 5% S0v Mica Radial .............scscseee 65 
| CSMO00091ROOJEA ......... 91pF- 5% 300v Mica Radial ..............scsee I5 
| CSMOOD091ROOJGA......... 91pF- 5% 500v Mico Radial... ssesss 80 
| CSMO00100ROOFBA......... TOOpF- 1% 50v Mica Radiol .......cssssseee 90 
(SM0001 OOROOFEA ......... TOOpF- 1% 300v Mica Radiol... .....scssse 85 
| CSM000100ROOFGA......... 100pF- 1% 500v Mica Radial ...........ccss.0 90 
(SM000100ROOGEA.......... 100pF- 2% 300v Mica Radial .................. 70 
(SM000100RO0GGA ........ 100pF- 2% 500v Mica Radial ..................... 15 
| (SMO00100ROOJBA......... 1OOpF- 5% 50v Mica Radial .....ccssomme 80 
| CSMO00100ROOQJGA ......... TOOpF- 5% 100v Mica Radial ....-.essceceee 59 
| CSMO001 00ROOJEA ........ TO0pF- 5% 300v Mica Radiol... essen 60 
) CSM000100ROOJGA......... 100pF- 5% 500v Mica Radial «cscs 60 
| CSM0001 1OROOFCA ......... 110pF- 1% 100v Mico Radiol... J0 
(SM0001 1OROOFEA ......... 110pF- 1% 300v Mico Radiol ..................... 80 
(SM0001 1OROOFGA......... T10pF- 19% 500v Mica Radial .........scsssssse 95 
(SM0001 1OROOGBA ........ T1OpF- 2% 50v Mica Radial ........esssssseee 85 
CSM0001 1OROOGKA ........ 110pF- 2% 1000v Mica Radial ............... 2.35 
CSM0001 1OROOJBA ......... 110pF- 5% 50v Mico Radial ............ccccc.000 55 
CSM0001 1 OROOQJEA ......... 110pF- 5% 300v Mica Radiol ..................... 45 
(SM000110ROQJGA......... 110pF- 5% 500v Mica Radial ..................... 65 
(SM000110ROOKGA ........ 110pF- 10% 500v Mica Radial ............... 50 
(SM000114ROOGGA ........ 114pF- 2% 500v Mico Radial ................s000 80 
(SM000120ROOFGA......... 120pF- 1% 500v Mica Radial oss. 90 
(SM000120RO0GGA ........ 120pF- 2% 500v Mica Radial .................000 J5 
(SM0001 20RO0JCA ......... 120pF- 5% 100v Mica Radial ..................... J0 
(CSM0001 20RO0JGA......... 120pF- 5% 500v Mica Radiol ..................... W5 
(SM000127ROOFEA ......... 127pF- 1% 300v Mica Radial ..........ssssse0 1.29 
(SM000130ROOFBA......... 130pF- 1% 50v Mico Radiol cscs 1.00 
(SM000130ROOFEA ......... 130pF- 1% 300v Mica Radial ..........sccsssesn 89 
(SM000130ROO0GEA......... 130pF- 2% 300v Mica Radial ..................... 68 
(SM0001 30RO0GGA ........ 130pF- 2% 500v Mica Radial .................... J5 
(CSM0001 30ROOJBA ......... 130pF- 5% 50v Mica Radial ...................... 60 
(SM000130RO0JGA......... 130pF- 5% 500v Mica Radiol ............sssssee 0 
(SM000130ROOKGA ........ 130pF- 10% 500v Mica Radial ................ 50 
(SM0001 33ROOFGA.......... 133pF- 15% 500v Mica Radiol ............sssssoe 90 
(SM000140ROOFGA......... 140pF- 1% 500v Mica Radial .................066 95 


(SM000140RO0JGA......... 140pF- 5% 500v Mica Radial ................00 10 


ADIAL DIPPED MICAS: 68pf- 510pf 


SBROQIEA .....w 6BpF> 5% 300 Mica Radial... rnennnnn 49 | CSMO00150ROOGGA....... 150pF- 2% 500v Mica 


- 60 


w- T5pF- 1% 500v Mica Radial 2... essen 1.00 
90 


evs Peale ee va eg SN ans 


CSM000150ROOJBA ......... 150pF- 5% 50v Mico Radial .......sssesssen 35 
(SM000150RO0JCA 150pF- 5% 100v Mica Radial... 


T70pF- 5% 50v Mica Radial... ecnseue AS 


‘(SMO00170ROOJGA....... 170pF- 5% 500v Mica Radial .........sssssse 80 


CSMO00174ROQJEA ......... 174pf- 5% 300v Mica Radial .............esee 45 


(SM000174ROOQJGA......... 174pF- 5% 500v Mica Radial ................0000 10 
(SM000175ROOFGA......... T75pF- 1% 500v Mica Radial ...........ssssee 90 
(SM000175RO0JGA ......... 175pF- 5% 500v Mica Radial ..........scsssoe a5 
| CSMO00180ROOADA ........ 180pF- 1% 200v Mica Radial .......ccssssse 96 
(SM000180ROOFEA ......... 180pF- 1% 300v Mica Radial .................00 1.00 
(SM000180RO0GEA.......... 180pF- 2% 300v Mica Radial .................000 72 
(SM000180RO0GGA ........ 180pF- 2% 500v Mica Radial ..................... 85 
CSMO00180ROOJBA ......... T80pF- 5% 50v Mica Radial ..........sssssocees A5 
CSMO00180ROOQJEA ......... 180pf- 5% 300v Mica Radial .........ssssee A5 
(SM000180ROOJGA......... 180pF- 5% 500v Mico Radial .......scsssose 10 
CSM000180ROOKGA ........ 180pF- 10% 500v Mica Radial ................... 50 
(SM000185RO0GGA ........ 185pF- 2% 500v Mica Radial .................2... J5 
CSM000185R00JGA......... 185pF- 5% 500v Mica Radial .................000 69 
CSM0001 90ROOFGA......... 190pF- 5% 500v Mica Radial ..........ssesssoe 1.30 
CSM0001 90ROOHGA ........ 190pF- 3% 500v Mica Radial ............ 90 
(SMOOO200ROO0AGA ........ 200pF- 500v Mica Radial ......ssssssscceene 65 
CSMOO0200ROOFCA ......... 200pF- 1% 100v Mica Radial ................... 65 
CSMO00200ROOFGA.......... 200pF- 1% 500v Mica Radial .................... 99 
CSMO00200RO0GGA ........ 200pF- 2% 500v Mica Radial ..................0 85 
CSMO00200ROOJBA ......... 200pF- 5% 50v Mica Radial esses 50 
(SMOO0200ROOJCA ......... 200pF- 5% 100v Mica Radial sesso. 55 
CSMO00200ROOJGA......... 200pF- 5% 500v Mico Radial .............sc00 65 
CSM000200ROOKGA ........ 200pF- 10% 500v Mica Radial .................. 50 
(SM00021 OROOFEA ......... 210pF- 1% 300v Mica Radial ................ee... 85 
CSMO00220ROOFEA ......... 220pF- 1% 300v Mica Radial ..................... 85 
(SM000220RO0G6A ........ 220pF- 2% 500v Mica Radial esos J5 
CSMO000220RO0JBA ......... 220pF- 5% SOv Mica Radial .............ccccsceee 40 
CSMO00220ROOJEA ......... 220pF- 5% 300v Mica Radial .............:.cs00 55 
CSM000220RO0JGA......... 220pF- 5% 500v Mica Radial .............sssse00 J 
CSM000220ROOKGA ........ 220pF- 10% 500v Mica Radial .................. 60 
(SM000220ROOKKA ........ 220pF-10% Kv Mica Radial 2.0000 1.90 
CSMO00240ROOFEA ......... 240pF- 1% 300v Mico Radial ...............sce0. 90 
CSMO00240ROOJBA ......... 240pF- 5% SOv Mica Radial ..........sssscsccesee 40 
CSMOOO240ROOJEA ......... 240pF- 5% 300v Mico Radiol ...........cccssssee 55 
CSMO00240ROOJGA......... 240pF- 5% 500v Mica Radial ...........csssss000 58 
CSMO00240ROOKGA ........ 240pF- 10% 500v Mica Radial ............s0000 50 
(SM000245ROOFGA.......... 245pF- 19% 500v Mica Radial ..............s0000 1.50 
(SMO00250ROOFGA.......... 250pF- 1% 500v Mico Radiol .............s0 1.40 
CSM000250RO0GGA ........ 250pF- 2% S00v Mica Radial ..........ssesssece 90 
CSM000250RO0JGA.......... 250pF- 5% 500v Mica Radial ...............ccc0 80 
(SM000252RO0GGA ........ 252pF- 2% 500v Mica Radial .................0.. 85 
CSMO00260ROOFGA......... 260pF- 1% 500v Mica Radial ............sssss00 1.70 
(SM000260ROOJGA.......... 260pF- 5% 500v Mica Radial .............sssse0 85 
(SM000265ROOFGA.......... 265pF- 1% 500v Mica Radial .................c0. 85 
CSM000270ROO0GBA ........ 270pF- 2% S0v Mica Radial ..........sssss0ossee 50 
(SM000270ROOGEA......... 270pF- 2% 300v Mica Radiol ................e0 1.00 
(SM000270ROOGGA ........ 270pF- 2% 500v Mica Radial .............sss0s00 95 
CSM000270ROOJBA ......... 270pF- 5% 50v Mica Radial ..........cssssssssse AS 


e-mail: grinnell@su olussales.com. 
QUANTITY 


$10-$24-10%  —  $25-§99-15%| 
DISCOUNTS il 0% $2504 - 25% 


Fax: 402-346-2939 185 _ 


pee Ce 65 
(SMO00295ROOGGA...... 295pF- 2% S00v Mica Radial sn. 85 
(SMOOO300ROOACA...... 300pF- 5% 100v Mica Radial co. 65 


60 | CSMOOO300ROOFEA ....... 300pF- 1% 300v Mica Radial nn 1.00 
J) | CSMO00300RO0G6A........ 300pF- 2% 500v Mica Radial... 
60 | CSMOOO300ROOJBA......... 300pF- 5% 5Ov Mica Radial nee 60 


ene eneee . 85 


CSMOOO300ROOJCA ......... 300pF- 5% 100v Mico Radial ...................0 65 
CSMOOO300ROQJEA ......... 300pf- 5% 300v Mica Radial ............csssssee 85 
(SMOO0300RO0JGA......... 300pF- 5% 500v Mica Radial ..................00 85 
CSMOO0330RO0AGA ........ 330pF- 5% 500v Mica Radiol... ccsssoe 80 
CSMOOO330ROOFEA ......... 330pF- 1% 300v Mica Radial... ssssssen 85 
(SMOO0330RO0FGA......... 330pF- 1% 500v Mica Radial... 1.00 
(SM000330RO00G6A ........ 330pF- 2% 500v Mica Radial ................... 1.00 
(SMO00330ROOJBA ......... 330pF- 5% 50v Mica Radial ...........cssessseee A5 
CSMOOO33OROOJEA ......... 330pF- 5% 300v Mica Radial ...............000 60 
CSMOO0330RO0JGA......... 330pF- 5% 500v Mica Radial .......ssssosee I5 
CSMOOO330ROOJKA ......... 330pF- 5% IKv Mica Radiol... 1.10 
(SMOOO330ROOKEA.......... 330pF - 10% 300v Mica Radial ................ 45 
(SM000330ROOKGA ........ 330pF - 10% 500v Mica Radial ................ 55 
(SM000357ROOJCA ......... 357pF- 5% 100v Mica Radial .........ssssosee 50 
CSMOOO360ROOABA ........ 360pF- 5% 50v Mica Radial ............ccssss0e 50 
CSMOOO360ROOFGA......... 390pF- 1% 500v Mica Radial ................... 1.15 
CSMO00360RO0GGA ........ 360pF- 2% 500v Mica Radial .................. 94 
(SMOOO360ROOJBA ......... 360pF- 5% 50v Mica Radial esses 50 
CSMOOO360RO0JCA ......... 360pF- 5% 100v Mico Radial .................... 50 
CSMOO0360ROQJEA ......... 360pF- 5% 300v Mico Radial .............s...000 65 
(SMO00360RO0JGA......... 360pF- 5% 500v Mica Radial .................... 15 
(SMO00370ROQJQ ......... 370pF- 5% 100v Mica Radial so... 65 
CSMOOO39OROOFEA ......... 390pF - 1% 300v Mico Radial «us... 90 
(SMO00390ROOGGA ........ 390pF- 2% 500v Mica Radial «0... 85 
CSMO00390ROOHGA ........ 390pF- 3% 500v Mica Radial .................... J5 
(SMOO0390ROOJCA ......... 390pf- 5% 100v Mica Radiol .................. 50 
CSMOOO390ROOJEA ......... 390pF- 5% 300v Mica Radial .................... 60 
CSMO00390ROOJGA......... 390pF- 5% 500v Mica Radial cco... 15 
CSMO00390ROOKGA ........ 390pF - 10% 500v Mica Radial ................. 55 
CSMOD0400ROOJBA ........ A4Q0pF- 5% 50v Mica Radial ...............ccc00 40 
CSMOO0400ROOJGA......... 400pF- 5% 500v Mica Radial 2... J5 
(SM000411ROOJCA ......... 4] 1pF- 5% 100v Mica Radial 0.0... 65 
(SMO00430ROOFEA ......... 430pF- 1% 300v Mica Radial ................... 82 
(SM000430RO0GGA ........ 430pF- 2% 500v Mico Radial ................00. 95 
CSMOOO430ROQJEA ......... 430pF- 5% 300v Mica Radial ..............cs0 55 
(SM000430RO0JGA......... 430pF- 5% 500v Mica Radial «ss. 15 
(SM000464RO0FGA......... 464pF- 1% 500v Mica Radial .................... 2.00 
(SM000470ROOFEA ......... 470pF- 1% 300v Mica Radial .................... 82 
(SM000470ROOFGA......... 470pF- 1% 500v Mica Radial ................... 1.25 
(SM000470ROO0GEA......... 470pF- 2% 300v Mica Radial ...............0.0. 60 
CSMO00470ROOJCA ......... 470pf- 5% 100v Mico Radiol .............sc.000 I5 
(SM000470ROOJGA......... 470pF- 5% 500v Mica Radial... 60 
(SM000470ROOKEA......... 470pF- 10% 300v Mica Radial .................. 50 
(SM000470ROOKGA ........ 470pF- 10% 500v Mica Radial .................. 60 
CSMOO0480ROOJCA ......... 480pF- 5% 100v Mica Radial 2... A0 
(SMO00480ROQJGA......... 480pF- 5% S00v Mica Radial... 1.00 
CSMOOOSOOROOFEA ......... 500pF- 1% 300v Mica Radial ..................... 85 
(SMO00500ROOFGA......... 500pF- 1% 500v Mica Radial .........ssssse 95 
CSMOOO500ROOQJGA......... 500pF- 5% 500v Mica Radial .................00 80 
(SM000510ROOAEA......... 51 0pF- 5% 300v Mica Radial .................... 5) 
CSM00051 0ROOFEA ......... 510pF- 1% 300v Mica Radial .................... J5 
(SM000510ROOFGA......... 51 0pF- 1% 500v Mica Radiol 95 
(SMO00510ROOGCA ........ 510pF- 2% 100v Mica Radial esses. 68 
(SM000510ROOGGA ........ 51 0pF- 2% 500v Mica Radial .................... 95 
CSM000510ROOHHA ........ 51 0pF- 3% 600v Mica Radial .................0.. 95 
CSM000510ROOQJEA ......... 51 0pF- 5% 300v Mica Radial... 55 


186 = Surplus Sales 


CSMO0OSTOROOKEA.. : 
(SM000528ROOFGA......... 


CSMO00560ROO0FGA......... SbOpt 1% 500v Mica Radial .........sseeun 1.20 
CSMO00560RO0GGA........ 560pf- 2% 500v Mica Radial ............sssssee 85 


CSMOOO560ROOJCA ......... 560pF- 5% 100v Mica Radial ......esseennee 60 | 
CSMOOOSGOROQJEA ....... 560pF- 5% 300v Mica Radial .....cscceuee 68 
(SMO00560ROOJGA......... 560pF- 5% S00v Mica Radial ........sssosenee J5 
CSMO00565RO0JGA......... 565pF- 5% S00v Mica Radial 2... snes J5 


(SM000572ROOFGA......... 57 2pF- 1% 500v Mica Radial ................0. 1.25 
CSMOO0600ROOFEEA ......... G00pF 1% 300v Mica Radial .........ssssss000 50 
CSMO00600RO0JGA......... 600pF- 5% 500v Mica Radial .......scsssose 90 
(SM000620ROO0AGA ........ 620pF- 1% 500v Mica Radial ssc 1.10 
(SM000620ROOFGA......... 620pF- 1% 500v Mica Radial ........cssesnsn 1.10 
(SM000620RO0G6A ........ 620pF- 2% 500v Mica Radial ..............:..... 1.05 
CSM000620ROOJEA ......... 620pF- 5% 300v Mica Radial ................... 65 


(SM000620R00JGA......... 620pF- 5% 500v Mica Radial ............ssssse I 


(SMOQ0650ROQJEA ......... 650pF- 5% 300v Mica Radial ......sssscesssen 10 
(SMO00656ROOFEA ......... 656pF 1% 300v Mica Radial... .ss.esssssee 90 


CSMO00660ROOFEA ......... 660pF- 1% 300v Mica Radiat esses 90 
CSMO00660ROQJCA ......... 660pF- 5% 100v Mica Radial ..........ssssseee 50 


(SMO00660RO0JGA......... 660pF- 5% 500v Mica Radial ...........ssssssee 85 
(SM000665ROQJGA......... 665pF- 5% 500v Mica Radial ...........sssssee 1.10 
(SMO00680ROOAGA ........ 680pF- 1% S00v Mica Radiol .........ssssee 1.10 
CSMO00680RO0GEA......... 680pF- 2% 300v Mica Radial ...........sssosee 90 


(SMO00680RO0GGA ........ 680pF- 2% 500v Mica Radiol ............sccsnee 90 
CSMOO0680ROQJEA ......... 680pF- 5% 300v Mica Radial ...........sessssee J0 
(SMO00680RO0JGA......... 680pF- 5% 500v Mica Radial ..........csssesce. 95 
CSMOO0680ROOKGA ........ 680pF- 10% 500v Mica Radial ................ J0 
(SM00071 9ROOFEA ......... 719pF- 1% 300v Mica Radiol ...........sssssee 1.00 
(SM000730ROOFGA......... 730pF 1% 500v Mica Radial cesses 1.75 


(SMO00730ROQJEA ......... 730pf- 5% 300v Mica Radial .........ssscccu J 
(SM000750ROOFEA ......... 750pF- 1% 300v Mica Radial «sesso 1.00 
(SM0007 5OROOFGA.......... 750pF 1% 500v Mica Radial ..........sscsssssee 98 
(SM000750ROOGEA......... 750pF- 2% 300v Mica Radial ..........scsss0e 90 
(SM000750R00G6A ........ 750pf- 2% 500v Mico Radiol ............sccssee 1.15 
(SM000750ROOJEA ......... 750pf- 5% 300v Mica Radiol ......sssssseasecee J0 
(SM000750ROQJGA......... 750pF- 5% 500v Mica Radial ...........ccsseee J0 
(SM000780ROOFGA......... 780pf- 1% 500v Mico Radial ...........ssssossee 1.20 
CSMOOO800ROOJEA ......... 800pf- 5% 300v Mica Radial ...........ssccsseee 85 
(SM000820ROOACA......... 820pF- 1% 100v Mica Radial .................00 92 
(SMO000820ROOFEA ......... B20pf- 1% 300v Mica Radiol ............ssssosee 60 
(SM000820RO0FGA......... B20pF- 1% 500v Mica Radiol ..........ssssssee 1.25 
(SM000820RO0GGA ........ B20pf- 2% 500v Mica Radial ...........sooee 1.25 
(SM000820ROOGKA ........ 820pF- 2% 1Kv Mica Radial ...............s.000 2.57 
(SMO000820ROOJCA ......... 820pF- 5% 100v Mica Radial ............ssss0000 50 
(SM000820ROOJEA ......... B20pf- 5% 300v Mica Radial ...........scsoseee 85 
(SM000820ROQJGA.......... B20pf- 5% 500v Mica Radial ...........scsssssee 90 
(SM000824ROOFEA ......... 824pF- 1% 300v Mico Radiol .................. 1.05 
CSMOOO860ROOFGA......... 860pF- 1% 500v Mica Radial .................0 1.25 
(SM00091OROOFEA ......... 91 0pf- 1% 300v Mica Radiol ..........sscssssee 1.10 
(SM00091 0ROOGCA ........ 91 0pF- 2% 100v Mico Radial .............cc.00 90 
(SM000910ROOGGA ........ 910pf- 2% 500v Mica Radial ..........sccsoceee 1.25 
(SM00091 0ROOJGA ......... 91 0pF- 5% 100v Mica Radial ..........csessssoe J5 
(SM00091 0ROOJGA.......... 91 0pF- 5% 500v Mico Radial ..........csssss0 99 
CSMO00980ROOFGA......... 980pF- 1% 500v Mica Radial ...........essso000 1.25 
CSM001 000ROOFBA......... 1,000pF- 1% 50v Mica Radiol cscs. 95 
CSM001000ROOFCA ......... 1,000pF- 1% 100v Mica Radial ................. 1.00 
(SM001000ROOFGA......... 1,000pf- 1% 500v Mica Radiol ................ 1.30 
(SM001 000RO0GGA ........ 1,000pf- 2% 500v Mica Radial ............... 1.20 
(SM001 OOOROOGKA ........ 1,000pF 1Kv 2% Mica Radial ..........ssssscee 3.00 
CSMOOTOOOROOJBA ......... 1,000pF- 5% 50v Mica Radial ...........sssee 67 
(SM001000ROOJCA ......... 1,000pF- 5% 100v Mica Radial .................. J 

CSMOOTOOOROOJEA ......... 1,000pF- 5% 300v Mica Radial ................. J5 


Info/Tech./Intnl: 402-346-4750 
RADIAL oa (i MICAS: 51 Opf - 68000pf sf 


(SMOO11OOROOJCA ...... 1,1 00pf: 5% 100 Mica Radial 
(SMO01100ROOJGA........ 1,1 00pF- 5% 500v Mica Radial. 
(SMOO1 200ROOFGA.......1,200pf- 1% 500v Mica Radial 


(SM001 200RO0GGA......... 1,200pF- 2% 500v Mica Radial ........ 

(SM001200ROOGKA ........ 1,200pF- 5% 1Kv Mica Radial .............0 2.25 
(SM001200ROOJGA ......... 1,200pf- 5% 100v Mica Radial ...........ssse 48 
(SM001200ROOJGA......... 1,200pF- 5% 500v Mica Radial ................ 0 
CSM001 200ROOJKA ......... 1,200pF- 5% Kv Mica Radial... sees 2.25 
(SM001200ROOKCA......... 1,200pf- 10% 100v Mica Radial ........s..se. AQ 
(SM001300RO0GGA ........ 1,300pF- 2% 500v Mica Radial ..........ssne 1.00 
(SM001300ROQJUGA......... 1,300pF- 5% 500v Mica Radial ..............0 86 
(SMO01300ROOKGA ........ 1,300pF- 10% 500v Mica Radial ................ J0 
(SM001420ROOFCA ......... 1,420pF- 1% 100v Mica Radial .............. 1.00 
(SM001420ROOFGA......... 1,420pf 1% 500v Mica Radial .......essseue 1.30 
(SM001500ROO0FGA......... 1,500pF- 1% 500v Mica Radial ............... 1.60 
(SM001500RO0GGA ........ 1,500pF- 2% 500v Mica Radial .......ssssee 1.45 
(SM001500RO0JGA......... 1,500pF- 5% 500v Mica Radial ................. 85 
(SM001 500ROOKGA ........ 1,500pF- 10% 500v Mica Radial ................ 85 
(SM001 500ROOKHA ........ 1,500pF- 10% 600v Mica Radial ................ J5 
(SM001 600ROO0FGA......... 1,600pF- 1% 500v Mica Radial ................. 1.60 
(SM001600RO00G6A ........ 1,600pF- 2% 500v SM Formed Lids ............ 1.35 
(SM001600ROOGKA ........ 1,600pF- 5% 1Kv Mica Radial ................ 3.60 
(SM001600RO0QJGA......... 1,600pF- 5% 500v Mica Radial... 95 
(SM001600ROQJKA ......... 1,600pF- 5% 1Kv Mica Radial .............s 3.60 
(SM001800R00G6A ........ 1,800pF- 2% 500v Mica Radial ................ 2.20 
CSM001800RO0JCA ......... 1,800pf- 5% 100v Mica Radial .............. J0 
(SM001 800ROOJGA......... 1,800pF- 5% S00v Mica Radial ............0. 2.10 
(SM001900ROOFGA......... 1,900pf- 1% 500v Mica Radial ssc 2.20 
(SMO02000ROOFGA......... 2,000pf- 1% 500v Mica Radial .............0e 2.30 
(SMOO2000ROOFKA......... 2,000pF- 1% 1Kv Mica Radial .........sssse 3.45 
(SM002000RO0JGA......... 2,000pF- 5% 500v Mica Radial ................ 1.95 
CSMOO2000ROOKDA ........ 2,000pf- 10% 200v Mica Radial................ 1.45 
(SMO002200ROO0FGA......... 2,200pf- 1% 500v Mica Radial ..............0 2.25 
(SM002200R00G6A ........ 2,200pf- 2% 500v Mica Radial ..........soo 2.10 
(SM002200RO0JGA......... 2,200pf- 5% 500v Mica Radial................. 1.55 
(SMO002200RO0K(A......... 2,200pf- 10% 100v Mica Radial................. 85 
(SMO02200ROOKGA ........ 2,200pF- 10% 500v Mica Radial ............... 1.65 
(SMO002200ROOKHA ........ 2,200pf- 10% 600v Mica Radial.............. 1.60 
(SMO02400ROO0FGA......... 2,400pf- 1% 500v Mica Radial ...............0 275 
CSM002400RO0G6A ........ 2,400pf- 2% 500v Dipped Mica ..............0 2.50 
(CSM002400ROQJGA.......... 2,400pf- 5% 500v Mica Radial ............ 1.65 
(SM002500RO0GGA ........ 2,500pf- 2% 500v Mica Radial .............. 1.80 
(SM002500RO0JGA......... 2,500pf- 5% 500v Mica Radial ............s 1.55 
(SM002560ROO0FGA......... 2,560pf- 1% 500v Mica Radial... ee 2.00 
(SM002700ROOAGA ........ 2,700pF- 10% 500v Mica Radial ............... 1.65 
(SM002700R00GGA ........ 2,7 00pF- 2% 500v Mica Radial... sesso 2.65 
(SM002700RO0JGA......... 2,700pf- 5% 500v Mica Radial ..............0 1.90 
(SM002700ROOKGA ........ 2,7 00pf- 10% 500v Mica Radial ............... 1.65 
(SM002700ROOKHA ........ 2,700pf- 10% 600v Mica Radial ................ 1.65 
(SMO03000ROOGGA ........ 3,000pF- 2% 500v Mica Radial so... 2.50 
CSMO03000RO0JGA......... 3,000pF- 5% 500v Mica Radial DM20 ....... 2.25 
(SMO03200RO0FGA.......... 3,200pf- 1% 500v Mica Radial ...........ss000 3.00 
(SM003200RO0JGA......... 3,200pF- 5% 500v Mica Radial .............00 2.25 
(SMO03300ROOFGA......... 3,300pf- 1% 500v Mica Radial ................. 4.00 
(SM003300RO0JGA......... 3,300pf- 5% 500v Mica Radial ................. 2.30 
CSMOOS300ROOKCA......... 3,300pf- 10% 100v Mica Radial................. 1.80 
(SM003600RO0GGA ........ 3,600pF- 2% 500v Mica Radial ..............0 2.45 
CSMOO3600RO0JGA......... 3,600pF- 5% 500v Mica Radial ............... 2.25 
CSMOO3900ROOFGA......... 3,900pf- 1% 500v Mica Radial .............. 2.65 


(SM003900RO0GKA ........ 3,900pF- 2% 1Kv Mica Radial ...............00 4.25 


ORDERS: 800-244-4567. ae 0 
QUANTITY BUS EAs 


ie? 1 res 1% 500v Mica Radial cscsc 1.10 | 
(SMO01100ROOGGA........ 1,]00pF- 2% 500v Mica Radial «.....0000 1.25 
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seeeeneee 


CSMOOSTOSROOFEA..... 5, 105 1% 300v N : 
(SMOOS454ROOFEA ....... 5,454pF- 1% 300v Mica Radial enon 4. 
(SMOOSGOOROOFGA.......... 5,600pF- 1% 500v Mica Radial .....ccscsee 3.50 
(SMOOS600ROOGEA......... 5,600pf- 2% 300v Mica Radial . ..3.00 
(SMOOS70OROOFGA........ 5,700pF- 1% 500v Mica Radial 
(SM006200ROQJGA......... 6,200pf- 5% 500v Mica Radial . 
(SMOO6B00ROQJGA.......... 6,800pf- 5% 500v Mica Radial 
(SMOO6BOOROOKCA......... 6,800pf 10% 100v Mica Radial ocean 1.85 
(SMOO6800ROOKGA ........ 6,800pf- 10% SOOv Mica Radial .....cnn. 1.85 
(SMOO7400ROOFCA......... 7,400pF> 1% 100v Mica Radial ......c.c. 2.00 
(SMO07500ROOFGA.......... 7,500pF- 1% 500v Mica Radial .....cc-.-... 4.00 
(SMOO8200ROODGA......... 8,200pf- 1% 500v Mica Radial .....:can 3.50 
(SMOO8200ROOGGA......... 8, 200pF- 2% 500v Mica Radial ...c.cscsmn 3.50 
(SMO08200ROQJGA......... 8, 200pf- 5% 500v Mica Radial ......cscc 2.50 
(SMOO8200ROOKCA......... 8, 200pf- 10% 100v Mica Radial .s..c.cac 1.85 
(SMO08200ROOKGA ........ 8,200pf- 10% 50Ov Mica Radial .....ccc 2.50 : 


(SMO08200ROOKHD ........ 8,200pf- 10% 630v Mica Radial .............. 2.35 

(SM0091 00ROQJGA.......... 9,100pf- 5% 500v Mica Radial ........ssssee 2.50 
(SM0091 20ROODGA ........ 9,1 20pf- .25% 500v Mica Radial ............ 6.00 
(SMO10000ROOFEA ......... 10,000pf- 1% 300v Mica Radial............... 2.45 
CSMOTOOOOROOQJEA ......... 10,000pf- 5% 300v Mica Radial ............: 3.25 
(SMO10000RO0JGA......... 10,000pf- 5% 500v Mica Radial............... 4.00 
(SMO10000ROO0KGA ........ 10,000pf- 10% 500v Mica Radial.............. 2.45 

CSMO10000ROOKHA ........ 10,000pf- 10% 600v Mica Radial .............. 2.55 | 
(SMO12000R00GGA ........ 12,000pf- 2% 500v Mica Radial ............. 3.50 
(SM012000RO0QJGA......... 12,000pf- 5% 500v Mica Radial ............0 2.75 


(SM013000RO0FGA.......... 13,000pf- 1% 500v Mica Radial ............. 5.00 
(SMO15000RO0JGA......... 15,000pf- 5% 500v Mica Radial................ 2.65 
(SMO16000ROOFCA ......... 16,000pf- 1% 100v Mica Radial ........... 5.00 
(SM020000R00GGA ........ 20,000pf- 2% 500v Mica Radial.............. 4.50 
(SMO22000ROO0FGA......... 22,000pf- 1% 500v Mica Radial .............- 4.50 
CSMO24000R00JGA......... 24,000pf- 5% 500v Mica Radial................ 5.00 
(SM027000RO00G6A ........ 27,000pf- 2% 500v Mica Radial ............. 3.90 
CSMO30000ROO0FGA......... 30,000pf- 1% 500v Mica Radial .............. 3.90 
(SMO36000RO0JGA......... 36,000pf- 5% 500v Mica Radial ............. 3.75 
(SM047000R00JGA......... 47,000pf- 5% 500v Mica Radial ............. 3.75 
(SMO047000RO0KCA......... 47,000pf- 10% 100v Mica Radial.............. 3.00 
CSMO50000ROOFEA ......... 50,000pf- 1% 300v Mica Radial................ 5.90 
(SM051000R00G6A ........ 51,000pf- 2% 500v Mica Radial .............. 7.00 
CSMOS6000ROQJEA ......... 56,000pf- 5% 300v Mica Radial................. 6.00 
CSMO60000ROOFEA ......... 60,000pf- 1% 300v Mica Radial ............0 6.50 
CSMO68000RO0KCA......... 68,000pf- 10% 100v Mica Radial.............. 2.75 
CSMO68000ROOKFP ......... 68,000pf- 10% 480vac Mico Rad .......... 5.00 
QUANTITIES MAY VARY BASED ON 
VALUE, SIZE AND STYLE. 


QUANTITY DISCOUNTS AVAILABLE. 
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PART NUMBER 


MOO0002ROAPGA .. 
SM000002R20NEA 
000003ROADGA 


(SMOO0003ROAGKA . 
CSMOOO003ROAIGA .. 


SMOOOOO3R3ABEA .. 


“SMOOOOOSRSAFGA.. 
MOOOO04ROAFGA .. 
SMOQ0005ROAKGA 
MOQ0005ROBKGA 
MOOOO05R1ANEA 
SMOQO005R1APGA 
CSMOOO006R8ANEA 
SMOO0008ROAGGA 
SMO00009ROAGGA 
(SMO00009ROAJGA 
CSM00001 0ROAGCA 
SM00001 OROAGGA 
(SM000010ROAJGA 
((SM00001 0ROAKGA 
5M000010ROAPGA 
(CSM00001 0ROBJGA 
(CSM00001 OROBKGA 
00001 0ROCKGA 
(CSM00001 2ROAJGA 
(SM00001 2ROAKEA 
(SM00001 2ROAKGA 
CSM00001 2ROBJGA 
(SM00001 2ROBKGA 
SM00001 2ROGGA 
CSM00001 SROAJEA 
SM00001 5ROAJGA 
SM00001 5ROAKGA 
(SM00001 5ROBJGA 
(SMO00001 5ROBKGA 
(SM00001 SROCGA 
CSM00001 5ROCKGA 
(SM00001 5RODJGA 
(SM00001 5RODKGA 
CSM00001 5ROEJGA 
SM00001 SROFJGA 


(SM00001 5ROGJGA .. 


(SM00001 SROHJGA 
(SM00001 6ROAFEA 


(SM00001 6ROAFGA.. 


(SM00001 6ROAJEA 
(SM00001 6ROAJGA 


(SM000017ROAFGA .. 


(SM00001 8ROAFEA 
(SM00001 8ROAGGA 
(SM000018ROAJGA 
(SM00001 8ROAKGA 
(SM00001 8ROBKGA 
CSM000020RO0GGA 
CSM000020ROAGCA 
CSM000020ROAJGA 
CSMO00020ROAKGA 
CSM000020ROBJGA 
CSM000020ROCGA 
(SM000020RODJGA 
CSMO00020ROEJGA 
(SM000020ROFJGA 


CM20 / CM25 


CM15 


cM40. 


AXIAL MOLDED MICAS SHOWN NOT ACTUAL SIZE 


CM REFERENCE # 
es sin 5£020D03 


CM15FO806N3 ... 


(M15B180K 
eee 80K 


VALUE/RATING 


VOLTS 


e-mail: ‘grinnell@surplussales. com 


a 


Fax: 402-346-2939 187. 


eleyV hehe dm $10-$24-10%  $25-$99- 15% 
PI RLOO)E) eM $100-$249-20%  $250+- 25% 


402C11V65 


CM30- "CM35 


PART NUMBER CM REFERENCE # VALUE/RATING VOLTS PRICE 
CSMOO0022ROAIGA .........ecceeens (M15B220) 
CSMOD0022ROAKGA ...........sese CM15B220K 
CSMO00022ROBIGA .......... seen (M15(D220)N3 
CSMO00022ROCIGA ..............s00 (M15(220) 
CSMOO0022RODIGA ...........eseee (M15E220) 
(SM000022ROEJGA (M20D220) 
CSMO00024ROAGBA .. (M15E2406 
(SM000024ROMGA ... (M15(D240J 
(SM000024ROBJGA (M15(240) .... 
CSM000024ROCGA ..........ooeesee (M15E240J 
CSM000027ROAFGA ............0.see (M19(270F 
CSM000027ROAGGA ................. (M15E2706 
CSM000027ROMIGA ........eessssson (M15E270J0 
CSMO00027ROAKCA .........cssesoee CMI9FIO2K 
CSMOO0027ROAKGA ..........ssos0 (M15B270K 
CSMOQ0027ROBIGA .............s00+ (M15(270) 
CSMO00027ROBKGA .............00 (M15(270K 
CSMO00027ROCGA .............c.0+ (M15E270J 
CSMOOO030ROAFGA ........s..ssceee CM15E300F 
CSMOO0030ROAGGA ................. CM15ED3006P3 


CSMOOO030ROAIGA oo... eessssssee CM15(300J 
(SMOO0030ROBGGA ................. (M15E3006 
CSM000030ROBJGA (M15N300J 
(CSM000030ROCGA 


(SM000031 ROAJGA (M15(D310JN3 
(SMO00033ROAGGA CM15ED330603 
CSMOO0033ROAIGA .........soseseee (M15(D330J03 
CSMOOO033ROAPGA ..............0 CMIUSESSOD eer eee nes 
CSMOOOO33ROBIGA ...............00 CM SG30I eas 
CSMOO0033ROCIGA .........o..00-- CM15ED330JN3 
CSMOOO033RODIGA .......sso..se0e CAL SESOOE ri cteee 
CSMOOO035ROAJEA ........sssssssee CM15(350JN3 
CSMOO0035ROAIGA on... .sssssosen i 1, Re peebesconas beater 
CSMOQ0036ROAGCA ose (M20(360JM3 
CSMOO0036ROAGGA ............0000 GMISD360GHeE eo nc-s 


CSMOOOOS6ROAIGA ..............000 (M15B360JN3 
(SMO00036ROBGGA ................. CMI SESb0 Geer rece 
CSMOQOO36ROBIGA ...........essee CISCO 2 
CSMOO0036ROCGA ........ssossesee CHISESOOF ee rseccce: 
CSMOQ0038ROAJGA 

(SMO00038ROAKGA 

(SM000039RO0JKA 

CSMO00039ROAGGA 

CSMO00039ROAIGA 

CSMO00039ROAKGA 

CSMOOO039ROBIGA .......asessssen AMISCOIO cece 
(SMOO0039ROCGA .............0000 CMT SD 390) eittes-tererssoet: 
CSMOOOOS9RODIGA .............000 MIMI SE DO OMe ertcetccratrer 
CSMOQOO4OROAJGA .............0000 CONT SES00) ese ee 
(SMO00043ROAGGA ................. CMT 5SD430GN3 ......... esses 
CSMOOO043ROAIGA .........esssecee CM15CH430) es eeeccsccsssssee 
(SM000043ROBGGA (M15ED430603 


CSM000043RO0BJGA CM15ED430JN3 


CSMO00043ROCGGA ....... eee CM1S9306 eee transite 
CSMOQ0043ROCGA .........eoeeeeee CSS SON ere ssetecconeeseee 
(SM000047ROAGCA (M15(470JM3 
(SM000047ROAGGA CM15ED4706P3 
(CSM000047ROAJGA (M15B470) ........ 
(SM000047ROAKGA CMISB470K pee ate. 
CSM000047ROAPGA ................. CUTSES ZOE center 
(SM000047ROBGGA ..............0: ONSEN OG cerca 
CSMO00047ROBIGA ............sssee CMT SED 470) os. esssessssssssssoe 
CSM000047ROBKGA ................ CM20B470K ......sessssssssssss00 
CSMOQ0047ROCGA ......csessscsee CMUSEAIO es 
CSMOQO047RODIGA osc CM15FD470JN3 
CSM000047ROEJGA .................. (CM2004705 .......eessssssssssssee 
CSMOOOOSOROAFGA................. CONT SESOUE Seceeerc cee: 
CSMOQQ050ROAIGA ........sssssosss CM15ED500JN3 
CSMOOOOSOROAJKA .............00 CM20ES00F ne 
CSMOODOSOROAKGA ........scssesee A SES OOK es tecsccsonees 


CSMOQOO50ROBIGA 0... COAT SESO0F eee cepeccctecs 


DRS eS Od eae Sa | 
os 


se escent Sales Info/Tech./Intn: 402-346-4750 
AXIAL MOLDED MICAS: 50pf - 220pf 


seeneeeereeecceeee MIE IRU DE UIING oo ccceee 


(SMOOO0SSROAFGA ccc —oeeeceesesescerne : any 
CSMOOOOSEROAGGA ....ensccseee CMT 5FDS60GP3 nea... 56DF> 2%... 5 .. 50 | CSM000120ROAGEA..... 


(SM000056ROCGA = SR Ae eae. 2h cad (SM000120ROBJGA..... 
CSMOO0056RODJGA ................. CMI 5FD560JN3 .......... oe... EE prediat tt he bein we 2 (SM0001 20ROBKGA .... 


CSMO00058ROAKGA CM20B580K ........eeeeeenseeee - 10%. GSM0001 20ROCGA .........-.seeee (MISE 
CSMO00060ROAJGA (M1 5F600J ..... F- 5% . . 
CSMQ00062ROAGGEA ................ CM15(D62603 


(SM000062ROAIGA .... pA MLSEORO) «DI ee woe D00V .. oe A. : 
(SM000062ROBGGA OM SE6206 oes ne. 1 Yee Sak od : (SM000) 30ROAGCA .... 

CSMO00062ROBIGA ..........sesseee CMT SFDB20IN3 .....ssssee 62pF- SNiy.ceeetsss ; CSM0001 3OROAGDA 2... esses (M2001 31G csscsscnseccseeeene 
CSMOOQOGBROAGGA on. asseses — soveeeseeeenseeeqereennsernseeene GBF 290 ncnscterniescectersseom ' CSM000130ROAGGA ..........-.e. 

CSMOQ006BROAIGA .... noses wi 5E0680i0 SO OR : - MI5C3 
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CSMOO2000ROCIGA ........ seen CMB0ED202IN3 oo. ..sssseseneee 2,000pF -5% (SM007 500ROBJGA 

CSMOO2000RODIGA essen CMSOEZO2 2,000pF -5% (SM007500ROCIGA 

CSMOO2000ROEIGA os .esssssssee CM30F202IN3 ......sscseesceesee 2,000pF -5% CSM008200ROAFGA.. 

CSMOO2200ROAGGA ..........esseee (M20EC222608 ........ sss. cre Lb (SM008200ROAGGA 

CSMOO2200ROAIGA ........ssseseeee (M30DD222JN3 ; CSM008200ROAJGA 

(SMO02200ROAKGA (M30DD222k ........ : 10%... a 2. (SM008200ROBJGA 


(SM002200ROBGGA .... ... CM30F2226P3 ....... es - d (SM008200ROCGA 

(SM002200ROBJGA .»» (M30FD222JN3 : é (SM0091 OOROAGEA 

(SM002200ROBKGA CMSSB 222K ect cs 2,200pF - Oey EE ces 50Oy. .Asil eee 2.75 (SM0091 00ROAJEA 

(SMOO2400ROADGA ............... CM 3002420 2 tRNA ane DAQOPE -1%6 ..essssscsseeeeeesessee 500y.... ce eta 4.50 (SM0091 00ROAJGA 

CSMOO2400ROAFGA ...........scsese CN35E242F ce ene, 2AM F al Ae. SOQV. ertaoeen 5.00 (SM0091 0OROBJEA 

CSMOO2400ROAGEA .........sesesen CM20EC242603 .......sssssseee LADUE 2 cic sceessccpocee OW oe 1.50 (SMO10000ROAGEA 

CSMOO2400ROAGGA ..........ssen CM30D242G ...... .eesesescscseee AOU RE LR ocersccsces sores SOW co 4.00 (SMO10000ROAJGA 

(SMOO2400ROAIGA 00... cescsssson CA20E2420 aes: DAQOPE = 5% -aasssanscssccsseeeeeene S00¥. cc 3.50 CSMOTOOOOROAKEA on CMBOBTO3K nn cessseeeee 

CSM002400ROBGGA ................. (M30ED242603 ................ DADOPE -2% ..essreseeeeeseseesssne 500v.,.. ane re 4.00 CSMO10000ROAMGA ............000 CMSOCTOSS eee sce 10,000pF 20% 
CSMOO2400ROBIGA ..........sssssee (M30D242) ........ssssscsssseesen ZAOO ph 'SH.Lecrscscscocteseccore 500v.... aa See Ee 3.75 CSMOTO000ROBJGA ...........sscse CM35FC103J03 .....csssssssssee TO,OQOpF 5%... ceeccseceeeceeee 
(SMO02500ROAGGA ............... CM300252G ......-sscseseseseree 7B | yy, Jc S00Y Grunt 4.00 CSMO1O000ROBKEA................ CM35(DIO3K .........scsseceeeee 10,000pF 10% 
CSMOOZS00ROAMGA .........ssss0e CM30B252M ..ssssssccsseseseseee 2,S0OPF- 20% ....sessseeesereesnee SOV ic cra ee 3.25 CSMOTTOOOROAFDA .......esssssse 402C11V65 

CSMOO27OOROAFGA ........sssssscee CMZ0F 27 2B ccc cscs CLOUD Ure ce DOOV sc ik oa 4.00 CSMOTTOQQROBFDA ............sssce 402C10V64 

(SMOO2700ROAGGA os scssee CM30ED272G03 sess DOOD E: DH inosine BOY ccs 4.00 (SM01 2000ROAFEA - 

(SMO002700ROBFGA................... (CM30ED272F03 ................. 2,00pR=1% ele SOOV... Rasta 4.50 CSMO1 5000ROAGEA... 

(SM002700ROBGGA ................ CM30FD27 2)P3 ......sssssssesess 2,700pF- 2% CSMO1 6800ROAGBA 

CSMOO3000ROAFGA ..............00 CM30ED302F03 ................. 3,000pF- 1% 

CSMOOSQOOROAGCA ..........csce CM20E302GM3 .........ssseceeeee 3,000pF- 2% EE LETTERS A EE BL Oe LS 
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CK15, CK16, Etc... 


2 letter voltage 


ae code 
_ CFD-002700ROCADA 
: a , 2nd suffix letter 
Our in-house prefix _ ‘sequencial 
| Capacitor Ceramic: 1st suffix letter see 


DESCRIPTION CASE STYLE PRICE 


CFD-MCO-15 .....scscssssreseeeeseess ~ 15pf 500v molded Axial Ceramic..........sssssssesssesee LE.) es natal 50 
CED-QCOTBMED ooscsecssscssecneee «TBpF 500 Molded Axial 5% .....sestessssessecusesenee ee 50 
CFD-JM110-.22....... . 22pf 500v Molded Axial NPO 5% ao : 
CFDOOOQQORSEACA 0... esse var 100v Dip Monolythic NPO ............0. E : 
CFDOOOOOORSFAGA ................ 5pt 500v NPO +-.25pF Doghone ............. F 
CFDOOOOOORGEACA................. 5bpf 100v Dip Monalythic WFO kao stsssect E 
CFDOOOODOR7EACA...........csec0 .69pf 100v Dip Momolythic NPO ......sessscssesssnseessee E 

CFDOQOOOTROABBA .....ccooo.-.. Ipf 25% SOv Ceramic Disc NPO .......sessssssessnssesesesn A 

CFDO00001 ROACBA ............... Lpf 25% 50v Ceramic Dist .....ssssscsssesesssseeenseesnnees A : 
CFDOQODOTROADOA ......sess.0.0 Ipf 25% 100v Ceramic Disc NPO .........ssssssssenssssseen A : 
CFDO00001 ROBACA ............... T.OPF 10% 100v CKOS Monolythic .......sccsoccsecssssesee B 
CFDOO0001ROBGDA ............... Ipf 10% 200v CKO5 Monolythic .........sssssosecsssseseees B ; 
CFD000001RODFCA ................ 1.Opf 100v CK12 Ax Momolythic 10% .........sccssssseeee D 
CFDOQ0001 ROEACA ...........0.000 Ipf 100v Dip Monolythic NPO .......ssosscsessssssssessensee E : 
CFDO00001ROEEDA ................ Ipf 25% 200v Dip Momolythic NPO .......scscsssessnsee E : 
CFD000001ROFAGA ................ 1pF 2% 500v NPO TempC Dogbone ...........sssssssssse F : 
CFDOOOOOTROFBGA .........000000 IpF 2% 500v 750ppm Dogbore ...... F ‘ 
CFDO00001R2BADA................ 1.2Pf 10% 200v CKO5 Monolythic B 
CFDOOOOOIR2DBCA................. 1.2PF 10% 100v CK12 Ax Monolythic .........-csssssseees D ; 
CFDOOOOOTRZEACA........s.o0.000 1.2pf 10% 100v Dip Monolythic NPO...........sssssessns E : 
CFDOO0001R3BADA................ 1.3pf 10% 200v CKOS Monolythic .........secossesesssssee B 
CFDOO0001 RSDBQA................ 1.5pf 100v CK12 Axial Monolythic 10% .....sssssesssoe D 
CFDOOQO0IRSEBCA................. 1.5pf 25% 100v Dip Monolythic NPO...............sssseees E 
CFDOOOOOTRSECCA............ss0 1.5pf 10% 100v Dip Monolythic NPO ........sssssssesse E 
CFDOQQ001RSFAGA ............... L.5pF 500v NPO 5% Doghome .........ssssseesssssseees bia ae mee ae 1.00 
CFDOO0001 RSFBGA ............00 L.5pF 500v NPO 2% Dogbone .........sssssssaseesseeen F oie hee 1.40 
CFDOO0001REDACA................. 1.8pf 100v CK12 Ax Monolythic 10% .....esssssscesnsscees HERS ere 40 
CFDO00002ROAABA pF 10% S0v Ceramic Disc NPO .......ssssssssssssssssseeseee Aen 65 
CFD000002ROABOA wwe DpF 10% 2kv Disc Flat Lead NPO ........ssssssseessnsessees |S ts bore earn 1.25 
CFD000002ROACRA 2p 10% Skv Axial Ceramic Disc NPO.........sscsssssseeee Ai ee ea: 5.00 
CFDOOQ002ROBADA............... 2.0pF 5% 200v CKOS Monolythic .....sseessssssesnsseeen Bids pee ee A5 
CFDOQOOO2ROEACA............0.0. 2.0pF 5% 100v Dip Monolythic NPO ..........scssssseeese Boesch ietetstertonss 40 
CFDQQQOO2ROFAGA ................ 2pF 500v NPO 5% Ceramic Doghone ............ssssceem Poe 1.00 
CFDOOOOO2ROFBGA ............... Apf 2% 500v 750 ppm Doghone ........csosecessssessnneeee F scccendeeocsauk 80 
CFDOOOOO2ROFCGA ............000 2pF 10% 500vNPO Dogbone ........sssssosssscseceeseeeees Frases teaee eres 90 
CFDO00002ROFDGA................ Apf 2% 500v NPO Ceramic Dogbone ..............ssssssse hessinterrneee 1.50 
CFDOOO002R2DACA................ 2.2pf 100v CK12 Axial Monolythic 10% .......sssosesss ie RS ed Sa 40 
CFDOOOQO2R2EACA...........cs.0e 2.2pF 5% 100v Dip Monolythic NPO ......sessessessse ES oe 35 
CFDOQQOO2ZRSAAC ..............0 2.5pf 5% 150v 30ppm Monolythic Dip ...........-sssssss Ae I5 
CFDOOQ002R7BADA.............0 2.7 pF 5% 200v CKOS Monolythic ......ssoosscssssesesssees Bicsnbeinecaion 50 
CFDOQ0002R7DBC................ 2.7 pf 100v CK12 Axial Momolythic 10% ....ssssecssssees D ; 
CFDOQQOOSROAACA ............000 3pf 100v NPO Ceramic Disc +-.257 .....ssssssssssseeseen A 

CFDOO0003ROACOA ................ 3pf 10% 2kv Disc Axial HiQ NPO ..........ecesesssesessssee A 
CFDOOOO03ROBADA............... Spf 20% 200v CKOS Monolythic ......sscscssssseesnseesen B 
CFDOOODOSRODBCA............... 3.0pf 100v CK12 Axial Monolythic 10% ........sessoseen D 

CFDOQQQO3ROFAGA ............. Spt 2% 500v NPO Ceramic Dogbone ...........essnsseses F 
CFDOOO003R3DACA................ 3.3pf 100v CK12 Axial Momolythic 10% ......sssscessesee D 
CFDOQQOO3R3EACA................. 3.3pf 5% 100v Dip Monolythic NPO.......osssccssssee E 
CFDOOOOO3ROBADA.............:+ 3.6pf 3% 200v CKO5 Monolythic ......s..sssssseesnseeeen B 

CFDODOO0SROAACA .............. B.9pt VOOv NPO Disc +-.25% ......ssssorsscsessssseeessse A 

CFDOQOOO3RODACA ........sssseee 3.9pf 100v CK12 Axial Monolythic 10% .......sssocsenee D 

CFDOQQOOSR9DAKA .............0 3.9 pF 1000v Molded Axial Ceramic ........o.csesssesen D 
CFDOOO003R9EACA................ 3.9pf 5% 100v Dip Monolythic NPO ..........ssssccesse E 

CFDOOOQO4ROAAGA .............000 Apf 500v NPO Ceramic Disc +-.257%0 ..essesssssssscseeseeee A 

CFDOOO004ROFAGA wees 4pf 5% 500v NPO Ceramic Dogbone ........-.sssssessesee F 

CFDOO0004R3BADA veee 4.3pF 200v CKO5S Monolythic +-.5% ...sccsosseecsnsseeeens B 

CFDOQOOO4R7BACA .........ss.one 4.7pf 10% 100v CKO5 Monolythic ss... B 
CFDOOOQO4R7EACA...........sses 4,7pt 5% 100v Dip Monolythic NPO E 
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B: CK05-MONOLYTHIC (3/16”) 


E: MONOLYTHIC DIP: CK12, CK13, CK14, 
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C: CK06-MONO (9/32”) 


F: DOG BONE 


Fax: 402-346-2939 191 


Ceramic Capacitor A: DISC 

Ceramic Capacitor B: CKO5-MONOLYTHIC 

Ceramic Capacitor C: CK0O6-MONO 

Ceramic Capacitor D: AXIAL MONOLYTHIC 

Ceramic Capacitor E: MONOLYTHIC DIP 

Ceramic Capacitor F: DOG BONE 
CFDOOOO04R7FAGA ............... 4.7 pf 2% 500v -60ppm Doghone ..........s-sscsssseeee FE sccssciter tee 1.85 
CFDOQOQ05ROAACA ................ Spf 100v NPO Ceramic Disc +-.25% ....sssssssosssssesesee A ; 
CFDOOOOOSROABKA ..........sses Spf VkV 20% Ceramic Disc .......ssssssseessseeessssrseessn A : 
CFDOOOOOSRODACA ............... Spf 10% 100v CK12 Ax Morolythic ..........ssccssseeeeen D ‘ 
CFDOOOOOSROFACA .......sssosss00 Spf 5% 100v NPO Ceramic Dogbome ............sorsssse F : 
CFDOQQOO5ROFAGA ........ssssse0s Spf 5% 500v NPO Ceramic Dogbone ...........ssssssseee F 
CFDOOOOO5SROFBGA ................ Spf 10% 500v -750ppm Dogbore ..........ssesssseeeesee F 
CFDOQQOO5RIBADA .............00 5. [pf 10% 200v CKO Monolythic ..........cssssssssesssen B 
CFDOQQOOSRIDACA .............00 5.1pf 100v CK12 Ax Monolythic 10% ....s.sssccesssssssee D I 
CFDOOOO05ROAACA ............0005 5.6pf 100v Ceramic Disc NPO ..........ssssssssssssseeecesees A 
CFDOOOOOSROBADA................ 5.6pf 10% 200v CKOS Monolythic .......sossecesssoeesenn B : 
CFDOOOOO5RODBCA................ 6.2pf 100v CK12 Ax Monolythhic 10% ......ssssssosssesseee D : 
CFDOQQQO5ROEACA................. 5.6pf 10% 100v Dip Monolythic NPO .............:sceesee E 
CFDOQQOOSRBAACA ...........0.00 5.Bpf 100v Ceramic Disc NPO ........:...sssssssssseesereeee A ; 
CFDOQOOO5R9DAKA................ 5.9 pF 1000v Mold Axial Ceramic ..............ssesessssesse D 
CFDOOOQO6ROFACA................. GpF 5% 100v -470ppm Dogbore ........esssssseeseesnee F ( 
CFDOOOOO6ROFAGA ................ 6pf 5% 500v-470ppm Doghome .........sreccsssseeenee F 
CFDOQQOO6R2BADA................ 6.2pf 2% 200v CKO5S Monolythic .........ssscsssseceeesssen B : 
CFDOO0006R2DBCA............... 6.2pf 100v CK12 Ax Momolythic 10% .......sscsssseeeses D ; 
CFDOQOOO6RBABBA................. 6.BpF 10% 50v Ceramic Dist ...........cssseeessssssessnseeee A ; 
CFDOOOQO6RBACBA ................ 6.8pF 10% 50v Ceram Disc NPO ..........-cssssesssessseseeess A : 
CFDOQOO06RBADCA ................ 6.8pF 10% 100v Ceramic Disc NPO ...........cccseseeesseen A 
CFDOOOQQ6RBAEKA ................ 6.BpF 109% Tkv Ceramic Disc ....sssosssssssseeesssevsssensnsene A 
CFDOQQQO6RBBADA................ 6.8pF 10% 200v CKO5S Monolythic ........sssssscessssseees B : 
CFDOQQQ06REDACA ................ 6.8pFf 100v CK12 Ax Monolythic 10% ......essssseeeeesues D ' 
CFDOQQQO6RBEACA...............0 6.8pf 10% 100v Dip Monolythic NPO ..........sssssseese E 
CFDOQQOO7ROEADA ................ Tpf 10% 200v Dip Monolythic NPO .........sssssscesssesess E 
CFDOOOOO7ROFAGA ........ssss000 Tpf 10% 500v -330ppm Doghone \.......-.cssrsseesssseee F : 
CFDOQO007ROFBGA ................ 7pf.5% 500v NPO Cer. Do eee ae F 
CFDOQQOO7RSDACA ............00. 7.5pf 100v CK12 Ax Monaythic ON ce D ; 
CFDOOOOO7RSDAKA ...........0000 7.5 pF 1000v Molded Axial Ceramic .......s.ssssssssesee D 
CFDOQOOO7RSEACA..........sos000 7.5pf 10% 100v Dip Monolythic NPO ............:sscsssses E ; 
CFDOQQOOBROEACA............-+.0 BpF 10% 100v Dip Monolythic NPO.......sssssccsssseseees Eocene 35 
CFDQQQQOBROFAGA ................ Bpt 12% 500v NPO Ceramic Dogbone .........snsscesee Be RS Ee 85 
CFDOOOOOB8ROFBGA ................ BpF 2% 500v NPO Doghore .......ssssecsssssscesessseteens B csccsaebec ious govtuaneeece 1.25 
CFDOOO008ROFCGA ............... BpF .25% 500v N150 Dogbone ...........sscesscecsenssceeee Bcc eneenes 1.25 
CFDOOO008R2BADA.............0 8.2pF 10% 200v CKOS Monolythic ........ssocsessnseeeeen B ssaraim dtsbteensep veo 40 
CFDOOOOO8R2BBDA.............. B.2pF +-.25pF 200v CKO5S Monolythic ........ssssseceee Pere 50 
CFDOQOO08R2DACA................ 8.2pf 100v CK12 Ax Monolythic 10% .....sssssvseecsesens Ds scat eee 40 
CFDOQQQO8R2EACA................. 8.2pf 100v Dip Monolythic NPO ..........sssssssosseeeeses B cssecectieraseunune J5 
CFDOQQOO9ROFAGA ..............-» QoF 1% SOOVNPO Dogbore .............csssssssseeeeeuen FE ccna 1.50 
CFDOOQO009ROFBGA ............... QpF 5% 500v NPO Doghome ............sssssssssseeeesesen FvcisasisdbeesciestSeestoso 1.00 
CFDOOQOO9RTAACA ............00.. Q.1pf NPO 100v Ceramic Dist .........cssssssssssseeeseeesee A ssccisbeteeniivaes 35 
CFDOOQO09RIBADA............... 9.1pf 5% 200v CKO5 Momolythic ...........csssssssseeseen B cua annie 65 
CFDOQOOTOROAABA .............0+. TOpf 5% 50v Ceramic Disc NPO ...........s::ssssssesesereeeee Ais Bees ete 30 
CFDO0001 0ROAAGA................ LOpf 500v Ceramic Disc NPO ........sessssssesssesesesssesen W sckiese cdacoiece 80 
CFD00001 OROAAKA ...........2.... 1Opf 10% Vkv Ceramic Disc N1500 ............::c08 B scarce nos 30 
(FD00001 0ROABBA wees TOpF 5% 50v Ceramic Disc .........cssccsssseseesesennssesseen A scincschinsl actrees 20 
CFD00001 0ROACBA wees VOpF 10% 50v Ceramic Disc .......csccsecsessseeseeseeseeseeee A gusichtneee av emees 7 
CFDOQQOTOROACCA ............... TOpf 5% 100v Ceramic Disc ...........sscessssssseseessensseee | ems EA OL 30 
CFD000010ROADOA ............... 1Opf 20% 2kv Ceramic Disc NPO ..........scsecsessseseeeeee ORE rs eet AP 1.50 
CFD00001 0ROAEOA ................ 1Opf 10% 2kv Ceramic Disc NPO .......soscsssssescesesns Wimiscs Son ee 1.90 
CFDOOOOT OROAFPA...........+000+ LOpf 20% Sky Ceramic Dist ..........ssscsssssseseesenssnnee W isjeres initiate ashen 1.70 
CFDO0001 0ROBGDA ............... TOpf 5% 200v CKOS Monolythic ........scsssssecsessnessse pats Eee AL es 50 
CFDOOO01OROBHDA ...........000 VOpF 10% 200v CKOS Momolythic .......sssceecsssssseeeu B ces Ain Seliatelods 40 
CFDOO001 OROBJDA ............... TOpf 1% 200v CKOS Monolythic ........csssoessesnssseeeen ) Pee SUR 60 
CFD00001 0RODACA................. 1Opf 5% 100v CK12 Momolythic .......sssecsssssseesesnse | am PEALE 30 
CFDOO0010RODAGA ............... 10pf 5% 500v 2200ppm Axial Ceramic ...........-s0 1 RING Sn ee 85 
CFDOOOOTORODICA ...........00000 TOpf 10% 100v CK12 Monolythic ........ssossesensesseeen | any SE ROE ACA, 30 
CFDOQOO1 OROEJCA ............... 1Opf 5% 100v Dip Momolythic NPO ............-sessssesee E smiasie eects ake: 59 


>. “ooo we be 
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Ceramic Capacitors: 10pf - 100pf QUANTITY DISC 205. 
¢ 7 sveescesseene SPE 10% 200v CKOS Monobythic ..cssssnscccsscssnsen 
FART NUMBER DESCRIPTION CSESTVLE aS | ceoo00033RopAck 33pf 100v CK12 Axial heh ss 
CFDOOOOTOROEKCA ................ 1Opf 10% 100v Dip Monolythic NPO ...stntrtsmeretr E sesorese me 500v -750p be ee 
CFDOOOOTOROFACA.............. .. 10pf 5% 100v NPO Ceramic Dogbone ; 
CFD00001 OROFAGA .............. 1Opf 5% 500v -750ppm Dogbone ..... DOOVSE 
CFD000010ROFBGA............... 1Opf 5% 500v NPO Ceramic Dogbone....eccicnewnee F stsmanennernrenen 1.00 | CEDOOOO3OROFBGA ...ccnconen 36pF 5% 500v -15 wm Dogbone . 
CFDO0001 0ROFCGA ............... 1Opf +.25pf 500v -330ppm Dogbone .........sseccssese Paee dal CFDO00036ROFDGA . 36pf 5% 500v NPO Ceramic Dogbone 
CFD000010ROFDGA............... TOpf 5% 500v -150ppm Doghone .....s..sscsessssssesnee Fc admeactonteee J5 CFDOOOO36ROFEGA ............... 36pf 2% 500v -330 Ceramic Doghone .... 
CFDOQOOTOROFEGA ............00- TOpf 1% 500v -160ppm Dogbome ........sessossesereeeeene ve 4 _ [D000039R0, 39pf 5% 100v Ceramic Disc NPO 
CFDO0001 TROFAGA ................ 11 pf 2% 500v -750ppm Dogbone .... 1.00 | CFDOO0039ROABC 9pf 5% 100v Ceramic Dise 
CFDOO001 2ROAACA .......ssssone 12pf 5% 100v Ceramic Disc NPO ........ oo (€FD000039 ; . 39pf 5% 200v hi 
CFD00001 2ROAAGA vos LEE 500v NPD CoromicBist cA ve. AGA esseneeeeee 39pF 2% 500v -220p ybone 
CFD00001 2ROAAKA .............00 T2pF kV NPO Ceramic Disc ......sscsossssssessssseccssee A 30 =| ©CFDOOO039ROFBGA ................ 39pf 2% 500v -330ppm Dogbone A Re ts 
CFDO0001 2ROBCDA................ T2pf 5% 200v CKO5 Monolythic ......sosssccssscssessnne Feces Tea 40 CFDOOO039ROFCGA ............... 39pf 2% 500v NPO Dogbone ....... ea 
CFD00001 2ROBDDA ................ T2pf 1% 200v CKOS Monolythic ......ssssccsosseseseseesne Pe ee 60 CFD000043ROBADA .  A3pf 5% 200v CKO5 Monolythic 
CFDO0001 2RODAKA............... 12 pF 100Qv Mold Axial Ceramic ...........-scsscsososeseee Da 85 CFDO00043RODBCA 3pf 5% 100v CK12 Axial Monolythic 
CFD00001 2RODBCA................. 12pf 10% 100v CK12 Axial Monolythic ......soscsorn De 30 CFDOOO043ROECCA .. 43pf 100v Dipped Monolythic 
CFD00001 2RODFCA ............... 12pf 10% 100v CK12 Monolythic 30ppm ....sossseee Ds 35 CFDOO0043ROFAGA . . 43pf 2% 500v -220ppm Dogbone 
CFD00001 2ROEECA................. 12pf 10% 100v Dip Monolythic NPO ......essssssssssseen pe ins ae, 95 CFDOOOO43ROFBGA ...........0.00 43pf 2% 500v -30ppm Dogbone ...... h 
CFDO0001 2ROFABA................. 12pf 5% 50v NPO Mini Dogbome ...css.sscocsssnssecnee rasa. cabcentaaee ys 50 CFD000047ROAACA 47pf 5% 100v Ceramic Disc NPO ........... 80 
CFD00001 2ROFAGA ............... 12pf 10% 500v NPO Dogbone F CFD000047ROAAJF 47pf 2% 750v Axial Ceramic N750.............. 
CFD00001 2ROFBGA ............... T2pf 5% S00v NPO Dogbome .....cosssseossssnseeenee F : CFDOOOO47ROAAKA ........sssonee AZ pF Vkv Ceramic Disc .....scesseenseeeeseeveseoe 
CFD000013ROBADA................ 13pf 1% 200v CKO5 Monolythic B ; CFD000047ROBBDA AT pf 5% 200v CKO5 Monolythic ..-cecsosnseresnternsnaree 
CFDO0001 SROAACA ....... soso 15pf 5% 100v Ceramic Disc............ A : CFDO00047ROBDDA .............. AT pF 10% 200v CKOS Monolythic ....csosssnsece D 
CFDO0001 SROAAKA .............. T5pF TV 5% NPO Ceramic Disc ....ssssssscssssssseceesesee A ; CFDO00047RODECA ............... AT7pf 20% 100v CK12 Axial Monolythic .........sss.se0 Di 5 
CFD00001 SROAAPA ............. 15pF 3kV 5% NPO Ceramic Disc A ; CFDO00047RODFCA ............... 47 pF 10% 100v CK12 Axial Monolythic......scssone D ois neon 30 
CFD00001 5ROBBDA................. 15pF 1% 200v CKOS Monolythic ...........-sesescsescccssee B . CFD000047ROEGCA ................ 4T7pf 10% 100v Dip Monolythic NPO ........-.ssccsscsoce E J 
CFDO0001 SRODCCA sss. T5pf 10% 100v CK12 Axial Monod .....ssssssssncsecne D CFDO00047ROEHCA ............... 47 pf 5% 100v Dip Monolythic NPO .....sssssssoocsenee E sone 
CFDO0001 SROEDCA ................ T5pf 5% 100v Dip Mono NPO .aac...ssesossscsssssecenenrsee E : CFDOOO047ROFAGA ........csesen AT pf 1% S00v NPO Dogbome ...cscscsessestsssenesneee F 
CFDO0001 SROFAGA .............. T5pf 5% 500v NPO Dogbome ..s.ssscsssssssosecersesnne F : CFDOOO047ROFBGA .......s.sen. AT pf 2% 500v NPO Dogbone ceccsssssscsssnsseeetoven E.. 
CFD000015ROFBGA ................ [Spf 5% 500v -330ppm Doghone ........ssc.ssssceseeen F 4 CFDO00047ROFCGA ................ AT pf 5% 500v -750ppm Doghone .....ssosssssessssssee F 
CFD00001 8ROBADA..............0.. 18pf 1% 200v CKOS Monolythic .....s.scsccsocscesneesesee B 4 CFD000047ROFDGA................ 47pf 1% 500v -150ppm Dogbone F 
CFD00001 8ROEACA ................ 18pf 5% 100v Dipped Monolythic NPO .........sscosseem E : CFDOO0050ROAAKA 50pf 20% Ikv Ceramic Disc....... in Ao 
CFDO0001 8ROFAGA ................ 18pF 5% 500v NPO Doghome ......sesovcsccccsssocccceresasses F : CFDOOO050ROAASA 5OpF 10% Gky Ceramic Dist ....ssssssssorsesneocenssecsseree A 
CFD000018ROFBGA ............... 18pF 5% 500v -750ppm Doghone ........scsosssenesesnn F CFDOOOOSOROABCA 5Opf 5% 100v Axial Ceramic NBQO oe. ssesonssssesennsee A son 
CFDO00018ROFCGA ............... 18pf 2% 500v -470ppm Dogbone F 4 CFDOO0050ROACGA 50pf 2% 500v Axial Ceramic N600 ........sscsssccnneee A 
CFDOO0020ROAACA ................ 20pf 5% 100v Ceramic Disc NPO ......... A : CFDOOOOS5OROBACA ................ 50pF 10% 100v CKOS Monolythic ........ccccscssccsneee B 
CFDOOOO20ROABGA ............... 20pf 1% 500v Ceramic Axial NPO A P CFDOOOO50ROFAKA ............... 50pf 1% Tkv N750 Ceramic Dogbone .........cscese F 
CFDOO0020ROACKA ss... 2OpF VkV 5% Ceramic Disc N1500 ........csscssssssseeeeee A ‘ CFDOOOO5TROBADA ........scse. ST pf 5% 200v CKO5 Monolythic ....ecssssssssessnsere B ssoe 
CFDOO0020ROBADA................. 20pf 5% 200v CKOS Monolythic ........cccsccsesseseessee B : CFDO00051 ROFABA................. 51 pf 5% SOv NPO Mini Dogbone .......scssssosecorsceee F soos 
CFDOOO020ROBCDA................ 20pf 5% 200v CKOS Monolythic .......sccscsscososeseeeee B CFDOOOOSIROFAGA ..............0 51 pf 1% S00v -330ppm Dogbone ...s.cssscsssnsscsenseee F 
CFDOOO020RODACA ................ 20pf 5% 100v CK12 Axial Monolythic ........c......... D ‘ CFDOOOOSIROFAKA ................ 51 pf 1% Tkv NPO Ceramic Dogbome ......scossssoessene F 
CFDOOOO20ROEABA ............... 20pf 2% 50v Dip Monolythic NPO ..........sscccssccseecoe E } CFDO00051ROFBGA .............00 51 pf 1% 500v -750ppm Doghone ...cssecscssossscssnee F 
CFDOQOO20ROEACA.................. 20pf 10% 100v Dipped Monolythic NPO ........s....-. E CFD000051ROFBKA ................ 51 pf 5% Tkv NPO Ceramic Doghonne .......socsoseeore F 
CFDOOOO20ROFAGA ................ 20pF 5% 500v -150ppm Doghome .......c..os-cceeeoreseeee F : CFDOOOOSOROBADA............... 5opf 5% 200v CKOS Monolythic ......sscsco B 
CFDOO0020ROFBGA ................ 20pf 5% 500v -330ppm Dogbone ........-.cccsesesereee F ; CFDOOO056RODACA ................ 56pf 10% 100v CK12 Axial Monolythic D 
CFDOO0020ROFCGA .......s... 20pf 5% 500v NPO Doghome .....scsssssesccssoresccon F CFDOOOOS6RODBCA................ 56pf 5% 100v CK12 Axial Monolythic N30... D 
CFDOO0020ROFDGA................ 20pf 5% 500v N2000 Ceramic Dogho .....ccoesscceeee F fj CFDOO0056ROECCA ..........esssese 56pf 5% 100v Dip Monolythic NPO ............s.cessssseee. E 
CFDOOO020ROFEGA ............... 20pf 2% 500v -750 Ceramic Dogho .........ccssssecccom F : CFDOOOO56ROFAGA ................ 5b6pf 5% 500v -470ppm Doghonne ............sesesessescoe F 
CFDOOOO20ROFFGA ............... 20pf 2% 500v NPO Ceramic Dogbo Wot21 3-9 48 F CFDOOOOSOROFBGA .........0.000 56pF 10% 500v -220ppm Doghone ......secsssesseeeen F 
CFDOO0020ROFGGA................ 20pF 2% 500v -60ppm Dogbone ..........sccecsessessee F : CFDOOOO56ROFCGA ............... 56pf 2% SO0v -30ppm Dogbone ...ecseecoresecsseoe F 
CFD000022ROAAGA................ D2pf 50Qv Ceramic Disc ....cscscsocssscccrccsseceeassesecseees A : CFDOQQ062ROAAKA .........ssssse. G2pF 1% Ukv Ceramic Disc .ss.sscsocsssonrscecoveccovsare A 
CFDO00022RODACA............... 22pf 10% 100v CK12 Axial Monolythic ......ssccsss. Da 30 CFDO00062ROBBDA................ 62pf 5% 20Qv CKOS Momolythic ...ssoccsccevvesoseeee B 
CFDO00022RODAKA................ 22pf 10% Tkv CK12 Axial Monolythic ........css..ssccom D 4 CFDO00062ROFAGA ................ 62pf 2% 500v -330ppm Dogbone ..........ssccocsscseneee F 
CFDO00022RODBCA............... 22pf 5% 100v CK12 Axial Monolythic............0.s.0. D , CFDOOO065ROBACA ............000 O5pf 5% TOO CKO5 Momolythic ......sccsssssscccssssseee B 
CFDOO0022RODCCA ............... 22pf 10% 100v CK12 Monolythic 30pm .......s.....ne D ; CFDOOOOG8ROAACA .........00.000 OBpF 5% 1OOv Ceramic Dist ...sccscsosscsssseessseersere A 
CFDOO0022ROEDCA ................ 22pf 5% 100v Dip Monolythic NPO .........s.sccscsseneoee E : CFDOQ0068ROABCA ................ OBpf 5% 1O0v Ceram. Disc NPO ....ee.ssscsncscesessssessee A 
CFDO00022ROFABA................ 22pf 5% SOvNPO Mini Doghone .....ssesssccssssccrsoee F : CFDOOOO68ROBDDA .............. OBpF 10% 200v CKOS Monolythic ....sscsscccsocsesenree B 
CFDO00022ROFAGA ................ 22pf 5% 500v -150 ppm Doghone ......c...sscseseoseseeon F : CFDOOOO68RODFECA ................ 68pf 10% 100v CK12 Axial Monolythic ......ccscecoone D 
CFD000022ROFBGA ................ 22pf 5% S00v NPO Dogbone .......sscss.sscscccccssssceseee F : CFDOOOO68ROEACA................. 68pf 1% 100v Dip Monolythic NPO .............scscccccoms E 
CFD000022ROFCGA ................ 22pf 10% 500v NPO Doghone .......ssssssseccsssssseecenn F ; CFDOOO069ROFAGA ................ 69pF 1% 500v -220ppm Dogbone ..........ssccsssecsseee F 
CFDO00024ROAAGA .............. 24pF 500v Ceramic Disc NPO ......ssscssssecesseeseseseee A CFDOQO069ROFBGA ................ 69pF 2% 500v -150ppm Dogbone .........sceeosseeeeeeee F 
CFD000024ROAAKA ................ 24pF VKV 10% Ceramic Disc ......eccsssscscssecccsnensrsseee A CFD00007 2ROBADA ..............0 T2pf 10% 200v CKOS Monolythic ....sescsscssessesnsse B 
CFDO00024ROFAGA ................ 24pf 2% 500v -BOppm Doghone ........ssccccseccscseesee F : CFD000075ROBADA................ T5pf 5% 200v CKOS Monolythic ......ssssceccssseessere B 
CFDOQOO24ROFBGA ............... 24pf 2% 500v -220ppm Dogbone ....r..e..cecccsscronasee F : CFDO00075ROFAGA ................ 75pf 5% 500v -750ppm Doghone ....orssccsssseeenee F 
CFD000027ROAAKA ................ 27 pf NPO Tkv Ceramic Disc 52% ...esssscsssscccccssssesceseee A } CFD000075ROFBGA ................ 75pf 5% 500v -220ppm Doghone ............scsesseseeeen F 
CFD000027RODACA................ 27pf 10% 100v CK12 Axial Monolythic .................. D ; CFD000075ROFCGA ................ 75pF 5% 500v -330ppm Dogbone .........sssccscsccseessee F 
CFD000027ROEABA ................ 27pt 5%. 50v Dip Monolythic NPO...........cccssssscccces E CFDO00075ROFEGA ................ T5pf 2% 500v NPO" Doghone ........ccssssssesseseeseeos F 
CFDOO0O27ROEACA.......... 27pf 10% 100v Dip Monolythic NPO.................. E CFDOOOOB2ROAAKA............ B2pF 10% Vkv Ceramic DiS¢ cacseccssorerecace A 
CFD000027ROFAGA ................ 27 pf 5% 500v -150ppm Doghone ....er..-csccsoseceeeeene F CFDOQQO82ROABCA ................ B2pf 1OOv 5% Ceramic Disc .....scseessecreesesnseeeeenee A 
CFDOOOO27ROFBGA.......... 27pf 5% 500v -470ppm Dogbone ..................... F CFDOOOO82RODECA .......... 82pf 10% 100v CK12 Axial Monolythic............. D 
CFD000027ROFCGA ................ 27 pf 1% 500v -150ppm Doghone ........ccccssoceceecseee F : CFDOOOO82ROEACA..............0.0. 82pf 10% 100v Dip Mono NPO .............. E 
CFDO00027ROFDGA.......... 27pf 2% 500v NPO Dogbone ...................... F CFDOOOOB2ROECCA............. B2pf 1% 100v Dip Mono 30ppm E 
CFD000027ROFEGA ................ 27 pf 2% 500v NBO Dogbome .....ccsssesccssersseeceseser F ; CFDO00082ROFAKA ................ B2pf 5% Tkv -220ppm Dogbone ....escesscssresecnseee F 
CFDOOOO3OROAAPA ................ 30pf 20% 3kv Ceramic Disc R3L..... A : CFD000091 ROAAGA ......... sess. Qi pf SOOv 2% Ceramic Disc .scoocsccseoserseccesesceseee A 
CFDOOOO3OROBADA................ 30pf 5% 200v CKO5 Monolythic .......s...ssccesoscsseeeee B : CFD000091 ROAAPA ................ 91 pf.N3300 Sky Ceramic Dise ......sssscosecscenssecsessee A 
CFDOOO030RODACA ................ 30pf 20% 100v CK12 Axial 15pprn ....sccosseseccssee D : CFD000091ROABOA................ Q pF kv 5% Ceramic Dist ...scscsssnscsessecscaresveseesee A 
CFDOOOO3OROFAGA ................ 30pf 5% 500v NPO Dogbome .....sss...cssscccccssssseceeeen F : CFD000091ROFAGA ................ 91 pf 5% 500v -750ppm Dogbone ......er..ssccssssessseee F 
CFDOOOO30ROFBGA ................ 30pf 5% 500v -750ppm Doghone ........sssccssccscccerne Ricans tol eee 1.00 CFDOO0100ROAAGA ........ sass TO0pf 10% 100v Ceramic Disc ......sssssssssscesseesseeeen A 
CFDOOOO3OROFCGA ................ 30pf 2% SO0v NPO Dogbone .....sssooscccsesssessareseeseee Fe dt Santee 1.75 CFD000100ROAAGA................ 100pF 5% 500v -750 Ceramic Disc ..........ccsocesseeenee A 
CFDOOOO30ROFDGA................ 30pf 5% 500v -150ppm Doghone ..n......sscsscossssceee Pm a. 1.00 CFDO00100ROAAKA ................ 100pf Tkv 5% Ceramic Dist .....cssseesscssecenssesscsescesee A 
CFDOOOO33ROABGA................. 33pf 5% 500v Ceramic Disc NPO .....scs.scsccsscssnseseeeee A 90 CFDOO0100ROAAXF ................ LOOpf 1 5kv 20% Coramic.....csosssconctevosesessssseeee A 
CFDOOQO33ROACGA ..........oeses. 33pf 2% S00v Ceramic Disc N750 ....csescsscsescessesscsn Bi 25 CFDO00100ROABCF................. 1OOpf 20% 125vAC Ceram Dist ....sssscscssseseenseseeene A 
CFDOONO33ROADKA................ 33pF TkV 5% Ceramic Dist .....sssssssssosscsceccccssssesseses Ree ee 35 CFD000100ROACGA ................ TOOpF 10% SO0v Ceramic Dist .....scccccssesssesssceeesee A 
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Bie tric Capacitors: 100pf - 1000pf © pag 210-325 10% 


: J DUS $25 - $99 - 15% 

A CFDOOO330ROBACA .o..cenenen eh 5% 100v CK05 Sa TRS Bat Dek ater ty 40 

ana na mites we CFDOOO330ROBBDA .....c.cnne 330pf 10% 200v CKO5 Monolythic .... ; sa ese 40 
CFDO00330RODABA . . 330pf 10% 50v CK12 Axial Nona. P xsess 

. 330pF 5% 100v CK12 Axial Mono 


SORODECA . 330pf 10% 100v CK12 Axial os 
FDOOO330ROEACA.. . 330pf 100v 10% Dipped ic. - 
v CKO5 Monolythic CFDOO0360ROBACA . . 360pf 5% 100v CKO5 Monolythic.......... 
“nah 0% 100v CK13 Axial Monolyth a CFDOO0360RODACA................. 360pf 5% 100v CK12 Axial Monolythic NPO ............. D 
100pf 5% 200v Se Axial Monolythi = 4 CFDOO0360ROEACA .. . 360pf 100v 5% Dipped Monolythic .. a 

ol D... 35 390 pF 2% 200v Q>=1365 Ceramic ...eecscecsnesnoeens A j 

xiol NM . 390 pF 10% 200v CKOS Monolythic ......sscssecseeessee B : 

nic 30ppm ... 390pf 5% 100v CK14 Axial Monolythic. enn D : 

.100pF 5% 500v -750ppm ett Be ivict Fictamaisissscmcescssne 9° | CDOQUSIORODBBA................ 390pf 5% 50v CK12 Axial Monolythic..............s0 D : 

100pF De LUI TAPD DOMONE TL ake Ltetiticevcie F ssctsseadhcscessncessccesess 2.50 CFDOOO390ROEDCA ................ 390pf 100v 10% Dip Monolythic ...........sccssssscsecen E 

 100pF 2% 500v -750ppm DOMDNNG Bel tos estes Pi secesestt tis over etten tee 1.00 CFDOOO400ROAATF ................ 4OOpf 7.5kv 20% Ceramic Disc .......ssesscssseeseeseseeee A : 

| ce a : CFDOOO400ROABTF................. AOOpE 7 Sky 5% Ceramic Disc ..........sssssosseseenseseeeses A 

RO : ei CFDOO0430ROBADE................. 430 pf 1% 250v Ceramic Sprague ......s....ssscmsesenee B : 

¢ ft ee : CFDO00470ROAACA ................ 47 0pF 10% 100v Ceramic Disc .........ssesssssssescoseeeseeee A : 

110pf 10% 100v CK12 Axial Monolyth t CFDOOO47OROAAPA .......sseses 470 pf 20% Skv Ceramic Disc XY ........ssssseccsseesesee A 

Opf 10% 50v Ceramic Disc ......cesssossssecsssesssssseeeee ; CFDOO0470ROAASA ................ AT0pf 20% Gkv Ceramic Disc ...........-.cessesseeeeeeeeeseeees A ; 

‘ 120pf 10% 1000v NPO Ceramic Disc CFDOO0470ROACDA................. 47Opf 5% 200v Ceramic Disc ...........scccssssssssssneeseeee A 

. 120pf 20% 200v Ceramic Disc... CFDO00470ROADCA ..... A7OpE 10% 100v Ceramic Disc ......sscssossccssensonseeeee A . 

. 120pF 10% 200v CKO5 Monolythic Bs : CFDO00470ROAECF 470 pF 20% 125vAC Ceramic Disc ......ssescsoseesseeeeensee A 

L esssecreeeee 12Opf 10% 100v CK13 Axial Monolythic ......cscssese D CFDOOO47OROAFGA ............0.. 470 pF 10% 500v Ceramic Dist ......-.s.ssssssssssecseeeosee A 

2 120pf 10% 50v CX12 Axial Monolythic...................D CFDOOO4TOROAGKA ......ssssso00e A7Opf 20% Tkv Ceramic Dist .....sssssssseeseeeeeeeeeteeesseeee A 

nes i 120pF- 100v 5% Dip Monolythic NPO .................0 E CFDOOO4TOROAIGA ..........eo0.0. 470 pf 20% 500v Ceramic Dist .......ssssssssessseseseeeeee A ; 

a 120pF 2% Vkv -750ppm Dogbone .............ssssseseee F CFDO00470ROBIDA ............... 470pf 10% 200v CKOS Monolythic .............ssssssssseee B 

swoe T2T pf 5% 50v NPO Axial Cerimic ........scssessensseeeee A CFDOO0470RODACA................. 470pf 5% 100v CK16 Axial Monolythic...... ot. 

swoee 13O0pF 10% 50v CKOS Monolythic ..........sssssssceeeeoee B CFDOO0470RODKCA................ 470pf 10% 100v CK12 Axial Monolytic.. ae D 

001 : . 130pF 2% 500v -750ppm Dogbome .......e.sesssssssereses F CFDOOO470ROEABA ............... 470pf 2% 50v dip Monolythic NPO ..........ssccsssssssree E 

FD0001 30ROFBGA . . 130pf 2% 500v NPO Axial Dogbone ...............c0000 F CFDOO0470ROEADA ............... 470pf 2% 200v dip Monolythic 30ppmm ...........sscss00 E 

CFDO001 SOROAABA «2... 150pf 10% 50v NPO Ceramic Disc | erie A! Taree k, : CFDO00470ROEPDA ................ 470pf 2% 200v dip Monolythic 30ppm .............s+++0+ E 

CFDO001 SOROAAKA scone 150pF- 1kV Ceramic Disc............. A : CFDOO0470ROEQBA............... 47 0p 20% 50v Monolythic Dip .........sssssssssseceseesen E : 

DOQOT SOROAALA ........ssseese 150pF 20% 1500v Ceramic Disc ......scccsocsesoreseeenen A : CFDOOO47OROFAGA ...........s.00 47OpF 5% 500v -30ppm Dogbone ..............sssesovenee F 
CFDOQOTSOROAASA ........scssee 150pF 20% Gkv Ceramic Disc ........ssccsossescerecsereeree A 1.85 CFDOOO470OROFBGA ............1. 4T0pF 5% 500v -80ppm Dogbone .............csscseeseseee Becca 1.50 
CFD0001 50ROABKA................. T50pF- TkV NPO Ceramic Disc ...........sssssssssssseeeseseee Neier 1 ede 25 CFDOOO500ROAACA ................ 500pF 10% 1O00v Ceramic Axial ...........ssssssceseeseeeeees | WOME Or Se 50 
CFD0001 SOROACCA ................ 150pf 100v 5% Dip Monolythic NPO.............sssss000 Ar ceccsrsttete ie nets sitios J5 CFDOOO5O0ROAAGA................ 500pF 20% SOOV N750 Ceramic Disc ..............ccseseses Ni iss Aeon Tk 
CFDOOOT SOROAECA «.......ssose 150pf 10% 100v Ceramic Disc ......ssssssssssseseeereesssee Aicccsscostur trotted cee ‘lp CFDOOOSOOROAASA ................ 500pF SkV 20% Ceramic Disc ..........sessssssssceceeeeeeeee: A acto Rare eeenee 4.00 
CFD0001 50ROAGGA................ 150pf 10% 500v Ceramic Disc ........esssessssssssseeeeeseees Ao 20 CFDOQOSOOROABHA................ 500pF 5% GO0V N750 Ceramic Disc .........ssssssecseseseee A 55 
CFDO001 SORDAHKA .............- 150 pf 20% Tkv Ceramic Disc .......ssscssssssssssessetenensee ae 20 CFDOOOSOOROACKA ..............- S0GpE TkV 20% Ceramic Disc .......ssssessseesensssssseeseee ee 40 
CFDOOOTSOROAIDA ....onsrnsn 150pf 5% 200v Ceramic Disc ........scccssesssssecsceeseseen A CFDOOO5QQROBCKA ............. 500pf TkV 1/4" Ceramic Disc .......essossssescesecvnoreeeeee Boe 45 
CFD0001 50ROBDDA ............... 150pf 1% 200v CKO5 Monolythic ......s.ssoscsceccssseessee B CFDOOOSQOROEAAS..............0.. 500pF 25v Monolythic Dip ...........ssocsssssssessseeseene Es cciescites eas tasti 25 
CFD0001 50RODADA 150pf 10% 200v CK12 Axial Monolythic...............000 D CFDOOO5TOROCADA ................ 510pf 1% 200v CCRO6 Monolyth ............ssscssssseeeeen Rares META 2.00 
CFD0001 50RODBCA 150pf 10% 100v CK12 Axial Monolythic ............-.. D CFDOOO560ROAACI ................. 560pf 5% 150VN750 Ceramic ..........ssececceseseeeeeeeees | Eee ALS rah a TNe 50 
CFD0001SOROEACA...... 150pf 100v 5% Dip Monolythic NPO sss. E CFDOOO560ROAADA............... 560pf 5% 200v Ceramic Q>1310 .....sssssssssesssseseneeee | NG Ee 60 
CFD0001 SOROFAGA 150pf 2% 500v -750ppm Doghone ........-.sssessseseeeee F CFDOOOS60ROABGA ...............- 560pf 10% SO0v Cerarmic Dist .......scscsosscsseeeeneesrseee A 25 
CFD000180ROABCA ................ T80pF 5% 100v Ceram. Disc NPO .......sssssessseceessssnee A CFDOOO560ROCADA................ 560pf 5% 200v CKO6 Monolythic Co. AS 
CFD0001 80ROACKA ................ TBOpF kV 10% Ceramic Disc .........ssssssseseeeseeseeseeee A CFDOOOGOOROEAYA ................. G00pF 20kvde Ceramic Monolythic ............sssssesesesee 2 orien) VER 2 AoE. 22.00 
CFDOO0180ROBACA ................ 180 pf 5% 100v CKO5 Monolythic .............sssssssseeeees B CFDOOO650ROAAKA ............... 650 pF- kV 5% Ceramic Dist .......cccccsscscsseneesseseee | I DMs! a 40 
CFD0001 80ROEACA................. 180pf 100v 5% Dip Monolythic NPO..............s+ E CFDOO0680ROAACA ................ 680pF 10% 100v Ceramic Disc ...............cscccsesssessseees Abicindtaenee es 18 
CFDOOO200ROAAKA ...........00.s. 2OOpF TkV 20% Ceramic Disc .........sscsscssevoreceeeeesnes A CFDOQO680ROAAGA................ 6B0pF 10% 500v Ceramic Disc ...........csesessssseesesseeee VON et 22 
CFDOOO200ROAAPA ............... 200pF 20% Skv Ceramic Disc Z5U ......s.sssccssseecseeee A CFDOOOGB0ROAAPA ............... GBOpF 3kV 10% Ceramic Dist .........scsssseceeesseeeeeee As 1.50 
CFDOOO200ROAAWA .............0. QOOpF 12KV XSR Ceramic Disc ..........sccsccceseccseereevene A CFDOO0680ROAASA ................ G80pF kV 10% Ceramic Disc ..........ssssesscsescseseeceeee Aine 5.00 
CFDO00200RODACA ................ 200pf 10% 100v CK12 Axial Monolythic................. D CFDOOO680ROBACA ................ 680pF 5% 100v CKO5 Monolythic ............ssssesssesseeeee B icdccclec stearate 95 
CFDOOO200ROEABA ................ 200pf 5% 5Ov Dip Monolythic ............csscssssssssseseen E CFDOOO680RODABA................ 680pf 10% 50v CK12 Axial Monolythic................000 Dect eR nA ewias 39 
CFD000220ROAABA ................ 220pF 5Ov Ceramic Disc ..............sscssssccccceceseeeseseeee A CFDOO0680RODACA................ 680pF 10% 100v CK}2 Axial Monolythic ................. awe ee eT, 30 
CFDO00220ROAAG ..............0 220pF 5% 100v NPO Ceramic Disc A CFDOOOG80ROEABA ................ 680pF 20% 50v Monolythic Dip ..........sessssssssssosssseee E hancuiseueae 30 
CFDO00220ROAARA ................ 220pF 20% Skv Ceramic Disc .....s......scseceeeeeee A CFDOOO680ROEACA............... 680pF 10% 100v Monolythic Dip .........sssssossssseceseen Ec: A5 
CFDO00220ROAATF ................. 220pf 20% 7.Skv Ceramic Disc .......:ccscscescesseeeeeeeeen A CFDOOO680ROEBCA................. 680pF 5% 100v Monolythic Dip .......essssssseceesessen Bocce 55 
CFDO00220ROAAWA ............... 220pF 20% 12kv Ceramic Disc ...........ccscsesscseeeee A CFDO00700ROAAF ................ 700pF- 15kV Ax Murat/Erie DHL ..........ssssssssssssssseeee A sine 5.00 
CFD000220ROABCA ................ 220pf 10% 100v Ceramic Disc... A CFD0007 50ROBADA................ 750pf 10% 200v CKO5 Monolythic ..........sssssssosseseeee B cian cea 40 
CFDO00220ROACCF................ 220 pF 20% 125vAC Ceram Disc ..........sececseeesesseeseeees A CFDO007 SORODACA............... 750pf 5% 100v CK12 Axial Monolythic .............c.0 OT ssn. neat abba 50 
CFD000220R0ADGA ............... 220 pF 10% 500v Ceramic Disc .........os.ececesevsessseseeee A CFDOO0765ROAABA ................ 765pf 50v 10% N2400 Axial Ceramic............cccvee Res 6.00 
CFDOOO220ROBEDA ............... 220 pF 10% 200v CKOS Momolythic ...........sssccosssesceee B CFDOOOBQOROAATA ...........sse00 BOOpF 10% Zkv Axial Ceramic .........ssssssseseesunseseeee Noe 2.50 
CFDO00220RODABA................ 220pf 10% 50v CK12 Axial Monolythic ..........sscs000 D CFDOOO820ROABCA ................ B20pF 10% 100v Ceramic Disc ............secccssessseeeeseses | ie ee 20 
CFD000220RODAG ............... 220pf 10% 100v CK12 Axial Monolythic...........00s000 D CFDOOO820ROBACA ................ B20pF 10% 100v CKO5S Monolythic ...........ssssrsseeeseeee Biccessonticeceeene A0 
CFD000220ROEABA ................ 220pF 20% 50v Dip Momolythic ...........ssscseesesessnsesee E CFDOO0820ROEACA................. 820pf 5% 100v Dip Monolythic NPO ..................:cs00 Ei. ssscnlssieecer aoe ae 35 
CFDO00220ROEACA................. 220pF 10% 100v Dip Monolythic ............scccccseeeeeeesee E CFDOOO860ROBABA ................ BOOpf 10% 100v CKO5 Monolythic ...........sssssssseseseee Bis soaterene 40 
CFD000220ROEBC.................. 220pf 1% 100v Dip Monolythic ....... E CFDOOO9TOROAACI on... sees 91 OpF 5% 150vN470 Ceramic ..n.......ccccsscscceseeceeee A oiceccenoce: 50 
CFDO00240ROAHKA................ 240pf 5% Ikv Ceramic Disc N750 A CFDOQO9TOROAADA ............00.. Q1Opf 200v Ceramic Disc ............cscesseseseeessessseen A ee 25 
CFDOOO240ROBADA............... 240pE 15% 200v CKOS CCROSCG24 To... sscsscssercneone B CFDOOO9TOROEACA............cc0 91 Opt 5% 100v Dip Monolythic ........scscsssscsccsseseeeee bu ae 30 
CFD000270ROAABA ................ 270 pf 20% 50v Ceramic Dist ........sssssseeseeseeseeseeeseee A CFDOOTO00ROAABA ................ O00 pF 20% 50v Ceramic Disc ..........sssssseesessecceeeee | Neer eM tee Be 5 
CFD000270ROABBA................. 270 pF 10% S0v Ceramic Disc ......ssssssseescsessseseeeeseeeses A CFDOO1O00ROAACA ................ 1OOOpF 2% 100v Ceramic Dist ............cssssssseeeecssssees A siincc acdc 40 
CFD000270ROACGA................. 27 Opf 10% S00v Ceramic Disc ........seccsscssessssseeeeeesees A CFDOOIOOOROAACF................. 1OOOpF 20% 125vAC Ceramic Disc ..............-ssseessesse A cceste nie Metis 50 
CFD000270ROADCA................ 270 pF 5% 100v Ceram Disc NPO ......sssssssseseseseessseeee A CFD001 000ROAAGA................. 1000pf 10% SOOV Ceramic Dist ........ssesessssesseseveesees Bcc tacinou. 15 
CFDO00270ROAEKA ............... 270pf 20% Ukv N750 Ceramic Disc ......esoseeecessonsee A CFDOOTOOOROAAHA................ JOOOpF- 100v Ceramic Dist ........oossscsssesssesnersee ee ee 05 
CFD000270ROAFCA................. 270 pF 20% 1OOv Ceramic Dist .........csscscceeseeeeeeeeees A CFDOO1000ROAAKA ................ TO00pf 10% Ikv Ceramic Disc ........csssssssssssssesesseesee Aa 20 
CFD000270ROAHDA ............... 270 pf 2% 200v Ceramic Disc ....:......sssseeeseeeseeeeeeees A CFDOO1O00ROAAOA................ 1OOOpF- 2kV 10% Ceramic Disc .........sssssssssssssssseeseee: | WRI Soe hae Hae 50 
CFD000270ROBADA 270pf 10% 200 CKOS M39014/0 1... ssesscessssseee B CFDOO1000ROAAPA ................ 1000pf Z5U Skv Ceramic Disc ..........ssssssseseseseseseseses A sssenceodet atnetdianccos J 
CFDO00300ROAAPA 300pf 5% 3kv Ceramic Disc NV500 ..........sssssssseeee A CFDOO10O0ROAAQA................ 1000pF 10% 4kv Ceramic Disc ...........essescstenssesseeeee | pe A) SU ale HG 2.00 
CFDOOO300ROBADA 300pf 5% 200v CKO5 Monolythic B CFDOOTOQOROAARA ...........c00 1000pf 10% Skv Ceramic Disc ......ccooscsssseseseeesssee Re Gees 2.25 
CFDO00330ROAABA 330pf 10% 50v Ceramic Disc.............. A CFDOOTOOOROAASA 0... TOOOpF Gkv Ceramic Dist .........ccscsssessssssesssoseseonee | peere Wisse area 2.40 
CFDOO0330ROAAG ................ 330pF 10% 100v Ceramic Disc........sssosesececsesssseseseee A CFDOO}OOOROAAUG .............. 1000pF 20% kv Ceramic Dis ......esssoosssesesnsssssessee A aes 2.70 
CFDOO0330ROAAKA ................ 330pF 10% Tkv Ceramic Dist ..........sssssssssssssssssseessee A CFDOOIOQOROAAVA ................ OOO pF- 1OkV 20% Ceramic Disc ........sssssesseeseseeeseses Aan Sip tnetiotes 3.00 
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Ceramic Capacitors: 1000pf - .01uf QUANTITY i 


PART NUMBER DESCRIPTION CASE STYLE PRICE 


CFD001 000ROAAXF ............... 1000pF- 15kV 20% Ceramic Disc .............. 
CFDO01000ROAAXM ............. 1000pF- 18kV 20% Ceramic Dise 
CFDOOTO00ROABGA.............-. 1000pf 20% 500V Ceramic Disc 
CFDOOTOOOROABPA .........--. 1000pFX7T Sky Ceramic Disc } ROEAC 
CFDOOTOOOROABSA ..........se 1000pf 6kv Axial Ceramic Disc....... A. | | CFD002700ROFAGA .. / 0p 
CFDO01000ROACKA ................ 1000pf 20% Ikv Ceramic Disc.... * CFDOO3000ROAAKA ... 00 rd 
i 


see neeeeeneeenses 


mi aA 

CFDO01000ROBACA ............... TO00pf 5% 100v CKO5 Monolythic ........cssssssssscessee B cscssteseseee DES AYAL “ CFDOO3000ROEAEI..... .~- 3000pf 20% 350v Dip Monolythic ... 
CFDO01000ROBADA................ 1000pF 10% 200v CKOS Momolythic ......sssssecsssscsse B sssessenes she 3000pF 5% 500v 150ppm Dogbone 
CFDOO1000RODABA................ 1000pf 10% 50v CK12 Axial Monolythic . 3300 
CFD001 000RODACA 1000pf 10% 100v CK12 Axial Monolyth 
CFDOO1O00RODAGA ............... 1000pf 500v Republic HKSOVBIV3 ...sscseesscsnseeses D ssn 5.00 | 
CFDOO1000RODBBA................ 1000pF 5% 50v CK12 Axial Monolythic ....sossesssoe D ssssnsesnesnssenesesesn 35 | CFDOO3300ROAAPA ...........cs. 
CFDOO1000RODBCA ................ TO00pf 100v Axial Momolythic ......scssccsssscscsccseee D ssssssssesssneesasessessee 40 | CFDOO3300ROABCA ............... 
CFDO01000RODCBA ............... 1000p 10% 50v CK12 Axial Monolythic ......cssesee D. ne Z . 
CFDOO1O00ROEABA ............... 1000pf 2% 50v Dip Monolythic .......sscccssssscnsssnvee E — CEDOO3300ROBABA................ 
CFDOOTOOOROEACA .........sessnse 1000pf 2% 100v Dip Monolythic NPO .....ssesascsanseae E. | CFDOO3300ROBACA ................ 3300pf 
CFDOOTOOOROEADE ................ 1000pf 250v Dip Momolythic .......scsccoonsesassecsee Eee : . 
CFDOOTOQQROEAYA ..............00 TO00pF 20kvde Cer. Momolythic ........sssscsssesenssessn E 
CFDOO1000ROEBBA ............... 1000p 5% 50v Dip Monolythic .......sccscsscsssssssssen E seentteneeeeieeeags |< CPDOOSIOOROCRDA 
CFDOO1000ROEBCA................. 1000pf 10% 100v Dip Monolythic ........sssssssscssssen E ....szwctrcseghiecontiae O01 KEDOOSSOOROCEDA «2.00 ome 
CFDOOTO0OROECBA .........+..... 1000pf 10% 50v Dip Monolythic NPO ....ssssccsosssen E . 
CFDOO]000ROEDBA ................ 1000pf 20% 50v Dip Monolythic X5PO .....esssssssnessee E .. 3300pf 20% 100v Dip Monolythic .. 
CFDOOTOOOROFAEA ............00. 1O0Opf 2% 300v Ceramic DOg ..asessescssssarssscecseseeee F CFDOOS300ROEBCA............+ S300pF 5% 100v Dip Monolythic..... 
CFDOOTO00ROFAED ...............00 TO00pf 5% 350v Ceramic Dog .....ssssssssscsssessesenseee F CFDOO3GO0ROEACA........... .. 3600pf 5% 100v Dip Monolythic NPO a 
CFDOO1000ROFAHA .............. 1000pf 5% 600v Q=1000 Doghone .......cccsssscsssseee F CFDOO3900ROAACA ............... 3900pf 20% 100v Cerarmic Disc ....sssesssssesseecnssecs A sessnsesensee 
CFDO01 1OOROBACA ................ 1100pf 10% 100v CKOS Monolythic ...........ssscseseee B CFDOO3900ROABQA ................ 3900pF 10% 100v Ceramic Dist... , 
CFD001 200ROAAXF .......2.0.0... 1200pf 10% 15kv Ceramic Disc ....csscocssssssscsnssseen A CFDOOS9OORODAEA ..........ec0se 3900pf 300v Ax 39010/03-A392K .. 
CFDO01 200ROBACA .........sss.. 1200pF 10% 100v CKOS Monolythic ......sscssscsssssen B CFDOO4000ROFAGA 
CFDO0] 200ROEACA ......sssosesse 1200pf 1% 100v Dip Momolythic ....scsssssesscsecsseeee E (CFD004700ROAABA 
CFDO01 200ROFAGA ................ 1200pF 1% 500v -30ppm Doghone ............ssscssssseen F CFD004700ROAACA 
CFDOO1 300ROAADA ........sssssee. 1300pf 2% 200v Ceramic Disc .....scssssssssecssscnseseseeee A CFD004700ROAACF 
CFDOOT400ROAAVA ........s..s.. T400pF- 1OKV 10% Ceramic Dist ...esssssssssscsssssssseeeee A CFD004700ROAAGA 
CFDO01 400ROBACA .............0. 1400p 10% 100v CKO5 Monolythic .....csssssssssessnee B CFD004700ROAAKA 
CFDO01400ROEACA............0.0. 1400pf 5% 100y Dip Monolythic .....csssssccsssssesceeenes E CFD004700ROAAOA i 
CFDO01400ROEAVA .......... 1400pf 20% 10kv Ceramic Monolythic ...........ssssssee E CFD004700ROAAQA i 
CFDO01450ROAAPA ............000- T450pF SkV 5% Ceramic ise ......cssssssssssssssscsseseeee A CFD004700ROAASA AT00pF kV Z5U Ceramic Dist ..ssccscsssssessenseeeseee A srosscsdckohcieee 5.00 
CFDOO1 SOOROAACA ........sssssens 1500pF 100V 20% Ceramic Disc A CFD004700ROABBA A700 pf 20% 50v Ceramic Disc ....sscccsscscseissseesnee Bo seccsstien : 
CFDO01 SOORQAAGA ...........0.0 1500pf 10% 500V Ceramic Disc A CFDO04700ROABCA ............... 4700pF 20% 100v Ceramic Dist ..ocscscssenseen A. 
CFDO01 S0QROAAKA .......ss...0-- L500 pF VkV 20% Ceramic Disc ..ssssssscsnssseeseereeee A CFDOO4700ROABGA................ A700 pf 20% 500v Ceramic Disc ..osssssssscsnessensse i. 
CFDO01 SQORQAANZ .........2..... T500pF 10% 1.4kv Ceram. Disc .sssssssssecssssoscsscesee A CFDOO4700ROBACA .......cssseer 4700pf 10% 100v CKO5 Monolythic ...seseovsessscvsan os 
CFDO01 S00ROABGA ............... 1500pf 20% 500V Ceramic Dis ....csssessscsssssecsensseee A CFDOO4700ROCABA ..............: A700 pF 10% 50v CKO6 Monolythic .....scssosesssssssnee 
CFD001 500ROBACA ............... 1500pf 10% 100v CKO5S Monolythic ..........ssssscssseeee B CFDOO47OOROCACA ...........0... 4700pF 10% 100v CKO6 Momolythic ..........sssccssssseee ig 
CFD001 500ROCADA .............-- 1500pf 20% 200v CK06 Monolythic ..........scssssseccee. ( CFDO04700ROCADA ............... 4700pf 10% 200v CKO6 Monolythic .......ssceoscesnnes ig 
CFD001 SOORODABA ............... 1500pf 10% 50v CK12 Axial Monolythic .......c...... D CFDOO4700RODABA............... 4700pf 10% 50v CK12 Ax Monolythic ....cssossscnsee D 
CFD001 500RODACA ............... 1500pf 10% 100v CK12 Axial Monolythic .........ss..0- D CFDO04700RODACA ............... 4700pF 10% 100v CK12 Ax Monolythic .....sssssscssee D 
CFDOO1500ROEABA ............000 1500pf 10% 50v Dip Monolythic ..cccssccccossssccoreesee E CFDOOSOOOROAAGA 2... Dual Sec.005uF 500 Disc, Z5U ..sssssscssesscssssenesse A 
CFDOO] SOOROEACA ........ssssssese 1500pf 10% 100v Dip Monolythic ..........ssssssssssssecee E CFDOOSOQOROAANZ ............0.+. 005mf 20% 1.4kv Ceramic Disc A 
CFD001 600ROAAVA ................ 1600p 20% 1Okv Ceramic Disc ....s.ssssssssssssssesssseeeee A CFDOOSOOOROAAOA................. 005mf 20% 2kv Ceramic Dise.......... A 
CFDO01700ROEACA................. 1700pf 5% 100v Dip Monolythic ............ccssscsccccsse E CFDOOSQQQROAAPA ............00s 005m 20% 3kv Ceramic Disc ........... BRO ei A 
CFDOO1800RODABA............... 1800pf 10% 50v CK12 Axial Monolythic .........ccoosse. D CFDOOSOOOROAARA ........sseseee O05mé Skv Ceramic Disc Z5U ...csssosscscossessnseassense A 
CFDOO1800ROEACA.........2....... 1800pf 10% 100v Dip Monolythic E CFDOOSGOOROAABA ............... 5600pF 10% 50v Corcrmic DisC .sessosssssssssrscenersenn A 
CFDOO1 800ROEADA .........s.... 1800pf 5% 200v Dip Monolythic ...... E CFDOOSGOOROBACA ........ssoo. 5600pf 10% 100v CKO5 Monolythic .......... oo B 
CFDOO2000ROAADA................ 2000pf 2% 200v Ceramic Disc ........ecsesescssscsssccceeseee A CFDOOS600RODACA ............00.. 5600pf 10% 100v CK13 Axial Monolythic ...........c..- D 
CFDOO2000ROAADE ................ 2000pF 10% 250v Ceramic Disc .....csssssccssesssssesseee A CFDOQGB00ROAABA ........ss.++s+. GBO00pF 50v Ceramic Disc .........sscssssssscsssesessseeeeseee A 
CFDOO2000ROAAQA................. 2000pf 20% 4kv Ceramic Disc ......ssessssecssssseeseen A CFDOO6B00ROAACA .............00 GB00pF 10% 100v Ceramic Disc ....ssessscsesecssseeenee A 
CFDOO2000ROAAVA ................ 2000pF 20% VOkv Ceramic Disc ....sccsscoscesscseeseesee A CFDOO6800ROAAGA............... 6B00pF 10% SOQv Ceramic Disc .......sscsssssscsnnsseseeon A 
CFDOO2000ROCACA ........ssssnse 2000pf 10% 100v CKO6 Monolythic ..........scssscseeeen ¢ CFDOOGBOOROABBA .........cso.e GB00pF 20% 5Ov Ceramic Dist ...sccsscscssecssessenenee A 
CFDOO2000ROEACA................. 2000pf 5% 100v Dip Momolythic ......-.sssccsscsscccosesee E CFDOO6800ROABCA ............... GB00pF 20% 100v Ceramic Disc ...cc..ssscsssssessersseess A 
CFDOO2000ROFAGA ............... 2000pF 5% 500v Ceramic Dogbone .........sssssssssceseee F CFDOO6800ROBACA ............... 6B00pf 10% 100v CKOS Monolythic .........sssssssseseen B 
CFDOO2200ROAABA ............... 2200pf 10% SOv Ceramic Disc ...s.sssssssssssecescseceesee A CFDOO6800ROCADA ................ 6B00pF 10% 200v CKO6 Momolythic ..........sscssssssseon ig 
CFDO02200ROAACA ................ 2200pf 20% 100v Ceramic Disc ..........sssssscssssssseeseeee A CFDOO6800RODACA ................ 6800pf 10% 100v CK12 Axial Monolythic................ D 
CFDOO2200ROAACF........... 2200pF 20% 125vAC Ceramic Disc.................. A CFDOOSBOOROEABA ............ 6800pF 50v 20% Monolythic Dip .ensenscrocoo-. E 
CFDOO2200ROAAGA............00.. 2200pF 20% 500v Ceramic Disc ..sccsoceseccceearseseeee A CFDOO6800ROEACA..........2....... GBOOpF 100v Monolythic Dip ....sesssssssssesossssssesesnvee E 

~ CFDO02200ROAAKA ............... 2200pf 20% Vkv Ceramic Disc ......ccssscssssscsssscseseneoe A CFDOOB000ROQAAQA .............0.. OO8mE 4kv 20% Ceramic Disc cssssccssssssecneseseee A 
CFDOO2200ROAAOA ...........0000 2200pF 10% kv Ceramic Disc .....sscsccssssscesesesssseesee A CFDOO8200ROAABA ................ 8200 pF 10% SOv Ceramic Disc ...cssessscsssscssssseeeseee A 
CFDOO2200ROABCA ................ 2200pF 10% 1OOv Ceramic Disc ......ssssssscssscsssseseeeee A CFDOO8200ROAACA ................ B200pF 10% 100v Ceramic Disc .....scssssssscssneseeesen A 
CFD002200ROBABA ................ 2200pf 20% 50v CKOS Monolythic ..........ssecssssseeee B CFDOOB200RODACA ....... ss... 8200pf 10% 100v CK12 Axial Monolythic ............... D 
CFDO02200ROBACA ............... 2200pf 10% 100v CKO5 Monolythic ...........s.seesscssee B CFDOO9000ROCADA................. 9000pF 10% 200v CKO6 Monolythic .......ssoosssessesoeee C 
CFDOO2200ROBBECA ................ 2200pf 20% 100v CKOS Monolythic .....e.s.ssssssceoesone B CFDO1O000RDAAAO................ 01 wf 20% VOv Ceramic Dist ....sssssvesevessssssssacsessssesees A 
CFDOO2200ROCADA .......essesenee 2200pf 10% 200v CKO6 Monolythic ..........-csesesonesee ¢ CFDOTOQQOROAAAS .............00. OT uf 20% 25v Ceramic Disc ...cscsssssscernssesernsereeee A 
CFDO02200ROCAHA................ 2200pF 100v Monolythic Ceramic .......sssssssssssseseseeee ¢ CFDO1O000ROAABA ................ OT uf 10% SOv Ceramic Disc .....ssssicsccssosssssessessseee A 
CFDOO2200RODABA ........ssss.... 2200pf 10% 50v CK12 Axial Monolythic .................. D CFDO1O000ROAACA .............+.. LOT UF 20% 100v Ceramic Dist ...........cssssssssssesseeseeees A 
CFDO02200RODACA .........00000 2200pf 10% 100v Molded Axial ..........ccscscssssssseee D CFDOT0000ROAACF................. OT uF 20% 125AC Cerami Disc ..........cscsssssssssesseeee A 
CFDOO2200ROEACA ..........2..... 2200pf 20% 100v Dip Monolythic ............scsccsssssecee E CFDOTOOOOROAAC ........ssscse QT UF 20% 150v Corcmic Disc ........sccssesnsssssoeececesese A 
CFDOO2200ROEARA ou... 2200pf Sky Ceramic Monolythic Dip ..........sssssssooson E CFDO1O000ROAADE ................ OI uF 500v Ceramic Disc XSP .......csccscccssnsnsnesecsese A 
CFDOO2200ROEBCA.........ss.ssse 2200pf 2% 100v Dip Monolythic .....sssssscsssesecessne E CFDOTOO00ROAAGA ........scscsse O}uF 20% 500v Ceramic Disc A 
CFDOO2400ROCACA ................ 2400pf 10% 100v CKO6 Momolythic ..........ssscsscssscee CFDOTOOQOROAAKA ...........0000 Oluf- 1Kv 20% Ceramic Disc A 
CFDOO2400ROEACA .........sscesee 2400pf 5% 100v Dip Monolythic ......s....ssssscssssseseeee E CFDO1O000ROAANZ .............. Oluf 1.4kv Z5U Ceramic Disc A 
CFDOO2Z500ROAASA ................ 2500pF 20% Gkv Ceramic Disc .......sscsssssccsessssnseeeeees A CFDOTOQQOROAALA ........csss..0 OTuf 1.5kv Arc Gap Ceramic Disc ......csssscsscccsssseee A 
CFDOO2700ROAACA .....ecscssssee 2700pf 10% 100v Ceramic Disc A CFDOIOQQOROAAMA ............00 Oluf 1.6kv Z5U Ceramic Disc ..sscsosscsssssesesessereee A 
CFDOO2700ROAAGA ......esssssene 2700pf 10% 500v Ceramic Disc A CFDOTOQQOROAAOA ............0... Oluf 2kv 20% Ceramic Disc ...ccsscsesecesssssseseserenee A 
CFDOO2700ROAAKA .......sssssee. 2700pf 10% Ikv Ceramic Disc A CFDOTOOOOROAAPA .......cscsnne Ol mf-3000v Z5U Disc/ Removed ......cssoossreecesseen A 
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DESCRIPTION ; CASE STLE PRICE 


1% 50v Ceramic Dist .eecmern Roe) Mike Rhee | 
100v ) : 


Ou 20% 3kv Ceramic Dist .esessocsssnsesessesnseene ea 
Oluf 20% 100v Ceramic Disc pee eRe SPN ALR. iy Rea some 45 


CFDOTOOOOROBACA ........... 01 
CFDO1O000ROCACA .. 
| 
t bd 


Prrrrrrrrrrirrtrrirrrr 


seeeeeeeeeees 


luF 5% 100v (K06 Monolythic . 
luF 10% 50v CK12 Axial Monolyt 
‘luF 20% 100v CK13 Axial Monolythic 
FDO] 0000RODBBA . O1uF 10% 50v C410 Axial Monolythic ........s00 
(FDOT O000ROEABA ................ Ol uF 20% 50v Dipped Monolythic ............ssssssssseee 
D101 0000ROEAB)....... OluF 20% 75v Dipped Monolythic 5 
0010000 Ol uF 5% 100v Monolythic Dip 
OluF 5% 200v Monolythic Dip 


sone OTuf 30% 250v Dip’d Monolythic ......scccosscccssceoene E 
CFDOIOQOOROEAOA................. LOIuF 2kv Monolythic Dip ....essssssssssssscccsssssueeesssen E 
CFDOOOOOROEBBA ................ OluF 10% 50v Dipped Monolythic .............eccse E 
FDO] O000ROEBCA.. . O1uF 20% 100v Monolythic Dip ............ss-cesessseceeee E 
. OluF 5% NPO 200v Dipped ene EE E 
wee -OluF 2% 100v Dipped Monolythic ........cccsoseccssee E 
FDOIOOOOROEDCA ................ OluF 10% 100v Dipped Monolythic .......csssosscsceees E 
‘FDOTOOOOROFACA recone Ol uF 10% 100v -30ppm Dogbone ...............ssse F 
CFDO1 2000ROCACA ................ 01 2uF 10% 100v CKO6 Monolythic ............sscscsosses ( 
CFDO1 2000RODAGA ...........000- 01 2uF 10% 100v CK13 Axial Monolythic ................ D 
CFDOTSO00ROAABI............... 01 5uf 75v Ceramic Axial LAS ....sssssosesnsnneneenee A 
CFDO1S000ROAAMA ............... OU Suf 2% 1.6kv Ceramic Disc .....ssssesscessssesecsccecsenens | Eee ey 2.00 
CFDO15000ROCABA ................ .015uF 10% 50v CK06 Monolythic FER. ia a 45 
CFDO1SQ00ROCACA ................ .015uF 100v CKO6BX Monolythic gett ceca 55 
CFDO1SOOORODACA .............. .015uF 10% 100v CK14 Axial Monolythic ...............+ eA a 35 
CFDO1SO00ROEABA ............... 01 5uF 20% SOv Monolythic Dip ...........csssccessesssseee Soa oe 60 
CFDO15000ROEBBA ................ .015uF 20% 50v Monolythic Dip ......sssocc-scsecovessseeeee LL. 35 
CFDOI8000ROEACA............... .018uF 10% 100v dip Monolythic 30ppm ............... Ecce crannies 65 
CFDO20000ROAACA ................ 02uF 20% 100v Ceramic Dist ..........scc.ccsseecsssecssseees | \ es Be calor a 5 
CFDO20000ROAACI................. O2QuF 150v Ceramic Disc ........cccssscsssecssecssesssecssecenes | Ree ai, AS 
CFDO20000ROAADA................. O2uF 20% 200v Ceramic Disc ........:..sc-sssesssseesseeess | ein ee 8 nD a 20 
CFDO20000ROAAEA ................ O2uF 10% 300v Ceramic Disc .....s.s.scsssecscsssssecssssvees A 25 
CFDO20000ROAAGA................ O2uF 10% 500v Ceramic Disc ........cssssesscssseseccssnsees ho 30 
CFDO20000ROAAKA ................ O2uf- 1Kv X5P CeraMite Dise ..u....scssccsssscssssssesesseseee A : 
CFDO20000ROABKA................ O2uf- 1Kv X5U Disc Cap .....ssssssssssssssssesssssssssssssssse+4 A 
CFDO20000ROABPA ................ O2uf 20% 3kv Ceramic Disc....... A 
CFDO20000ROEACA..............:-- 02uf 20% 100v Monolyth Dip .... E 
CFDO20000ROEBCA.................. O2uf 20% 100v Momolyth Dip ........ssssssssscccssesaseeee E 
CFDO22000ROAAAO ................ 022uf 20% 16v Ceramic Disc ............ccccsvveeessseceeens A 
CFDO22000ROAAAS .............000 02 2uf 20% 25v Ceramic Disc .........c.ccvoveessecessessseees A 
CFD022000ROAABA ................ 022uF 20% 50v Ceramic Dist .............-svecsccsesseoseees A 
CFD022000ROAACA ................ 022uf 20% 100v Ceramic Disc ...........s:s.sscssecsesssssess A 
CFDO22000ROABCA ................ 022uf 20% 100v Ceramic Disc ...........svsec-sssveecesessees A 
CFDO22000ROBABA ................ 022uf 10% 50v CKO5 Monolythic ..........ccccccecsssssee B 
CFDO22000ROCACGA ................ 022uf 10% 100v CKO6 Monolythic ....................0.. ( 
CFDO22000RODACA................ .022uf 20% 100v CK14 Axial Monolythic................. D 
CFDO22000ROEAAS................. 022uf 10% 25v Monolythic Dip ...............s..s00ee0e0 E 
CFDO22000ROEABA ................ .022uf 10% 50v Monolythic Dip ..............:..-cccccssseee E 
CFDO22000ROEACA................. .022uf 5% 100v Dip Mon N200 ...........s-sesccccceressnees E 
CFDO22000ROEBCA.................. 022uf 5% 100v Dipped Monolythic ............ccscsesseee E 
CFDO22000ROFCFA ................. 022uf 400v 27PE Radial Plas ............cssvsssscossssssess F 
CFDO27000ROCABA .............0.. 027uf 10% 50v CKO6 Monolythic ..........cccccsseseees C 
CFDO27000ROCACA ................ 027 uf 10% 100v CKO6 Monolythic .............:cccssss000 ( 
CFDO33000ROAABA ................ 033uf 10% 50v Ceramic Disc.......scscsscsssseeccseesseeeess A 
CFDO33000ROAACA ..............-- 033uF 10% 1O0v Ceramic Disc .......s...ssveccssvecesseeeses A 
CFDO33000ROBABA .........sose.s- 033uf 10% 50v CKOS Monolythic ........sssseseeseseeessees B 
CFDO33000RODADA ............... 033uF 2% 200v NPO Ax Monolythic ........csssssssoscee D 
CFDOS3000ROEABA ................ .033uf 10% 50v Dipped Monolythic........................ E 
CFDO33000ROEACA................. 033uf 10% 100v Dipped Monolythic................ E 
CFDO33000ROEAKA ................ 033uf 5% 1Kv Dipped Monolythic...........sssssescseeese E 
CFDO39000RODABA................ 039uF 10% 50v CK14 Axial Monolythic ................. D 
CFDO47000ROAABA ................ 047 uf 20% 5Ov Ceramic Disc ............ccsssesecsesssssseeee A 
CFDO47000ROAAHD ............... O47 uf 10% 630v Ceramic Disc ......sssecccsscsccoseseesesees A 
CFDO47000ROBABA................ 047uf 10% 50v CKO5 Monolythic ...........sseesscsseees. B 
CFD047000ROCAGA ................ 047 uf 10% 100v CKO6 Monolythic ............ssssseeeeeeee ( 
CFDO47000RODABA................ 047uF 10% 50v CK14 Axial Monolythic ................. D 
CFD047000RODACA ................ .047uF 20% 100v CK14 Axial Monolythic ..........+s D 
CFDO47000RODBBA .........cso000- 047uF 10% 50v CK14 Axial Monolythic ................. D 
CFDO047000RODCBA ................ .047uF 20% 50v CK12 Axial Monolythic ...........+000 D 
CFDO47000ROEACA 0... .sosssese .047uF 10% 100v Dipped Monolythic ..........css.sos0s00 E 
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CFDOSOOOOROAABS ................ OSuf 30% 75v Ceramic Disc Z5V sesccccccscseeseose A corscsnesnenemeneene 20 
CFDOSQQ00ROAACA ...csssssssss000 105uf 20% 100v Corcamic Dise.........s...s-sscssessssesssocoe A sesssccssssccsessssscscesertee 35 
05uf 20% 500v Ceramic Disc... 
OSuf 1Kv Ceramic Disc em 


atnerereeeeesens FA apeceenceseseeeseneasneneeneees # 


56ul (00v CK14 Axial Monolythic as 
O56uF 100v Monolythic Axial .....sscssossnsesneesnee D 
068uf 10% 100v CKO6 Monolythic ............scccsesssee ¢ 
wn O68uF 10% 100v CK14 Axial Monolythic ................ D 
O6BuF 20% 50v Monolythic Dip ..........ssccssssssssccseee E 
068uF 20% 100v Monolyth Dip ....... E 
| CFDOB2000ROBABA........... .082uf 10% 50v CKOS ren igy ic .. B 
CFDOB82000ROCACA ............... 082uf 10% 100v CKO6 Monolythic ............:.ccccsee ¢ 
CFDIOO000ROAAAS ................ uf 10% 25v Ceramic Disc Y5P .............ssssseseeeeeee A 
CFDIOO000ROAABA ................ Vuf 10% 50v Ceramic Dist ...........sssssccccsssssssseeeeseeee A 
CFDIOO000ROAABI................. HE FTE MEISE ccs cscccrsecensccanes A 
CFD1O0000ROAABO................ uF 10% 630v Ceramic Disc ......cccocccsccsvessscsceessees A 
CFDIOOOQOROAACA ..............0 uf 20% VOOy Ceramic Disc ......sseseosesesssoseeeessereen A 
CFDIOQQQ0ROAADA................ uf 20% 200v Ceramic Dist ...........s.ssssessssssscseeeeeee A 
CFDIQOQQOROAAGA ............000. Vuf Z5U 500v Ceramic Disc ........cccccscssccscscscceceeeeeee A 
CFD100000ROAAHD ............... M] UF =i SOV COFOITIC DISC2:,.ctrey.stesnesseesgnceoessettereee A 
CFDIOOO00ROAAKA ............... Vuf 20% Vkv Ceramic Dist .......csescsccccsesecceseeeseeeeesee A 
CFDIOQQQQOROABGA................ Tut NPO 500v Ceramic Disc ...........cccccscsssssssssssesesees A 
CFDIOO000ROBABA ................ uf 10% 50v CKO5 Ax Momolythic ....ccsessssssseeece B 
CFD1QQQ00ROBBBA................ Juf 20% 50v CKO5 Ax Monolythic B 
CFD100000ROCABA ................ luf 10% 50v CK06 Ax Monolythic C 
CFD100000ROCACA ................ Tuf 10% 100v CKO6 Ax Monolythic ....................... ( 
CFDIOOOOORODABA................ uf 5% 50v CK13 Ax Momolythic ..........ccssssssseceesee D 
CFDIOQQQORODACA ................ cluf 10% 100v CK14 Ax Monolythic ..........sssosssee D 
CFDIOO000RODBBA................ Tuf 10% 50v CK14 Ax Monolythic ......essosssscesscseesee D 
CFD1O0000RODBCA ................ eluf 10% 100v CK15 Ax Monolythic ..........sssssssssee D 
CFDIOOQ00ROEACA................. uF 10% 100v Monolythic Dip ....................s0s0ss0000 E 
CFDIQQQQOROEAKA ...........ss.0 Vuf-1000v Monolythic Dip ..........ssscscccecscssnsasesseseee E 
CFDIOOOOOROEBBA ................ Juf 20% 50v Monolythic Dip .................cssseeseeee E 
CFD1SOO00ROAABA ............... T5uf 10% 50v CKO6 M39014/02 o.sccsccesssssssee A 
CFDI50000RODABA................ I 5uf 20% 50v CK14 Ax Monolythic ...................00. D 
CFDI80000ROCADA ................ 18uf 200v CKO6 Monolythic ...............sccccccceeceeeee C 
CFD180000ROEACA................- 18uF 20% 100v Monolythic Dip .....................00000 E 
CFD200000ROAAKA ................ Duk TKV 20% Corarmic Disc ..........cccscssessssssssssssneeees A 
CFD220000ROAACA ..............+. Qu VOOV Ceramic Disc ....c.cccccccccccceccecssesesceseseee A 
CFD220000ROCABA .............+.. 22uf 10% 50v CK06 Monolythic ...................-c C 
CFD220000RODABA................ D2uf 10% 50v Axial Ceramic ..........ccccsssseeecsscccsesees D 
CFD220000ROEABA ................ 22uF 20% 50v Monolythic Dip .........cccssssssssssesesseees E 
CFD220000ROEACA................. .22uF 10% 100v Monolythic Dip ...................esssse0e+ E 
CFD270000ROCABA ................ DT uf 10% 50v CKO6 Monolythic .........sssscscsssssseseee C 
CFD270000ROEACA................. .2TuF 10% VOOv Monolythic Dip .........ccssssessssessseeses E 
CFD330000ROCABA ................ .33uf 10% 50v CKO6 Momolythic ...........scccccccceceeeeee ( 
CFD330000RODABA................ -33uF 10% 50v Axial Ceramic ............ssssessececssesssnes D 
CFD330000RODACA ................ 33uf 10% 100v CK15 Axial Monolythic................... D 
CFD330000ROEAAS ...........-+00++ .33uf 20% 25v Monolythic Dip ........cccccescseeeeeseeeseeee E 
CFD330000ROEABA ................ .33uf 20% 50v Monolythic Dip ..........cscseseesesseseeese E 
CFD330000ROEACA................ 33uf 10% 100v NPO Monolythic Dip .............s000 E 
CFDS90000ROCABA ............0ee. .39uF 10% 50v CKO6 Momolythic ..........ssssseseeseseeee C 
CFD470000ROAACA ................ ATuf 20% VOOv Ceramic Disc ...........csssssseesecseeessnsnes A 
CFD470000ROCABA ................ ATuf 10% 50v CKQ6 Momolythic .........cssssssssssssseeeees ( 
CFD470000RODABA................ ATuf 50v CK14 Axial Monolythic sss: D 
CFD470000ROEAAS ................. ATuf 20% 25v Monolythic Dip ...........cccscsccceseeeeeeeee E 
CFD470000ROEABA ................ ATuf 20% 50v Monolythic Dip ...........sssssssseeseeeees E 
CFD470000ROEACA..............00. AT uF 20% VO0v Monolyth Dip ..u......c.ssssssssssssssuseeees E 
CFD470000ROEADA ................ ATuF 10% 200v Monolythic Dip ...........sssssssseseseseeees E 
CFD470000ROEBBA ................ ATuf 10% 50v Monolythic Dip ..........ssssssssssssseeseeeee E 
CFD560000ROEACA................. 5OuF 20% 100v Monolythic Dip ..........sssssssessseeeeee E 
CFD680000ROCABA ................ Buf 10% 50v CKO6 Momolythic ..............csecccecseseee ( 
CFD680000ROEABA ................ 68uF 20% 50v Monolythic Dip ..........-ssssssssseseseeeeeee E 
CFD680000ROEACA...........sessee .68uf 100v Monolythic Dip -250TC ..........sscsssssssseee E 
CFD750000ROEAAS................. 7 5uF 20% 25v Monolythic Dip ............sssssssssvsrsessee E 
CFD820000ROCABA ................ B2uf 10% 50v CKO6 Momolythic ...........ssssssseseeees ( 
CFDDOIROOOOCABA ................ 1 uf 10% 50v CKO6 Monolythic ...............ccccceescesssen ( 
CFDDOIROOOODACA................ 1 uf 10% 100v CK16 Axial Monolythic ..............sesesee D 
CFDDOTROOOOEABA ................ 1.Omf 20% 50v Monolythic Dip ..........cscsssssssssssseeseee E 
CFDDO1ROOOOEACA ................ 1.0mf 10% 100v Monolythic Dip ..........s.ccccccccscsnnsee E 
CFDDO1ROQOOEBBA ................ 1.0mf 20% 50v Monolythic Dip ..............sesssesesseen E 
CFDDOTROOOOEBCA ................ 1.Omf 20% 100v Monolythic Dip ............ccssscsssssssesee E 
CFDDOTRSOOOEABA ................ 1.5mf 50v Monolythic Dip .............-essesssssssssssssssssee E 
CFDDOIRBO00EABA ................ 1.8mf 10% 50v Monolythic Dip ............-s-ssssssssssseoee E 
CFDDO2R2000AAAS ...............- 2.2mf 20% 25v Disc Ceramic .........ce.cccorveesccesnvseeeeen A 
CFDDO2R2000EAAS ..............+- 2.2mf +80% -20% 25v Monolythic Dip .............sss00 E 
CFDDO2R2000EABA ................ 2.2mF 20% 50v Monolythic Dip .........sssssssseeseeeeeeee E 
CFDDO2R2000€BBA ................ 2.2m Z5U 50v Monolythic Dip ...........cccccsseccceseeeeeee E 
CFDDO3R3000EABA ..........+++0 3.3mf 20% 50v Monolythic Dip .......ccscceccssessssseseeese E 
CFDDO4R7000EABA ................ A.Tmf 20% 50v Monolythic Dip .........ssssessescsesssseseee E 
CFDD22ROO00CAAL ................ 22uf 10% 10v CKO6 Monolythic .........sesssssesseeeeee ( 
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$$$$$$$$ SAVE $$$$$5$55 | 


COMPONENT ASSORTMENTS 


We have millions of orphaned components that deserve a good home. Not enoug 
quantity to be featured in our catalog, so we use them to make assortments. — 


You get fantastic quality at tremendous savings, and we are able to move the small lots. WIN/WIN. ; 


¢ MONOLYTHIC DIPS « e RESISTORS 


100 piece assortment 
Dip mono capacitors: all values 
& tolerances can be included. 
Save to 75% over normal prices. 


(100) $10 
e CHIP CAPS e 


25 piece assortment 
Over stocked values and 1Zs, 
stripline-leadless-wire lead. Save 
20% to 60% & fill the parts bin. 


(25) $20 


e ELECTROLYTIC CAPS e 


100 piece assortment valued at 
$150 or more. Hold your hat. 
This deal might blow it off. Any 
size, value or voltage is game. 


(100) $20 


| © DIPPED MICAS » 


100 piece assortment 
Dip mica capacitors for the parts 
bin. At 12¢ each, you are saving 
60% to 90% over regular prices. 


pes.) $12 


Metal, Film, Carbon, Etc... 
1/10 watt to 10 watt, carbon, 
wirewound or metal film. 100 - 
pieces total. You will be back. 


(100) $10 
e MOLDED RF-CHOKES e 


50 piece assortment 
Over stocked values and 1Zs, on 
our size 1, 2 and 3 molded 
chokes. Many different values. 


(50) $12 
e GLASS FUSES e 


25 piece assortment 
Standard 3AG + pigtail styles in 
glass and ceramic. Save big 
bucks and stock up the parts bin. 


(25) $9 
TOTALLY ASSORTED BATCHES 


This is where our 1Zs end up. 
We haven’t had a complaint yet 
and most customers buy a bigger 
one next time. 1 to 50 pounders 
of the best surplus around. 
50’s are the best buy! 


1#$5 5#$20 25#$75 50#$100 
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Case D, Bypass style to case, one 
radial lead, bulkhead hole mount. 


came : Ay - 
ds wie 
© 
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Dielectric A: 
Dielectric F: 
Dielectric J: 


Dielectric T: 


Part Number 


Capacity Volts Model / Case Size Price 
(CFP)OOIOOOFACA = 001uF = 1000 v Sprague 91P Axial 5/32"D,7/8"L $1.75 
(CFP)OOIOOOGAFA = ©.001LF = 400 v Sprague 191P Axial 1/4”D,3/4"L $2.50 
(CFP)OOIOO0GAKA = =.001uF =1kv Sprague 96P Axial 3/8"D,7/8"L $4.00 
(CFP)118P12292S4 0012: 200v Sprague Difilm Axial 3/16”D, 3/4"L $2.00 
(CFP)OOI450FABA = 1450pF 50v 419159-1 .5% Axial 3/16’D,3/4"L $2.00 
(CFP)OOTSOOFADA © .0015uF 200v CQO9AIMCI 5% Axial 3/16"D, 3/4”L $3.00 
(CFP)OOTSOOGAFA = ©.0015,F 400v Westcap (P09 Axial 1/4”D,7/8"L $3.00 
(CFP)OOISOOGAHA  .0015,F 600v Westcap CPO9 Axial 1/4"D,7/8"L $4.00 
(CFP)OOIB800JABA  .0018:F 50v Kemet F242 5% Axiol 3/16"D,1/2”L $1.50 | 
(CFP)OOISO0GACA 0018, 100v FIGONOKS 1% Ax. 1/8"D,3/8"L = $1.25 
(CFP)OOI800FAHA  .0018.F 600v Westcap CQR39 10% Ax. 5/16"D,1”L $4.25 
(CFP)OO2Z000GAHA .002uF  600v Gudeman XF1814 Ax. 1/4”D,9/16"L $4.50 
(CFP)O02200GACA = .0022:F 100v Sprag196P Axial 3/16"D,5/8"L $1.50 
(CFP)002200GADA 0022: 200v Westcop (P09 Axial 3/16"D,7/8"L $1.75 
(CFP)OO3200GAFA  .0032LF 400v MCC4D32-1 Axial 7/16”D,1-7/16"L$3.00 | 
(CFP)OO3300GAFA  .0033uF 400v Westcap (P09 Axial 3/16”D,7/8"L $4.00 
(CFP)O03300GAHA  .0033LF 600v Sprague 96P Axial 1/4"D,7/8"L $4.50 
(CFP)OO3300GBHA  .0033uF 600v Westcap (85314 Ax. 5/16"D, 1”L $4.50 
(CFP)OO4700FBDA 0047, 200v NYTE2724-3 Axiol 1/4"D,7/8"L $2.00 
(CFP)OO4700GADA  .0047LF 200v Westcap CPO9 Axial 1/4”D, 13/16"L $3.00 
(CFP)OO4700GAFA  .0047:F 400v Westcap (P09 Axial 1/4”D,7/8"L $4.00 | 
(CFP)OO4700GAHA 0047: 600v Sprague 196P Axial 5/16"D, 1”L $5.00 
(CFP)118P47296S4 .0047uF 600v Sprague Difilm Axial 1/4"D,7/8"L $4.00 
(CFP)OOSOO0FAMA = .005,F = 1.6kv NYTPTIM = Axial -5/8”D, 1-1/8"L $6.50 | 
(CFP)OOS600GADA  .0056F 200v Westcap (P08 Axial 3/16"D,7/8"L $2.00 
(CFP)OOS600GAFA  .0056F 400v Sprague 96P Axial 3/16"D,3/4"L $3.00 
(CFP)OO6800GADA  .0068uF 200v CCC-4267 «Axial 1/4”D, 1”L $2.50 
(CFP)OO7SO00GAHA .0075uF 600v ByCap 6M601 radial 5/16"D, 7/16"L $4.00 
(CFP)OO8200GABA  .0082uF 50v Sprague 114P Axial 5/16"D, 1-1/16"L $2.00 | 
(CFP)OO8200GACA  .0082LF 100v Sprague 196P Axial 3/16"D,7/8"L $2.00 
(CFP)OTOOO0GABA =.0IpF = 50v  CRC12517 2% Axial 3/16"D,5/8"L $2.00 
(CFP)OIOO00GACA = «LON LF 100 v Sprague 186P Axial 1/4”D,3/4"L $1.50 | 
(CFP)O1OO00KACA = LO LF 100v Dearborn LP9 2% Ax. 3/16"D, 3/4”L $4.50 
(CFP)OIOOOOGADA =.01LF 3=— 200 v. Westcap (75570 Ax. 3/16”D, 3/4”L $2.00 
(CFP)OIOOOOGADA = .O1LF 3=—. 200 v_-MTYPICIO3M Axial 1/4”"D,3/4"L_ $2.00 | 
(CFP)OIOOOOGAEA .OluF © 300v Sprague 86P Axial 3/16’D,7/8"L $2.50 | 
(CFP)OIOOOOKAHA = =.01LF 3=—- 600 v. Westcap M39022 Ax. 5/16"D,1"L $4.50 
(CFP)OLIOOOGAHA =.011LF }=©— 600 v Sprague 96P Axial 5/16"D,7/8"L $4.25 | 


Poa 


5 i? 


Dielectric D: 
Dielectric G: 


Dielectric K: 


Metalized plastic / paper /film types 


la ido sic etal Hermetically Sealed (55°C to 125°) 


Case E, Bypass style 
to case, one radial 
lead, vertical mount 
on standoff bracket. 


Polystyrene 
Polypropylene 
Plastic, misc types 
Paper 
Polycarbonate 
Tantalum 
Part Number _Capacit 
(CFP)OISOOOAACA =O SF 
(CFP)118P1530684 .015.F 
(CFP)OISOO0FAHA = .015 UF 
(CFP)OI8000GACA = =.01 8 F 
(CFP)OI8000KAEA = .018 uF 
(CFP)OI8000GAFA .018.F 
(CFP)OI8000GAHA  .018.F 
(CFP)OI8000GBHA  .018.F 
(CFP)OI9O00FACA = .01 9. 
(CFP)O2Z0000GAAU .02.F 
(CFP)O20000FACA = .02LF 
(CFP)O22000GABA  .022uF 
(CFP)O22000JABA 022, 
(CFP)O22000FBCA = .022.F 
(CFP)O22000GACA .022.F 
(CFP)O22000GBCA .022.F 
(CFP)O22000KACA = .022 LF 
(CFP)O22000FCDA  .022,F 
(CFP)O22000KADA 022. 
(CFP)O22000KBDA  .022uF 
(CFP)O22000GAEA .022.F 
(CFP)O22000GBEA  .022.F 
(CFP)O22000GCEA .022.F 
(CFP)O22000KAHA  .022uF 
(CFP)O27000GAFA .027 uF 
(CFP)O33000GABl  .033LF 
(CFP)O33000GACA .033.F 
(CFP)O33000FADA .033.F 
(CFP)O33000FBDA .033.F 
(CFP)O33000GADA  .033.F 
(CFP)O33000KADA  .033.F 
(CFP)O33000KAFA .033.F 
(CFP)O38200KADA  .0382uF 
(CFP)O39000GAAU = .039.F 
(CFP)O39000KACA = .039 LF 
(CFP)O39000GADA  .039.F 
(CFP)O40000GADA .04 uF 
(CFP)O40000GAFA .04 uF 
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to case/ground, one 7" 
radial lead, body “~™g 
_ clamp attached at center. 


Case G, Radial ine two 
6-32 posts 90° to body. 


Case K, Bypass style to 
case, one radial lead, body 
clamp mount. Automotive 


style. 
Volts Model / Case Size Price 
100v 1PTI53H 3% Ax. 1/4”D,1”L $5.00 
600 v Sprague Difilm Axial 5/16’D,1"L = $5.50 


600v CQIOAIKF Case“B” 5/16"D, 7/8"L $7.00 
100 v SMB-777684 5% Axial 3/16"D, 5/8”L $2.25 
300 v MPIF/83J3 5% Axial 3/16"D, 5/8”L $3.00 
400 v Sprague 196P18394S2 Ax 5/16’D,1”L $3.75 
600v Sprague 96P 5% Axial 5/16"D,1”L $5.00 
600 v Westcap 16/6183 5% Axial 5/16”D, 1”L $4.50 
100v NYTPH1902-1C1Z Ax. 5/16"D,1”L $3.59 
30v CRC12517 5% Axial 1/8”D,5/8"L $1.50 
100 v PH20421C1Y 1% Ax. 5/16”D, 1-1/16”L $4.00 
50v $16-2569F 1% Axial 7/16’D,1"L $4.50 
50v Kemet F241 5% Axial 3/16"D,9/16"L $2.00 
100 v Sprague CQRO7A1QB Ax. 5/16"D,1"L $4.00 
100v Sprague 91P Axial 3/16”D, 13/16"L $1.50 
100v Sangamo 2412416 5% Ax. 5/16"D, 7/8”L $1.50 
100 v Dearborn LP9 2% Ax. 3/16’D, 3/4”L $4.50 
200 v Hopkins 1Q2223C Ax. 3/16"D, 3/4”L $1.90 
200 v Acushnet V323Z Ax. 5/16"D, 3/4"L $3.50 
200v 922E1C 5% Axial 3/16’D,1/2"L $4.00 
300 v Westcap 16M3223-7 Ax. 5/16”D, 1”L $2.00 
300v Sprague 96P Axicl  5/16D,1"L $3.00 
300v Sprague 196P Axial 5/16"D,7/8"L $3.00 
600 v Sprague CHO9AING Axial 5/16”D, 1”L $4.50 


400v Sprague 96P Axial 5/16”D,1"L $2.90 
70 vac Sprague P64644 Axial 5/16"D,1"L $2.00 
100v Sprague 96P Axial 1/4”D,7/8"L $1.50 


200 v Westcap CQO9A1 5% Ax. 1/4”D, 3/4”L $2.50 
200 v Westcap CQR39 10% Ax. 5/16”D,1”L $2.25 
200 v Sprague P107069 Ax. 1/4”D,7/8"L $2.25 
200v Acushnet V323Z 20% Ax. 3/8”D,1"L $3.50 
400v Acushnet V323Z 20% Ax. 7/16"D,1"L $4.25 
200v Westcap (604823 1% Ax.3/8"D, 1-1/4”L $5.00 
30v CRC 12517 5% Axial 3/16"D,5/8”L $1.50 
100v ECMC62 2% Axial 3/16”D,3/4”L $3.50 
200v 446-615W4 10% Ax. 1/4”D,7/8"L $1.50 
200v Westcap (75446-212 Ax. 1/4”D,3/4"L $2.00 
400 v Sprague 41M-S4 Ax. 7/16"D, 1-5/16"L $4.00 


a —— > * Pee A 
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Surplus Sales 


ae a La 4h eee 


Part Number Capacity Volts Model / Case Size Price 


(CFP)043000FACA 
(CFP)047000JABA 
(CFP)047000GACA 
(CFP)047000GBCA 
(CFP)047000GADA 
(CFP)047000KADA 
(CFP)047000FEDA 
(CFP)047000GAEA 
(CFP)047000GAFA 
(CFP)047000GBFA 
(CFP)047000FAHA 
(CFP)047000FBHA 
_ (CFP)047000KAHA 
(CFP)O50000KAAU 
(CFP)O50000FACA 
(CFP)OS50000KADA 
(CFP)OS0000GAEI 
(CFP)O58800FACA 
(CFP)O60000FACA 
(CFP)O68000KABA 
(CFP)O68000KACA 
(CFP)O68000GBDA 
(CFP)O68000KADA 
(CFP)O68000GAEA 
(CFP)O68000GBEA 
(CFP)075000GAHA 
(CFP)O82000FAFA 
(CFP)082000FAHA 
(CFP)118P1135 
(CFP)O82000GAKA 
(CFP)100000KABA 
(CFP)100000GABA 
(CFP)100000GBBA 
(CFP)100000GCBA 
(CFP)100000KACA 
(CFP) 00000GACA 
(CFP)100000GBCA 
(CFP)118P1040254 
(CFP)I00000FBDA 
(CFP)100000GDDA 
(CFP)100000GCDA 
(CFP)100000KADA 
(CFP)100000KBDA 
(CFP)100000KCDA 
(CFP)100000GAEA 
(CFP)1O0000FAEA 
(CFP)1 00000KAFA 
(CFP)100000FBHA 
(CFP)100000FCHA 
(CFP)100000KAHA 
(CFP)|00000KBHA 
(CFP)]00000KCHA 
(CFP)100000KDHA 
(CFP)118P10496S1 
(CFP)118P1049154 
(CFP)118P10454 
(CFP)1 20000GADA 
(CFP)1 20000GAEA 
(CFP)] 50000FABA 
(CFP)1 50000KABA 


100v Sprague 127P 2% Ax. 5/16°D, hd Bs. 6 
50v Kemet F241 5% Axial 3/16"D, 3/4’L $2.50 
100v Sprague 96P Axial 5/16’D,1"L $3.00 
100 v Westcap (P09 Axial 5/16”D,1”L $3.00 
200 v APOO9AIKC473KCD Ax. 7/16"D,1"L $5.00 
200v Electron M2-473D 5% Ax. 1/4"D,9/16"L $3.00 
200 v CQIOATKC 5% Case “B" 1/4"D, 7/8"L $4.00 
300 v Sangamo K03473M Axial 3/8”D,1”L $3.50 
400 v Westcap (P09 Axial 3/8”D,1-1/4”L $3.00 
400 v Westcap(PIOA Ax. CaseB 3/8"D, 3/4”L $3.75 
600v Westcap CQRO9 2% Ax. 3/8”D,1-1/2”L $9.00 
600v C/ULA Ceramic case Ax. 1/2’D,1-1/2”L $4.00 
600v Sprague M39022 Axial 3/8"D,1-1/4"L $5.50 
30v WestcapM83421 Ax. 1% 5/32”D, 11/16”L $6.50 
100v IPTL503) 5% Axial 3/8”D,1-1/8”L $3.00 


200v Dearborn MPF Axial 1/4”D, 1”L $4.50 
350v BSIIKZ Axial 1/2'D, 1"L $3.50 
100v AR411E1 1% Axial 3/8”D, 1-1/8"L $30 


100v Efcon PH6002 2% Axial 1/2”D,1”L $5.00 
50v Dearborn LP9 1% Ax. 5/32”D, 3/4”L $3.50 
100v ECPAI-42286 2% Ax. 5/16"D, 11/16”L $3.50 
200 v Westcap 18K2683-3 Ax. 3/8”D,1”L $2.90 
200v Acushnet V323Z 20% Ax. 5/16"D,1”L $3.50 
300 v Sprague 96P Axial 3/8”D, 1”L $2.50 
300v Sprague 91P Axial 3/8”D, 1”L $2.50 
600v Sprague 91P Axial 3/8”D,1-1/4L $6.00 
400 v 5% axial Dearborn MPIF .44” x .88"H $2.50 
600v Westcap CQRO9 2% Ax. 9/16"D,1-1/2"L $12 
1 kv Sprague Difilm Case “B” 1/2”D, 1-1/4”L $8.00 
T kv (SC 191P8239 Case “C’ 5/8”D, 1-7/8"L $15 
50v ECMC62 1% Axial 3/16"D,3/4"L $2.50 
50v (CRC12517 10% Axial 3/16’D,5/8"L $1.25 
50v Electron EP3F7 10% Ax. 1/4”D,3/4”L $1.00 
50v Kohler D392 Case“K” 5/8”D, 1-3/4”L $1.00 
100v Acushnet V323Z 20% Ax. 7/16"D,1”L $2.50 
100 v Sangamo KO1104M Ax. 5/16"D, 13/16”L $1.50 
100v Sprag 186P Case “B’, 3/8’D,7/8"L $2.00 
200v Sprague Difilm Axial 5/16’D,1”L $4.00 
200v Westcap (Q05 10% Axial 3/8"D,1”L $3.50 
200v Sprague 196P Case“C” 3/8”D, 1-1/4”L $7.00 
200v Gudeman XFS Axial 7/16"D,1"L $1.50 
200v Acushnet V323Z 20% Ax. 7/16"D, 1-1/4’L $3 
200v Acushnet V323Z 10% Ax. 7/16"D,1-1/4”L $4 
200v MVIFIO4 10% Axial 7/32"D,7/8"L $4.50 
300v Westcap 16M3104-7 Ax. 3/8”D,1-1/4”L $2.50 
300v NYT8816 5% Axial 3/8’D,1-1/2”L $3.00 
400 v Westcap M39022 Axial 3/8”D, 1-1/4’L $5 
600v Potter 2405 10% Ax. 9/16’D, 7/8"L $4.50 
600v NYT CP12A Case “F” Bypass 1/2”D, 1-3/8"L $5 
600v Sprague (HOS Axial 1/2’D,1-1/4"L $6 
600v Acushnet V323Z 20% Ax. 1/2”D, 1-1/4"L $5 
600v Westcap M39022 10% Ax. 1/2”D, 1-1/4”L $7 
600v Acush V323X 20% Case“D” 1/2”D,1”L $8 
600 v Sprague Difilm 10% Ax. 1/2”D, 1-1/16’L $6 
1 kv Sprague Difilm 10% Ax. 9/16”D, 1-1/4”L $9 
1.5 kv Sprague Difilm 15% Ax. 9/16”D, 1-1/2°L $12 
200 v Sprague 196P Axial 3/8”D,1-1/2”L $2.50 
300v 89090 Case “C” lugs 1/2”D, 1-1/2”L $7.00 
50v Westcap (Q09 5% Axial 5/16”D,1”L $7.00 
50v Dearborn LP9 10% Axial 3/16”D, 5/8”L $3.00 


St ee eee 
InfofTech/ntnl: 402-346-4750 


-Non-Polarized Capacitors: Metal Case, Hermetically Seale ' 
15 uF 
5 uF 
5 uF 
15 uF 
15 uF 
15 uF 
15 uF 
15 uF 
15 uF 
15 uF 
15 uF 
16 uF 
18 uF 
18 uF 
18 uF 
18 uF 
19 uF 
204 uF 
22 uF 
22 uF 
22 uF 
22 uF 
22 uF 
22F 
22 uF 
22 uF 
22 uF 
22 uF 
22 uF 
22 uF 
224 uF 
23 uF 
24 uF 
25 uF 
25 uF 
25 uF 
25 uF 
25 uF 
25 uF 
25 uF 
27 uF 
27 uF 
27 uF 
2] uF 
27 uF 
33 uF 
.33 uF 
33 uF 
33 uF 
.33 UF 
.33 UF 
33 UF 
.33 uF 
.33 uF 
33 uF 
33 uF 
34 uF 
38 uF 
39 uF 
39 uF 


Part Number 


-(CFP)118P1540254 © 


(CFP)150000FBDA 
(CFP)150000FCDA 
(CFP)150000GADA 
(CFP)150000JADA 
(CFP)150000GAEA 
(CFP) 1 50000KAEA 
(CFP) 50000FBFA 
(CFP) 1 50000KAFA 
(CFP)150000GAHA 
(CFP)1 50000KAHA 
(CFP)1 50000TAAW 
(CFP)180000JABA 
(CFP)118P33404T16 
(CFP)180000FADA 
(CFP)1 80000FAFA 
(CFP)190000FACA 
(CFP)204000FACA 
(CFP)220000KABA 
(CFP)220000FCCA 
(CFP)118P2249254 
(CFP)220000KADA 
(CFP)220000FBDA 
(CFP)220000FCDA 
(CFP)220000FDDA 
(CFP)220000GAEA 
(CFP)220000GBEA 
(CFP)220000GAFA 
(CFP)220000GBFA 
(CFP)220000GBHA 
(CFP)224000FACA 
(CFP)230000TAAW 
(CFP)240000KABA 
(CFP)250000FACA 
(CFP)250000GADA 
(CFP)250000GBDA 
(CFP)250000KAFA 
(CFP)250000GAFA 
(CFP)250000GBFA 
(CFP)250000GBHA 
(CFP)270000KADA 
(CFP)270000JADA 
(CFP)220000GAEA 
(CFP)270000FAFA 
(CFP)270000KAFA 
(CFP)3300006BCA 
(CFP)330000KACA 
(CFP)330000FBCA 
(CFP)330000FCCA 
(CFP)330000KADA 
(CFP)330000GAEA 
(CFP)330000GBEA 
(CFP)330000GCEA 
(CFP)330000GAFA 
(CFP)330000FAHA 
(CFP)118P3340654 
(CFP)340000TAAW 
(CFP)380000FACA 
(CFP)390000FAFA 
(CFP)390000JAFA 


aS 
oa ° 
7 ly. 


ele 800-24: 


4-4567 OF ax: / 402-346 


Volts Model / Case BE 
200 v Sprague Difilm Axial 5 
200v Westcap (QR39 10% Ax. 
200v Westcap CQ09 10% Ax 
200 v Sprague 196P Axial 3/8"D, 1-1/ 
200v Kemet F141 10% Axial 5/16”D, 
300v Sprague 196P Axial 9/16”D, 1-1/ A" | 
300v Dearborn MPF Axial 3/8"D,1"L 
400v Westcap CQ05 10% Axial 9/16”D, 1-3/4"L $4.5 
400v Westcap M83421 10% Ax. 3/8"D, 1 nee oC 
600v Sangamo SDBIK Ax. 10% 9/16”D, 13/4"L $5.0 
600 v Acushnet V323Z 20% Ax. 1/2"D, 1-1/4’L $ 
35 vnp Tantalex 151D 10% Axial 1/8°D, 5/8”L $3. 
50v Kemet F242 1% Axial 3/16"D,1"L $2.50 
100 v Sprague Difilm Axial 3/8"D, 1-1/8"L $3.50: 
200v 91M2184C 5% Axial 3/8”D,1-1/4"L $4 
400v Westcap CQR29 5% Ax. 9/16”D, 1-1/2’L $8. 
100v NYT PH1903-1C2B 2% Ax. 9/16"D, 1-3/8”L $9 
100v Efcon PH2403-1C 1% Ax. 9/16"D, 1-1/2”L $10) 
50v Kemet A2203 2% Axial 1/4”D,3/4"L $2 
100v Westcap (P09 5% Axial 3/8"D, 1-1/2"L $3: 
200v Sprague Difilm Axial  3/8"D,1"L = $5 
200v Westcap M39022 10% Ax. 5/16”D, 1-1/4”L $4 
200v Westcap CPO9 5% Ax. 9/16”D, 1-1/4’L $3.50 
200v Hopkins 1K2224 Ax. 9/16"D, 1-1/4"L $4 
200 v PSL2-224E 10% Ax. 9/16”D, 1-3/4"L $3.50: 
300v Dearborn MPF Axial 10% 3/8”D, 1-1/8"L $6: 
300 v Sangamo SDBIK Ax. 20% 9/16”D, 1-1/2”L $5) 
400 v Sprague 96P Ax. 20% 9/16"D, 1-5/8"L $7 
400v P15045 Axial 5% 1/2”D, 1”L $6. 
600v Sprague 196P Axial 5/8”D,1-7/8"L $10 
100v Efcon PH2243-1C 1% Ax. 9/16"D, 1-3/8’L $10 
35 vnp Tontalex 151D 10% Axial 1/8’D, 11/16’L $4 
50v Sprague 114P224 Axial 9/16"D, 1-3/4"L $5 
100 v Westcap C-90016-32 1% Ax. 9/16”D, 1-1/2°L $8 
200v Gudeman 7016 Case “E” 3/4”D, 1-7/8"L $15 
200v Aerovox P123Z Axial 5/16"D,1-1/4"L $3 
400v Dearborn MPF 5% Axial 3/8”D, 1-5/8”L $7 
400 v Westcap 12K4254-3 Ax. 9/16"D, 1-1/2”L $6 
400 v Gudeman XMG-85 Case “D” 9/16"D, 1-1/8"L $8 
600v 679-177 Case Type“B’ 3/4”D,2"L $8 
200v Dearborn LP9 Axial 3/8’D, 7/8’L $4 
200 v M83421/01-4209 5% Ax. 1/2"D, 1-7/16"L $8 
300 v Sprague 196P Axial 9/16”D, 1-3/4"L $10 
400v Plastic Capac. AM4 Axial 9/16”D, 1-1/8”L $5 
400v Dearborn LP9 10% Axial 9/16”D, 1-1/2”L $5 
100 v Sprague 96P Axial 9/16"D, 1-5/8"L $5 
100v Acushnet V323X 10% Ax. 9/16”D, 1-1/4”L $4 
100v Westcap CQR42 Case “B” 9/16"D, 1-1/4"L $9 
100 v Westcap CQ05A1 Axial 3/8”D, 1-3/8”L $5.50 
200v Acushnet V323X 20% Ax. 9/16”D, 1-1/4’L $5 
300v NYT7PGIXL Cose“B” 9/16”D, 1-7/8"L $6 
300 v Sprague 196P Axial 9/16”D, 1-3/4"L $5 
300 v Sprague 96P Case “B” 9/16"D,1-1/2"L $6 
400v Sprague 196P Case “C” 5/8”D, 1-3/4’L $6.75 
600 v Westcap (P09 5% Ax. 3/4”D, 2-1/4"L $15 
600v Sprague Difilm Axial 9/16”D, 1-3/4’L $11 
35 vnp Tontalex 151D 10% Axial 1/8”D, 5/8”L $9 
100v_ Efcon PH3803-1C 2% Ax. 11/16’D, 1-5/8’L $9 
400 v Westcap CPO4A1KE394K3 Ax. 5/8”D,2°L $6 
400 v Kemet F141 10% Axial 9/16’D, 1-5/8"L $6 


(CF P)470000KCFA 

(CFP)470000AAFA 
(CEP}A700007BHA 
(CFP)118P4740654 
(CFP)470000FCHA 
(CFP)500000FABA 
(CFP)500000GBCA 
(CFP)500000GAFA 
(CFP)500000JAFA 
(CFP)600000FACA 
(CFP)620000KAEA 
(CFP)680000FEBA 
(CFP)680000JABA 
(CFP)680000FACA 
(CFP)680000FBCA 
(CFP)118P6849254 
(CFP)680000GAEA 
(CFP)680000KAFA 
(CFP)118P68406S4 
(CFP)709000FACA 
(CFP)750000KADA 
(CFP)790000FABD 
(CFP)820000GADA 
(CFPA)O01JAAU 
(CFPA)OOTJABA 
(CFPA)001GACA 
(CFPA)O01GBCA 
(CFP)118P10592S3 


(CFP)118P10592T13 


(CFPA)OOIFBCA 
(CFPA)OO1JADA 
(CFPA)O01 KADA 
(CFPA)O01GAEA 
(CFPA)O01GBEA 
(CFPA)O01 KAEA 
(CFPA)001FDFA 
(CFPA)001GBFA 
(CFPA)O01GCFA 
(CFPA)OOIJAFA 
(CFPA)O01 KAFA 
(CFPA)O01KBFA 
(CFPA)O01GAHA 
(CFPA)001 KAHA 
(CFPA)OO1RITAAR 
(CFPA)O01 R25TACI 
(CFPA)OO1R4TACI 
(CFPA)O01 RSKABA 
(CFPA)O01RSGABE 
(CFPA)OO1RSGACA 
(CFPA)001 RSFADA 
(CFPA)O01 RSKAFA 


1 Volts ie 
FA #7 ie v 400v Kemet F242 M83421 10% Ax. 9/16"D, 2"L $7 


‘< 


a. ese > Bie 


400 v CAV499-104-9 Axial 5/8”D, 2”L $3 


J i -400v Sprague 196P Case “C” 3/4”D, 3-1/2"L $19 


50v ECMC62-2412 2% Axial 5/16°D, 3/4"L $2.50 


100v Westcap CQR39 10% Ax. 9/16"D, 1-5/8"L a 


100v Hopkins 1P1474K 10% Ax. 3/4°D, 1-7/8’L $4 
100 v V323X & TRW 47491 Ax. 9/16°D, 1-1/4"L $4 
200v Sprague 114P 5% Case “B’ 1D, 2-1/8"L $5 


-200v Acushnet V323Z 20% Ax. 9/16"D, 1-1/4"L $5 


300 v Sprague 196P Axial 5/8"D, 1- 13/16"L_ $5 
300v Sprague 96P Axial 9/16", 2"L $5 
330v Sprague 186P Bypass Case“D” 5/8”D, 2”L $9 
330vac 500vpk Spra. 259P112 Ax. 3/4”D, 1 3/4"L $6 
400v Westcap (85314-4559 Ax. 3/4”D, 2-3/8"L $5 
400v ECMC62 10% Axial 9/16”D, 2’L $6 
400v Dearborn LP9 2% Axial 9/1 6"D, 2-7/8" $8 


AT uF 400v Westcap (60077 Bypass Case “D” 1D, 2-3/4"L $9 


47 uF 
47 uF 
47 uF 
5 uF 
5 uF 


uF 


uF 
.6 uF 
.62 uF 
.68 uF 
.68 uF 
.68 uF 
.68 uF 
.68 uF 
.68 uF 
.68 uF 
.68 uF 
109 uF 
15 uF 
19 uF 
82 uF 
] uF 

1 uF 

1 uF 

1 uF 

1 uF 

1 uF 

1 uF 

1 uF 

1 uF 

1 uF 

1 uF 

1 uF 

1 uF 

1 uF 

1 uF 

] uF 

1 uF 

1 uF 

1 uF 

] uF 
1.1 uF 
1.25 uF 
1.4 uF 
1.5 uF 
1.5 uF 


1.5/2.5uF 100v Dual Cap / can 


1.5 uF 
1.5 uF 


600v Westcap CQ9A1 10% Ax. 3/4”D, 2-3/4"L $12 
600 v Sprague Difilm Axial 3/4"D, 1-3/4"L $14 
600 v Sangamo CQ1I1A3K Case “D" 3/4”D, 2”L S15 
50v 501209-3 Comp Res. 1% Ax. 3/8"D, 7/8"L $8 
100v CDECA32K Case “F” 1”D, 2-3/8"L $5 
400 v Astron MQCF-45 Axial 9/16"D, 2x eS6 
400v Kemet F241 M83421 10% Ax. 9/16”D, 2”L $9 
100 v NYTPH16003-1(2B 2% Ax. 3/4"D, 1-3/4"L $9 
300v ECMC62 2% Axial 11/16’D,1-3/4"L SII 
50v Westcap CQR29A1 2% Ax 3/8”D, 1-7/16"L $5 
50v Kemet F141 10% Axiol 5/16’D,1"L $6 
100v_ Electron WL1-684 Axial 3/8”D, 1”L $2 
100v Westcap CQR39 10% Ax. 9/16”D, 2-3/4L $5 
200 v Sprague Difilm Axial 1% 1/2"D, 1-1/4"L $9 
300 v Sprague 186P Bypass Case “D” 3/4"D, 2.5"L $11 
400v Sprague Filmite Axial 3/4”D, 2-1/4"L $10 
600 v Sprague Difilm Axial 20% 5/8"D,2"L $12 
100 v Efcon PH7093-1C 1% Axial 1”D, 1 3/4" $9 
200 v Acushnet V323X 10% Ax. 11/16"D, 1-7/8"L $6 
60 vac Dearborn LP8 to 1200Hz Ax. 1/2"D,1"L $12 
200 v Sangamo CP09 10% Axial 1”D, 2-1/8"L $10 
30 v M83421/01-6251M 5% Ax. 5/16"D,1"L $6 
50v Kemet F141 2% Axiol 5/16"D,1"L $8 
100v Sprague 196P Axial 13/16"D, 1-7/8"L $4 


100 v Samp CDENFT325 Case “B” 5/8"D, 2-1/8"LS10 | 


200 v Sprague Difilm Axial 9/16"D,1-1/8"L $8 
200v Sprague Difilm Case “B’ 1/2"D, 1-1/4"L$9 
200 v Westcap CQR29 5% Axial 9/16"D,2°L $6 
200v M83421/01-9268M 10% Ax. 9/16"D, 2”L $7 


200 v Westcap M39022 10% Ax. 9/16"D, 1-1/4"L $7 | 


300 v GI 3PGXL3-1 Bypass Case “D” 3/4”D, 2.5”L $15 
300v Sprague VitQ96P Axial 3/4”D,2"L $8 


300 v ECMC5-1819K 10% Ax. 11/16”D, 2-1/4’L $8 | 
400v M14157/2-4128 10% Axial 1”D, 2-3/8"L $9 | 


400 v GF1085 RFI filter Case “F” Bypass 1"D, 2-3/8"L $8 
400 v Westcap CP10A3 Case “F” Bypass 1”D, 1-7/8"L $8 
400v Kemet F241 M83421 10% Ax. 3/4"D, 2”L S11 
400 v M39022/01-1461 10% Ax. 3/4"D, 2”L $10 
400v Dearborn LP9ATEIOSK Ax. 3/4”D, 2-1/4”L $9 
600v Bycap, paper Axial .67”D, 2-1/2”L_ $10 
600v M39022/01-1497 10% Axial 1”D,2”L $13 
20 vnp Tantalex 151D 10% Axial 1/8”D, 5/8"L $5 
150 vnp Transitor TPFISOC Axial 5/16"D,1”L $12 


150 vnp Tantalex 113D159 Axial 5/16”D,1"L $9 | 


50v M39022/01-A155 5% Axial 3/8”D, 7/8"L $4 
60vac Gudeman XHFE-276801Z 3/4"D,3"L $6 


200v Westcap CHO9AINCI55 Axial 9/16"D, 2”L S11 
400 v ECMC6-8777K 10% Ax. 1”D,1-7/8"L $10 


1-1/2" x 1- V2" x2'L $35 | 


Part Number 
(CFP)118P15596S9 
(CFPA)OOIR8GADA © 


_ (CFPA)OO2KABA 


(CFPA)OO2GACA 
(CFPA)OO2KADA 
(CFP)118P20592S15 
(CFP)118P20592S4 
(CFPA)OO2JAFA 
(CFP)118P2059652 
(CFPA)OO2KAJF 
(CFPA)OO2R2FACA 
(CFPA)OO2R3TAAL 
(CFPA)OO2RS5TAAN 
(CFP)118PS15 
(CFPA)OO3JABA 
(CFP)118P3055259 
(CFPA)OO3FAFA 
(CFP)118P664 
(CFPA)OO3R4TAAL 
(CFPA)OO3R4TAAW 
(CFPA)OOSR4KAFA 
(CFPA)OO4FACI 
(CFPA)OO4KADA 
(CFP)118P4050254 
(CFP)118P237 
(CFPA)OO4GAFA 
(CFPA)O04R1TAAR 
(CFPA)OO4R7TABA 
(CFPA)OOSTAAR 
(CFP)118P5055212 
(CFPA)OOSKADA 
(CFPA)OOSROJAEA 
(CFPA)OOSR6KABA 
(CFPA)OO6R8KADA 
(CFPA)OO8R8KACA 
(CFPA)OO9TAAN 
(CFPA)O1 OFAAU 
(CFPA)O10JAAU 
(CFPA)O1OKABA 
(CFPA)O10TABA 
(CFPA)O1O0GAFA 
(CFPA)O1 1TAAN 
(CFPA)O1ITBAN 
(CFPA)O1 1 TAAW 
(CFPA)O1 2KABA 
(CFPA)O12KADA 
(CFP)118P1260254 
(CFPA)O1SKABA 
(CFPA)O1 8TAAW 
(CFPA)O18TACI 
(CFPA)O20TAAL 
(CFPA)O20GABA 
(CFPA)O20TABA 
(CFPA)O23TAAG 
(CFPA)O23TAAR 
(CFPA)O34TAAN 
(CFPA)OSOTAAR 
(CFPA)O70TAAS 
(CFPA)O7 STAAG 
(CFPA)O7 STAAL 
(CFPA)1 TOTAAL 
(CFPA)1 5OTAAL 
(CFPA)220TAAG 
(CFPA)250TAAC 
(CFPA)37 5TAAN 


: c< m oe Sere asus ws, com seFat ve: 402-34 5-293: : (199 
s: Metal Case, Hermetically Sealed (5c to 125 ut 


city Volts Model / Case Size Price 
1.5uF  600v Sprague Difilm Cose“C” 1°D, 2"L $16 
1.8uF  200vdc/60vac Sprague Vit Q Axial 1 1/7'D, 2"L $6 
2 uF 50v Sprague 121P Axial 9/16"D, 1 VA" $5 
2 uF 100v Filtron$J468B Axial 11/16'D, 1-1/2"L $4 
2uF 200 v Westcap (75643-26A Axial 9/16"D, 1-7/8"L $6 
2 uF 200v Sprague Difilm Case “D” Bypass 11/1 6"D,2°L $7 
2 uF 200v Sprague Difilm Axial 11/16”D, 1 3/4". §8 
2 uF 400v Kemet M83421/01 10% Ax. 1”D, ‘2/7 $4 
2 uF 600v Sprague Difilm Axial 1”D, 2-1/4"L S16 
2uF 750 v Westcap (7557-10 Case “D” Bypass 1”D, 3"L S11 
2.2uF 100v CQR33A3MB225 10% Axial 3/4”D,2"L $9 
2.3uF  10vnp Tantolex 151D 10% Axial 1/8"D, 5/8"L $4 
2.5uF 15 vnp TAN37BETontalum Axial 3/16"D, 3/4”L $5 
2.5uF  600v Sprague Difilm Case “D” Bypass 1D, 3"L $15 
3 uF 50v M83421/01-7299 5% Ax. 9/16"D, 1-1/2"L $7 
3 uF 200 v Sprague Difilm Case“C” 5/8”D, 2-1/8"L $9 
3 uF 400v 5% axial, Electrocube 223 3/4”D, 2-1/8’LS10 
3.2uF  400v Sprague Difilm Case“C” 1”D, 2-3/4”L $12 
3.4uF  6vnp M/ETontalum 10% Axial 1/8”D,5/8"L $4 
3.4uF 35 vnp M/ETontalum 10% Axial 3/16"D,1"L $8 
3.4uF  400v Acushnet V323Z 10% Case “C” 1”D, 2-3/4"L $10 
4uF 150v Westcap 48K Case“B” 3/4”D, 2°L $4 
4 uF 200 v Hop.D26240 Bypass Case “D” 5/8”D, 2-1/4’L $9 
4 uF 200v Sprague Difilm Axial 3/4”D,2’L S10 
4 uF 200 v Sprague Difilm Case “G” 3/4”D, 2-1/8”L $15 
4uF 400 v Elmag P486 Bypass Case “D” 1”D, 2-5/8"L $12 
4. uF  20vnp Tontalex151D Axiol 3/16"D,1"L $6 
47uF 50 vnp Sprague 51D Axiol 1/4"D,1"L = S7 
5 uF 20 vnp M39003/04-0270 Axial 3/16’D,1"L $6 
5 uF 200v Sprague Difilm Axial 1”D,2-1/4”L $8 
5 uF 200v Acushnet V323Z 10%  3/4’D,2-1/2"L $8 
5 uF 300 vnp Tantalum GE 29F2110G2 5/8"D x 2-3/4"L S15 
5.6uF  50v Dearborn LP9AIS65K Ax. 1/2”D, 1-1/4”L $7 
6.8uF  200v M39022/01-1173 10% Axial 1”D,2"L $8 
8.8uF  100v Westcap (75712 Case “C” 3/4’D, 2-7/8"L $9 
9 uF 15vnp Tantalex151D Axial 3/16"D,1"L = $5 
10uF § 30v Westcap CQR29 5% Axial 1”D, 21/2". $9 
1O0uF § 30v Kemet F241 M83421 .5% Ax. 9/16" 'D,1-1/2’L $18 
10 uF 50v Dearborn LP9ATA105K Ax. 11/16"D, 1-1/2'L $7 
10uF  50vnp M39003/04-0270 Axial 3/16’D,1"L $6 
10uF 400¥v Westcap CP1OA3KE105 Case “B” 1D, 1-7/8"L S14 
IluF = 15vnp Sprague 177D 5% Axial 3/16"D,1"L S6 
1] uF 15vnp M39003/04-0254 Axial 3/16’D,1"L $5 
}luF = 35vnp M/ETantalum 10% Ax. 5/16”D,1-1/2"L S9 
12uF —50v Dearborn LP9ATAI26K Ax. 3/4”D, 1-3/8”L $8 
12uF  200v Acushnet V323Z Axial 1-1/8” D, 2"L $18 
12uF  200v Sprague Difilm Axial 1D, 2-5/8"L $18 
15 uF 50v Dearborn LPAIAI56K Ax. 3/4" D, 1-1/2°L $9 
18uF  35vnp Transitor TES Axial 3/16"D, ef Wey 
18uF  150vnp Tantalex113D Axial 3/8”D, he $22 
20uF 10vnp Tontalex151D Axiol 3/16"D,1"L $6 
20 uF 50v Del 160-0621 1% Axial 3/4”D, 1- 3/4! ES 30 
20 uF 50 vnp Transitor TEF20-50 Axial 3/8 'D, 2-1/4"L $8 
23uF 6 vnp M/ETontalum 20% Axial 3/16”D,1"L $4 
23 uF —- 20 vnp Tantalex 151D 20% Axial 5/16"D, 1-1/2°L $9 
34uF 15 vnp Kemet 1111 20% Axial 5/16"D, 1-1/2"L $10 
50 uF 20 vnp M/ETantalum 10% Ax. 5/16’ 'D, 1-5/8"L $10 
70uF = 25 vnp_M39006/02-1261 Axial 3/8”D, 1- 1/2"L_ $10 
75uF  6vnp Kemet T111 20% Axial 5/16"D,1-1/2"L $9 
75uF  10vnp Transitor TEF75-10 Axial 5/16 Bo eh amg 
110 uF 10vnp Kemet Tantalum Axial 3/8”D, 1- 5/8"L $13 
150 uF 10vnp Kemet (L37BD Axial 3/8”D, 7.3/4"L $15 
220 uF  6vnp Sprague 40D408 Axial 3/8” D 1-1/2'L $9 
250 uF  6vnp Sprague 183-2277 Axial 3/8”D,1-1/2"L S6 
375 uF 15 vnp Sprague 34D1008 Axial 3/4”D, 1-3/4"L S17 


- 
- 


200 


Dielectric B 


Dielectric C: 
Dielectric D: 
Dielectric F: 
Dielectric G: 


Dielectric J: 


Dielectric K: 


Dielectric T: 


Part Number 
(CFP)000047FAEI 
(CFP)VK27-220PF20 
(CFP)000270FAGA 
(CFP)000470FAGA 
(CFP)OO0680AADA 
(CFP)OO1000FADA 
(CFP)001 000FADE 
(CFP)001000FAFA 
(CFP)001 000FBFA 
(CFP)OO1000FAHA 
(CFP)001000DAMA 
(CFP)001200FABA 
(CFP)001 200DA0G 
(CFP)001470FACK 
(CFP)001 500CADA 
(CFP)001 SOOCAFA 
(CFP)001 500GBHA 
(CFP)001500DAMA 
(CFP)001800DAKA 
(CFP)002200FADA 
(CFP)002200DADE 
(CFP)002200DAMA 
(CFP)002200FAMA 
(CFP)002700FABK 
(CFP)002700GACA 
(CFP)002700FADA 
(CFP)002700FAFA 
(CFP)O03000DACA 
(CFP)OO3000BAMA 
(CFP)OO3000FAWA 
(CFP)O03300FABK 
(CFP)O03300FACA 
(CFP)O03300CADA 
(CFP)OO3300FADA 
(CFP)OO3300FAFA 
(CFP)O03300DAKI 
(CFP)O03300DAMA 
(CFP)003420FADA 
(CFP)OO3900FACE 
(CFP)OO3900FADA 

-FP)OO3900FA0A 
(CFP)O04300DAMA 
P)004700FABA 


Dielectric A: 


Surplus Stiles 2 


ae pes 


‘Axial Case, also abbr. “ax.” 


ald en a 


Part Number 
(CFP)004700FABK 
(CFP)004700DACA 
(CFP)004700FADA 
(CFP)004700DADE 
(CFP)004700CAFA 
(CFP)004700FAFA 
(CFP)004700FBFA 
(CFP)004700FAHA 
(CFP)004700BAHA 
(CFP)004700FAHD 
(CFP)OOSO00FADA 
(CFP)OO5000GAHA 
(CFP)OO5600FAAV 
(CFP)OO5600FACA 
(CFP)O05600BACA 
(CFP)OOS600FADA 
(CFP)O05600FBDA 
(CFP)O05600DA0G 
(CFP)O06800BACA 
(CFP)OO6800FADA 


| (CFP)O06800CAFA 


(CFP)O06800FAKI 
(CFP)007020FACA 


| (CFP)007200FACE 
| (CFP)O08200FADA 


(CFP)008200DAHD 
(CFP)010000DABA 
(CFP)O1 0000FABA 
(CFP)O10000BACA 
(CFP)O1 0000FACA 


| (CFP)OIOQ00FCCA 


(CFP)O10000CADA 
(CFP)O10000FADA 
(CFP)O10000FBDA 
(CFP)O10000FCDA 
(CFP)O10000KADA 
(CFP)O10000KADE 
(CFP)O10000DAFA 


| (CFP)O1O000CAHA 


Orange Drop style 

Film, misc. 

Polypropylene 

Plastic, Mylar, Polyester 

Paper 

Polycarbonate 

Metalized plastic / paper 

Tantalum 
Capacity Volts Model / Case Size Price 
47 pF =—-350v +Ipf, radial, 1/8’x 1/2"x3/8"H $1.00 
220 pF 200v 10%, axial Vitramon 3/8”D, 1-1/4”L $1.00 
270 pF = =500v 5%, radial, = 1/8"x 1/2"x 1/4"H_~— $0.75 
470 pF =200v 10%, axial, 1/8”D, 5/16”L $0.20 
680 pF 200v 10%, axial, 1/8’D, 5/16”L $0.45 
1000 pF =200v axial, M/Emylor + 1/8’D, 5/16”L $0.30 
1000 pF 250v radial, 5/32’x 1/2"x 3/8"H $0.40 
1000 pF 400v 10%, axial, 3/16"D, 9/16"L $0.50 
1000 pF 400v 5%, radial, 1/8” x 1/2” x 3/8”H_ $0.40 
1000 pF 600v Import, axial, 416P 1/8”D, 11/16”L $1.00 
1000 pF 1600v Import, radial, 1/4",3/4"x1/2"H $1.00 
1200 pF 50v 5%, axial, ECMC32 = 1/8’D, 3/8"L = $0.25 
1200 pF = 2500v 5%, radial, import 5/16’x 1”x 1/2”H $6.00 
1470 pF =160v 2%, axial, Seimens 1/4”D, 1/2”L $0.85 
1500 pF 200v 10%, axial, 1/8”D, 5/16"L $0.20 
1500 pF 400v 10%, axial, 5/32"D, 3/8"L $0.35 
1500 pF 600v Sprague 160P Axial 5/16”D,1"L $2.00 
1500 pF 1600v 5% Import, radial, 1/4",3/4" x 1/2"H $1.00 | 
1800 pF 1000v 10%, radial, 1/8’x5/8"x5/16"H $4.00 | 
2200 pF 200v axial, M/C 708D1 5/32”D, 3/8”L $0.50 
2200 pF 250 vac radial, import 5/32”, 3/4” x 3/8”H $0.65 
2200 pF =1600v/550vac 5%, radial, 1/4”,1” x 9/16"H $1.00 
2200 pF =1600v/550vac 5%, radial, 1/4”,1” x 9/16"H $1.00 
2700 pF 80v 10%, axial, MC708D1 1/8”D, 3/8”L $0.30 
2700 pF 100v 10%, axial 5/32"D, 5/8"L $0.50 
2700 pF 200v axial MC708D1 5/32’D, 5/8”L $0.65 
2700 pF 400v 2.5%, axial KP80S 1/4’D, 1/2”L $2.00 
003 uF 100v radial, P1302F 1/8’x 5/16’x 1/4”H $1.50 
003 uF 1600v Orange Drop, radial, 3/8’x 1”x 1/2”H $0.75 
003 uF 12kv 20%, radial, 5208 ElectroCube 1D, 2”L $15 
0033 uF 80v 10%, axial, MC708D1 1/8”D, 3/8”L $0.30 
0033 uF 100v 5%, axial, MidwecM61696 1/8”D, 3/8”L $0.50 
0033 uF 200v 10%, axial, 5/32’D, 5/16”L $0.25 | 
.0033 uF =200v 10%, axial, 5/32"D, 5/16”L $0.35 | 
0033 uF 400v 10%, axial, PEIX  3/16’D, 7/16”L $0.85 
0033 uF 1200v 5%, radial, 1/4”x 3/4"x 1/2"H $1.25 
0033 uF 1600v/550vac 5%, radial, 3/8”,3/4” x 5/8”H $1.65 
.00342uF 200v 2%, ax, ElectroCube 250D 5/32”, 5/8”L $3.00 | 
0039 uF 125 vac 20%, radial, 1/4’x 5/8’x7/16"H $0.75 
0039 uF 200v 5%, axial, Sprague 192P 5/32’x 1/2”H $1.50 
0039 uF 2kv 5%, axial, EROKP1832 5/16’D, 1-1/4’L $2.50 
0043 uF 1600v 5%, radial, Matsita 1/4”,1”x1/2”H $1.50 
0047 uF 50v 5%, axial, Kemet F331 1/8”D, 1/2”L $0.50 


(CFP)01 2000DAK) 
(CFP)O15000AABA 
(CFP)O1 SOOOFABK 


| (CFP)O1SO00FACI 


CFP-006800FAKI, Dual lead 
“Critical Safety Component”. 


Capacity 
.0047 uF 
.0047 uF 
.0047 uF 
.0047 uF 
.0047 uF 
.0047 uF 
.0047 uF 
.0047 uF 
.0047 uF 
.0047 uF 
.005 uF 
005 uF 
.0056 uF 
.0056 uF 
.0056 uF 
.0056 uF 
.0056 uF 
.0056 uF 
.0068 uF 
.0068 uF 
.0068 uF 
0068 uF 
7020 pF 
0072 uF 
.0082 uF 
.0082 uF 
OluF 
OluF 
OluF 
OluF 
OluF 
OluF 
OluF 
OluF 
OluF 
OluF 
OluF 
OluF 
OluF 
012 uF 
015 uF 
015 uF 
015 uF 


Info/Tech./Intnl: 402-346-4750 ORDERS: 800-244-4567 WV RAK 40% 2 
Non-Polarized mPaativerb Plastic Case « nonmetal) Filed 


CFRIALLC. 20u uF wrap & fill, : 


heavy lug terminals. 
Volts Model / Case Size Price 
80v 10%, axial, MC708D1 1/8”D, 3/8"L $0.30 


100 vac 10% radial, import 1/8”,1/4"H $0.50 
200v 2%, axial, CFROZAMC4 1/8”D, 1/2”L $1.00 


250 vac radial, import 3/16", 1/2” x 5/16"H $0.70 
400v 10%, axial, Film  3/16",7/16"L $0.95 
400v 10%, axial, F-Dyne 5/32”,1/2"L $1.10 
400v 10%, axial 3/16”, 1/2"L $1.00 
600v 20%, axial Mylar 3/8”, 3/4"L $1.50 
600v 10% Orange Drop 6PS-D47, radial, $0.50 
630v 10%, axial 5/32", 3/8’ lb. SkI5 


200v 5% axial LEMCO 3/16”,1"x 1/2"H_ $0.75 
600v CDE ceramic case Ax. 5/16”D, 1”L $3.00 
33v 2.5% radial M4-225-03 3/8”D, 11/16”L $0.50 
100v 5% axial M/E61F 5/32”D, 7/16"L $0.60 
100 v Orange Drop, radial, 5/32"x 5/8"x 5/16"H $0.45 
200v 5%, axial, M/E708D1 3/16”D, 3/8”L $0.70 
200v 10%, axial, 3/16"D, 3/8"L $0.60 
2500v radial, Matsuhita 7/16”,1”x13/16"H $8.00 
100 v Orange Drop, radial, 5/32’x 5/8’x 5/16"H $0.45 
200v 10%, axial, M/E768D1 5/32”D, 3/8”L $0.70 
400v 10%, axial, Sprag 192P 3/16’x 5/8”L $1.25 
1200v 5%, ax, dual leads, safety 3/4”Dx 1-7/8”L $3.00 
100v 1% axial (X104-12 1/4"D, 7/16"L $1.50 
125 vac radial 6022 5/32’x 5/8"x3/8"H $1.75 
200v axial, 663UW82251W 5/32”D, 9/16’L $1.25 
630 vac 10%, radial PMG 5/32"x1/2"x5/16"H $1.75 
50v 5%radial, Matsuhita 1/4”, 1/8"x1/4"H $0.85 
50v 5% axial, PC2X 1/8"x3/8’x3/16’H $0.85 
100 v Orange Drop, radial, 3/16"x 5/8"x 3/8”H $0.65 
100 v 5%, radial, Paktron 5/16’x 5/32’x 5/16"H $0.75 
100v 5%, axial, 410B1B 1/8’x 3/4”x 3/16"H $1.00 
200v 5% axial 5/32"D, 9/16"L $0.50 
200v 2% axial, LP88/708D1 3/16"D, 3/8”L $1.75 
200v 10% axial, M/E 7086) 3/16"D, 11/16’L $0.75 
200 v 5%, radial, M/E 1/4"x 1/2"x7/16"H $1.25 
200v 2% axial, ECPTI2 3/16’D, 1/2”L $1.85 
250v 10% radial Matshita 1/4”, 7/16” x 1/4”H $0.85 
400v 10% radial Matshita 1/8”, 1/2" x 1/4”H $0.95 
600v 10% axial 5/16"D, 5/8”L $0.49 
1200v radial, Matsuhita 1/4”,1"x5/8"H $1.95 
50v 5% axial Sprague 490P 1/4”D, 5/8”L $0.75 
80v 10%, axial, F-Dyne 5/32"D,1/2"L $0.70 
150v 5%, axial, ECX776 5/32", 3/8”L $0.90 


A O2uF 


a es 


FP)022000F! 022 uF 
FP)O22000KAFA 
(CFP)022000FCFA 
(CFP)022000DAKI 
(CFP)022000DAMA 
(CFP)O27000FABJ 
(CFP)027 000CABK 
ICFP)027000FACA 
CFP)027000FBCA 
(CFP)027000FCCA 
CFP)O30000FAHA 
(CFP)O33000DABA 
CFP)033000FABA 
CFP)033000FADA 
(CFP)033000BACA 
(CFP)O33000DACA 
(CFP)O33000FACA 
(CFP)033000FBCA 
(CFP)033000BAFA 
(CFP)O33000DAFA 
(CFP)033000FAHA 
(CFP)033000FAHD 
(CFP)033000DAMA 
(CFP)033000BAMA 
(CFP)O39000BACA 
(CFP)O39000FACA 
(CFP)039000FACE 
(CFP)039000DAMA 
(CFP)040200FACA 
(CFP)047000FABA 
(CFP)047000FBBA 
(CFP)047000FABK 
(CFP)047000FACA 
(CFP)047000FACK 
(CFP)047000FADA 


(CFP)O47000FBDA 047 uF 
(CFP)O47000FCDA 047 uF 
(CFP)O47000FDDA .047uF 
(CFP)O47000FEDA  .047uF 
(CFP)O47000KADA  .047uF 
(CFP)O47000DADE  .047uF 
(CFP)O47000FADF  .047uF 
(CFP)O47000FAFA = .047 uF 
(CFP)O47000KAFA = .047 LF 
(CFP)O47000GAKA .047uF 
(CFP)O47000DAK! = .047uF 


we 


BA —— 022uF 


$0.25, 


“Tov 10%, ‘rofl epoxy yh tere $0.85 
150 10%, axial, 338V 1/8"x9/16"x3/16"H $0.90 
150 v 20%, axial, Lenkurt 056 5/16’D x 3/4” $0.90 


400v 20% ul) AerovoxP161 3/8”D,1”L $1.50 
50v 5%ax, ElectroCube 210B 1/8”, 3/8”, 1/4"H $2.50 


—80v 10% axial, M/E 70861 5/32"D,1/2"L $0.50 


100v 5%ax, ElectroCube 210B 1/8”, 3/8",1/4"H $4.00 
150v 2% axial, ECM(32 3/16"D,3/8"L $2.00 
200v 10% axial, M/E 708D1 1/4”D,1/2"L $0.95 
400v 10% axial, Sprague 1/4”D, 5/8"L $1.00 
400v 10% radial, 5/32", 1/2"x3/8"H $1.50 
400v CDEMPYA4522 Axial 1/4”D,5/8"L $1.50 
400 v 10% radial, TexCap 27PE 1/4"D x 3/4”H_ $1.50 
1200v 2.5% radial Matshita 1/4”, 5/8”x 1-1/8"L $2.75 
1600 v 5% radial Matshita 7/16", 7/8"x 1-1/8"L $3.45 
75v 10% axial, 32MPC 5/32"D,3/8"L $0.50 
80v 10% axial, Sprague 3/16’D,7/16"L $0.45 
100v 5% axial, 5/32”,5/8"x5/16"H_ $1.00 
100v 5% ax, MidwecCTM 1/4”D,13/16"L $1.00 
100v 10% axial, ECMC32 1/8”D,3/8"L $0.75 
600v Black Beauty Axial 7/16”D, 1-1/4”L $3.00 
50v radial Matshita 1/8”, 1/4"x1/4"H $0.45 
50v 5%radial Seacor 1/8”, 1/4"x3/8"H $0.95 
80v 10% axial, M/E 708D1 3/16’D,1/2"L $0.45 
100 v Orange Drop, radial, 3/16”x 11/16"x 1/2"H $0.85 
100v radial Matshita 1/8”,5/16"x1/4”H $0.60 
100v 10%axial, 5/16”, 5/8"x5/16"H_ $0.55 
100v Midwec 3XF333 axial, 1/8”x1/2"H $0.40 
400 v Orange Drop, radial, 5/16"x 13/16"x 1/2"H_ $1.75 
400v radial Matshita 1/4”,1/2"x3/4"H $0.95 
600v 10% axial, F-Dyne 5/16”D, 1-3/16"L $1.79 
630v 10% axial, 341MC 1/4”D, 11/16"Lx3/8"H $0.75 
1600 v 5% radial Matshita 1/2”,1"x1-1/8"L $3.25 
1600 v Orange Drop, radial, 3/4"x 3/4"x 1-1/2"L $2.99 
100 v Orange Drop, radial, 5/32"x 5/8"x 1/4"H_ $0.55 
100v 2% radial ArcoP1255 3/8"Dx3/4"L $0.95 
125v 2% axial, 1/2"D x 1"L $0.75 
1600v 5% radial Matshita 1/2”,7/8"x1-5/16"L $3.25 
100v 1%, axial, Lenkurt 253 7/16"D x 3/4” $1.65 
50v 5% axial, ECMCO2 3/16”D, 3/8"L $0.40 
50v 10% axial, 1/4"D,1/2"Lx7/16"H_ = $0.35 
80v 10% axial, M/E 708D1 3/16’D,1/2"L $0.45 
100v 2% axial, ECMCO2 5/32”D,3/8"L $1.50 
160v axial, WIMATFM 1/4”D,1/2"L $0.95 
200v 5% axial, Gudeman 287C 5/16"D, 1b $0.85 
200v 10% axial, M/E 7086) 1/4”D, 1/2"L $0.75 
200dc/90vac 10% axial, (296 5/16"D, 3/4”L $0.95 
200v 5% oxial, M2473D 1/8”, 1/2” x 1/4" $0.90 
200v oxial, Aerovox V161-395 5/16"D, 1”L $0.85 
200v axial, 5% Electron M2 1/4"D, 9/16"L $2.00 
250 vac 10% radial Matshita 1/4”, 5/8"x7/16"H $0.65 
250 vac 5%radial 1/8”, 1/2"x 3/8"H $0.85 
400v 5% Axial AerovoxV146 3/8"D, 7/8"L $1.35 
400 v CDEMPY4S47 Axial 7/16"D,5/8"L $1.00 
1000 v Black Cat PKM Axial 9/16"D, 1-1/2"L $5.00 
1250v radial, Matshita 3/8”, 1-1/4" x 3/4”H $1.75 


15 uF 250-vac “el Mehta At, ae eH ee 
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~ (CFPIOSOOODBAMA 


(CFP)052600FADA 
(CFP)O56000FABA 


(CFP)056000FABK 
(CFP)O56000DADE 
(CFP)O56000FAFA 
(CFP)O056000BAHA 
(CFP)O59000FACA 
(CFP)066800FACA 
(CFP)068000FABA 
(CFP)O68000KBBA 
(CFP)068000FBCA 
(CFP)068000FACI 
(CFP)O68000GADA 
(CFP)O68000DADE 
(CFP)O68000FAHA 
(CFP)O068000DAKA 
(CFP)O70000FADA 
(CFP)075000DAHB 
(CFP)O82000FABA 
(CFP)O82000FACA 
(CFP)082000DAKA 
(CFP)O88400FADA 
(CFP) 00000FABA 
(CFP)100000FBBA 
(CFP)100000FCBA 
(CFP)100000FDBA 
(CFP)100000FFBA 
(CFP)100000FABK 
(CFP)100000FBBK 
(CFP)100000BACA 
(CFP)100000FACA 
(CFP)100000DACE 
(CFP)1 00000FADA 
(CFP)100000FCDA 
(CFP) 00000GADA 
(CFP) 00000GCDA 
{CFP)100000KCDA 
(CFP)100000DADE 
(CFP)100000DBDE 
(CFP)100000FADE 
(CFP)100000BAFA 
(CFP)100000FAFA 
(CFP) 00000FCFA 
(CFP)100000FDFA 
(CFP)100000KBFA 
(CFP)1 00000FAHA 
(CFP)1 00000DAHD 
(CFP)KMP10P1 
(CFP)1 00000DAKI 
(CFG)185P-104-4 
(CFP)130000FACA 
(CFP)130000AACA 
(CFP)1 30000FADA 
(CFP)137000FACA 
(CFP)150000FACA 
(CFP)1 50000DADE 
(CFP) 1 5OQ00FAEA 
(CFP)1 50000FAFA 
(CFP)1 50000BAKA 
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“Part Number — Capacity Volts Model / Case 


(05 uF 


0526uF 
056uF 
.056uF 
056uF 
056uF 
.056uF 
.059uF 
.0668uF 
.068uF 
068uF 
.068uF 
.068uF 
068.LF 
.068uF 
.068uF 
.068uF 
07 uF 
07 5uF 
.082uF 
.082uF 
.082uF 
0884 LF 
| uF 
.] uF 
| uF 
| uF 
.] uF 
| uF 
.l uF 
.] uF 
| uF 
.l uF 
.l uF 
| uF 
.] uF 
.] uF 
.l uF 
| uF 
.] uF 
.] uF 
| uF 
| uF 
| uF 
| uF 
| uF 
.] uF 
| uF 
| uF 
.] uF 
.l uF 
.13uF 
.13uF 
.13uF 
.137uF 
5 uF 
15 uF 
15 uF 
5 uF 
15 uF 
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50v 5% axial, ECMCO2 5/32”D, 3/8”L 


402-346-29% 
bh: ey “17 1 


mF Fax: 
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2 Strects 
—-1600v rue Drop, radial, w/t 3/4" 1-1/2"L $7. 00 
200v 2% axial, IMBBA7C 5/32", 1/2"x1/4"H_ $1.75 
50v 5% Axial Westcap (IM 3/4”D, 3/4”L $0.50 
80v 10%axial, M/E 708D1 1/4’D,1/2"L $0.50 
250v radial Matshita 1/8”,7/16"x1/4"H $1.00 
400v axial F-Dyne PEI] 5/16"Dx15/16"L $0.75 
600 v Orange Drop, radial, 10% 3/8’x1"x1/2"H $1.55 
100v 2%radiol ArcoP1255 7/16"Dx3/4"L $1.00 
100v 2% axial EC-PAI4206 1/4’D x 13/16"L $1.25 
$0.50 
50v 5% axial, ECX755 1/8”D,3/8"L $0.75 
100v 2% axial, ECPAI-42286 5/16’D, 5/8”L $1.25 
150 v 5% axial Gudeman 363E 1/8”, 3/4”x1/4"H_ $1.10 
200v CDETWU2S68 5% Ax. 5/16"D, 1-1/8"L $2.00 
250v radial Matshita 1/4”, 9/16"x7/16"H $1.00 
600v Potter 0100-6991 10% 3/8’x3/4"L $2.50 
1000 v radial Matshita 1/4”, 7/8”’x 5/8”H $2.50 
200v 5%S&EI17W Ax. 1/8”, 1/2"x1/4"H_ $1.50 
600 vac radial Matshita 5/16”, 1-1/4’x3/4"H $3.00 
50v 5% radial ECQ-EW 3/16”, 7/16’x 3/8”H $0.50 
100v 5% axial GE6IF 1/4”D,13/16"L $1.00 
1000 v radial Matshita 5/16”, 7/8’x 5/8"H $2.00 
200v 2% IMB BA7C Ax. 3/16", 1/2"x5/16"H $2.00 
50v 2% axial, ECMC42 5/32”, 7/16"x1/4"H $1.25 
50v 10% axial, CDEWMFOSPI 1/4”D,3/4”L $0.65 
50v 5%axial, ECMCO2 3/16"D,3/8"L $0.95 
50v 10% axial, ECMC32 5/32”D, 3/8"L $0.75 
50v 1% axial, MCIIA 1/8”, 3/8"x3/16"H $1.25 
80v axial, Dearborn LP88 5/32”D, 3/8”L $0.50 
80v 10% axial, Sprague 5/16"D,1/2"L $0.50 
100 v Orange Drop, radial, 5/16"x 5/8"x 1/2H $0.75 
100v 10% axial, USCC 1/8”D,7/16"L $0.50 
125 vac radial Matshita 1/4”, 1"x 5/8"H $1.50 
200v 2% axial, M/E AE3Q78 5/16"D, 11/16’L $1.75 
200 v 5% axial, TRW HEW249 1/4"D, 11/16"L $1.25 
200v Black Beauty Axial 7/16"D,1-1/4"L $1.25 
200v 20% Axial CDEMPY2P1 5/16”D, 5/8”L $1.00 
200v CDEMPY2P1 20% Axial 5/16"D, 5/8”L $1.00 
250 vac radial Matshita 3/16”, 7/8’x7/16"H $1.75 
250v radial Matshita 1/8”, 7/16"x 5/16"H $1.45 
250 vac radial DAEWOO 3/8”, 1"x3/4”H $1.95 
400 v Phillips, radial 10% 3/16"x 9/16"x 3/8"H $1.35 
400 v 10% axial, TRWX463 3/8"D, 13/16"L $0.95 
400 v 10% axial, TRW360/PHC 3/8"D,1"L $0.95 
400v 1% oxial, TRWDE4-104A 7/16"x11/16"L $3.50 
400v CDEMPY4P1 20% Ax. 3/8”D, 1-1/8”L $2.25 
600v 5%ax, ElectroCube 850BIF 5/16”, 1-1/8", 7/16"H $4.00 
630 vac radial Matshita 3/16”, 7/8"x7/16"H $2.00 
Tkvy (DEaxial, hi-temp 3/8”D,1-1/8"L $3.00 
1250v radial, Matshita 3/16”, 1-1/8" x 1/2"H $2.80 
4ky Sprague axial 1-3/8"D, 2-3/4"L $20.00 
100v 10% axial, ElpacPD1X 3/8”, 1-1/4”x9/16"H $1.00 
100v 1% axial, Good-all 820 9/16”D, 1-7/8"L $1.90 
200v 5% axial, Elpac PD2X 9/16”, 1-1/4" 3/4"H $1.35 
100v 2% axial, TRWAC4 3/8"D,9/16"L $2.00 
100v 5% radial molded 1/2”, 3/16"x 7/16"H $0.50 
250 v 10% radial Matshita 3/16”, 7/16"x 3/8"H $1.25 
300 v 10% axial, TRWCRI4-18 7/16"D, 1-1/4"LS1.10 
400v 10% axial, ECME2-2781 1/4”, 13/16"x3/8"H $1.25 
1000 v Orange Drop, radial, 7/16"x 5/8"x1-1/2"L $2.00 
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Part Number 
(CFP)1 80000BACA 
(CFP)1 80000DACA 
(CFP)] 80000KACA 


—_ (CFP)180000FAHA 


(CFP)200000FACA 
(CFP)220000FABA 
(CFP)220000FBBA 
(CFP)220000FABF 
(CFP)220000FABK 
(CFP)220000FACA 
(CFP)220000FBCA 
(CFP)220000FDCA 
(CFP)220000FACK 
(CFP)220000AADA 
(CFP)220000FADA 
(CFP)220000BACA 
(CFP)220000FAEA 

(CFP)220000FAFA 

(CFP)220000FBFA 

(CFP)220000FAHA 
(CFP)220000GAHA 
(CFP)250000GCDA 
(CFP)250000GAHA 
(CFP)270000FABA 
(CFP)330000FABA 
(CFP)330000FBBA 
(CFP)330000FABK 
(CFP)330000FBBK 
(CFP)330000FACA 
(CFP)330000FADA 
(CFP)330000GADA 
(CFP)330000DADE 
(CFP)330000GBFA 
(CFP)390000FAAX 
(CFP)390000FADA 
(CFP)390000FAHA 
(CFP)390000FAKA 
(CFP)470000FABA 
(CFP)470000FBBA 
(CFP)470000FCBA 
(CFP)470000FDBA 
(CFP)470000FEBA 
(CFP)470000DABJ 
(CFP)470000FACA 
(CFP)470000FACI 

(CFP)470000FBC 

(CFP)470000FACK 

(CFP)470000FADA 
(CFP)470000FBDA 
(CFP)470000FDDA 
(CFP)470000FDEA 
(CFP)470000FAFA 

(CFP)470000KBFA 
(CFP)470000FAHA 
(CFP)500000GACA 
(CFP)SOO000FADA 
(CFP)500000FAHA 
(CFP)560000FAFA 

(CFP)622500FASM 
(CFP)680000FABA 
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2 Copacyé Volts Model / Cast Y Suess Price 
18 uF = 100-v Orange Drop, radial, 1/4"x 11/16"x1/2"H $0.65. 
A8uF = 100v 5% radial Tong SHN 1/4”, 1/2"x 1/2"H $0.95 
A8uF = 100v 10% Axial Marshall 2DE1 3/8”D,1/2’L $1.75 
18uF == 600v 10% Axial TexCop 27 5/8"D,1"L $3.50 
2uF = 100v 1% axial, SECPS41 3/8”, 1-1/4"x 1/2"H $1.50 
22uF = 50v axial, = 3/16"D, 3/8”L $0.75 
22uF —50v 2% axial, Dearborn LP88 3/16"D, 3/8"L $1.75 
22uF = 63v 20% radial LA224R 3/16”, 3/4"x7/16"H $0.85 
22uF = 80v_ 10% axial, M/E708D1 5/16”D, 11/16"L $0.55 
22uF =—100v 1% Radial TRW663UW 5/16"D,1"L $1.25 
22uF = 100v Axial CDEMCRIP22 5/16"D,13/16"L $0.75 
22uF =100v 10% Radial 1/4”, 13/16"x 1/2”H $0.75 
22uF = 160v Axial WIMATFM 5/16"D,11/16"L $0.95 
22uF = 200v 20% Radial CQME] 1/4”, 1’x 5/8"H $0.90 
22uF = 200v_ 10% Axial ECX776 5/16’D, 11/16"L $1.10 
.22uF 250 v Orange Drop, Nichicon, 1/4"x 3/4"x 3/8"H $1.00 
22uF = 300v 10% Axial CFROSAR 3/8’D, 3/4”L $1.35 
22uF = 400v Axial mylar 1/2’D, 1-3/8"L $1.55 
22uF = 400v 10% Axial TRWCR63 5/16”D, 15/16"L $1.75 
22uF = 600 v 10% Axial EC1664 11/16’D, 2”L $2.25 
22uF == 600v Black Cat PKM 10% Axial 5/8”D,2”L $3.00 
25uF = 200v Aerovox P8292 Ax. 20% 1/2”D,3/4”L $2 
25 uF 600 vBlack Cat PRM 10% Axial 5/8”D, 1-7/8”L $3.00 
27 uF = 50v 10% Axial ECMC12 3/16"D, 1/2”L $0.65 
33uF =—50v 10% Axial ECMC32 1/4"D, 1/2"L $0.75 
33.uF = 50.v 1% Radial RP2A334K 1/2”, 5/32"x 5/16"H $1.50 
33uF = 80 v 5%, axial, FDyne 5/16", 15/16"L $1.10 
33 uF = 80v. = 10% axial, M/E708D1 5/16"D, 7/8"L $0.70 
33 uF 100 v 5% axial, Elpac PDIX 9/16”, 1-1/4"x 11/16"H $1.25 
33 uF = 200v 5% axial, Elpac 2X24 1/4”, 3/4"x 1/4"H $1.40 
33 uF = 200v Black Beauty 160P Axial 5/8”D,1-7/8"L $3 
33 uF =. 250-v 10% radial Matshita 5/32”, 13/16"x 3/8"H $1.65 
33 uF = 400v Axial CDEMPY4P 5/8”D 1-1/8’L $2.75 
39uF = 50v 2% Axial CFROSAR 1/4’D,1/2"L = $1.25 
39 uF = 200v 5% Axial TexCap 31-394(5 5/16"D, 1-1/16"L $1.50 
39 uF = 600v 5% Axial ZAZG 5/16”, 1-1/8"x9/16"H $3.25 
39 uF = 1000v 5% Axial PS2 1/2”, 1-3/4"x5/8’H $5.50 
AT uF = 50v 10% Axial ECX775 1/4’D,1/2"L $0.60 
AT uF = -50v 2% Axial ECMC32 1/4”D, 1/2’L $1.25 
ATuF = 50v 5% Radial M/E 5/32”, 7/8"x11/16"H $0.95 
AT uF = 50v 10% Axial ECMC42 3/16”, 1/2"x 5/16"H $0.75 
ATuF = -50v 5% Axial Westcap R68) 3/8”D,7/8"L $1.15 
AT uF = 75v 10% Radial 225PZ 1/2”, 11/16’x5/8"H $0.95 
ATuF =—-100v 10% Radiol 5/16", 5/8’x 15/16"H $0.95 
A7uF = 150v 10% Axial ECMC12 3/8”"D,7/8"L $0.95 
ATuF = 150v 10% Axial Lenkurt 3/4”D, 1”L $1.25 
AT uF = 160 vac 10% Axiol 7/16”D, 1-1/4’L $1.70 | 
‘47 uF =. 200v CDEWMF2P47 10% Ax. 9/16”D, 1-1/4”L $1.25 
ATuF = 200v 10% Axial ECMC] 5/16”D, 1”L $1.25 | 
47 uF = 200v 10% Axial ECMC32 3/8"D,1”L pS 
AT uF = 300v 5% Axial ECMC1-2151 9/16"D,1"L $1.65 | 
AT uF = 400v 10% Ax. Phil. KCNO341 3/8” 1-3/16’x 1/2"H $1.95 
47 uF = 400v NPOHE4-474 10% Ax .5"x.75’x1.25"L $15 
AT uF = 600 v 10% Axial MCR 6P47K 3/4”D, 1-3/4”L $2.95 
SUF = 100v)—:10% Radial Arco = 1”D, 2-3/8"L_ = $2.00 | 
uF 200v axial, ElectroCube 2308 1/4”, 3/4”, 3/8”H $1.70 | 
5 uF 600v 2% S&EI17W Ax. 1/2", 1-5/8"x5/8"H $4.50 
56uF — 400v 10% axial, Westeap W55037-2 5/8”D, 1-3/4”L $3.50 
6225uF 800v 2% axial, BI55SPCRC12517 1-1/8"D, 3-3/8"L $6.00 
68uF = 50v 5% Axial ECM(32 5/16"D, 1/2”L $1.50 
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(CFP)680000FCBA 


(CFP)680000FDBA 
(CFP)680000FEBA 


(CFP)680000FFBA 
(CFP)680000FDCA 
(CFP)680000KADA 
(CFP)680000BADE 
(CFP)680000FAKA 
(CFP)820000KADC 
(CFPA)OO1 FABA 
(CFPA)OO1 FBBA 
(CFPA)OO1FCBA 
(CFPA)OO1FDBA 
(CFPA)O01FACA 
(CFPA)OO1 FADA 
(CFPA)OO1FBDA 
(CFPA)OOTFCDA 
(CFPA)OOTFEDA 
(CFPA)OO1FFDA 
(CFPA)OO1GADA 
(CFPA)OO1KBDA 
(CFPA)OOIKCDA 
(CFPA)OO1 FAFA 
(CFPA)O01FBFA 
(CFPA)OOIKCFA 
(CFPA)OO1 FAFJ 
(CFPA)O01 FAHA 
(CFPA)OO1FBHA 
(CFPA)001R2FBBA 
(CFPA)OO1 R2FACK 
(CFPA)OO1R22FADA 
(CFPA)OO1 RSFABA 
(CFPA)001 RSFAFA 
(CFPA)OO1 R8FABA 
(CFPA)OO1R8DACA 
(CFPA)001 R8FACA 
(CFPA)001 R8FBCA 
(CFPA)O01 R9DAHB 
(CFPA)O02FABA 
(CFPA)OO2FBBA 
(CFPA)OO2FCBA 
(CFPA)OO2DACH 
(CFPA)OO2FADA 
(CFPA)OO2FBDA 
(CFPA)OO2FCDA 
(CFPA)OO2FDDA 
(CFPA)OO2FEDA 
(CFPA)OO2FFDA 
(CFPA)OO2FAFA 
(CFPA)OO2FBFA 
(CFPA)OO2FAFI 
(CFPA)OO2R1 6FADA 
(CFPA)OO2R2FADA 
(CFPA)OO2R2FADE 
(CFPA)OO2R3FAFA 
(CFPA)OO2RSFADA 
(CFPA)002R7FABA 
(CFPA)OO2R7FBBA 
(CFPA)OO2R94FACA 


ah i: 


68 uF 
68 uF 


68 uF 


.68 uF 
.68 uF 
.68 uF 
.68 uF 
.68 uF 
.68 uF 
82 uF 
1 uF 

1 uF 

1 uF 

1 uF 

] uF 

1 uF 

1 uF 

1 uF 

1 uF 

1 uF 

1 uF 

1 uF 

] uF 

1 uF 

1 uF 

1 uF 

] uF 

1 uF 

1 uF 
1.2 uF 
1.2 uF 
1.22 uF 
1.5 uF 
1.5 uF 
1.8 uF 
1.8 uF 
1.8 uF 
1.8 uF 
1.9 uF 
2 uF 
2 uF 
2 uF 
2 uF 
2 uF 
2 uF 
2 uF 
2 uF 
2 uF 
2 uF 
2 uF 
2 uF 
2 uF 
2.1 6uF 
2.2 uF 
2.2 uF 
2.3 uF 
2.5 uF 
2.] uF 
2.7 uF 
2.94 uF 


(50v 5% Axial CTIM6B4VAJ_ ne 


50.v 5% Axial ECME42 ail /3" 
50v 5% Axial 9/16", 13/32” 


250 v Orange <a rca 1/4"x 13/165 TH 31.5 
1000 v 10% axial, Elpac EA9203 3/4”, 2-1/4"x 1°H S7.¢ 
200 vac axial, Sprag 439P Metal. Mylar 7/16" x 1-1/2" $3.( 
50v Axial CFROSARA 5/16”D,9/16"L_ $1.2 
50v 2% Axiol ECMC42 1/4", 9/16"L $2.0 
50v 1% Axial ECMC42 1/4”, 1/2",3/8"H $2.50 
50v 2% Axial ECMO2 1/4"D,1/2"L $2.00 | 
100v 5% Axial TRW 663F 3/8”, 1-1/2" x 3/4"H $1.50! 
200v 2% ax. ElectroCube 210C 3/16”, 1-1/8", 5/8"H $3.00) 
200v 10% Axial ECMC12 3/8"D, 1-3/16"L $1 50: 
200v 10% Axial WHF 2W1K 5/8”D, 1-3/4”L $1.5¢ 
200 v 2% axial Acushnet V146ZR 3/8”D,1"L $3.00 
200v 2% ax.ECMC45607 3/8”, 1-1/4", 1/2”H $3.00. 
200 v 10% ax. Good-All BAL-1 5/8”D, 1-1/2’L $2.00 
200v CDEMPY2W1 Axial 9/16"D, 2-3/16”L $3.00 
200v CDEMPYA2WI-5K Axial 1/2”D,1”L $1.50 © 
400 10% axial 347-MC-WB9 9/16”, 1-1/8”, 3/4”H$2.00 
400v 10% axial WMF4WIK 3/4”D, 1-15/16"L $1.75 
400v CDEMPY4W1 Axial 11/16”D, 2”L $4.00 
450 v 10% Ax. Westcap W70073 5/8", 2-1/4", 7/8"H $2.50 | 
600v 10% axial, ElpacB6A 5/8”, 2-1/4"x7/8"H $5.00 
600v 2% axial, GAS2943 5/16”, 15/16"x 3/4"H $6.50. 
50v 2% Axial ECMC42 1/4”, 13/16"x3/8"H $2.00 
160v 5% Axial 1/4”, 1"x 5/8"H $2.60 | 
200 v 1% Axial Midwec M7-836-36 5/16”, 1-1/4"x 1/2"H $4.00 - 
50v 10% Axial ECMC42 3/8”, 13/16"x 1/2"H $1.60 
400 v 10% Axial GE40L3151 3/8”, 1-3/16"x 5/8"H $2.00 
50v 10% Axial Sprag LP88 5/16’D, 11/16”L $1.25 
100 v 10% radial Matshita 5/16”, 15/16’x1/2"H $1.70 
100 v 10% axial GE 61F 5/8"D, 1-13/16”L $1.30 
100 v 5% axial, ElectroCube 230B 1/4”, 3/4”, 5/16"H $1.95 
600 vac 10% radial Matshita 1”, 2-1/2"x 1-1/2"H $8.75 
50v 5% axial ASC X663F 1/4”, 15/16"x 3/8"H $2.75 
50v 10% Axial TRW HEW249 5/16D"x7/8"L $2.40 
50v 10% Axial ECMC42 3/8”, 13/16”x1/2"H $2.20 
135vac 10% Ax. ElectroCube 935B 7/16”, 1-3/8"x5/8"H $2.75 
200 v 10% Axial Potter 0100 1/4”, 1-3/16"x9/16"H $2.00 
200 v 10% Axial WMF2W2 7/8"D, 1-7/8"L $2.25 
200v 10% Axial Sprague 735P 5/8”D, 1-1/4”L $3.00 
200 v 20% Axial Acushnet V146ZR 1/2’D, 1-3/4"L $2.65 
200 v Axial Acushnet P82927 9/16"D, 1-9/16’L $3.00 
200v 10% Axial ECMC32 9/16"D, 1-3/4”L $3.00 
400 v 10% Axial BEC-AITE 7/16", 1-7/8"x9/16"H $3.20 
400 v 10% Axial TRW X463UW 7/8"D, 2-3/8"L $3.90 
450v 10% Axial Westcap W70074 1” 2-1/4”x 1-1/4"H $5.50 
200 v 1% axial, Elpac 22421 (removed) 1/2", 1-1/4"x 5/8"H $2 
200 v 5% Axiol ECMC42 3/8", 1"x1"H_=— $2.25 
250v 10% radial Phillips 373MKE 3/8", 1-1/8"x13/16"H $2.45 
400v axial Electron £P36965 1/2", 1-3/4"x5/8"H $2.75 
50v 2% Axial CFROSARA 5/16D"x3/4"L $2.00 
50v 10% Axial Sprag LP88A1A 5/16D”x1”L $1.70 
50v 2% Axial ECMC32 5/16D’x1"L $2.50 
100v 1% Axial Sprague COP24 3/4D” x 2-1/8”L $3.25 
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olarized Capacitors: Plastic Case (non-metay, Bathtub 


FPA)0STABE 
(CFPAJOOSIACA 
(CFPA)OOSFBCA = Su 
(CFPA)OOSFCCA = Su 
(CFPAJOOSFADA = Su 
(CFPA)OOSFBDA 
(CFPA)OOSFCDA = 5 uF 
(CFPAJOOSDADE uF 
(CFPA)OOSFAHA Su 
(CFPA)OOSRGFCBA _5.6uF 
(CFPA)OOSFABA © uF 


(CFP)BT-481464 
(CFP)ROGA442€ .] uF 
(CFP)CP5SBIEGIO4K 1 uF 


(CFP)P30MB 5uF 
(CFP)CPS3BIEFSO4K 5 uF 
(CFP)4239 Suk 
(CFP)P30JM 
(CFP)18S1305 = uF 
(CFPICPOIBIEFIOSK 1 uF 
(CFP)CPS4BIFFIOSK 1 uF 
(CFP)R820K 
(CFP)930 1.25 uF 
(CFP)CPSSBIEB205K 2 uF 


(CFP)R1G4205 2 uF 
(CFP)CP53B1EF205K 2 uF 
(CFP)3663 4 uF 
(COL)931-0035-00  4uF 
(CFPA)OO4FADA 4 uF 
(CFP)P30ZN3 4 uF 
(CFP)MC405G4AE = 4 uF 
(CFP)144P108M 4 uF 
(CFPA)OOSROOGAFA 5 uF 
(CFP)521-1474 8 uF 


(CFP)SMB180468 10 uF/ 10 uF 


(CFP)P30ZN25 10 uF 
(CFP)143P2M 25 uF 
(CFPA)O30FBDA 30 uF 


(CFP)CP55B4EG104V .luF/.1 uF 
(CFP)CPS3BIEF254K .25 uF 
(CFP)AR4BMZ-3X3 3x .3 uF 
(COL)962-9006-00 3x .5uF 


15 uF 


1 uF /.5 uF 


(CFP)KM2-2.5-2X2 2 uF/2 uF 


200 v 10% Axial ITW ME 3/8", 1-1/8" x3/4"H_ $4.00  (CFPA)OOGFACA 


6 uF 


200 v 5% Axial ECME22 1/2", 2-1/2"x3/4"H $3.50 | (CFPA)OOGFADC 6 uF 


200v Axial Hopkins 3P2M 9/16” x 1-3/4"H $3.75 | (CFPA)OO6R8FABA 
50v 1% Axial ECMC2-7761Z 1/4”, 7/8"x9/16"H $3.50 | (CFPA)OOSFADA 


6.8uF 
8 uF 


50v 1% Axial ECMC2-7916F 1/4", 7/8”x3/8"H $3.50 | (CFPA)OO8FBDA BuF 


— 50v 5% Axial 
300 vac 10% radial Matshita 3/4”, 1-5/8"x 1-1/8"H $7.75 | (CFPA)OIOFBBA 
125 voc 10% radial CDEDMMAAWAK 9/16”, 1-3/8"x3/4"H $4.50 | (CFPA)OIOFCBA 
200 v 20% radial Potter 4309C 1/2”, 1-1/4"x3/4"H $3.00 | (CFPA)O1OFABJ 
200 v Orange Drop, radial, 5/8’x 1-3/8"x7/8"H $3.50 | (CFPA)OIOFACA 
50v 5% Axial CFROSARA 3/8D” x 1-3/16"L $3.50 | (CFPA)OIOFADA 
50v 5% Axiol ECMC42 3/8”, 1-1/4"x1/2"H $3.50 | (CFPA)OIOFBDA 
60 v 5% Axial Gudeman 363W 1/2”, 1-3/8" x 5/8"H $2.90 | (CFPA)OIOFAFA 
100v 10% Ax. ElectroCube 650B 1/2", 1-1/8" x 5/8"H $2.45 | (CFPA)O] 2FABA 
100 5% Ax. Sprague LP77A1B 1/2", 1-9/16"x 1/2"H $2.95 | (CFPA)O1 SFABA 
100v 10% Radial ECSMC29 (foil) 5/8”, 13/16"x7/8"H $2.75 | (CFPA)O1 8FAAU 
200 v 5% Axial F-Dyne MPPI1 13/16”x 1-11/16"L $3.25 | (CFPA)O20FBCA 
200v 20% ax. Electron M2-505 9/16”, 1-3/4"x 3/4"H $2.25 | (CFPA)O20FADA 
200v 2% Axial A25A509 5/8”x2"x13/16"H $3.75 | (CFP)CFRI4LLC206K 
250 v 10% radial Matshita 3/8”, 1-1/8"x 11/16"H $6.00 | (CFPA)O20DADA 
600 v 10% Axial ASC 170983 1-3/8"D, 2-1/4L $17 | (CFPA)OZ0DADE 
50 v 5% Axial 
50 v 10% Axial CFROSARB 5/8”D x 1-3/16"L $3.00 | (CFPA)O30FADA 


uF / 5 uF 400 vde 


500 vde 


ECX776 


ECM(32 


1-1/2" x 1-3/4" x 7/8" 
1-3/8" x 4"H x 1/2" 


1000 vde 2-1/2" x 1-1/4" x1" 
1000 vde 2-1/2" x 1-1/2" x1" 


600 vdc 
400 vde 
100 vde 
400 vde 
600 vdc 
600 vde 
600 vde 
100 vde 
600 vde 
600 vde 
600 vde 
100 vde 
100 vde 
250 vde 
400 vde 
600 vde 
100 vdc 
150 vde 
200 vde 
300 vde 
400 vde 
600 vde 
400 vde 
30 vde 

25 vde 

150 vde 
150 vde 
200 vde 


2-1/2" x 1-5/8" x 3/4” 
1-5/16" x 2-1/2" x 5/8” 
1-3/4” x 1-1/2" x 3/4" 
1" x 2-1/2" x 1-3/8” 

see eB ay 4B Pye 
2-1/2" x 1-1/2" x 3/4” 
1-1/4" x 2" x 7/8"H 
2-3/4" x 3-1/4" x 7/8" 
9/16" x 1-1/4" x 3-1/2” 
2-3/4" x 1-3/4" x 1-1/4" 
2-3/4" x 2-3/4" x 1-1/8” 
1-1/2" x 2-1/2" x 7/8” 
2-3/4” x 1-3/4" x 1-3/8" 
2” x 1-3/4" x 2-1/2" 
7/8" x 1-3/4" x 3/4"H 
2-3/4" x 2-1/2" x 1-1/8" 
2-3/4" x 2-5/8” x 1” 

1” x 2-5/8” x 3/4" 

1” x 1-7/8" x 5/8 =" 
1-1/2” x 2-1/2" x 3/4" 
2-3/4" x 2-1/2" x 1-1/2" 
2-3/4" x 2” x 2" 

2-3/4" x 2-1/2" x 1"H 
2-3/4" x 2-5/8" x 2” 
2-1/2" x 1-11/16" x 3/4” 
2-3/4" x 2-1/4” x 3/4” 
2-3/4" x 2-1/2" x 1-1/8" 
2” x 2" x 1-1/4" 


3/8"D, 1"L 


1/2'D, 1"L 


$2.50 | (CFPA)OO9DADE 9 uF 

~~ -10uF 
10 uF 
10 uF 
10 uF 
10 uF 
10 uF 
10 uF 
12 uF 
15 uF 
18 uF 
20 uF 
20 uF 
20 uF 
20 uF 
20 uF 
25 uF 
30 uF 


$3.50 | (CFPA)O25FAAL 


2 section, CPC 481464-10 $ 10.00 
Vertical mount bathtub, btm term. $ 10.00 
NYT Bathtub (P55, bottomterm. $ 15.00 
NYT Bathtub (P55, Dual Sect.  $ 20.00 
Guidemn Bathtub , | side terminal $ 12.00 
115 vac, 3 section, Argent, sidet $ 14.00 
Side terminal $ 17.00 
Aerovox Bathtub, bottom terminal $ 15.00 
Sprague CP55 side terminal $ 18.00 
Chicago Cond. Bathtub, side term. $ 15.00 
Aerovox, small, side.terminal  $ 20.00 
Sprague Bathtub, side terminal 3%$ 9.00 
Sprague CP91B, bottom terminal $ 25.00 
Westcap Bathtub, top terminal © $ 25.00 
Dual section, side terminal $ 25.00 
Chicago Cond. bathtub, side term $ 10.00 
Sprague (P55 bottom terminal $ 15.00 
FCI Dual section bathtub, btm term$ 21.00 
Small, Side terminal $ 10.00 
NYT Bathtub CP53B, side terminal $ 29.00 
Chicago Condenser, side terminal $ 15.00 
Chicago Condenser, side terminal $ 15.00 
Sprague 816B, sideterminal  $ 17.00 
Aerovox, side term. $ 19.00 
1% tol. Southern Elec., side term. $ 25.00 
Sprague bathtub, top terminal  $ 22.00 
Gudeman XF-1796, large Side term. $ 19.00 
EAI bathtub, side terminal $ 19.00 
Dual sect. Sprague, side terminal $ 10.00 


Acushnet, side terminal $ 21.00 
Sprague, side terminal $ 24.00 
AB2-306XA20, side terminal $ 29.00 


200 v 5% Axial 


100 20% Axiol Midwec 77-605 7/16"Dx1-1/4°L $2.00 
220 vac 10% radial Matshita 1/2”,2°x15/16"H $6.00 


~50v 10% Axial £CX784 9/16”, 1-1/4"x 11/16"H $3.50 


200v 5% axial ZA1(805 (removed) 3/4”D, 2”L $1.50 
BEC-A21C 11/16"D, 2”L $3.50 
250 v 10% radial Matshita 9/16”, 1-3/16’x7/8"H $7.00 
50 v 10% Axial Sprague LP88 1/2"Dx1-1/4"L $3.90 
50v 2% Axial CFROSARA 1/2”Dx1-3/16"L $4.50 
75v 20% Axial 61404-2033 11/16"D x 1-3/4"L $2.00 
100 v 20% Ax. ElectroCube 231B 9/16”, 1-1/4” x 3/4"H $6.00 
200v 5% Axial Potter 3200C1 9/16”, 2"x3/4"H $6.00 
200 v 5% Axial B01005 (removed) 3/4”, 1-3/4"x1"H $3.00 
400 v 10% Axial CFROSARC 7/8D" x 2-5/16"L $5.50 
50 v 5% radial ECMC4-5583 9/16”, 1-1/4"x9/16"H $6.00 
50v 10% axial 9/16", 2”x 7/8"H $3.00 
30v 5% radial ECMC4-5606 9/16”, 1-1/4"x9/16"H $7.00 
100 v 10% Axial Dearborn LP88A1B 1D"x 1-7/8"L $8.00 
200 v 5% Axial BO1005 (removed) 1”, 2”x1-1/8"H $4.00 
400 v 10% Axial Hi-Current 1-3/8D" x 2-3/8"L $12 
200 v 5% axial CFRISALC206JP 1-3/8D" x 2-1/4"L $30 
250v 5% axial CFRBALC206 1-5/16D" x 2-1/4"L $25 
10 vac/14vde axial Westcap W55245 1D”x1-13/16"L $8 
200 v 5% axial, mylar (removed) 1-1/4D’x 2-1/2°L $10 


small 
side terminal 


bathtub 


large 
side terminal 
“bathtub 


small 3 section 
=, side terminal 


bathtub 


dual section 
~ (CFP)R820K = uF /.5 uF 

600 vde 2-3/4” x 2-3/4” 
x 1-1/8” Industrial Cond. 


| _bottom terminal 
eee (CFP)CPSSBIEB20S 2uF 100 vdc 

Emmy 2-3/4" x 1-3/4" x 1-3/8" 
| Sprague CP55B1EB205K1 S$ 15.00 
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ame Uncased Silver Ceramic tem- 

ae perature compensating capaci- 

_— tors have high stability, are often 

~~ used (Collins) in oscillators, 

PTOs, etc. 500wv (1000 yan) Excellent capacitance stability over 
wide temperature range. Meets or exceeds Mil-C-20. 
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Info/Tech,/Intni: ‘402-346-4750 - Fax: x: 
RF Capacitors: Uncased, Ceramic, Temperature Compensat 


Part # 
(COL)913-0035-00 
(COL)913-0036-00 
(COL)913-2903-00 
(COL)913-0037-00 
(COL)913-0038-00 
(COL)913-0039-00 
(COL)913-0040-00 
(COL)913-2906-00 
(COL)913-0226-00 
(COL)913-0043-00 
(COL)913-2870-00 
(COL)913-0044-00 
(COL)913-2871-00 
(COL)913-0045-00 
(COL)913-2872-00 
(COL)913-0046-00 
(COL)913-2873-00 
(COL)913-0047-00 
(COL)913-0048-00 
(COL)913-2874-00 
(COL)913-0049-00 
(COL)913-0050-00 
(COL)913-2875-00 
(COL)913-0227-00 
(COL)913-0228-00 
(COL)913-0229-00 
(COL)913-2876-00 
(COL)913-0231-00 
(COL)913-0051-00 
(COL)913-2878-00 
(COL)913-0052-00 
(COL)913-2879-00 
(COL)913-0053-00 
(COL)913-2880-00 


Capacit 
: pF , 


T.C. 
NPO 

5 pF N200 
5 pF (1650) N330 
5 pF N400 
5 pF N600 
5 pF N800 
5 pF N1000 
5 pF (5000) N1000 
5 pF N2400 
10pF = -NPO 
10 pF (1500)N150 
10pF  =-N200 
10 pF (3300)N330 
10pF = N400 
10 pF (4700)N470 
10pF  —-N600 
10 pF (7500)N750 
10pF -N800 
10pF  —N1000 
10 pF (10000) N1000 
10pF =. N1200 
10pF  =-N1400 
10 pF «iso0) N1500 


10pF —-N1600 
10 pF —-N1800 
10pF —-N2000 


10 pF (22000) N2200 


10pF N2400 
20pF —sCNPO 
20 pF (s000) N150 
20pF —N200 
20 pF (4600) N330 
20pF —N400 


20 pF (2400) N470 


Part # 
(COL)913-0054-00 
(COL)913-2881-00 
(COL)913-0055-00 
(COL)913-0056-00 
(COL)913-2882-00 
(COL)913-0057-00 
(COL)913-0058-00 
(COL)913-2883-00 
(COL)913-0232-00 
(COL)913-0233-00 
(COL)913-0234-00 
(COL)913-0235-00 
(COL)913-2884-00 
(COL)913-0236-00 
(COL)913-0059-00 
(COL)913-2888-00 
(COL)913-0062-00 
(COL)913-0063-00 
(COL)913-0064-00 
(COL)913-0065-00 
(COL)913-0237-00 
(COL)913-0239-00 
(COL)913-2892-00 
(COL)913-0241-00 
(COL)913-2886-00 
(COL)913-0068-00 
(COL)913-0069-00 


| (COL)913-0070-00 


(COL)913-2897-00 
(COL)913-0071-00 
(COL)913-0073-00 
(COL)913-0074-00 


| (COL)913-0244-00 


(COL)913-0246-00 


i ptt 
20 nF cisooo) N750 


Né00 


20pF —-N800 
20pF —-N1000 
20 pF (20000) N1000 
20 pF 
20pF ~——N1400 
20 pF (sooo) N1500 
20pF ~=—N1600 
20pF —N1800 
20pF —-N2000 
20pF ——-N2200 
20 pF (4000) N2200 
20pF N2400 
50 pF —NPO 
50 pF (23500) N470 
50pF —-N600 
50pF N800 
50pF N1000 
50pF —N1200 
50 pF —-N1600 
50 pF N2000 
50pF (110000N2200 
50pF = N2400 
50 pF (7500)N150 
100 pF N200 
100 pF  N400 
100 pF  N600 
100pF (75000N750 
100 pF N800 
100 pF N1200 
100 pF  N1400 
100 pF N2000 
100 pF N2400 


N1200 


Part numbers may be mixed to achieve best price break. 
$4 Each (10-24) $3.50 (25-99) $3 (100+)$2.75 


Molded Ceramic temperature compensating capacitors are highly 
accurate, stable, are often used (Collins) in oscillators, PTOs, etc. 


500wv (1000 test). (COL)913-3002-00 .15 pF , (COL)913-2985-00 


iacellent capaci- (COL)QCOI8MFD ——.18 pF | (COL)913-2986-00 2.4 pF 
tance stability (COL)JM110-.22 22 pF | (COL)913-2987-00 2.7 pF 
over wide tem- (COL)913-2969-00 .24 pF | (C0L)913-2988-00 3.0 pF 
perature range. (COL)913-2971-00 — .30 pF | (¢01)913-2989-00 3.3 pF 
Meets or exceeds (COL)913-2961-00 39 pF | (¢91)913.2990-00 3.6 pF 
Mil-C-20/27, +504 (COLI913-2962-00 43 pF | eaait 
fil-C-20/27. +5% | (COL)913-2991-00 3.9 pF 
(COL)913-2964-00 51 pF 
tol. 101b pull test. (COL)913-2992-00 4.3 pF 
(COL)913-2974-00 68 pF 
| (COL)913-2993-00 4.7 pF 
I TOL eTeaepeyn yoPe | (COLI913-2994-00 5.1 pF 
| (COL)913-2975-00 ae AP 
| | (COL)913-2976-00 (COL)913-2967-00 5.6 pF 
“ L (COL}913-2977-00 1.0 pF | (COL)913-2995-00 6.2 pF 
PP S2Eoch — (co1)913-2978.00 1.1 pF | (COLI913-2996-00 6.8 pF 
| | (10-24) $1.75 (coL)913-2981-00 1.5 nF | (C0L)913-2997 00 7.5 pF 
| (25-99) $1.60 (COL)913-2982-00 1.6 pF | (COL)913-2998-00 8.2 pF 
| (100+) $1.40 (COL)913-2984-00 2.0 pF (COL)913-3000-00 10 pF 


Pisce tas eho 
_ ORDERS: 800-244-4567 
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>FM000000ROCA 


SFM000000R3CC 
FM000000R4CB 
5FM000000R5CB 
FM000000R5GC 
FM000000R6CB 
SFM000000R6CC 

FM000000R7CA 
>FM000000R7CB 
FM000000R8CA 
FM000000R8CB 
FM000000R9CB 

FM000001ROCA 
FM000001ROCC 
FM000001R2CA 
*FM000001R3CC 
>FM000001R4CC 
*FM000001R5CA 
*FM000001R5CB 
*FM000001R7CC 
*FM000001R8CA 
*FM000001R8CC 
*FM000002ROCA 
*FM000002R0CC 
*FM000002R2CA 
*FM000002R2CC 
*FM000002R7CA 
>FM000002R7CC 
*FM000003ROCA 
*FM000003ROCC 
*FM000003R2CA 
*FM000003R3CA 
*FM000003R3CC 
*FM000003R6CA 
*FM000003R9CA 
*FM000003R9CB 
*FM000003R9CC 
-FM000004ROCC 
*FM000004R3CA 
-FM000004R3CC 
-FM000004R7CA 
*FM000004R7CC 
-FM000005ROCB 
-FM000005ROCC 
-FM000005R1CA 
-FM000005R1CC 
-FM000005RACA 
‘FM000006R2CA 
*FM000006R8CA 
*FM000006R8CC 
*FM000007ROCA 
*FM000007R5CA 
‘FM000008R2GA 
*FM000010ROBC 
*FM000010ROCA 


_ Leadless Package. Stan- 
dard chip cap package for 
_ surface mounting. Mostly 
ae pie. 1/8”-3/8” Sonate: 


Bviectica Bas Toads co can be trimmed to 
tee Suit application. Mostly ATC Aas caps, V ” square. 


$3.50 
$2.50 


0.05pF 500v, Stripline 
0.3pF 500v, Leadless 


0.4pF 500v, Wire Leads $2.00 
0.5pF 500v, Wire Leads $2.00 
0.5pF 500v, Leadless $2.50 
0.6pF 500v, Wire Leads $2.00 
0.6pF 500v, Leadless $2.50 
0.7pF 500v, Stripline $2.50 
0.7pF 500v, Wire Leads $2.00 
0.78pF 500v, Stripline $2.50 
0.8pF 500v, Wire Leads $2.00 
0.9pF 500v, Wire Leads $2.00 
1.0pF 500v, Stripline $2.50 
1.0pF 500v, Leadless $2.00 
1.2pF 500v, Stripline $2.50 
1.3pF 500v, Leadless $2.50 
1.4pF 100v, Leadless $2.00 
1.5pF 500v, Stripline $2.50 
1.5pF 500v, Wire Leads $2.00 
1.7pF 500v, Leadless $2.00 
1.8pF 500v, Stripline $2.50 
1.8pF 500v, Leadless $2.50 
2.0pF 500v, Stripline $2.50 
2.0pF 500v, Leadless. $2.50 
2.2pF 500v, Stripline $2.50 


2.2pF 500v, ATC Leadless $2.00 


2.7pF 500v, Stripline $2.50 
2.7pF 100v, Leadless $2.50 
3.0pF 500v, Stripline $2.50 


3.0pF 50v, Leadless 30ppm $1.50 


3.2pF 300v, Stripline $2.50 
3.3pF 500v, Stripline $2.50 
3.3pF 500v, Leadless $2.25 
3.6pF 500v, Stripline $2.50 
3.9pF 500v, Stripline $2.50 
3.9pF 500v, Wire Leads $2.00 
3.9pF 100v, Leadless $2.50 
ApF 100v,Leadless $2.50 
4.3pF 500v, Stripline $5.00 
4.3pF 100v, Leadless $2.50 
4.7pF 500v, Stripline $5.00 
4.7pF 100v NPO Leadless $2.00 
5pF 500v, Wire Leads $2.00 
5pF 100v, Leadless $2.50 
5.1pF 500v, Stripline $2.50 
5.1pF 500v, Leadless $2.50 
5.4pF 500v, Stripline $2.50 
6.2pF 500v, Stripline $2.50 
6.8pF 500v, Stripline $5.00 
6.8pF 500v, Leadless $2.25 
7pF 500v, Stripline $2.50 
7.5 Pf, Stripline $6.00 
8.2pF 500v, Stripline $2.50 
10pF 50v 5%, Leadless $0.50 
10pF 500v, Stripline $2.50 


CFM100000ROCD uF 600vac/ 
1200de with 6 legs. 5/16” x 3/8” x 
1/4” overall height. AVX brand. 


Each 6-24 
San IgOD0 
CFM000010ROCC 


CFM000011ROCA 
CFM000011ROCC 
CFM000012ROCA 
CFM000012ROBC 
CFM000012ROCC 
CFM000015ROCA 
CFM000015ROCC 
CFM000018ROCA 
CFM000018ROCC 
CFM000020ROCA 
CFM000020ROCC 
CFM000022ROCC 
CFM000024RO0CA 
CFM000024R0CC 
CFM000027ROCA 
CFM000027ROCC 
CFM000030ROCA 
CFM000030ROCB 
CFM000030ROCC 
CFM000033RO0CA 
CFM000033RO0CC 
CFM000036ROCC 
CFM000039ROCA 
CFM000039ROCC 
CFM000039ROCB 
CFM000043ROGA 
CFM000047ROCA 
CFM000047ROCB 
CFM000047ROCC 
CFM000050ROCC 
CFM000051RO0CC 
CFM000056ROCA 
CFM000056RO0CC 
CFM000062ROCA 
CFM000062ROCB 
CFM000062RO0CC 
CFM000068ROCA 
CFM000068ROCB 
CFM000068ROCC 
CFM000070ROCC 
CFM000075ROCA 
CFM000075ROCC 
CFM000082ROBC 
CFM000082ROCA 
CFM000082ROCC 
CFM000100ROCA 
CFM000100ROCC 
CFM000100RO0GC 
CFM000106ROCA 
CFM000110ROGA 
CFM000115ROCC 
CFM000120ROCA 
CFM000145ROCC 
CFM000150RO0CC 


“CoamTiy 


~ 25+ Each 

$3.25 $5 
10pF 500v, Leadless 
llpF 500v, Stripline 
llpF 500v, Leadless 
12pF 500v, Stripline 


: p >SCOUNTS 
Discount given on total one time pur- 
chase of any chip cap assortment. 
Series‘and values can be mixed for best 
price. The following discounts apply: 
$25-$49 (10%) $100-$249 (20%) 


$50-$99 (15%) $250 + 


CFM100000ROBD_ .1uF 600vac/ 
1200dc with 6 legs. 5/16” x 3/8” x 
7/16” overall height. AVX brand. 

6-24 
$4.50 


$2.50 
$2.50 
$2.50 
$2.50 


12pF 50v, Leadless 21D $1.00 


12pF 100v, Leadless 
15pF 500v, Stripline 
15pF 500v, Leadless 
18pF 500v, Stripline 
18pF 100v, Leadless 
20pF 500v, Stripline 
20pF 100v, Leadless 
22pF 500v, Leadless 
24pF 500v, Stripline 
24pF 500v, Leadless 
27pF 500v, Stripline 
27pF 500v, Leadless 
30pF 500v, Stripline 
30pF 500v, Wire Leads 
30pF 100v, Leadless 
33pF 500v, Stripline 
33pF 500v, Leadless 
36pF 100v, Leadless 
39pF 500v, Stripline 
39pF 500v, Leadless 
39pF 500v Wire Leads 
43pF 500v , Stripline 
ATpF 500v, Stripline 
47pF 500v, Wire Leads 
A7pF 100v_ Leadless 
50pF 100v, Leadless 
51lpF 100v, Leadless 
56pF 500v, Stripline 
56pF 100v, Leadless 
62pF 500v, Stripline 
62pF 500v, Wire Leads 
62pF 500v, Leadless 
68pF 500v , Stripline 
68pF 500v, Wire Leads 
68pF __Leadless 
70pF —_Leadless 
75pF 500v , Stripline 
75pF 50v, 5% Leadless 
82pF 50v 5%, Leadless 
82pF 500v, Stripline 
82pF _Leadless 
100pF 500v, Stripline 
100pF 500v, Leadless 
100pF 500v, Leadless 
106pF 500v, Stripline 
110pF 500v, Stripline 
115pF 100v, Leadless 
120pF 500, Stripline 
145 pF Leadless 
150pF 500v, Leadless 


$2.00 
$2.50 
$2.00 
$2.50 
$2.50 
$2.50 
$2.50 
$2.50 
$2.50 
$2.50 
$2.50 
$2.50 
$2.50 
$2.00 
$2.50 
$2.50 
$2.50 
$2.50 
$2.50 
$2.00 
$2.00 
$2.50 
$2.50 
$2.00 
$1.50 
$1.50 
$1.50 
$2.50 
$2.00 
$2.25 
$2.00 
$2.00 
$2.50 
$2.00 
$1.50 
$1.50 
$2.50 
$1.50 
$0.50 
$2.50 
$1.50 
$2.50 
$2.50 
$3.00 
$2.50 
$2.50 
$1.25 
$2.50 
$1.50 
$2.50 


(30%) 


25+ 
$4.25 


CFM000180ROBC 
CFM000220ROCC 
CFM000240ROCA 
CFM000270ROCB 
CFM000280ROCC 
CFM000300ROCA 
CFM000300ROCC 
CFM000330R0CA 
CFM000330R0CC 
CFM000390ROCA 
CFM000450R0CC 
CFM000470ROCC 
CFM000510ROCA 
CFM000510ROCC 
CFM000560ROCA 
CFM000560ROCC 
CFM000620ROCA 
CFM000660ROCC 
CFM000680ROGC 
CFM000820ROCA 
CFM000820ROCC 
CFM001000ROCA 
CFM001000ROCC 
CFM001200ROKB 
CFM001500ROCC 
CFM001800ROCC 
CFM002200ROCC 
CFM002800ROCC 
CFM003300ROCC 
CFM004700ROCC 
CFM004700ROKC 
CFM005100ROCC 
CFM006800ROCC 
CFM008500RO0CC 
CFM010000ROBA 
CFM010000ROCA 
CFM010000ROCC 
CFM012000ROCC 
CFM020000ROCC 
CFM039000ROCC 
CFM040000ROCC 
oe a ROAC 


CFM SO NRIRGRE 
CFM100000ROCA 
CFM100000ROCC 
CFM100000ROCD 
CFM160000ROCB 
CFM220000ROCC 
CFM330000ROBC 
CFM390000ROCC 
CFM470000ROCC 
CFMA001R00 


CFM100000ROBC gy 

luF 600vac/1200dci 
surface mount chip ca- 
pacitor. 5/16” x 3/8” x 1/8”H. AVX. 


_wo.surplussales com _ peo grinnell@surplussales.com Fax: 402-346-2939 205 


~ CFM020000ROCC 
.02uF 2000 
hi-voltageSMD chip cap 


cap 
stood off with 4 bent legs. 


3/8” x 5/32”H. AVX brand. 
Each 6-24 
$6 $5.50 


3/8” x 


25+ 
ee 


Each 6-24 25+ 
$5 $4.50 $4.25 
CFM100000ROAC 44 
eluF 500dc_ hi-current r 


stacked model with 8° = 
legs. 3/8” x 3/8” x 5/16”H. AVX ind 


Each 6-24 25+ 

$4 $3.50 $3.25 

180pF 50v Leadless $1.00 
220pF 100v 5% Leadless $2.00 
240pF 500v, Stripline $2.50 
270pF 500v, Wire Lead $2.00 
280pF Leadless $1.50 
300pF 500v, Stripline $2.50 
300pF 500v, Leadless $2.00 
330pF 500v, Stripline $2.50 
330pF 500v, Leadless $2.50 
390pF 500v, Stripline $2.50 
450pF 100v, Leadless $1.50 
A70pF 500v, Leadless $2.00 
510pF 100v, Stripline $2.25 
510pF 200v, Leadless $2.00 
560pF 100v, Stripline $2.25 
560pF 100v, Leadless $1.50 
620pF 500v, Stripline $2.50 
660pF 100v, Leadless $1.25 
680pF 500v, Leadless $2.50 
820pF 500v, Stripline $2.50 
820pF 500v, Leadless $2.50 
1000pF 500v Stripline $2.75 
1000pF 500v, Leadless $2.50 


1200pF 1kv RFCap Wire Lead $6 


Leadless 
Leadless 


1500pF 300v, 
1800pF 500v, 


$2.00 
$2.50 


luF 25v 18253E105ZAT 
CFMAO00IROBC luF 200v 10% Leadless 


2200pF 200v , 
2800pF 200v, Leadless 
3300pF 200v, Leadless $2.50 
A700pF 200v, Leadless $2.50 
4700pF 1kv Johanson Leadless $5 
5100pF 50v 2% ATC700 Leadless $1 
6800pF 100v , Leadless $2.00 
8500pF 100v , Leadless $2.50 
0ImF 50v, Stripline $2.00 
.O1mF 100v, Stripline $2.50 
.01lmF 100v, Leadless rot 
.012mF 100v, Leadless $2.50 
.02uF 2kvdc AVX Leadless $6 
.039mF 100v, Leadless $2.50 
04 uF Leadless $3.00 
.luF 500vdc AVX Leadless $4 
-luF 600vac/1200dc Leadless $5 
-luF 600vac/1200dc w/Legs $5 
.lmF 50v, Stripline $2.50 
.luF 100v,Leadless $1.50 
-luF 600vac/1200dc w/Legs $4 
.16mF 50v 5% RFCap Wire Lead $3 
.22 uF Leadless $1.50 
.33uF 50v Leadless $2.00 
39uF 50v Leadless5% $2.00 
A7uF 50v Leadless $2.00 
$1.00 
$3.00 


$2.50 
$2.50 


Leadless 


= oe om f ap i lit 2 “k igs PAE ON re FN ee i. fae a has "oly ie ae Beh ry: s Paasaves Re genet peaks ant ny 
206 Surplus Giles: Info/Tech, Antal: 402-346-4750 arbi 800-244-4567 
RF Capacitors: Stripline, Wire Leads, Vitramon— 


UANTITY BISCOURTS | |———< me Port Number Cap 
Discount given on total one time pur- edit ais A Pkg. CFMVYS81CORSB ‘eer 
chase of caps featured on this page. 7/64” wide, 3” total length. 500 | CFMVCY12C3R9C_ 3.9 pF 
Series’ and values can be mixed for best vde & 2,000 vac models. Axial, CFMVY81C3R9B 3.9 pF 
price. The following discounts apply: ay bane fy dep ets enrages Pr , 
$25-$49 (3%) $100-$249 (10%) | CEM) CORSD 6.8 pe | 
$50-$99 (5%) $250 + (20%) CFMVY81C8R2] 8.2 DF 


tramon VY82 Pkg, CFMVY87C150J 15 pF 
pee e bavi ne - CFMVY8ICI60F 16 pF 
» Stripline Package. wide, otal length. —CRMVCY12C220) 22 pF 


LHi-voltage, flat leads. 2,000 vac rated. Axial. CFMVY81C240J 24pF 


es » CFMVY81C270J  27pF ) 
3/8”-7/16"W x 2-3”L. 4 CFMVY87C300J 30pF — 2kv Stripline $ 
Wire Lead Package. £RROES CFMCY10C330F 33pF 500v axial 1% $ 


: i CFMVY81C330) 33pF  2kv_ axial 5% $2 
Hi-voltage, wire leads. Lo CFMVY81C400) 40pF = 2kv axial 5% $2. 
3/8”-7/16"W x 2-3"L. Vitramon VY83 Wire Lead Pkg. CFMVY81C430J 43 pF 2kv_ axial 5% $2. 


RF, Hi-Voltage Capacitors | 77> wits, 31/8 foal length. CrHv¥s1 500} nF aN aes 
Part Number Capacity Volts Tol. | Case Price pa) tate eat CFMVCY03CA560J 56 OF 100v 


CFMH0003CA 3pF —-2500v 5% 2.5a Stripline $10 | | CFMVCY12C560). 56pF  —-500v 
CFMHO0006CA 6pF —_2500v 5% 2.5a Stripline $10 : | SORTER Ht Pr ree mia 
CFMH0020CA 20pF 2500v 5% 2.5a Stripline $10 CEM ienees 62 pF a Stripling ug 
’ Kart : CFMVY81C680J F axia 5 
relent ae nt se a aid arg Vitramon VY84 Wire Lead Pkg. CFMVY81C750) 75pF 2k axial 8% $3.30 
FM ¢ 22 p 500v 5% 2.5a Strip ine $1 3/4” wide, 3-1/4” total length. CFMVY81C910J 91 pF 2kv axial 5% $2. 50 
CFMH0024CA 24pF —2500v 5% 2.5a Stripline $10 | 9 999 vac rated. Axial. CFMVY87C910J 91pF _—2kv Stripline_ $14.00 
CFMH0027CA 27pF —.2500v 5% 2.5a Stripline $12 CPMVY8IC101J° 100pF = 2kv axial 5% $3.50 


ie CFMVY8IC111G 110pF  2kv axial 2% $4.50 
CFMH0032MA 32pF -3000v 2% 2.5a Stripline $15 CFMVY87C111J. 110pF 2kv Stripline 


CFMH0033CA 33pF 500v 5% 2.5a Stripline $10 PT i ene ee CFMVY81C121F 120pF 2kv axial | 

P ee Sey VAS CFMVY87C121J. 120pF kv Stripline $12.00 
CFMH0039CA 39 pF 2500v 5% 2.5a Stripline $12 CFMVY87C131J 130 pF 2kv Stripline $12.00 
CFMH0043CA 43pF —-2500v 5% 2.5a Stripline $14 CFMVY87C151J 150pF  2kv Stripline $12.00 
CFMH0047CA 47pF —-2500v 5% 2.5a Stripline $12 


CFMVY81C161G 160pF  500v axial 2% $2.50 

aeons me CFMVY82C161J)_ «160 pF = 2kv_—s axial -5% $5.00 

CFMHO0056CB 56pF = 2500v 5% 2.5a Wire Leads$ 9 CFMVY82C181J. 180pF —_2kv__ axial 5% $5.00 
) % 2. fit | ReUrr Es CFMVY13C201F  200pF 500v Rad. Gold 1%$3.00 
CFMHOOS6MB 56 pF 3600 2% 2.5a Stripline $15 CFMVY82C201). 200 5F  2kv axial 5% $5.00 
CFMHO060CA 60pF  2500v 5% 2.5a Stripline $11 CFMVY87C201J 200pF _——2kv ‘Stripline $12.00 
CFMHO068CA 68pF  2500v 5% 2.5a Stripline $12 ESL oe i pas: a Rade 
CFMHOO7SCA 75 pF —2500v 5% 2.5a Stripline $12 |  Vitramon VY87 Stripline Pkg. Crmyp22T241) 240 F kv axial 5% $9.00 
CFMHO090CA 90pF  2500v 5% 2.5a Stripline $12 Designed for rf circuits. 7/16” CFMVY82C241F 240pF 2kv_ axial 1% $5.75 


) 9 aie i -1/2” CFMVY82C271J 270 pF © 2kv_ axial 5% $3.50 
gl 91 pF 2500v 5% 2.5a Stripline $11 wide, to 2-1/ total length. All CFMVY82C301). 300pF 2kv axial 3% $5.00 
CFMHO100CA 100pF —-2500v 5% 2.5a Stripline $12 | 2,000 vac. Silver strip leads Cpmyyg7c301) 300pF _—«2kv Stripline $12.00 
CFMHO115CA 115pF 2500v 5% 2.5a Stripline $11 (some perfed), porcelain body. CFMVY17C331J  330pF 500v axial 5% $2.00 
CFMVY87C331J 330 pF 2kv Stripline $13.00 


CFMH0120CA 120pF 2500v 5% 2.5a Stripline $12 CFMVY83C375R0J 375 pF 2kv axial 5% $6.00 
CFMH0140CA 140pF 2500v 5% 2.5a Stripline $11 CFMVCY16C391J 390 pn at) ee oy ze 4 
A a CFMVY83C391J 390 p 2 axial 5% $6.0 
CFMHO0180CA 180pF 2500v 5% 2.5a Stripline $12 PN CFMVY83C471F 470 pF 2kv axial 1% $7.00 


CFMVY87C471J A70 pF = 2kv_-Stripline $14.00 


ude nme , ad Radial Wire Lead” 
CFMH0200CA 200pF 2500v 5% 2.5a Stripline $12 
P v 5% 2.a. Stripline > CFMVCY16511J 510pF  300v radial 5% $2.00 


3/16D x 3/8”W body” 


CFMH0220CB 220pF 2500v 5% 2.5a Wire Leads $10 CFMVCY16C511G 510 pF 300v radial 2% $2.50 
CFMH0240CA 240 pF 2500v 5% 2.5a Stripline $12 100-500v rated. CFMVY87C511J) 510pF —2kv Stripline $14.00 
CFMH0255CA 255 pF 2500v 5% 2.5a Stripline $14 NA LN oe ai PL ae, peer Re 4 
CFMH0360CA 360 pF -2500v 5% 2.5a Stripline $11 Vitramon CY16¢ CFMVY83C681J) 680pF  2kv_ axial 5% $6.50 
CFMH0390CB 390 pF .2500v 5% 2.5a Wire Leads $10 Radial Wire Lead * ra Nese dee sent pF oe ae t = rt 
CFMH0520CA 520pF 2500v 5% 2.5a Stripline $11 1/4”D x 1/2”W body, CFMVCY12911 109 50 Rad Q=2000 1% $6.00 
CFMH0680CA 680 pF 2500v 5% 2.5a Stripline $12 100-500v rated. CFMVY83C911J 910 2kv axial 5% $6.50 
CFMHO700CA 700 pF 2500v 5% 25a Stripline $12 pouReese raise 235 FE ae 


CFMHO0865CA 865pF 2500v 5% 2.5a Stripline $11 Vitramon 
CFMH1300CA 1300pF 1500v 5% 2.5a Stripline $15 CY21 Radial 7 
FMH1340CA 1340pF 500v 5% 2.5a Stripline $18 Wire Lead 1/2”D 

CFMHI500CA 1500pF 500v 5% 2.5a  Stripline$18 x 13/16”W body, mA ae inte of a aa H oom 


CFMH1500CB 1500pF 300v 2% 2a Wire Leads$16 100-500v rated. CFMVY84C202J 2000 pF 2kv_ axial 5% $8.00 
CFMH2700CA 2700pF 500v 5% 2.5a Stripline $33 CFMVCY21C222F 2200pF 300V radial 1% $2.50 


CFMVY87C102J 1000 pF 2kv Stripline $12.00 
CFMVY84C132J 1300 pF 2kv_ axial 5% $8.00 
CFMCY20C152J 1500 pF 500v axial 5% $2.00 
CFMVY84C152J 1500 pF 2kv axial 5% $8.00: 


FOOL 0150ROAECK 
PF000150ROAEHD 
>F000150ROAFAV 
PF000160ROAFCK 
)PF000180ROAEAV 


'PF000200ROAEAV 
'PF000220ROAEAV 
PF000240ROAFCK 
PF000270ROAFAV 

PF000270ROAJHD 
PF000330ROAEAV 
PF000360ROAFCK 
PF000390ROAFAV 

PF000430ROAECK 
PF000470ROAFAV 

PF000560ROAECK 
PF000600ROAEAV 
PF000620ROAEAV 
PF000750ROAFCK 
PF000770ROAEAV 
PF000820ROAEAV 
PF000910ROAFCK 
PF000940ROAECK 
PF001000ROAEAV 
PF001000ROAJKA 
PF001100ROAFAV 
PF001200ROAFAV 
‘PFO01300ROAFAV 
'PF001400ROAEAV 
‘PFOO1500ROAFAV 


~ ModelA 
1 tab, bent 


Model D 
1 tab, S bend 


aie, 


Model I 


200pf 
220pf 
240pf 
270pf 
270pf 
330pf 
360pf 
390pf 
430pf 
470pf 
560pf 
600pf 
620pf 
750pf 
770pf 
820pf 
910pf 
940pf 
1000pf 
1000pf 
1100pf 
1200pf 
1300pf 
1400pf 
1500pf 


eee, 


Model B 
1 tab, hole 


P 


Model E 
Tab, bent, hole 


a 
. 


% 


Model H 


2 tabs w/ holes | 1 tab, hole, 2 feet 


1/2" x 3/4" 
Tol. Price 
2.5% $0.35 
2.5% $0.35 
5% $0.50 
2.5% $0.35 
2.5% $0.35 
2.5% $0.35 
2.5% $0.55 
1% $0.55 
1% $0.75 
2.5% $0.40 
2.5% $0.40 
33v 2.5% $0.40 
160v 1% $0.75 
33v 1% $0.55 
630v 5% $0.65 
33v 2.5% $0.40 
160v 1% $0.75 
33v 1% $0.55 
160v 2.5% $0.55 
33v. 1% $0.55 
160v 2.5% $0.55 
33v. 2.5% $0.40 
33Vv . 2.5% $0.40 
160v 1% $0.85 
33v 2.5% $0.45 
33v 2.5% $0.45 
160v 1% $0.85 
160v 2.5% $0.75 
33v 2.5% $0.50 
2000v 5% $4.00 
33v 1% $0.65 
33v 1% $0.65 
33v. 1% = $0.65 
33v 2.5% $0.50 
33v. 1% $0.75 
Model C Value 
2 tabs, holes | 3pF 
2 feet 4pF 
eT 
=>. 6 Sok 
“Model G IpF 
Radial tabs, TpF 
2 per section he 
ge | 8.250 
— 9 Spr 
10pF 
Model J 1 2pF 
2 ribbon leads 13pF 


2 feet 


Part Number Volts Tol. Price 
CPF001600ROAEAV 1600pf 33v = 2.5% $0.50 
CPFO01600ROAECK 1600pf 160v 2.5% $0.85 
CPFO01700ROAFAV 1700pf 33v 1% $0.75 
CPF001800ROAECK 1800pf 160v 2.5% $1.00 
CPFO02000ROAEAS 2000pf 25v 2.5% $0.60 
CPF002200ROAEAV 2200pf 33v 2.5% $0.75 
CPF002400ROAEAS 2400pf 25v 2.5% $0.60 
CPF002400ROAEAV 2400pf 33v 2.5% $0.75 
CPF002600ROAFAV 2600pf 33v 1% $0.85 
CPF002700ROAFAV 2700pf 33v 1% _ $0.85 
CPF002800ROAECK 2800pf 160v 2.5% $1.00 
CPFO03000ROAACI 3000pf 150V 5% $0.85 
CPFO03000ROAEAV 3000pf 33v 2.5% $0.75 
CPF003160ROAECK 3160pf 160v 2.5% $1.00 
CPFO03300ROAEAV 3300pf 33v 2.5% $0.75 
CPFO03600ROAEAV 3600pf 33v 2.5% $0.75 
CPF003750ROAEAV 3750pf 33v 2.5% $0.75 
CPFO03900ROAEAV 3900pf 33v 2.5% $0.75 
CPFOO4000ROAEAV 4000pf 33v 2.5% $0.85 
CPFO04300ROAEAV 4300pf 33v 2.5% $0.85 
CPFO04500ROAEAV 4500pf 33v 2.5% $0.90 
CPFO04700ROAEAV 4700pf 33v 2.5% $0.90 
CPFOO5000ROAEAV 5000pf 33v 2.5% $0.90 
CPFOO5100ROAEAV 5100pf 33v 2.5% $0.90 
CPF005200ROAFAV 5200pf 33v 1% $1.25 
CPFO05500ROAEAV 5500pf 33v 2.5% $1.00 
CPFO05600ROAEAV 5600pf 33v 2.5% $1.00 
CPFOO6000ROAEAV 6000pf 33v 2.5% $1.00 
CPF006220ROAFAV 6220pf 33v 1% $1.25 
CPFO06800ROAEAV 6800pf 33v 2.5% $1.00 
CPFOO7000ROAFAV 7000pf 33v 1% $1.25) 
CPFOO7100ROAEAV 7100pf 33v 2.5% $1.00 
CPFOO7500ROAEAV 7500pf 33v 2.5% $1.10 
CPFOO7500ROAJAV 7500pf 33v 5% $0.90 
CPFOO8000ROAEAV 8000pf 33v 2.5% $1.10 


Capacity. 


== O16uF 33v. RRA eS 


se 1500pF 33v. 7/32" x 1/2" 
~~ 3600pF 33v 3/16” x 3/8” 
~ 2400pF 33v 1/8” x 3/8” 
~ 2000pF 33v 1/8” x 1/4” 


Part Number 
CPF008200ROAEAV 
CPF008200ROAJAV 
CPF009100ROAAAV 
CPF009100ROAEAV 
CPF009100ROAJGA 
CPF009375ROAEAV 
CPF010000ROAJCK 
CPF012000ROAEAV 
CPF013000ROAECK 
CPF014000ROAEAV 
CPFO15000ROAEAV 
CPFO16000ROAEAV 
CPF017000ROAEAV 
CPF018000ROAFAS 
CPFO18000ROAFAV 
CPF018750ROAEAV 
CPF020000ROAEAV 
CPF022000ROAEAV 
CPF024000ROAEAV 
CPF027000ROAEAV 
CPFO30000ROAEAV 
CPF033000ROAEAV 
CPF037500ROAEAV 
CPF042000ROAEAV 
CPF047000ROAEAV 
CPFO56000ROAFBF 
CPFO60000ROAEAV 
CPF062000ROAFAV 
CPF068000ROAFAV 
CPF075000ROAEAV 
CPF082000ROAFBF 
CPF091000ROAJBF 
CPF093750ROAEAV 
CPF100000ROAJEI 
CPF130000ROAFCA 


Capacity Volts 
8200pf 33v 
8200pf 33v 
9100pf 33V 2.5% Radial $4 


9100pf 
9100pf 
9375pf 
.01 uF 
.012 uF 
.013 uF 
.014 uF 
.015 uF 
.016 uF 
.017 uF 
.018 uF 
.018 uF 
.01875uF 33v 
02uF 33v 
.022 uF 33v 
024 uF 33v 
027 uF 33v 
03 uF. 33v 
.033 uF 33v 
.0375 uF 33v 
042 uF 33v 
047 uF 33v 
.056 uF 63v 
06uF 33v 
.062 uF 33v 
068 uF 33v 
075 uF 33v 
.082 uF 63v 
091 uF 63v 
.09375uF 33v 
.l uF 350v 
13uF 100v 


33v 


CLOSE-OUT UNELCO Metal Clad Micas 


Mix & Match Discounts 50pc -—20% ¢ 100pc -—25% 


VDC Case Each Value 
850 A $3.) 13pF 
850 A $3 14pF 
850 A $3 15pF 
850 A $3 1 5pF 
850 A $3. 15pF 
250 B $2 19.5pF 
850 B $3 = 20p 

850 A $4 20.5pF 
850 D $2 20.5pF 
850 A $4 QIpF 
850 E $2 25pF 
350 B S2  26pF 
250e6 S2eee! 27.5pF 
850 A $3 30p 

850 B $3 | 30pF 


VDC Case Each 


250 E $2 
850 A $3 
350 B $2 
500 B $2 
850 E $3 
850 A $3 
850 A $2 
850 A $3 
850 J $4 
850 C $3 
850 C $3 
850 C $2 
850 C $3 
350 B $2 
850 B $3 


Value VDC Case Each Value VDC 
30pF §=850 C $3 , 62pF 850 
33pF 250 G $2  70pF 850 
37pF 250 G $2 | 7Opk 850 
40pF 850 C $3 70pF 250 
40pF 250 G $2 80pF 850 
42pF §=850 A $3 80pF 500 
43pF 850 D $3 80pF 850 
45p0F 850 C $3 80pF = 250 
47pF §= 250 G $2 90pF 850 
55pF §3=—850 C83 90pF 850 
5opF 250 G $2 95pF 850 
60pF 350 B $2 100pF 350 
60pF 850 B $3 100pF 850 
60pF 850 D $3 100pF 500 
60pF 250 G $2 100pF 850 


e 500pc -35% 


Value 
100pF 
11 0pF 
120pF 
120pF 
120pF 
123pF 
130pF 
130pF 
140pF 
145pF 
150pF 
150pF 
180pF 
180pF 
200pF 
470pF 


Case 


OeOwDmWAWIOoaIaInrQDanaoaoInanwoQnanuTaonca 
wm 
rm 


Tol. 
2.5% 
5% 


2.9% 
5% 
2.5% 
5% 
2.5% 
2.5% 
2.5% 
2.5% 
2.5% 
2.5% 
1% 
1% 
2.5% 
2.5% 
2.5% 
2.5% 
2.5% 
2.5% 
2.9% 
2.5% 
2.5% 
2.5% 
1% 
2.5% 
1% 
1% 
2.5% 
1% 
5% 
2.9% 
5% 
1% 


VDC Case 


nieurpilisealés toi sientiail:' grintlenl@enepldtalediconut er ieedbanah aie 


ag UNELCO ee Capacitors — pang QUANTITY DISCOUNTS 


Price 
$1.10 
$0.90 


$1.20 
$1.50 
$1.20 
$1.50 
$1.20 
$1.70 
$1.20 
$1.25 
$1.25 
$1.25 
S1i2D 
$1.40 
$1.25 
$1.25 
$1.25 
$1.25 
$1.25 
$1.35 
Res, 
$1.35 
$1.45 
$1.45 
$1.75 
$1.45 
$1.50 
$1.50 
$1.45 
$1.85 
$1.65 
$1.45 
$1.90 
$2.50 


D $3 
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POTENTIOMETERS ‘Trimmers, Standard Pots 


3/8" Diameter 
1 Turn ¢ Top Tune 


_TRIMMERS CONT. | 


Bourns 
200 Series 
20 Turn 


5/8" Diameter Body 
1/4" Shaft 


3/4" Diometer 
RU5/PEC Style 
Slot Adjust / Lock Nut 


3/4" Diameter @ CTS-550 
| Series © 2w Cermet 
11/4"-3/16" Concentric Shafts 


7/8"-1" Diameter 
Slot Adjust - Lock Nut 
—Standard Pot- 


Bushing / Hole Mount 
Long Wire Leads 


3/8" Square 
25 Turn ¢ Side Tune 
Staggered Feet 


5/8" Diameter Body 
Slot Adjust 


3/4" Diameter 
RU5/PEC Style 
1/8" Shaft 


3/4" Diameter 
CTS-550 Series © 2w Cermet 
1/8" or 1/4" Shaft 


7/8"-1" 
1/4" Shaft (For Knob) 
-Standard Pot- 


P44 


= 


.25w 


1/4" Square 
12 Turn © Side Tune 


Thumbwheel 
1/4" Diameter - Mini 


5/8" Diameter 
Slot Adjust / Locking Nut 


3/4" Diameter 
Bourns 3852 
ALL SHAFT STYLES 


7/8" Diameter Body 
Spline Shaft 
Various Lengths 
(All long enough for knobs) 


7/8"-1" Diameter © 1/4” 
Shaft For Knob © HIGH 


QUALITY A-B Type J or RV4 


P45 


1/2" Long - Mini 
10 Turn Side Tune 


5/8" Diameter Body 
with Auxilary Switch 
1/8" Shaft 


5/8" Diameter Body 
with Auxilary Switch 
3/16" Shaft 


3/4" Diameter 
CTS-550 Series 
2w - Cermet ¢ Slot Adjust 


7/8" Diameter Body 
as P70 but Piggyback 
w/Switch 


As P74 But 
— DUAL GANG - 
1/4" Shaft 


P46 


75w 


3/4" L. / 3/8" H. 
15 Turn 


5/8" Diameter Body 
1/8" Shaft 
P61A - Dual Pot 


3/4" Diameter Body 
“RUS” Style 
Slot Adjust 


3/4" Diameter ‘ 
CTS-550 Series 
Dual-Slot Adjust ¢ 2w Cermet 


7/8"-1" Diameter 
Slot Adjust 
-Standard Pot- 


Same as P74 but 
— DUAL GANG - 
1/4"-1/8" Concentric Sft. | 
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POTENTIO 


P75D 


Same as P74 -DUAL- 
GANG- ¢ 1 /4"-3/16" 
Concentric Shafts 


Same as P74 
- 3 GANG - 
Concentric Sfts. 1/4"-3/16" 


CLAR-239 
1 Section 
Any Shaft 


Standard Horizontal Mount 
1/4" Shaft 
Rear Stability Foot 


Standard Bushing Mount 
SlotAdjust ¢ Lock Nut 


Same as P74 
— DUAL GANG - 
Slot Adjust 


Same as P74 
- 3 GANG - 
“L” PAD @ 2 Wire 


Dual Section 
1/8" Shaft 


Same as P100 
w/o Rear Foot 


Horizontal Tune 
1/8" Shaft 


Standard Bushing Mount 
Auxilary Switch 
1/8" Shaft 


Chassis Mount 


© Nylon Collar Snaps 


in Hole. 


‘Standard, Mod, PC Mount, RV6, Precisi 


Same as P74 
— DUAL GANG - 
Slot Adjust © Lock Nut 


7/8"-1" Dioweter 
Standard 1/4" Shaft 
W/Switch 


CLAR-239 
PC Mount 
Slot Adjust 


TAB-PC Mount 
+ Cross Adjust 


Standard Bushing Mount 
Slot Adjust 


Std. 534 Style 
10 Turn © 1/4" Shaft 
Bushing Mount 


P75T 


Same as P74 
— DUAL GANG - 
“L” PAD © 2 Wire 


7 / 8" Diameter 
— DUAL GANG - 
Standard - 1/4" Shaft 


3-4 Sections 
1/4"-1/8" Concentric 
Shafts 


x . 
gon a 


Twist Tab 
w/Shaft Adjust 


PC Mount 
Slot Adjust 


Std. 3511 Style 
3 Turn © 1/8" Shaft 
Bushing Mount 


“Vee 
@) t 


Same as P74 
—3 GANG - 
Triple ¢1 /4" Shaft 


7/8" Diameter 
Twist Tab Mount 
1/4" Shaft ¢ Dual Gang 


SLIDER 
POTS 


Standard Bushing Mount 
1/8" Shaft 
1/2" Diameter Body 


Explosion Proof 
1/8" Shaft 


Std. 3500S Style 
7/8" Diameter 
1/4" Shaft © 10 Turn 
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N POTS 


°) 


1-10 Turn 
1-1/4" - 1-3/4" Dia. 
x 1 to 1-1/4" Deep 
1/4" Shaft ¢ Bush Mount 


10 Turn ¢ 3/4" 1-1/4" 
: Dia. ¢ Dual-Gang 
Bushing Mount-Slot or Sft. 


| Std. 34008 Style 
1-3/4" Diameter 
5 61/4" Shaft © 10 Turn 


Std. 3707 Style 
1/2" Diameter 
1/8" Shaft © 10 Turn 


1-3/4" Dia. x 2" Long 
) 1/4" Shaft ¢ Bush Mount 


PRECISIC 


Instrument Pot 
— DUAL SECTION —- 
Clamp Ring 


RA30 Style 
1-5/8" Diameter 
Slot Adjust 


RASO Style 
3" Diameter 
3/8" Shatt 


P158 


8 Watt “L” Pad 
Stereo Attenuator 
1/4" Shaft 


— KNOB POT - 
10 Turn Pot 
w/ Built-In Dial 


Instrument Pot ¢ 3/4"- 
1" Dia. - Bushing Mount 
1/8" or 1/4" Shaft 


RA40 Style 
2" Diameter 
1/4" Shafts 


Surface Mount 


Sound Board Pot 
Cinema Aerovox 
2" Dia. © 1/4" Shaft 


10 Turn © 7/8" Dia. 
x 1-1/2" Long 
1/8" or 1/4" Shaft 


Instrument Pot 
Triple Section 
Clamp Ring 


2" Body 
Slot Adjust 


SPPG Style 
Mini-3 /8" Diameter 
Slot Adj. -or- 1/8" Shaft 


15" Diameter 
Ward Leonard Type M 


12.5 amp ¢ Includes Knob 


10 Turn ¢ TRW-5000 
1/2" Diameter 
1/4" Shaft 


Instrument Pot 
Dual Section 
Threaded Head Holes 


RA25 Style 
1-5/8" Diameter 
1/4" Shaft 


Auto Heater Switch 
6-8-10 Ohm 
+ Off Position 


3/4" Diameter 
PC or Chassis Mount 
Old Bakeiite Style 


Instrument Pot 
Single Section 
Clamp Ring 


RA3O Style 
1-5/8" Diameter 
1/4" Shaft 


Dual RA30 
1-5/8" Diameter 
Slot Adjust - Lock Nut 


3/8" Diameter 
Mini - Pot 
1/8" Shaft 
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RCV - 10 - 2K Ohms 


RCV 


. ; RON 2 ens RVR See Ee a 
Ceramic, Carbon or Non-Inductive Element Variable Resistor. RC 
PART NUMBER DESCRIPTION E TYPE — RCV-JL83996 ......... veeaseee 500 ohm ABS LH. 
i RO. JRIR26FX501 500 ohm 127 


~ORDERS: 800-244-4567 


Peete eee e eee eeeneeneee 


LAIN a RCV. TUR2GEWSOIP seeeeeee 500 Ohm TOT Type “5” Trimmer «.nsncennen 
RCV-3296W-20 occccsccceeee 2ohm 2ST “Type 6” Trim POt eereceensenen wi... Pb  ROV-RVDLAYSASON .sccsccsene 500 ohm, Lin. Taper, 2 Watt. 


RCV-2RV7NYSD500 ...........0.- Dual 50 Ohm 2wt 1-.25" Shaft ................. ( : P75 — RO- “RVANAYSB501. sabia 500 ohm, Slot Adjust Pot... 

ROV-76PROO 2 oss 50 ohm Type 20 15t Trim Pot ...cscscsesscesesee 2-00 cssncceneeeP2Q. | 4NAYSD Types 

RCV-01075900 on... ssssccseee 100 Ohm Iw CS, Slot Adjust... POR Bheised |< 6 

RUVHI2I0l ce 100 Ohm PC Mount 1T Tw Pot ..cssscssssoscee AW en ie oe Re Sarat 

RCV-150-100 ......csscccccccseseee 100 Ohm 1 Turn “Type 8” tae ae are D5 caicccceRY 4 Be RO RVGEISESO eas 500 Ohm, '5 Watt, 0 

RCV-2100-1901 .........ssssssssee 100ohm 1/2" Dia Body 1/8" Sft ..........sssss00 ps) Utne a wosncitteee 500 Ohm, 5 Watt, BVSLAYSASOT. bow. “i 

RCV-2RV7LYSATO0 ................ Dual 100 Ohm 2wt Lock Shaft ..........cscs..00 A P75SL RCV-RVGLAYSASOI pee 500 Ohm, 5 Watt, Pot, W/Leads.... 

RCV-3345W-101 ....scccsecceeee 100 ohm “Type 8B" Trimmer VT ....ssseosesseee 1.25 seesssssssceeee PBB ———-RCV-RV6NAYSLSO1 ween 500 Ohm, 5 Wat, Trimmer Pot ... 

RCV-3386C-101 100 Ohm Cermet Trim. “Type 4 ...ooc.sssssooee Bs cous P4 RCV-X201R5018 ... _.. Thumbwheel Pot, 500 ohm, 

RCV-34707020V10 .....sesseseee 100 Ohm RV6 Style Slot/Lock Nf .......sessss0e 500 Pill RCV-2RV7NYSB751 .......... Dual 750 Ohm 2wt Slot adj. . 10.00... 
RCV-3B52E-TOT ..ssscesnnnseees 100 ohm 1/4" Slot Adjust 2W ......ssssssssscee cae P68 ROUT STG nonnsseoscoeeeestecet 750 Ohm 2w 1/4" x 1-1/2" Sh one 70 a 
RCV-6.2MR100 ........ecessesseses 100ohm Vtrn Top Tune Ceramic ................. 1:50%......2ean P2 ROV-3J46002 on. eeecccescececeeee Dual Type J 800/50k Ohm 1/4°S .......ssss. 19.0083 
Ee) ee 100 Ohm, multi-Turn Trim Pot .........ss0sccscseseee Oe... P6 RCV-1203-0086 .........ecssssese 1k Pot RV6 Style Type W 1/8°S ........ 12. 

RCV-BGS90674 a 1M/100 Ohm Recessed Slot Adj ......ssssssses00 5.00 oscccscece P69A ROV-137-O207 6. 1k Pot, Low Noise, Carbon .5wt........... 

RCV-JDINOS6P101 ................ 100 ohm Dual Type J A/B 2.250 ...eeessseoseee 1B.00 o...ssscsssseee P75 ROV-ISG-1K 1k “Type 8” Trimmer 1 Turn...... 

RCV-M141-3-100 o.ceesseeseee 100 ohm Slot Adj Swt Aud Tap .......cssosssscee 4.00 ceocssssccccee P72 RCV-2100-1467 ......sscccecssnee 1k Pot RV6 Style, Carbon 1/8°S .... 

RCV-RIZ4CWI101 nn csessssssssnee 100 ohm 227 “Type 6” Trim Pot ......ssssssss0000 i beens P6 ROV-21 00-1714 nnn. sesecccceeeee 1k Pot RV6 Style Carbon .Sw - 
RCV-RV2LAYSATOT .........s.eooee 100 ohm, Lin. Taper, 2 Wott ..........ccccsscsssse cli) ee P72 RCV-280-6502102 «.........sssee Tk “Type 8” Trimmer 1 TUrt........ssessssssssee ] 25. ssi ees 
RCV-RV2NAYSD101 ............... 100 ohm, Lin. Taper, 2 Wott ...............ccsssssee in ..= P74 RCV-3006P-102 0.2... eesesneee Tk “Type 20” 15T Trim Pot ........ssvssssssseeseee Sie 
RCV-RVSLAYSB1O1 nee 100 Ohm, 5 Watt, Slot Adjust sss... 300 P67 RCV-3006Y-102 oonn...eeesecceeoes Tk “Type 20” 15T Trim Pot ......ecccccscccseeee 85... 
RCV-RVBLAYSATON .....-essssssoe 100 Ohm .5 Watt Slot AGS. 250 es PIN] ROV-3O59P-TK sesscceseceee Tk ohm, Cermet Trim Pot .....essssssssccececcsecerrs oD csseee 
RCV-RV6NAYSDIO1 ow... 100 Ohm .5 Watt, 1/8" Shaft... 50 P110 ROV-3252L-1-102 o...eeeseeeee Tk frm Pot acoowes 
RCV-RV6NAYSLI01 ............... 100 Ohm, .5 Watt, Trimmer Pot .............00000 Lo0s- 23... P113 RCV-3290H-102 ..........ss.ssscee Tk ohm 25T “Type 9” Trim Pot .........ssssss0s00 8.00 ee Pg 
RCV-RV6SAYSDI01 .............. 100 Ohm .5 Wt 1/8" Shaft..........sssssssccceee | ca P110 RCV-3386P-1K ..........ssssscee0e Tk ohm, Cermet Trim Pot .........c.ssssssessssssss000 AS pees‘ 4 
RCV-XHT201-100 ................. Thumbwheel Pot, 100 Ohm .25w ................. ‘| P14 RCV-3389T1-102 ...........s000. Ik ohm, 1 Turn Top Tune Trimm ...............cccee ope 
RCV-66PR115-14] oo ee 115 Ohm 20T .5w Type “9” Trim .......sesosessee 15 P17 RCV-3764623 ......ssscsscceeeeee Tk Low Noise Carbon 1 Watt secon 50 P6: 
RCV-137-7929 3 150 Ohm Carbon Slot Adj Twat ..........cscscce 5) P72 ROV-3B59A-TK .ssscsssccececeeeee Tk Bourns 1/4" Slot Adjust 20 ........ccssssssose 500. a 
ROV-571159-42 8 150 Ohm 2 Watt 1/4 Shaft eee y dit eee P73 ROV-5181 1507 nnn... sesesccceeee Tk Type J A/B 1/4°X2" SH on.n.ecsecsseseeesenee 3.50 Pe 
RCV-2850SL201 ......eeseeseeeee 200 ohm 20T Side-Tune Trimmer ..........sse..- 8.00 S52 P25 RUV-5SUU G2 cee Tk 2w CTS550 Slot Adj/Lock Nt ......sssesssssee 0. : 
ROV-3292W-201 2... oeeecsseeeene 200 ohm 25T “Type 6” Trim Pot .........ssssssees: 5.00 S3.. P6 RCV-63X102 Ee 1K Ohm, 17 “Type 4” Trimmer .......sssss0sss0s0 DD ee } 
RCV-3329P-200 .....secczeeseeeeee 200 Ohm Top Tune Trimmer ..........+.svsseeseeee. £00 b.2 P2 RCV-70B1GO31RIK................ Tk Allen Bradley MOD Pot..........sssssssssssssee 12002 Sas 
RCV-3386P-200 .0.....ceeccosssses 200 ohm, Cermet Trimm Pot ..........sssssscesessecseee | ee P3 RC TOPRIK Tk ohm Type 20 15¢ Trim Pot ........ssssssvsesseee bn esate 
RCV-8035EKP201 ................ 200 ohm Type20 15t Trim Pot .........-...ccccccse ey ee P20 RCV-BO35EKPTO2 on... sees Tk ohm “Type 20” 15T Trim Pot .......sscsssessenss isc 
ROV-89WR200 0... -csosseeeseee 200 ohm Type20 15t Trim Pot ........sssssssece00 Bo P20 ROV-OTA co. Tk 1 turn 4 Leg “3” Trimmer ....ssssssssecseeee 2.50 

RCV-BH29650 ........-ssseeessseses 100/200 ohm Dual Concte. Sfts ............0- 25.00 ......seseo00 P69B RCV-BA266-003 on... .eeeeccssnee 1k/10k Conct.1/8°& 1/16" SH ...esssssssssse0e 10.00 
RCV-DS100640-1 ou... eeeesseee 200 Ohm Type “18” Trimpot ...........s...000 20 P18 RCV-BA401-014 oon... eeceseccoee Tk, 5 Watt 1/4" Shaft, Pot ............ssssssesesseee 2.00 
RCV-JA2H148F201 ................ 200ohm Type J A-B 1/4"X1" SF aescscsssssssseees 3.00 Fe... P74 RCV-BAS] 213-033 000... 3 Gang 1k 2w One 1/4" Sit ceed 6.00 
RCV-JRIR24HW201 ..........2.... 200 ohm 25T “Type 6” Trim Pot .........sue++.. So P6 RCV-GA1G116P102............... Tk Pot RV6 Style Carbon .5W .....:sssssccsesecseee 4.00 

ROMI0T 200 ohm, Horiz. Thumbwheel ....................000 J 5 Es opaase P16 RCV-JAIL2325102 o0n.....cessesene TK Type J A-B 1/4" x2" Sf on cccsscccssosnneee 3.00 
ROV-RI24CP201 on eeesseees 200 Ohm 221 Type “17” Trimmer ................ $00 P17 ROV-USNAT ce Dual AB Type J 1k/1k 1/4"Shft oe 7.00 

AEA +) ae 250 Ohm Pot, Lo Noise, 1WOtt .....ssssssseseeseeee Fl Sa P61 RCV-JJ652B3 .....assessccseccccceee Dual AB Type J 1k/Vk 1/4"ShEE ........cccccccece 7.00 
RCV-380-0684......... 250 Ohm Pot, Type J, 2.250 sec... 1004.ae.5 P72 ROVILI3TA6 cern 1K Typed A-B 1/4°x1/4" Uk Sf osnenenn 3.00 
RCV-RV6NAYSD 251 ............... 250 Ohm, .5 Watt, Trimmer Pot ................... 400 f . P110 RCV-KS13790 3: cee Tk Ohm 2 Watt Slot Adjst Sft ...........ccccsssssee« 2.00 
ROV-X201R251B on... sesesee. Thumbwheel Pot 250 ohm Vert .................. A pene ce P14 ROV-LLSB40A one ceeeccesnnees Tk Type L (like RV6) Slot/Lk N .....ssssccccsseeee 3.00 
RCV-383-019702 oon. .aeeeeeseeess Dual 300 Ohm Type J 1/4"Shaf ............... 1900 = P75T ROV-MIO2 ce 1k ohm, Horiz. Thumbwheel ..........-....es00» Bs 
ROV-53M9-300 oon. escseecsones 300 Ohm 2w Slot Adj/Lock Nf .........sssse.see yal ip ete P72L ROV-M140-44-1K oon. eescssnee Tk, Audio Taper 1/4" Shaft .........-sssssssssssse 3.00 

RCV-CM1 2619 .....ccssesecsscceceon 300 Ohm Dual Pot 2W ....cssesscsccscccssssseeeeee 6.00 Fz... P75 RCV-RS173 Soe... Tk 2w & 2 pole Switch 1/4"SF o....scsccsscssee 15.00 
RCV-JDINO56S301 00... 300ohm Dual Type J A/B 2.25W ......sssssessss. 6.00 F203 P75 RCV-RJR26FP102P ................ 1k 10 Turn Type “13” Trimmer .........sssssss00 1.50 
ROV-2100-0766 un... essesesseee 400 Ohm 2 Watt Slot Adj Shaft..................... 400 5a P72 RCV-RV5LAYSB102 ................ Tk Ohm, Slot Adj. Lock Nut ............cccsssssee 5.00 
RCV-14R32-500 0... sesessseees 500 ohm 227 “Type 18” Trimpot ............s2.... 2D ese csicses P18 RCV-RVOLAYSAT02 .......-...seeee Tk Ohm, .5 Watt, Trimmer Pot ..........ccossss000 1.80 

RCV-226820.. 2220 ahs. 500 ohm Type J 1/4" Flat Sft oo... eesssonssses AG ns P74 RCV-RV6NAYSD102 ............... Tk Ohm .5 Wott, 1/8” Shaft .......ccsscseessoee 5.00 
RCV-2RV7SYSDKG4 .......-.cceseee Dual 500 Ohm 2wt 1/4” Slot Sf... AS pe ecm P75 RCV-RV6SAYSD102 ................ 1k Ohm, .5 Wott, Trimmer Pot ...........ssevsecee 5.50 
ROV-3059Y-50) nee eeseeeone 500 Ohm 25T Type “18” 1 Wott ................. Lk eee P18 ROV-SCG1000 ona ceeeecsseeeens Tk Ohm PEC, 1/8" Shaft ..esssscsseeee 6.00 
RCV-311-0005-00 0... 500 ohm Type J 1/4" 3/8" Sf csscssssseses 3.00 22a P74 RCV-WAINO48S102 .............. Tk RV6 Style 1/8” Shaft ........sssssssssssssss0s0e 3.00 
RCV-3262W-1-50] ....sssssesesse 500 Ohm Top Tune PC Mnt .25"sq..........sss0000 3:00 fa ee P5 RCV-X201R1O2B ............ssss0e Thumbwheel Pot 1k ohm Vert ......sssssssssss0 1.00 
RCV-3292W-5OT on. aaaseasssccseeee 500 ohm 257 “Type 6” Trim Pot ........sssssss+++« 502 P6 RCV-3B52B-152 .........ssccccseeee 1.5k Bourns 1/4” Slot Shaft ......sssssssssssss000 4.00 
RCV-33284984-1 ns eessessecssen 500ohm RV6 Style, Carbon 1/8"S ........ssssss00 400 es P110 RCV-60009136002 ............... 1.5k Pot With Push/Pull Switch ................ 25.00 
RCV-380-1079390 ose 500 Ohm RV6 Style 1/8" Shaft ......sssssssssees. 450 aoa P110 ROV-3006P-202 oonn.....rseccssnne % clype 20° 151. With Poh —inistecrscctcieetoes 85 

RCV-380-1630 .......csessseceecee 500 Ohm RV6 Style 1/8" Shaft ..........ssssssee. 450 Bo P100 RCV-3082P-J952K .......cssessees 2k Bourns submini Type 45 Trim .............--000 5.00 

RCV-380-1666 ........ssescseeeoees 500 Ohm 2wt slot Adj/Lock Nut ...........sssssse. 3.0 2 P11 GE 1 |) 2K 257 “Type 17” Trim Pot...............szcce00 5.00 


RCV-39015/3-006 .............e 500 Ohm 22Turn Type “13” Trimm ..........sss0ss- 2.00 foe P13 RCEV-3299W-2K nn. seesoseseeseee 2k Ohm 20turn Top Tune Trim .................... 3.00 
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2 V-RVSNAYSL502 5K Adjust .5 
ak Ohm IT “Type bd 25612881003 -RV6LAYSASO2 ...... wee 5K Ohm, .5 Watt, Trimmer Pot ...cccseccsssseee 2.50 cecsescee 
V-GA2G0325202 «nee 2k Pot RV6 Style, Carbon .5W .cnsecennseee 4.00 ceecsosssce PITO RCV-RVGNAYSA5O2 ....sccsanee 5K Ohm, .5 Watt, Trimmer Pot .....csccsacs.n ry) ame PII] 
IRs sasewseneeee Dk ohm 127" impot .. vee 4.00 ceeesserne ROV-RVONAYSD502 o..ncrern 5k Ohm .5 Watt, 1/8" Shaft... ..csccson 4.00 esc. P110 
aft. .00 RCV-WP1G0245502 ........... wae 5k A/B RVG Style Slot Adj oS alee es P113 


= RCV-X2OIRSO2B..... Thumbwheel Pot Sk ohm Ver). 1.00 P14 
~— ROV-RVANAYSK752 ........ 7500 Ohm 2w 1/4°X 5" Shaft nan 4005 P74 
RCV-01053510 nnn 9k 1w 1/4°x2" SHt.5°L Bushing on 17.0. 262632 P73 
ST ROV-1348243 oo cnnennen 9k/Dual POT Push Switch ASS. ne 15.00 nsann. POO 
ROV-VIMO97 enn 10k Mod Pot W/ Push Switch... TLOO! ccs P80 
RONI37-417) ee 10k Lo Noise, Tw Slot LN osm acer P72L 
RVISTI 2h Meh oh 500 = P90 


seceenee De conccecseseeces 


Feaeeeeeeerarecsesaeeceseras Wet seeeeserssnseee 


bom Weel AB 1/4 Shaft oo 3.00 a. RCV-200FL1-224 on ceeseseee 10k 2w 17 Camp Ring 1/4°SF.............. 13.00 22s P126 

eek 25k RV4 Style, V4 SORE ncn 200 ace RCV-2100-2602 .........secscsee 10K 5/8" Dia Body Vi 8" Hollow Shaft.......... 3.00 .............. P6] 

vesseee LOK Dual Cermet MOD 1/8"SF....cccsossee [RDG S21 .2382: P81 RCV-2100-3022 ........cccssensnn 10k 1/2" Dia Body 1/8" Sf .........sscssssccesee 5M ees P61 

w. 2.5K Type J Style 1/4°X2" St ....sssscssssceceen 400 S00h0 P74 RCV-276-1-103 .ssccccsessne 10k Bourns 10 Turn Trim Pot .........scssooo0 1.02 Ses P47 

sessee 25K 2w Cermet C1S550 Slot Adj ...s.ccsccosee iO P69 RCV-3009P-1-103 ..ccscenn 10k Bourns 20T 3/4w Trimpot ...........-sccoooe i paeee S P46 

seve 25k Bourns 1/4” Slot Adj 2W ..sssessccscessesne Bae P68 RCV-304-6802 .......ssecceeceene 10k w/Tamp switch 3/16" Shaft «0.0... 300. 2s P66 

1. 2.5k 2 Watt Audio, 1/4"-Slot ......cccsessecn 0) | ae P73 RCV-3052P-1-103 ....sesssesen 10k 25 Turn Type “19” 1 Watt ......sscessonee 7s fe ae P19 

ia 2.5K Pot AB RV6 Style Sip aan bE 2} 1 RCV-3059L-103 ......scccccccsre 10K Twt “Type 27” 227 w/Leads .....sssossecseee- 5.00 ...scsssessseee P27 

634-5116003. Beceknon 2.5k RV6 Style 1/8" Shaft .......secccssocccesee 4.00 eeeccesne P110 RCV-3250L-10K os sscccscceee 10k 25 turn Type 26 Trim Pot ................000- 325 P26 
CV-BAS1 285. 294 iiss 2.5k Pot, 2 Watt 1/4" x.5°Sft ..sscccssssceeeeen 202s P73 RCV-3260W-103 .ssscccssee 10k 11 turn “Type 5” Trim Pot ..........s..0000 J) .O0p2eh eee PS 

se 15k Tapped 5W Slot/Lock NUt ...ssosccssessee 100 P72L RCV-3292P-103 .....ccoescecseseees TOK 257 “Type 17” Trim Pot ..........sessoos00 S00 ce P17 

RC cV-651 60565250. aa eee RV6 Style Assemb ...........sccsee 15.00 PI16 RCV-3292W-TOK .....-sscccesnsee 10k 10 turn Typel7 Trim Pot .........scssoo £00 os. P17 
ROV-RV2LAYSA252 ......sesceeeee. 25k Slot Adj Lock Nut 2Watt .......csssccssssssee 400 P67L RCV-3296P-103 .....cccsscccsseee TOK 257 “Type 17” Trim Pot .......scccsoooos0e LS. P17 
RCV-RVALAYSA252 on easesssssens 2.5k Qwatt Slot Adj/Lock NUt ......scccssssssee 3.00 S228ex P72L RCV-3386X-1OK ........sssccssesee 10k, Cermet Trimpot “Type 4”... Sa P4 
RCV-RV4NAYSD 252 .....sssccccee 2.5k Ohm 1/4"Shaft 2 Watt ........ssssesseoce0e S50.CR2ou P74 RCV-376-0264010 ..............0 10k 1/4"Shaft w/Switch, 2 o......ssssssos0cce LOGise2? P77 
RCV-RVSNAYSD252 ..n.....cssoee hn Qi Gre gs | ee 6.00 Lach) P67S ROV-377-0565 eo canes 10k ohm 1/4"Shaft 2 Wott 2... 2507 ee P74 
OP. sie arene Thumbwheel Pot 2.5k ohm Vert .......ccsosesss ot ee eed P14 RCV-53C1-SW=TOK ecsssssee TOk 2W 1/4" x 1-1/2" Shaft... cssssseeeee bis P73 
NGOS OOD sccccnseenrs 190/3.4k Dual “L" Pod Type J ......cs..csssccssee 6.00 P75T RCV-600092-360 .....esccsscse 10k w/switch 1/4°x 1-1/4" Sf occ 5002s. P77 
-RV4NBYSK352 ......csccccee 3.5k 1/4"Shaft w/Switch, 2W....sccseeosoo 200c.. P77 RCV-62PF-RIOK .o...cccsccssscscee 10k Top Tune Ceramic type 2 -......scccsssoseeee INezee P2 
RCV-17250-0M .n..c.ssscccsccceee Dual 3800/600 Ohm 2w 1/4" Sf... 900: ances P78 RCV-64W103 oanncsccscsssssssseeee 10K Ohm, multi-Turn Trim Pot 222... QF ELAS P6 
ROV-925 (524-21 aia scecccssssnes 4k Clarostat 2watt 1/4” shaft ......ssssssssssssssee 4.00 cece P74 RCV-68XR-103 onan seeeccccsnseee 10k 257 “Type 10” Trim Pot oo... 1 SOE P10 
ROV=167-4.7K on. cceesessccccceseoes 4.7k “Type 8” Trimmer 1 TUrm ....ssssssssssss0000 125 Sete P8 RCV-70M1NO48R10.............. 10k A-B MOD Pot 1/8" Sf ooo. ceeeesecccccsssssseee 500. Sng P80 
CV-£086BD417 ................... 4.7k, Cermet Trimr Hor. Type2 .......cccccsscsese pe eee ek P2 RCV-7102B(T5103................ 10k Dual PC Mount DIP trimmer .................. 1G P22 
a 1000-68HS5K o.oo. 5k Vert Mnt Side Tune 1 Turn ..........ccccsso0e 10 P8B RCV-7YS-WO0B14 0... scscccse 10k Surface Mount Motorola ...........cccsss0s00 L06o. 22 P150 
Beppe scepseans 5K, Cermet (TS550 2w 1/8"SH o....ssscssssssosese DOO .sccscscecseee P69S REV-BO24W-TOK oncsseecccccccceee LOK “Type 7” 25t Trim Pot ..ecsccccecccecseeee 3.00 sosssessssssseeee P7 

i 5k Pot,Low Noise Carbon SWE ....ssssssssssssseeese 4,00 ..ssscscseseeee PB] RCV-B19266 o.....ssssscsccccccceceee OK Ohm = 2 watt 1/4" Shaft 2... ccccccceesee 15.00 v.cccssessesese P74 

Al 5k Precision 1/8"SFt O5%LIn. .....scssssssseee 450,00 ............. P126 RCV-€50056306 .u.n.....scsssssee TOK, 5 Wott 1/4" X 3" St. ccc cccssseececccceeee B00 eeeeecccseeee P74 
a 5k Top Tune Trimmer 1 Tut ..n....cscccsccsssseee 2000 ccessssssssseeeee PB ROV-TM0dAe eel Ok Ohm Poles es ee 10.00 PT 

acre eeen 5k Precision Instrument Pot ......cccssscsssess000 65.00 ..scscssseeee P126 RCV-048/78 oo 0K tye ) AB 1/4 1° Sec. 3.00 2. PVA 
ee 5k Cerment PC Mnt Tp Slot Adj ........cscsccsssse+ 5.00 ..cccccccesse PB] RCV-JD1H108P108 ............... 10k Dual A-B Type J 1/4"Shaft ......ccssoe 18.00 oe. P75 

7. 5k VRN Side Adjust PC Mitt .........scccssccccsccoste 3.00 ccccccccsssne P4B RCV-JJ088755 ...........ssccsceeeee Dual Typed 2.5k& 10k Con Shft ow. 18.00 2... P75C 

ee 5k “Type 20” VST Trim Pot ...ssssssssssssssssssssse «BD ssssssssssssene P2O RCV-JJB1 705 ..n..ssssssccccccceeeee 10k Dual A-B Type J1/4"Shaft ........cccsesesss 18.00 w0.......... P75 

een 5k Cermet TrimPot 20t Knu Knob ........ssss0000+ 5.00 cesssssssseee PIBK RCV-JR2GFW103 .nnn.nscsccccceee LOK 11 turn “Type 5” Trim Pot .......cssssseses02 12.00 ceccccccccceeeee PS 

. 5k 25 turn Type 6 Trim Pot ......csssssssssscsssesse DoDD sesscsseseeeseeee PO RCV-JRIRZGFP1O3.............0... 10k 12turn “Type 13” Trimpot ...........-cccc0000 D0 csccccssssseee PIB 

Be iconclnien Oe Cormed Writnpot Type oo cccceenseens DO cco PB ROV-3TB4878 o....eeecsesecsecseeeee LOK Type J A-B.1/4"X 3/8" Sit on essseeeseee 3.00 ceeeeccssseeee P74 
ae 5k Pot, Linear Taper, Type J ........ccesssssssseeseee 5.00 ceccssesssseeee P74 RCOV-M103 o.n.cssscccccccsesecseese EOK ohm, Horiz. Thumbwheel ............csssssssssse DO ccccccccseceeee PIO 

i 5k Ohm RV6 Style 1/0 Stott oo 5.00 we PTO RCV-M140-7-10K ..........cccc.cc 10k Pot, Linear Taper,2 Wott ........csccccccccceecee 2200 ceecccccecceeee P73 

aa 5k Ohm RV6 Style Slot Ad|/LK ....sssssssssssssssee 2090 ccssssssseeee PIT] RCV-MOF-TOK ........ssccccsceeeeee 10k, Cermet TO gy: ee a | IES To 

ire 5k Ohm RV6 Style 1/8"X 2"SF ....ccssssssessssees DOO wecccecseeee PITO ROV-PQUT-116 ..cesecccssssesesccsse TOK Sw 1/4" x 2-1/2" Shaft o....ccccccccscccseee 3.00 cccecccssseee P73 

Dadi 5k A/B Type “SP” 1/8" Shaft .....cssssssssssss000 900 ccsssssssseee PISS RCV-RIZ4FW103 ........ssssssseee 10K 10 turn “Type 6” Trimpot .............ccc00000 4.00 ooeeccessssseee PO 

ree 250/250/5k/5k MOD Concen Shit ........... 35.00 ....ccsecsesse PBS RCV-RV2LAYSATO3 .........cce.0. TOK ohm, Lin. Taper, 2 Wott .........cccccccccccssee BDO ccccccssssseee P72 

So See 5k Pot, 1/4" Nylon Shaft 5Wo.....sssscsssssssssss 200 cssccsssesneee P7O RCV-RV4LAYSATO3 «2.2.2.0... 10k Ohm 2wt Slot Adj/Lock Nut... 3.00.00.......... P72L 

5 See 5k Ohm syne 2-10) wm folic. 85a P20 RCV-RVSLAYSB103 .............. 10k Ohm, Slot Adj. Lock Nut .........cccsssssee 5.00 ons ceeeee POZL 

- ae 5k Pot .Sw RV6 Style 1/8" Sf... .cssssssssssssssee BTU wan ee P110 RCV-RVGLAYSAT03 0... essa 10K Ohm, .5 Watt, Trimmer Pot .................. 100 2o2t Pill 
RCV-634-5116004 ow... 5k Ohm RV6 Style 1/8" Shaft o.oo 5.002258! P110 RCV-RV6NAYSD 108 ............... 10k Ohm .5 Watt, 1/8" Shaft sesso AMSA P110 
RCV-82A3AB28A30 ............... 3 Gang 5k Cermet MOD 1/4” Sf ..scecose 20.00 22h P80 RCV-RV6SAYSD 103... 10k .5 Watt 1/8" Shaft .o.........eeessessssseeeeeen 5 50 t20k5 P110 
Obi SU ASS = cise 5k Ohm “Type 20” 157 Trim Pot........ssssssssss0s 05 ake P20 RCV-WP2G040P103 .............. 10k A/B RV6 Style 1/8" Shaft ................... 7 Ba | Reese P110 
pe) See earn 5K Ohm RV6 PC Mount Slot Adj .........cs....00. SO Ses P114 RCV-X201R1O3B oes esseeess Thumbwheel Pot, 10k,.25w Vert .............s.e-.. ii | Pater eeees Pi4 
XCV-GAZG60405502 ............... 5k Pot Sw RV6 Style Corb ....ccsccsssssssssseees pA UNE ae P110 8 by) Gebers eerie 15k .Sw 1/8" Sft Slot/Lock NE .......essesssseeee hi pier a. P65 
SCR ee a 5k RV6 Style Slot Adj Lock Nt .......ssssssssssssee 3,00 Sores P11) ROVE OS 8 208 be 20k Ohm 1 Watt Slot Adj Sft Pi: | EWR, P72 
RCV-JJ96796 voc eeecccssetecsseees 5k Dual Type J 2.25w Con Shift .........ccseseoee 79.00 22.054: P75C ROVAIOMO7T AGB 20k A/B MOD Pot W/CW Switch.................. 9.00 sas P80 
RCV-JRIR24FX502 0... 5k ohm 227 “Type 9” Trimpot .......s.sssss00000 6:00, iocerat P9 ROV-1377815 ..ceecceeeccsseeeeone 20k Pot, 1/4” Nylon Shaft .5W ...............00000 L000. cceee P70 
RCV-P30436 1-2 id cscmsusisesens 5k Dual, 1 Shaft 1/4" QWi oeceeccsscsseee 15.00 ces P75 RCV 2? ee 20k Ohm 22Turn Type “19” Trim ................ 250 3. Sues P19 
ROV-RIT20V502 nnn... ssssnessees Sk 22tuen “Type 18” Trim Pot ...........0---0000e- AN P18 RCV-3292L-20K .2......svsveeseeee 20k 22 turn Type 26 Trim Pot ................0000 1. Ue P26 
RCV-RIZ4FW502 onan ccesseeess 5k 227 Trimpot, Top Tune ..............sss.... cH | etecar eae’ P6 RCV-3292P-203 .....orececcccrenns 20K 25T “Type 17” Trim Pot............ccoosee-e: 7) eas oe P17 
RCV-RIR24FP502 ...... SK 257 “Type 17" Trim POt onsen 1 PIT P17 RCV-3292W-20K 20k 25 turn Type 6 Trim POt cece Laer PG 
tCV-RIR26FX502P ................ 5k 22 Turn Trimpot, Sw, 10% ....cssssssssess00000 4.00 ooeeeccsseee P13 RCV-3386P-20K .........esseceeone 20k ohm, Cermet Trim Pot ..............0-.-00see-- 50. P3 
tCV-RV2NAYSD502 ............... 5K ohm, Lin. Taper, 2 Watt .........ssssseccsecesee a0 A255 8 P74 RCV-55-2810 ...cesessccssssseescee 20k Precision Sw 1T 3" Body ............00.00:00 75.00 ...ccssees P1228 


eee degen cE he SPOR ok ieee ot 
Ave. aa aye, 2a ea Me t 


ose Surplus Sloe wetRfortboral /intni: 402-346-4750 50 aD SRS: 80 | 


ile aiben 250K Ohms 


20 on-Ind Trimpot 
Fabia 20K ohm, nf Adjust Pot..... 
RCV-RV4NAYSG208 nnn 20K ohm 1/4"Shaft 2 Wat 
RCV-SPPGO245208 renee 20k A/B Type SP Slot Ac 


RV-WCI0741 
RCV-1162599 ........... 


neeee 


RCV-13478195 o.n..eccscsccccccceee Thumbwheel Pot 25k ohim Vert .......scccccccccsse «7D ccsecsesceesees 
ROV=19-7430 25)... .se,ssessconee: 29K: POE? 874" SHOTS, SWAlhcitcescncorssoveree LUD oerode reine 

RO 290149 ae 25k 5/ 8"D Pot Win Hil a 

RCV-3299W-25K ....ssccccccseeee 25k Ohm 20turn Top Tune Trim .... 

RCV-380-6.278 .......sssccsescseeee 25k 5/8"D W/ Slot Lock SHA ....sss.scccsecone oe 
RCV-38003-25KS ......ssssccceee 25k 2 Watt 1/4" x 1/2" Shaft ..esssscsessssee MET NPS 
ROV-442-494 1 oon. saseecccscccceees 25K Pot RV6 Style, Carb 1/8"S ....ssssssssssssssee 6.00 un... 
RCV-66WR2SK ..........sccssssssee 25k Trimpot Type6 25t Top Tih ........sccsssoesee RSLS 
RCV-B2CTAE2OAI7 ......sscsccsee 25k Bourns Cermet MOD 1/8°Sft ..........scs.s 350 P80 
ROV-BB35 2-1 onc s-asecsceccssscee Dual 25K/500 Ohm, 2w 1/4" Sf ....sssssss.0 15.00... P75 
RCV-GA4N0285253 ...........:0. 25K RV6 Style Slot Adjust Sh. 200 oc P113 
ROV-IMLZ DSc clltis. sa veosisvonete 25k 2w C1550 Slot Adj/Lck Nt......sccssossssee 6,00 Sitlncsee P69 
RCV-RV4LAVSA253 ..........ccc0e 25K ohm, slot Adj. 2.25 Watt .........ssessssssss00 DD riches P72 
RCV-RV4LAXSA253 ...........0000 25k Ohm 2wt Slot Adj/Lock NUT ......ssssssscseee 300s P72L 
RCV-RV4LAYSA253 ...sesesssssees 25K ohm, slot Adj. 2.25 Watt .........ccsssessoree 500 Pi 
RCV-RV4NATFE253 ...........0000 25k Type J Style Pot, 1/4°S .....scscssssssssenee $505 P74 
RCV-RVA4NAYSD253 ....eesssseose 25k ohm 1/4°Shaft 2 Wott ........ssssccsssenn 3.50 P74 
RCV-RV4NAYSK253 .............. 25k Pot Tw 1/4" X 2" Shaft ......ssssccccesesen 20D sdk P74 
RCV-RVGLAYSA253 ....sssesssss0s 25K Ohm, .5 Watt, Trimmer Pot ..........ssesss++- 80S PII 
RCV-RVONAYSD 253 ..........00e-- 25k Ohm .5 Watt, 1/8" Shaft .........sssssssssssee 5.00: aie P110 
RCV-WN-253 ...essccosccsscccsceeee 25k Type J Style Pot, 1/4°S ......cccssccssssnsee 350... P74 
RCV-311-0487-00 0.0.0... 30k Pot RV6 Slot Adj Tektronx................. 10,00 :0...... P113 
RCV-JAINO48F303.................. 30k Type J A-B 1/4" Shaft ........ccsecccssssnee 6.00... P74 
ROV-R1377619 ...ccessecccseeeseee 30k Pot,Linear Taper, 2 Watt ......sssssssssssseeeeee | Yee ATES P70 
RCV-RVGNAYSL303 .....esessssees 30k Ohm .5 Watt Slot Adj Sft .........sesssssssses 250 Sets P113 
RCV-402016 .....assssssesesssessnsn 40k Pot, 1/4" Nylon Shaft SW ........ssssssssse0n ZOO RL. P70 
RCV-JAIN200P403 ............... 40k Type J A-B 1/4°x V.5°SF .csescsscccssecsee 300. P74 
ROV-256 15-118 .....sscsecccsoeeee 47k Ohm Special Slot Adjust ................-....- 65.00... P64 
ROV-TOT31 987-1 .nasssccsscceee 50k RV6 Style Slot Adj PC Mit ........sssssssssssen 250 PI4 
ROVE LLU LIU siottlen Ss cnsttivce 50k 13/16" Dia Body , Nylon slot shaft....... 1.00.00... P72 
RCV-137-B009 .......sesssssssssoee 50k Low Noise Carbon 1/4" Sf .....ssssssssssssee 8,00 as. P73 
REVS TSO DOK 2 es oo. cae 50k “Type 8” Trimmer 1 TUrt .......sssssssss0000 V.25 sac deeta tte P8 
RCV-19-B005 .......ssesccsscccceeee 50k Pot 1/4 Shall cece 400 P73 
RCV-240-7005P 1 ...........ssccee 50k 2w 3a switch 1/4" sft Cor sscscssesosoe 500 P77 
RCV-3006P-503 .......seeeesssenne 50k “Type 20” 157 Trim Pot ......ssecssssssseesse BD vc. P20 
ROV-3296P-503 ..0....sscessseeee 50K 257 “Type 17” Trim Pot..........sceccssee Lif Dantecant P17 
RCV-3299W-5OK .......seecceseees 50k Ohm 25turn Top Tune Trim .......c.ssss0ss000 LSA P6 
ROV-3299X-503 .....cssecsoeeeereee 50k 257 “Type 10” Trim Pot ............sseeses00 L50 ieee P10 
ROV3379P-503 ccc, 50k ohm Cermet Trimpot Type 2 .......ccseesss0n 150... P2 
RCV-3B0-2824 ....acs.sscsscceseee 50k 1/8" x 2" Shaft 3/4°D Bd oo... csecssssoe 600. P67S 
RCV-380-3356030 .......eeseeeees 50k Ohm RV6 Style 1/8" Shaft .........sssesseee 500 P110 
RCV-380-3769200 .........eessee 50k Ohm RV6 Style 1/8" Shaft 0... HOU Beha P110 
RCV-3852A-50K ...ecsscssesssseen 50k Bourns 1/4” Slot Adj 2W ........ccccccssses cA pete Ea BE P68 
RCV-389N-SOKZ ........csssseeeee 50k MOD Pot Style 1/8" Shaft ..........cscsss000 5.00 ence P80 
ROV-AOOOTG coche ooo sscseecoe 50k Pot, Slot Adjust-Standard ........ssssssssess000 10 oo. P72 
RCV-59056465885 ............... 50k Type J Style Pot, 1/4" S ..c.csccssssssscsseee SURE Se P74 
RCV-70A1G048P50 ...... esses 50k A-B MOD Pot 1/4” Sft ....sssssssssssssssseso0 1300... P80 
RCV-B035EKP503 .......ssssssse 50k ohm Type20 15t Trim Pot .......ssssssssssse LOU FeAn yes. P20 
RCV-84C1 AF28BAS..........4.... 50k Bourns Cermet MOD 1/8"SFt .......sssssss00 GOO LAFARGE P80 
RCV-BC74954 acessessessssssesssee 50k (TS550 Cermet 1/8" Sft.....ssssssssssssssses POO hes P69S 
REVFMS03 cs cite 50k Ohen, 1/8" Shall ee awe 50 P6l 
RCV-GS1NO48S503 ............... 50k/CCW Switch RV6 Style Sw... csssseee WOO coc. P116 
RCV-JATHT00S503 ....sesesseosse 50k ohm RV4 A-B .25" Shaft ......ssssssesssssee #00 icc P74 
RCV-JATM200P503 .........2..000 50k Type J A-B .25°X1.5" SH o.ccsssessscssssssesees AOD .ccnleseen P74 
RCV-JJ67087B ...cssssssssssssssess Dual Type J 50k/50k 1/4"Shaft .......ecssssss000 9:00). ieee P75 
LU BI ER YER es Dual Type J 10k/50k 1/4"Shaft sss 45,00. fesseetve P75 
RCV-JLOBB3TA .....csssessssessssess 50K ohm J A-B Slot Adj Lk Nt ..eesssssssssssssssoe 500 P72L 
ROV-M508 oo ces 50K ohm, Horiz. Thumbwheel ..................... Lh. P16 
ROV-RS0029 coocccscccccossscmnsosese 50k Dual 2w Con Shft 1/4"-3/16" .....sssssoe 25.00 oc. P75D 
RCV-RI24(X508 ooensen 50k 227 “Type 10" Trim POt secon 6.00 cece P10 
RCV-RIRZ4FW508 o.oo. sscccsene 50k Top Tune Trimmer ........ssssssss.s.sceceesssssees LO P6 
RCV-RV4NAYSK503 0... 50k Ohm 2w  1/4"x 2" Shaft on... cscssssseee S00 ee, P74 


~— RCV-1019851-012. 


seeee 


RCV-01091910 


RCV-18(05172601 100k Slide Pot, No Knob ............. 
ROV-19-B631 nn. sscsssesseensee 100k Mini Pot W/ Switch 1/8"SF ....esssesee me 
RCV-2351. -10-104 : 100k “Type 27” W/Leads Trim .......isssseee 3.00 


1 RS 100k Cermet Trimpot Type 2S ... , 
hd Rope tes 100k Cermet Trimmer “Type 4” ....sssssssssssosse 65% 
ES ee 100k Type J A/B w/Switch 1/4” .. 12.00 
sesneesneerne 100K Pot, Linear Taper,2 Watt ....... 
i .. 100k All Plastic Bdy SF 
cee ee we 100K Slot Adj, Audio Tag 

Wii kckscsiseeah 100K RV6 Style Slot Adj 

TLR sect teeise TOOK ohm, Cermet 2 Watt .........ssssssssssse Ds ees 
100k RV6 Style Pot, Slot Adj 


seeeeeeenneseeeee 


RCV-9062880 ...secsssscscessseee 100k Precision Comp, 2w, 1 turn, 1/4” 

RCV-BA87 5-001 ........csscccsceeee 100K/100k/500k Conct. Sft Sw. 

ROV-C227873-B oc. ecssesscccseee 100k A-B PC Mnt Type F “RV6” ... 

RCV-CM28210 .......ssscsssceeseee 100k/200k Dual Concte. Sft 2w ....... 

RCV-CM28243 .......sssscsceseeeee 100k/200k Dual Concte. Sft 2W ....ssssssssssseee 4.00 

ROV-CY1 0667 ........csecccccesees 100k 1/4" x 1/4" Slot Shaft ...........ccccssessee 3.00 
ROV-ETV4-TOOK oe sccssscscscecee 100k Cermet Trimpot Type 2 .......ccccsceseensees 1.50 

REV F94592 oc csereeceree TOOK Type J A-B.1/4°x1" Sft....sceeesssceeee 15.00 
RCV-JATNO48S104 ............ TOOK Type J A-B Slot-Lk Nut ....ssssssscceesens 10.00... 
RCV-JAIN200P104 .......sssss00 100k Type J A-B..25°X1.6" SF .ssssccsssessson 5.00 
RCV-JD1L040$104 ................ Dual Type J 100k/100k slot adj lock nut .... 22.00 

RCV-J158250 Sitiiec.cccevceonnes Dual Type J 10k/100k 1/4"Shaft................ 18.00 
RCV-M140-2-100K ............... 100k 2 Watt, Linear Slot Adj .........scccsssvssson 2.00... 
RCV-M140-24100K .............. 100k, Audio Taper 1/4"SFt W/SW .....sesssssssee 6.00 

RCV-PTS7/8-1 OOK ........scssseoe 100k “Waters” Pot 1/4" shat .esnnonn 

ROV-RIV2CL104 oon. scesesccssnee 100k “Type 27” 227 W/Leads .....ssssssssssss00 2.50 
ROV-RIT20P104 oon. .eeseecsssnee 100k 227 Tw “Type 27” Trimmer ......ssssssss0+ 5.00 

RCV-RJR2GHX1 OAR ............... 100k JOT Type “13” Trimmer .......ssssssssse+. 1.50 
RCV-RVZLAYSAT04 ......-cssseeee 100K ohm, Lin. Taper, 2 Watt .........cccsssssnee 3.50 
RCV-RV4LAYSAT04 .....cssssses 100k 2 Watt Locking Panel Mat . ee 4.00 20.0 . PIT 
RCV-RV4NAYSD104 .............. 100k Type J A-B 1/4" shaft ....2...cccssccsssonn B00 occa. P74 
RCV-RV4SAYSK1 04 cee eesssseee 100k 1/4" X 2° Shaft 2 Watt... .ssssssssssssee 8.00560 P74 
RCV-RV6LAYSAT04 ....... 100K Ohm .5 Watt, Trimmer Pot ..........+se..... 3.00 ASG P11 
RCV-RV6NAYSD 104 ............... 100k Ohm .5 Watt, 1/8" Shaft ...........cess0 400 Stat PI10 
RCV-RVGNAYSL1064 ................ 100K Ohm,.5 Watt, Trimmer Pot .........sseesse-. 3.50 ic PIS 
RCV-RV1342R238M .............. 125k .25watt Slot/Lock Nut ......sssssssssssssos 400 cose P72L- 
RO-MIS4 150K ohm, Horiz. Thumbwheel .............css 1.0 ce P16 
RCV-WD81750 0... ..seessssseeeees 150K #550 Cermet 1/4°x 2°SHA......sssssssssse 4Q0 ASR P69S- 
RCV-3011L-10204 oes. 200k Bourns 10T Wire Lead Trm ................. 5.00 P27 
RCV-3329H-204 0... .eesecssseees 200k, Cermet Trim Pot Type 2 ................... 1.50 scared ane P2 
ROV-33805 200k 5 Turn Drive 1/4"Shaft .........sssseecen 5.00 P73. 
RCV-APOS-C301 ...n...ssseccssoven 200k RV6 Style Locknut/Slot ................. 5.00 ccc PHIL 
RO-J44515 200K Type J A-B 1/4" Sft 2.25W .......sssccceeen BNO socsciescss P74 
ROV-M20A secscehties Scasesosstoade 200K ohm, Horiz. Thumbwheel .................... 1.00 ..20GAd P16 
ROV= 19-8736 SRS sassscovenass Dual, Concentric, 2.4k/225K ........ssssvesseesee 12.00 0150 P75D 
ROV-1348536 .....eessseccssseeeees 250k 1w Dual Pot, 1- Sft 1/4" .....sssssseseeeeeee 8.00 Wika P75, 
RCV-376-0505010 oon. ..esseee 250k Cermet MODPOT 1/8" Shaff................. 9.00 co, P80. 
RCV-3852A-282 .......scssccssceee 250k Bourns 2wt 1/4" Slot Sft ........ssccsccseeee AO ce P68 
ROV-5905279 1811 nnn. ssscesee Dual 250K Ohm 2w 1/4 Shaft ......ccccssson 200 ica P75. 
RCV-JATLO408254 «0... eee 250K Type J A-B Slot-Lk Nut ..........scsscscseee 6.00 scacfstelo tet P72L 
RCV-M140-1-250K ose 250k, Audio Taper 1/4°X.5"SH ......ssscsssccceee 4.00 .S5A03 P73 
RCV-M422506-6 ........c.csseeeoe 250k Ohm .3 Watt 1/4" Shaft .................06 3.00 Azada P73 
RCV-RD3ES10A254 .............. 250k 2w Slot Adjust Non-Ind. ..............s... FQ is P75S 
ROV-RIZ4FX254 nnn. ssseseeeeee 250k 22Trn Trimpot “Type 10” ...............0. 6.00 ican P10 
RCV-RV2NAYSK254 oo. ccsssssee 250k Pot .5w 1/4" X 2° Shab ........ecsseecssoee B00 cise, P74 
RCV-RV4NAYSD 254 ........sssnee 250k Pot,Linear Taper, Type J ....................- 6.00%. cena P74 
RCV-TLU2541S16 .......ssssceeone 250k 1w PEC Slot Adjust Shaft..................000 2.DOGEA RAS P67 


ROV-WL22S5A YS wderarceccas 250k RV6 Slot Adj/Nut TypeW.............s0« DWN ALe. PIN 


“www. sebplisdalést com 


; os 250K - 50 Meg Ohms 


; 500k 25 turn Type 6 im Pot 
ae 500k, Cermet Trim Pot Type 2 
- 500k ohm, Cermet Ti Pot .. 


seenee 
sensccscccsccesesceeces SUN FID FER IVIUULTL TF LUTTE wcsceccenceeceereeee DeUU scencerecncer 
st enenerenenees 
NLT DUN cececescecscssceeeeseeees SoU seseesressesees 


Seaeennseensees 


Seeeseoeseerees 


.. 500k 22Turn Type “27” Trimmer .oscsocsccon 500k 
00k 227 “Type 18” Trim Pot ......sssssssssee 5.008 uor. 
500k 22 T Trimpot, Side Tune ..........s........ P50 252 E80 P10 
-. 500k 5a Switch 1/4°X 5°SF nen B00 ee. P77 
wwe 500k Pot,Lin. Hage DAWA oo cccsccen 300 P74 


eee 500K 1/4" Sha ns 500 P74 

es 500K Ohm .5 wt Trimmer Pot ................. st. PIII 
UCV-RVGNAYSLSO4 once 500K Ohm,.5 Watt, Trimmer Pot ............+..... ReUsChca: P113 
RCV-3B59A-750K ....acsssssssssee 750k Bourns 1/4" Slot RG DW ss tascfesscscoosnns 5.00 ives. 2. P68 
\CV-3859A1 66754 ............. 750k Bourns 1/4" Slot Adj 2W ....sssssssssosee 4.00 ces, P68 
UCV-RVANAYSD754 ..cecssee 750k Pot,Linear Taper, Type J ....ssoscssscssene 60. P74 
37-0598 sien 1Meg: ‘Low Noise, Carbon 1/4” SF... [0 P73 
¢CV-3OTTL-1-105 ................. Imeg Bourns 10T Wire Lead Trm........... $00 P27 
UV-B 2521-105 ..eseeeseeiecceseee 1 Meg “Type 26” Leads Trimmer .................. 500. cee P26 
CV-3292W-TM ..csssseeseescssee Tmeg-25 turn Type 6 Trim Pot .................... 3.00 wiccsetetescci P6 
(CV-38 0-01.66 ...eeesesssssssssssee 1M Pot, Linear Taper, Type J .........sssssssseseseees 5 OD een P74 
1CV-400004 os essssssssseeesee 1 Meg Slot Adjust Pot .............scccssessssseesssee 20. P72 
os... 1 Meg Ohm 17 “Type 4” Trimmer ................. pape P4 
(CV-830882-00 02... -scccsssceve TM RV6 Style Slot Adj Lock NF ....sssssssssecsees S00 PI] 
CV-B9PR-TM ocasscsssssvesecsssens 1] Meg “Type 20” 15T Trim Pot ...........1::....000 05 cae a P20 
1CV-960-20-TM onnesecssccsessee TM ohm 15 Turn .75w Trimmer ..................... 50 eRe P20 
CV-A47-TMEG .0......ssseseseseoee 1M Ohm .5w Slot Adjust Sft ..........ccccesessssen 9.00c2 Zee P72 
ICV-ETS4Y-1M cccccsceseessneee Tm ohm 1"L Trimmer, Cermet ..........0.-sscc000 150. P60 
FELIS oo orrrccsscnn 1M RV6 Style Locknut Slot Mo. 250 Pill 
(V-HV300-105A............ TMeg RV6 Style Xtd 1/8" Shaft enn 90.00 cnn P110 
(CV-JATH200P105 ............... TMeg RV4 A-B .25°X1.5" SF... ccssssseecssssen 400. 255% P74 
CV-M140-11-TM oncesssssssseee 1Meg, Audio Taper 1/4" Shaft ........ccossssee A002 52. P73 
CV-RV2NAYSD105 ..........s000 1Meg ohm, Lin. Taper, 2 Watt ..........c.s.0000 6 O5sever oe P74 
CV-RVSAUSCTO5 .....sssesescseee Meg 2 wott 1/4" Shaft ecssssssscsecccccsene 400 P74 
CV-RV4LAYSAI05 ..........s.s..- 1 Meg Slot Adjust 2.25 Wott ............sccssssse0 5.00 P72 
CV-RV4NAYSD105 «0... seen IMeg Type J 2wott 1/4" shaft ..........sscsssesoe 300... P74 
CV-RV4NAYSK105 ...........000. 1M Pot, Lin. Taper, 2.25 Wott ...........ssecsceee 9.00. Fae P74 
CV-RV4NAYSNTO5 .........ss00e 1 Meg 2w 1/4"x 1.2" Shaft... 5.00 a P74 
CV-RVOLAYSAIO5 ................ IM Ohm, .5 Watt, Trimmer Pot................... 1.80; cee Pil 
CV-RVGNAYSD105 ............... 1M Ohm,.5 Watt, .5°L 1/8" Sf occceccseccseee 400 a, P110 
CV-X20TRIOSB .......sssssssssee Thumbwheel Pot | MO 25W aocsccsecceseccnsscce 30... P14 
RYO occ ccseccsae 1 Meg Type Y A-B Snap In Hole .................... 40 PII7 
RDS aS 1.5M Ohm 20 Turn Sw Pe Mot ..........cccs000 3.00 seats can P20 
CV-RV4LAYSAT 55 on..cssscssoee 1.5 Meg 2wt slot Adj/Lock Nut .................... 7 Ai ie eos Pill 
CV-3252P-1-205 ........sesse- 2 Meg, PC Mount Trim Pot ................sseee000 yA! ie See P21 
BOD Ess cscsnecsee 2Meg Horiz. Thumbwheel ..........csssooesecees eee P16 
CV-RDIN200P205..............0. 2M Dual Carbon 2.25w 1/4°SH css 6.00... P75 
CV-RV6NAYSD205 ............... 2M Ohm .5 Watt, .5°L 1/8" Sft oossssssssscsscsssee BOG cece Pi10 
CV-RVONAYSL205 ................ 2Meg Ohm .5 Watt Slot Adj Sf... 3,00 S2585 P113 
EME MEISO? 1G chah-t..cecsovscvors Triple Type J 2.2M/ 2.2M/ 24k ........sssssssss 40.00 ....sesessseee P76 
CV-M140-222.5M 02... 2.5M, Audio Taper 1/4” Shaft ............ccssss000 9.00 wake: un P73 
CV-M140-9-2.5M on. csecsssessse 2.5M, Audio Taper Slot Adjust ..........cs...-sses. 4 P72 
CV-RVGNAYSL255 oun... 2.5 Meg .5 Watt Slot Adj Sft oo... ofl 1 eesti P113 
RE ge ILL) Ra Dual Type J 10M/3M Ohm 1/4SF.............. 900... P75 
CV-RV4LAYSASSS ......eseseeee 3.5 Meg 2 Watt Locking Pri Mt..........ssssssssee yA | eae Pill 
CV-3368P-1-505 ......sessseseee 5 Meg Cermet Trim Pot Type 8 .............sssseee 1.00_.eaztezs P8 
CV-JDINO56$505 ................ 5 M Dual Type J A/B 2.25watt 0.2... 1.00 eyes P75 
CV-M1 40-27 oan. sccssvsseecconseee 5. M 2 Watt, Linear Slot Adj ........scssssssssssss00 20 Ss P72 
CV-RV4NAYSN505 ce sesesoee 5Mog Zw 1/41" Shalt oc ., 60.2 P74 
CV-SMC-31 50161... .ceeecsesene 5 Meg 7/8" Dia Bay slot/Lk Nt .....csessssssssnee 5.00 cc P72L 
(V-383-0268010................ Dual 30M/750k Type J 1/4"Shaf .............. A! eA P75 


(V-377-0668 ......ssccccccscseeee Dual 5k/50meg Dual, 1/4” Shaft .............. 12.00 ce P78 


e-mail: grinnell@surplussales.com 


n Fax: 402-346-2939 
RWV - 1-250 Ohms 


Wire Wound, Inductive Element, Variable Resistors. 
DESCRIPTION 


aecrtoreceeccorssoneneetcs Le Ohi Sw Wire uy ee ees P70 
wv a 2 lun Sw 1/4 Shalt 2.00 P74 
oe 10 Ohm 2 Watt PC iy PONE so cceetiecscceeas UPD se PLOZ 
fi pelos 10 ohm 2w 1/4" Shaft .......ssscsssceccecssssssseeeesese 150 sessseeee P74 
RWV-2241-64-1 OD Sse: 10 ohm Iw Phi Mnt Tre 1/8"SFt ........sssccsssseecee 6.00.......... P27BS 
RWV-32501L-100 ...............000 i ohm “26" w/Leads 257 TWE .....ccossseceseene 4.00.......... P26 
RWV-9TARTO coeecsssssssscccesecees 0 Ohm 1 Turn PC Mnt Top Adj ......cscsessssee 1. P42 
RWV-(50922078 .....sscssesseee 10 Ohm Tab Mount Slot Adj 2Wi .......cssocccscssen 400... P102 
RWHWIO ca. 10 Ohm 5w Wire Wound Pot, enon 8.00......... P10 
RWV-RA20TASB100 .............0 10 Ohm 2wt Slot Adj Lock Nut... cccsennen 8.00......... P72L 
RWV-RT] 2CL100 ..............00 10 ohm “Type 27” 227 w/Leads .........s.ssesessse 4.00.......... P27 
RWV-RT26C2X100 ........scos00e 10 Ohm 10 Turn PC Mt Side Adj .............cccccsssee 4.00........ P44 
RWV-RTR24DP100 ................ 10 ohm Type “17” 251 Trimpot .....ccssssscsseeon 500: P17 
RWV-43(1-20 ns ssescscccccescees 20 Ohm 2wott 5% WW Pot a......escsccsscccssssseeeee La P74 
RWV-CM20255-2 ...esscsseccsees 20 Ohm 1.5w 3/4"D Slot-Lk Nut ......ssccccccssssseee 300. P67L 
RWV-RT12(2P200.................. 20ohm PC Mnt Trimpot, WENO eevee hsrttesesir ioc 4.00......... P19 
RWV-RT] 201200 .......sssssssee 20 ohm Type “27” 227 Trimpot ....ccsc.eoen- 3.00.......... P27 
RWV- Ke elk Sd getter 25 Ohm PC Mnt “Type 102” Cros ...........cscssssseee HE ada P102 
RWURE 25 Ohm 3w Mallory #4 Tapered ............sscscsseen Waa P70 
RWV- RASONASERS Se 35 Ohm 4w Pot, 1/4" Shaft ....cscssssossscccsseoseee 6.00.......... P140 
RWV-1990255 nn. sseccccccseseen 50 Ohm 2" Bdy Slot/Lock NUt oc ncccensecun $00.5... P72L 
RWV-301-00H50 .00............000 50 Ohm Iw 457 Trimpot Side Th..................0000 
RWV-301-60-50 .........cscsssssee 50 Ohm 1.5w ih: PC Trimpot 
RWV-42-9-112500 ............... 50 ohm Type “27” w/Leads Iw 
RWV-45-31-00-07 «........ssssse 50 Ohm 3w 1/4” Shaft WW Pot..... 
RWV-900(352-15 ................. 50 ohm 2wt Slot Adj/Lock Pot........ 
RWV-M39015/1-01 .............. 50 Ohm Trimpot W/ Leads 257 ..... 
RWV-RT27(2X500... w» 50 Ohm 25 Turn PC Mt Side Adj ...........ssssssssssses 5.00 
RWV-SA4732 ........... 50/50 Ohm Dual 5w Precision .............ssses00000 49.00........ P1220 
RWV-140-7130 ........sscccccccees 52/52/300 Ohm 3 Gang Pot Wi ...-.enenesen 7A ima P76 
RWV-WW750 ....oasesssssscsessseess 75 Ohm Swatt 1/4" X 3° Shaft ......ssssssssessose 100 P73 
RWV-D43-25-90 .....sccccssscssee 25/90 Ohm Dual 2wt 1/4" Sf .....ecccsscsssssseeee FOO P75 
RWV-1378626 ......scccseccseseees 100 Ohm PC Mount Pot........essssssssssssssssssccsseesseee il eee P102 
RWV-140-6439 oon... ecccssseees 100 Ohm 2w Slot Adjust ..............ccccssssssssssee (oy | Phat P72 
RWV-2008-1-101 ..........s.cceee 100 Ohm Type “19” bushing, Tob... 2 Hi, ele P19B 
RWV-2100-0050 .......0.......0... 1/4" 3/16 Cc. Sft 100/2000hm .............e.ssee. ||| | eee P75D 
RWV-30571-1-101 00... 100 Ohm Twt “27” 227 w/Leads ........cssssssseese 500. P27 
RWV-3250W-101 .......... 100 Ohm “Type 7” 25T Trimpot............. 500... P7 
RWV-50-1-202101 on....escsssees 100 Ohm Trimpot W/ Leads “26” ooo... .sesssssssee 10.00.......... P26 
RWV-5000-100R ...........ssseees 100 Ohm 10 Turn 5% 1/4"Shaft oc ccsssssssoee noire P125 
RWV-5213508 o....ecseecccssseess 100 Ohm 4w 1/4" Spline Shaft... ci if al P70 
RWV-540Z(-100 ..........e0..-00 100 Ohm 1% Iw Panelmt 1/8"Sft .........sssssssssess pi, ehh P128 
RWV-56LR100 o.nn..cscsccssesssee 100ohm “Type 27” 227 w/Leads ..........ssse0ceeee 250... P27 
RWV-68-41000-36 ................ 100 Ohm 1.5w 5% 1/8" Shaft... cssssssssssseseee 406... P67S 
RWV-(M33799-002 ....0......0+. 100 Ohm 2wt Slot Adj Pot "Do... cccscsssssssee 4.00......... P72 
RWV-LW100 ...ssssssccessseeen 100 Ohm 5w W. Wound Pot, 1/4" o.....ceescsceeesee 8.00.......... P70 
RWV-RTT2C2Y101 on. seetseoee 100 Ohm “Type 1B" 297 POM ocecesescesene TB 5 P18 
RWV-RTR24DW101 ............... 100 Ohm Type”6" Top T Trimpot .........ssssssssssss00 wil, |e det P6 
RWV-J3C95596 on... scesesccssssees 115/1k Ohm A/B Dual Conc Shft ..........se.e.. 40.00......... P75C 
RWVDE9 ZT cccsschccesscssects 150ohm “Type 27” 227 w/Leads ........ssssesssecse (Ae ees P27 
RWES/M Pt 150ohm 1.2w .35"D 1/8" Shaft oo... .cccsssssssssssee 5008. P157 
RWV-HS20686 ..........esscsoseees Dual 160/570 Ohm Slot/Lock Nut .........sssssssu 12.00rne P75SL 
RWV-205-902-200 ......... es... 200 ohm “26" w/Leads 257 IWE.........cssssseseceee 4.00......... P26 
RWV-2901L201 0......sesccssnsees 200 Ohm, Trim Pot, }Watt ..........ssssecccscccessesee SM! ee P26 
RWV-3010L-201 oon... .ecsccsseees 200 ohm ‘ ‘Type 27” 201 W/LPOKS cccccsccccstenscns a P27 
RWV-3057L-201 ona...sesseecseee 200 Ohm Iwt “27” 227 w/Leads «2.0.0... 5.00... P27 
RWV-3280W-201 ......eecccsseee 200 Ohm “Type7” PC 22 Trt ..2..........s.cccccceoe LOU ee P7 
RWV-3290L-201 .....seesccssseees 200 Ohm 20T w/Leads, Bush Mnt .............:...... 12.00%, cc. P26B 
RWV-3495S459201 .............. 200 Ohm Precisn ]w damp REM cance, sonnet 139 on es P126 
RWV-544-160 oo. essseccssseeeons 200 ohm Type “17” 257 Trimpot ...................-.. 2 Ore Pl7 
RWV-55-9-419201 nn... sescee 200 Ohm PC Mnt Side Adj LL eres eK Leste P21 
RWV-78-91 11-201 .....ssssssce 200 ohm Iwt “Type 18” 227 Trim .........c.csceeeee 4.00......... P18 
RWV-860-200 .00......ccccoosssssees 200 Ohm 4w 101 Precision 1/4 00.2... BM. P122 
RWV-990L-200 o.n.sssescccsccssee 200ohm.1w Type 27 25T w/Leads ................0000 r) pha P27 
RWV-APO5-C54-1 on..ceccssssssen 200 Ohm Clamp Ring 1/8" Sft ...............0.0.... 45.00......... P126 
RWV-DNR-20-001 .......cssssssves 200 Ohm 2 watt Slot Adj Pot ........ssescscccccessss0 4.00........ P72 
RWV-DNT-25-04B oo. ssccsseee Dual Conc. Sft 24.8k/2000hm 2W ...............0. y {UB | pele P75D 
RWV-R200-58-123 ..........ssseee 200 ohm Iwt “Type 18” 227 Trim ...........:ccc0e00000 100 P18 
RWV-RT] 2021201 nn... sssssseeses 200 ohm Type “27” 22 Turn .....cssseccsccssccccssesen x Mi | es P27 
RWV-RT12CV201 ........sesesseee 200 ohm wt “Type gd IE ER ceria 4.00......... P18 
RWV-RT22(2W201 ............... 200 Ohm “Type 7” 25T Trimpot ..................c0e000 5.00........ P7 
RWV-RT24(C2X20 1... .ssssssseees 200 ohm 22 Turn Side Tune ...........c....ccccsssse0e LB is Bho ie 
.. PIQ2 


RWV-1377402 ooecscccccsssseseees 250 Ohm PC Mount 2w Slot Adj ................cssseee: 15.00... 


PRICE TYPE 


215 


216 Surplus Sales Info/Tech./Intnl: 402-346-4750 ORDERS: 300- 244-4567 
RWV - 250 - 10K Ohms 


MER Aiea td 00 oon Sat ri/t sh SAIL R SOUR | TRH ¢(') RWV-92 b prontaeoaccmntoy 184 Adj _ 
eis 300 ohm Type 20. 22:10t i.e ene: 00... RWV-AP1-2-301- 2k 1w 5% RV6 Style Pot Slot A... 
RWV-RA2SAI PUSS leseactanees 350 ohm, duulk Wire ey POY fn. sae OU seats | RW-APO5-(141 IK. 2k Prec. RV6 2% 1/8" Shaft... 
AVA-RDI 22841 RVC ............. 500 Ohm Sw “L" Pad ( 0.0 | RWV-(M11220 
WBS 500 Ohm Sealed Slot Adj .........csssssccesrscceevnceee 5-OD sesseseee P72 —-RWV-GS84501 

RWV-200-66HS500 .......... sa 500 ohm Iw 257 Mee ince: 5.00......... P26 ~—-RWV-PVRIT-K dk mp Ring .. 
RWV-236P-356501 ..csoesee 500 Ohm 10 Turn Bourns Tritt .......ssccssesscssseeee 3.00 os... RWV-RAZOLASB202 oan i Lock Nut ..... 
RWV-30TOL-501 .......csscccsese 500 ohm “Type 27” 227 w/Leads ........ssssssssssee 4.00 wees. ei tea ok ir 1 ee Bush Precision . 
RWV-3057L-501 ....ssssssscseeeees 500 Ohm Vwt "27" 227 w/Leads ..........scsssecee 5.00.......... . RW- RTI HEART 2k wt wa ae 18" 227 PCM 
RWV-3250L-501 .essesssssssnseeee 500 ohm “26” w/Lecds 257 Wt ..sscsocssseescnsee 4.00......... ms RWV-RI7/8-137 ... 2k 
RWV-3250P-501 ...sssessssonneeee 500ohm “Type 21” 257 Trimpot ...........cscccccceeee 350 RWV-KS200AL......... . oF 
RWV-3253-1976 ...eesssosssssscees 500 Ohm, 10 Turn Pot, 1/4"S# ..essssssscscccseensssee 900... c. “a 20 RWV-7609-1912-0 .....cssscccee 22k 5w TOT Helipot Precis 
RWV-3640S-1-501 ......sccccss ee 500 Ohm VOT 2.50 occcscscnsene 65.00......... P123 RWV-55B927 1 ..sscosscsecsnsee 2.5k .Sw Precision Slot Adj ....... 
RWV-42JA-500 ..essssssssscesseees 500ohm 5% 2w Prec Pot 1/4”SH..........sccsccssoee 15.00........ P1228 RWV-RA20NASA252 ........ssess 2.5k, 2 W. Slot Adjust Pot secAD , 
RWV-501-9543 ....cescssssscecesees 500 Ohm .1% Prec Pot 1/8ShE..........sssccssessee 45.00.......... P126- RWV-RA2ONASG252 ..........s0e 2.5k ohm 2watt Wire Wound Pot . wt es 
RWV-534-500 o.ncesessssssssossosee 500 Ohm, 10-Turn Pot, 2Watt ........ssssscccsssssecses 9.00.......... P120 i 3218 2.6k —— : 
RWV-625-B417 ...esssssssscscscsee 500 Ohm 2watt Slot hl Ph 500... P72, ~—s|_~—s« RWV-MD0905/1668.............. 
RWV-7246-R500L ......scssscceee 500 Ohm VOT 2w Prec. 1/4" SH ...ssssscccsesessene PS Moe P124 959 
RWV-A7855 ..cecsscosesccssnseccsseee 500 Ohm 5 Watt Pot Slot Adj ....sssssssssssssssssssseee 3.00 ci382 P72, | RWV-(195934........ esscsseeeeee 39K Dual 2wt 1/4" x3/8"Shait 2... oo 
RWV-KS14381 oun... seeeesssee 500 ohm, 2watt WW Pot RA20 bee a i 4.00......... P72 RWV. RA2ZONASK352 ..........0000 3.5k ohm 2watt | i ye Shaft ipa ee “2.50... Pt 
RWV-P3670-500 ......sssoscceeeee 500 Ohm 2w Slot Adj/Lock POt ..snsnsensnsnene 2.007. P72L RWV-5719-1112-0 ....ccccccccseee 4k Ohm, Sw Precision Pot ................ 9.00 ....... | 
RWV-RA20LASB501 ss. 500 ohm, 2watt Wire Wound Pot ..........:.csscsess00 6.00 2... P72L RWV-106-2-5K ....ssccscssssocoeeee 5K Iw Iturn Type “14” trimpot .... : 
RWV-RT22C2P501 .....-ssscecene 500 ohm WW Trim Pot, LWHOT T.ssnscnscsnern 450... P21 RWV-110-5000-10............... 5k Ohm 2w 17 PC Mount wea | 
RWV-RT22C2W501 ..sssscccsscee 500 ohm Type “7” Si Wie 5.00 sca P7 RWV-140-6526 ....secssseessnnee 5k Ohm 5w Slot Adjust re Nt... ~ 0 | 
RWV-RTRI2C2Y501 ........ee..00 500 ohm Iwt “Type 18” 227 Tem .....sssssss......0000 5.00.......... P18 RWV-140-7436 ....cecscccssseeeee 5k 3w Precis. ae 1/4 SHE i satiate 5.00 1228} 
RWV-110-600 ........sscsscccceseees 600 Ohm 2 watt 1 Turn Trimmer ..........sc.sscssese0e 50 Zr 3. P102 RWV-14WB1-2474 .....sccssssee 5k 1 Watt Slot Adj. Precision ..........scsccssscssseen 6.00........ | 
RWV-5715-681-0 ......cssccceeee 680 Ohm Tapped Sw Precision ..u.................-.. 55.00......... P1228 RWV-1857137-6 ...sssssssssssseses 5k trimmer Side Adjust Why" peek er 200 i453 | 
RWV-140-6218 o.....ssocescccesee 700 Ohm 5w Slot Adj/Lock Nut .........ccccsseseseesee 6.00.......... P67 RWV-20-6844 ......secseseessosen 5K Ohm 4 Watt Pof Slot Adj.........sssssesscccsesnssee 3.00 ........: 4 | 
RWV-RASONASD751 .......sesse 750 Ohm 4w Pot, 1/4" Shaft ......ssssooscssccsssense 6.00 ic P140 RWV-205-502 .....cccsscsssnnnnne 5k Precision Instrument POT ......csssscsccesesnsee 65.00... 
RWV-100-161 .aaeessonsnccocccoen Tk Specirol Precision 1/4°SH secssscsrsnmsrvire 15.00 sense P1228 RWV-207L-1-502 oeessersscscccees 5k 20 Turn w/Leads Trimpot .......sosscccssessessnnee $00... 
RWV-T16WS-245 ...scssssssssees 1k/2.5k Dual Precision 1/8°SFt .....sssssssssssss0 120.00.......... P130 RWV-260L-1-502 .....sssssececeee 5K Trimpot, “Type 27” 22 TUrm....sssssczccssssccccceees 4.00......... 
RWV-1203-0078 ........ssssssesees Tk 1/4"SF DP Switch (COW) .......cssssssssssssesesees 15.00s2.: P77 RWV-260P-63-502 ......ssssse.s 5K Trimpot, “Type 25” 22 TUrt .....sssvssssessccssseeee 7.00 | 
RWV-1597-65 .....scsssssscsssseeess TK Iw 227 Type “27” w/Leads........ssssssssscsssse 450 Se P27 RWV-275-1-502 ....ossccsssseeeee 5K Ohm 12 turn Bourns PC Trimpot ................... 4.00 
RWV-201-602-1K 1K Ohm Type *198” bushing, Tab RWV-300-66 ....escseessesssssseseses 5k 1.5w 44T Weston, Wire Lead ........ weve 20.00 
RWV-205-110-1K Tk “Type 21” 25T Tw Trim Pot osescnnn RWV-3057L-502 o.ooerseecsessessee 5k Iwt “Type 27” 277 w/Leads.. 5.00 
RWV-205-1K ..cescsssses Tk 4w 1Oturn Precision Pot ......sssss00s+ RWV-3057P-502 ....esesseeseecccee 5k Twt “Type 19” 227 PC Mit ..ssssssssssccccecereson 5.00 
RWV-298-1602617 1k Ohm 5w Carbon 1/4"x2" Shit RWV-3070S(48502................ 5k 10 Turn Panel Mnt Trimpot .............ccssssssee» 25.00 
RWV-3057J-102 ....ccsssssssseees 1k 1wt “Type 23B” Bushing Mnt RWV-3200-768-2 ......sssssssseee 5k 10T Duncan 1/8"sft O56 .......ssscsscceseeene 15.00 
RWV-30571-102 o.o...eeecseesseee Tk Ohm Twt “27” 227 w/Leads ...........ss0...0000 5.00 nen P27 RWV-3215-2506 .......s-ssseceeens 5k 31 1/8" Shaft 1.5w Precision ................s.ssse 30.00 
RWV-3250W-102 o..c..sccsssscsse Tk Ohm 257 “Type 7” Trimmer .....scsssssssssoss0000e $00 iu. P7 RWV-3250L-5K coeesessssnsscssscees 5K “Type 26” w/Leads 251 TWE esssssscssccceseesssee 4.00 
RWV-3500S-1K vosesssssssessseceee Tk 2w TOT Bourns 1/4" Shaft .......ssssccsssssscee 35.00 3, PI2IA RWV-3250P-502 o.esssessossesseee 5k “Type 21” 257 1w Trim Pot .......csscsecesecsssnsse 3.50 
RWV-3507S-1K .....sseeccssseessees Tk 2w TOT Bourns 1/8°X 2°SFE o....sssssssssesssesssee 20.00......... PI2IA RWV-377-0305 .....eescccccosseeees 5k, 2 I Wire Wound Pot, 1/4 ccsccctcccsccsseoseees 3.90 
RWV-381N-1000-S .......ssscsee TK Ohm 2w .5"D 1/8" Shatt.......ssssssssssssssssses 5.00 ase. P6l RWV-3805-5K ...essssssssssssssesee s/c Precision 1/8” SHE osscosnsesenenon 125.00 
RWV-49M9-TK oon. ceeessscesseeess Tk 1.5w 3/4"Bdy Slot/Lock Nt .....sssssssssssssssssses 9.00 7m P67L RWV-49M9-5K ou... cessceccsseeeeons 5k 1.5w 3/4"Bdy Slot/Lock NUt .........ssssesseeseseee 3.00 
RWV-534-1000 .0.......seeesseess Tk Ohm, 10 Turn Pot, 2watt .............sssssseeseees 10:00:23, P120 RWV-5000-000 .....0..... sees. 5k 10 Turn 5% 1/4'Shatt so eee 12.00 
RWV-6056-0138 o.oo... ssssssssen 1K Sw Ceramic/Silver PC MOURE ..cscccssnsen 15.00... P102 RWV-5203-4820 .......sssscsssce 5k Qwt Precision Pot ci ces cercccseccreeees: 75.00 
RWV-6173-163-2 .......ssccosseee Tk Helipot Single Turn Prec .....scssesssssssssceceseee 18.00......... P126 RWV-533-5K acescsesssssssssosssseees 5K .25% 3T Bourns 1/4" Shaft .........sssccssessesee 10.00 
RWV-7221-2507-0 .....ocissseoos Vk Qwatt Helipot 107 1/8°SH ....avacseaesennen 18.00......... P128 RWV-533CL-5K ...esssessesesssseees 5k 107 Precision Clamp Ring .............ssccssseeeses 25.00 
RWV-7400-1K o.o...sseescsssecssnees Tk TOT 1/4" Sft Precis. 204 .......s...ccccsssssssssee 13.0Ueenee PI2IA RWV-534-5K ...oesscssseccessnecesens 5k Ohm 10T Pot, 2wt 1/4°SF ....cssssscssssccccseen 10.00 
RWV-750-4625030 ............... Tk ohm, 2w Wire Wound, 1/4"SF o.......sssssssssseees 5.00250: P73 RWV-544-00-HS5K 00... ..sssseee 5k “Type 17” 251 Trinhpot gas 5 3 eae 6.00 
RWV-750-8065009 .............+. Tk ohm, 2w Wire Wound, LockAUt ....cccnsesrnmn 4.00........ P72L RWV-55-1-12-502 .....esscscccceee 5k ip 206" 257 1.5W Trimpot ........-..ss.ssc0eeee 15.00 
RWV-9000353-6 o...cccssscsssssee Dual 1k 4w Slot Adj/ Lock NUF ssoscsososenenen 9.00 cic P145 RWV-55-50-207 ...sessessosssoseees 5k/5k Dual 3w Slot shee cocci 25.00 
RAVI csc cere 1K Ohm 5w Wire Wound Pot,1/4" ........sssccsccsesss 8.00 ........ P70 RWV-551-000-5K ...csesssssscccee 5k .75w Beckman PC Trimpot .......oosscccsscecesenee 3.00 
RWV-RIKL.25 C7 ec sssssssssssees Tk Swatt Helipot 10 Turn POT saecscscscsosenene 35.00 cocssece P124 RWV-5613-1207-1 ...sesssscsssce Precision 5k 3.5w Clamp Rimg ........ssscssccsesecson 89.00 
RWV-RASOALASBI0 0.00 Tk, 4 W. Slot Adjust Pot .........sssssssssssssssssssssssssse 6.00 sia.05 P14] RWV-8103-208 .....sssssssssssss00 5k Ohm Precision Clamp Ring ....rerrrereren 49.00 
RWV-RRIOOOA3C9L.............. Tk, 2w TOT 1/8°SFE Precision... cssscsnseenee 75.00 .......0 P126 RWV-83-1267 ...eesssssssssscssesee 5k Tapped 2watt 1/4" Shaft ............cssccesseene 30.00 
RWV-RT12C2P102 2.0... .cssosses Tk PCMnt Trimpot, 1W, HOF T s.cscscsosoeosoene 4.00... P19 RWV-8400-000 .........eesssseeeess 5k VOT 1/4" Sft Precis. 2WE ......sssssssssscssscceeee 15.00 
RWV-7061001-102............... 1100 Ohm 2w Panel mnt 1/4"SH .....ccssssssssseeees Voie: P73 RWV-APO5-(13502................ 5k RV6 1/8" Slot Adj \ ee 7.00 
RWV-25522265, cecsevssssssssessee 1.3k, Swt, 1/2" Deep, 1/4" SH sessssssssssssssen 15.00 ice. P140 RWV-APO5-C14135 ......cccssceee a: Prec. 1/8" Slotted Shaft .........sccccsssssssscceece 25.00 
R220 29 aos docsccssseescaensse 1400 Ohm 2w (TS, | /4' | eR ae 3003 P73 RWV-BHI 4447 oc cecssseesccsnee 10T 1/8" Sft Prec. Clamp eee 18.00 
RWV-130S-1-1.5K o....ecessseeeee 1.5K Iw 221 Type qq" HMB OR esos osesockscets SAM tosa% Pi7 RWV-D3-18-115 occ eecsseessseeees 7 ne 3 Turn POT 1/4" SE... .sssssssssssssssess 325.00 
RWV-2873338 .0u....escsosecsonees 1.5K lw 227 Type”27" No Leads ...........sssessss000 5.00......... P27H RWV-JIO7 TT ES cae 5k Dual T ie J Sin RPGR Coe ee 15.00 
RWV-900€353SUB1 .............. Dual 1.5k 4w 5% Slot Adj Pot .......ssssssssscsssscseee 4.00......... P145 RWV-MSMP .......cssssssseccsessooes 5k ohm /e'Shatt lack Le ae 4.00 
RWV-AW144-UT-AW oo... 1.5k 5 Watt Slot Adj Lock NUt........sscssessssesoseee 10.00......... P72L RWV-MDH20-10/10 .....ssssoo0e 5k Dual a Use PEOGSION oo cccsccctietscses 250.00 
RWV-D49M9 cae cceccsseccsosees 1.5k/5k Dual Pot, Lk Nut/Slot .......ssssssssssesssses 10.00:...5... P72L RWV-PVRI1-STBA .......scccsonee 5k 5% Prec Bowmar Pot 1/8°SF .....c.scssssecssesee 15.00 
RWV-500-5583 .......cessesecsscee 1705 Ohm Precision Clamp Ring .......ssccccssccssee 49.00......... P126 RWV-RA2Z0LASB502 ............00 5K ohm 2wt WW Pot 516F-2 PS. ........cssscccsscereen 6.00 
RWV-126-2K ....essscsssscsssessssees ZK ZO TVD 4) Lath cocrueshSerasetticeke concerts 200 ae Pl7 RWV-RA20NASA5O2 ............0. 5k ZW. Slot AGIUST POL sccsteresscrsnes-nsrretseceneee 4.00 
RWV-3200-1375 .......ssesssceoes 2k 107 ate 1/8” Stheatt 176 <o.nscsses..ssscosono0s 15:00 25.31 P126 RWV-RA20NASD502.............. Sk 2wt'l/4" 1/2 UWE ST Beccles 5.00 
RWV-3250L-202 ........ssessseeeee 2K “Type 26” w/Leads 257 TWi.u.....ssscsseesseces000 4.00......... P26 RWV-RTT 2CL502 oo... .eesecsouee 5k ohm “Type 27” 227 w/Leads ..................s..se 2.50 
RWV-3250P-202 ...ccsscssscseseeee 2k “Type 21” 257 Vw Tris Pot .........cssscssssessenn 350 P21 RWV-RT12CY502...... 5k Iwt “Type 18" 227 PC Mnt.......... 
RWV-3280L-2K .0....ocssssseeecones 2K “Type 26" w/Leads 25 Turn 10.00......... P26 RWV-RT22(2W502 .. 5K. Type “7” Iw 251 Trimpot ...... 
RWV-3400S1-202 2k 5w 107 Bourns 1/4" Shaft 39.00 ......... P121B RWV-RV1-251 24 on ccsessssessssens 5k As Iw Slot Adj/Lock Nt RV6" 
RWV-3500S-2K 2k 2w 10T Bourns 1/4" Shaft 12.00........ PI2IA RWV-520489-18 ........ssssssssee 6k Prec’n, Clamp Ring 4 Wott .............scccsesseeee 
RWV-49M9-2K 2k 1.5w 3/4"Bdy Slot/Lock NUL .....ssssssssssssssssse 9.00 inc P67L RWY-170. 163 ide tani 9.75K Dw X5 Section Precision ..cccscssomene 
RWV-500-1299 oan sssssscssssen 2k 2w 10T Spec’ 1 Bre L/SiSit gs a8t tots 20.00.......... PI26. = © = RWV-0372-1-10K................. 10K “Type27”w/Hooks 25t 2.75w 
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- a) Ok PC Mnt Trim Pot, 1,Hor 5.00......... P19 
RWV-RT22C2W203 .. 20K Ohm. i 27" 251 TrIMpOt oecceeeenene 5.00.......... P7 
RWV-RVP3-S89 ea Dual aw spectral | Precision ... es . 500.00......... 


eneesene Ete 


: Turn V4" 4" Shaft... cas VOY secscsess 
Precisi ey WV-3362599 Dual Type J 23k/163k 1/4" - it oo. P75 

"10k 10 turn Spectral Long 1/8°sft.. F500 wss., RWY-140-910 25k 3wt Precision Pot 1/8"Sf secccccssecu-.... 190.00......... 

.. 5k/10k/10k 3s sect Precish Pot ... ‘ P91 RWY-151-000-25K:.........:..... 25k 1 turn 3.5wt 1/4"Shaft «es... 
10k /4 sa 25k 1/8"Sft SP Switch Med Recap essen 2. OO: ae: P60 


j ner . te  RWV-3290L- 25K oases 5k 20tur w i ale P43 

10K ohm T w/Lead: - | RAVI DGK er 25k Ohm 10T Po Poet ash sie 8.00......... P120 
w 10K Ohm trim mot Solder IS RE, Sn 4.00.........P25 | ~~ RWV-APO5-(141-2.20.. 25k RV6 Style Tapped Slot 7 | PRs a 10.00......... P11] 

10k “Type 26 w/\ Leads 257 1 Wi ou.a....ssccssssesssee OYE Pai eee RW U-SNLIGNO: <occescessescosseseine 25K/25K CTS #550 Cermet 2W Slt ...........cssssseee. 800s P69A 


10k Ohm 251 “Type 6” Trimmer ..... oxi 12.00 .o...ose BRYA DOR cloccssiensesenen 25k Dual Pot, Twist Tob Mant ...ssoosscssoseccssssseee 2.00 2.3, P78T 
OW 101 Bourns 1/4” Shatt ...... 00... | — RWV-RA3OLASB253............... 25k, watt Slot-Lock Nut SHE .c-ccscsenuennnmen 30 P14] 
10 af. 1100. RWV-RASOAIRD253............... 25k 8w 3" Dia. ao Sot Yuu P146 
ence 10.00......... PI2TA RWV-RV7-BS630B ..........cc... 25kK/25k Dual Precis’n 1/8"Sft ....cssccsssssssccveeee 15.00.......... P122€ 
see VOk, 10 Turn Pot, 2Watt .........:.ccccccscscsssscceseesees 00 Se Ob. 25k/25k Dual 5w Precis’ 1/4"S .......scsssssssen 7) eas P1220 
eee 10k 5w 10T Bourns ue Sidi den GOO 16 eessssssccessessseeceeeeeee 25K Twist Tab PC Mount Centlb ........cccsscccsesssseeeee 1.00.0... P05 
ee. Ms Hl ul Spec'l Prec 1/8°SF .nnennsenn 0 eeeesee PI26= © | RWV-B00-472 on. esssseee 30k 10T 5w Precision Pot .....sssscssssssccssssee 25.00.......... P126 
sovsseee 1OK Ohm Spec’l Prec 1/8°SH aesesssccssscsssssseee 00 RWY.902- ah) 30k 3w LOT Precision Pot .......sssvcvvssecsesccsacee 75.00... P126 
109. Soe ite a Precision Pot 1/8°SH .......s.ssssscsssssosses Ste RWV-SA5907 ..sevssesssrssssees 30k 3% Helipot 10 Turn 1/4Sf occ csccccsecssee 15.00... P122 
33.65 . ens sees LURKS TOT Prec 1/46 Sian os cccccpeeccssscscee F900 occ. RWV-205-580-7 o.....csccsssesseen 40k 2w 10 Turn Preci 1/4" SF o.e.cccscccssscssseesee 22.00 2... P122 
res 4, 10k 25t PC Mnt Side Adj Tritt ..........:ccsssssccssessesee 2.00 ....ssose P21 RWV-10131987-1 ......esssssseee 50K POMnt Sw A/B Type O...ceccccccccccccccceeeeee 1.50.00... P14 


me 65623. 10k 4w 3% Precision Slot Ad .......s.sssssscscssssssee 22.0038 RWV-1156813 .......ccssesssssssee 10k/50k Dual Clamp Ring Prec. ........s.ssssssssss0 75.00......... P127 
RWV-6359-13-1....... 10k 2w Precision 1 Turn Heli .............-s-ssssssss 125.00 &=... P126 RWV-2286026-10 ............... 50k 2w 20 Turn w/Leads Trimt.........sssseeessssee 9.00 Reta P26 
RWV-7221-2718-0 ...-scccseonese. 1OK/100k Dual 10T 3W 1/8°SF ...sssessesssecse bo... P124 RWV-300237HS5OK ...........0e 50k Iw 44T slot Adj Wire Lead ..............cccssee 12.00... P26 
RWV-7223-2911-0 00... sssece 10k Prec. 4w Clamp Ring TOT ......cssscsesscsscccoss 85.00.......... P126 RWV-3250P-503 .......-eeeesesess 50k “Type 21” 25T Vw Trim POF sec csecsnsosen $50 P21 
RWV-755-6018 o...sseessssssssss0n 10k Ohm 4w 17 Precision 1/8" ....ssssssesssece 3500... P126 RWV-3290H-503 ....eesssssssosse 50k ohn 25T “Type 10” Trimmer .....s..csssccsseee 10.00......... P10 
RWV-757-601 BA ..........cc.00008 10k Prec. 4w Clamp Ring 1/8°S .........sccsssscseeee 45,00......... P126 RWV-35008-50K ......ssssssseseee 50k 2w TOT Rem Bourns 1/4"Sft ..........cssssse00e 10.00......... PI21A 
RWV-7603-T191-T .cessssseee 10k 10 Turn Beckman Precision ........c.s...-ssss a Tee P126 RWV-35005135503 .............. 50k Dual 10T Bourns 1/4" Shift .......sssssssesnse 57.00.......... PI2IA 
RWV-B00007 ..00.........sssseseeee TOK 2 Watt 1/4” Sft Lock Nut .........ccscccccsssseeee VE | ssl P72L RWV-35408-50K .......ssesccsseee 50k, 10 Turn Pot, 2Wott .........ssssssssssseseesssseccessen 8005s. PI21A 
ty so ee eda 10k Dual 4w 10 turn Precision, 1/4” sf....... 75.00... P1220 RWV-3543S-1-50K ...essssecccoee 50k, 10 Turn, 1/4" SH Pree sesecssssnensenene 1500 PI21A 
ee 10k Precision 1/4"SHt, Bushitig ....esss.cscsssccsessee 29.00 seseesene P124 RWV-35908-50K cccccnenn.. 50k, 10 Turn, 2Wt A PLOSEC oc cccccscstsccssennses 10.00 ........, PIZTA 
rw. BC200 $7035 Se 10k 4w Special Pre’n 520-2095... ccccsenn 5.0 os P126 RWV-3640S-503 .........cseessee Knobpot, SOK Ohm OT 2.5WE cccecsnsnrnrne 50. P123 
RWV-BC200M55-12 .............. 10k, 4 Watt Precison Pot Sect ..................cc:00000 95. Olazen: P126 RWV-500-585 ......sssssscsssseeeee 50k Ohm 3w 10T Helipot 1/8"..........e.ss....0000 20.00......... P126 
RWV-(20032HTIOK .............. 10k Dual Precision Clam Co abated Riel 65.00.......... P127 RWV-534-SOK ........sssscsscsssee 50K Ohm, 10 Turn Pot, 2watt ...............cs0cceee0 25.00 :.....:.. P120 
RWV-(5932-1 ooaaeccccssssseeesecee 10k Precis. 1Otrn 1/4"StH 2W...ssssocsssssescesccseeee 85.00.......... P124 RWV-57M9-50K oo. essssseeseee 50k Ohm 1.75w Slot Adj THM. .-ccctesssnertrenss: 1S0ie.... Pill 
RWV-NL5433-2460 .....- nese 10k/10k 1 Turn Dual Prec Pot ...........ssscccsscssee 45.00... P127 RWV-7601-1953-0 ....sesesesosee 50k Dual ie 10 Turn a . 300.00.......... P1220 
RWV-RH9476 .....-ccsssccccseesone 10k Pot W/ 2PST Switch 1/4" S ..sessssscsesessen 10.00......... P77 RWYV-8176830 ......eseesssoooe 50k 4wt Mal Linear 1/4" Shatt ........s..cccsccseseeee 925. P140 
RWV-RT24CP103 oo...csssessnseee 10k ohm WW Trim Pot, Iw, ‘at ee 300. P17 RWV-9303-477-0 ..naseoossssseoe 50k/50k Dual 10 Turn Precis ......ssssssoscscecessen 15.00 ......... P122 
RW V-RTS7/8-277 .csssssssscesee 10k Waters Trimpot on ORE 39.00 Gecssess P1228 RWV-BP-17433-1 00.....eeesseee Dual 50k 2watt 1/4” Shaft ........ccccccsssssseeeee 10.00......... P75 
RWV-SASTB9A .....ssccssseecscooes 10k 10 Turn Swt 1/4"Shaff oo. 35.00......... P122 RWV-CP35-957(54 .n...ecscsoee 50k, 4 Watt Precison Pot Section ................sssee. 95 OU eves P126 
| RWV-ST-B51B ........ssssscsccceeee 10k precision, Clamp Ring VT ......................0 150.00.......... P126 RWV-MSOMP .......seessessseeseesene 50k ohm, 4w Slot Adi/Lock NUt .....rsvsvsesreve 70038 :).;. P140 
pA 10k Fit Tab PC Mount Centhb ..-cccnsenacn : 00 ness P105 RWV-RA40A1FR503 .............. 50k 7w Pot, VOx7 Siofi 800... P142 
RWV-WPS-10000 ................. 10k au fot 5%5 sett... 10... P73 Si 6 50k ety Sum 1/€ Shalt. 39.00... P1228 
RWV-35408-1 5K oon... ccsssssssees 15k, 10 Turn Pot, 2Watt 5% .....scssccsssssssscsssccseees 90. PI2IA RWV-T601-1953-0 0... .ssseee 50k Dual Helipot Sw 1/4Sft...ccsssccceceeeeen HM P1220 
RWV-80-3-1-153 ..eessoceeeee 15k Spectrol Top Tune Trimmer ...ccscnceenn yA ai P42 RW Vs H sb oxcsstet cisvecinecoretie 50k Twist Tab PC Mount Centlh ...........sssseesnssee a ee P105 
RWV-RA30A1SD153 .............. 15k, 4wt Wire Wound Pot, 1/4" .........ssssccsceesee 8.00.......... P140 RWV-VA45R503A ...........e.000 50k 2wt 1/4" Shaft, 4:1 Drive ........ssseeseeeeee 8.00.......... P74 
RWV-381-0297 ........esssssosseee 16k Ohm Precision Clamp Ring ....sccsescse 65.00......... P126 RWV-WW508 .......sesssssseeseeee 50k Swatt 1/4" x 3" Shaft... sessssescceeseen 10.00.......... P73 
RWV-100289-203.................. 20k Type 18 1W Trimpot ...eecscrseaseeteeensen FD oo ccseess P18 RWV-850-226 ....cesevsssesscssecoe 60k 3w 3 Turn Precision Pot ...............sccssccsesee 49.00......... P126 
RWV-1765-20K ....sssssssseesson 20k trimpot PC Mat GAS 20. P10 RWV-NL7233-1683 ..........e0ee 60k 3 turn Helipot Precision 1/8"Shaft............ ho. P126 
RWV-205-110-20K................. 20k “Type 21” 257 Tw Tritt Pot .....ssessecsscccsennnn I. P21 RWV-15M929 ... eessssssssssssseee 100k/100k w/Sw’s Conc, Shaft .........csecesseseee 65.00.......... P85 
RWV-205-902 .....ssssccsssssseee 20k “iype 26" w/Leads 257 1WE ...ascssssssosseeceeeee 4.00.00... P26 RWV-2473943 ...cesessssssseceeees 100k 4wt 1-5/8"Body 1/4” Shft .......sssssssseee 19.00.......... P140 
RWV-3250W-205 .................. 20k Ohm “Type 7” 25T TrimpOt.....ssssesesensse 6:50 sisa.. P7 RWV-300WS-238 ......... sees. 100k Dual 1t Clamp Ring Prec. ..............000 350.00.......... P127 
RWV-3500S-20K ............s-c000 20k 2w VOT Bourns 1/4" Shaft ............ssssssseee: 15.00 nose PI21A RWV-3700-594 2... esssssseeseee 100k Tap’d Precisn 5W 1/4” SFE .....sssssssesssesssee 15.00 taee P126 
RWV-36408-203 ......-csseoosscee Knobpot, 20K Ohm TOT 2.504 .......ssssssesssonsee RWV-380(3-100KS ...........s0e 100k ohm, 2w Wire Wnd,1/4°SfE ........ssssessssseee 3.00.2 P73 
RWV-3707S-1-203 ..........sveee. 20k 10 turn 1/4" Shaft VW o.eesessssssssssssssssesesee RWV-55-20-1B9T ..onsesseseseee 100k Pot Section, Type Te 95.00 ..... P126 
RWV-380-5.265 ......scscccsscsssen 20k wt Slot Adjust Pot ............csscccsssssssesssseeeee 3.00 RWV-S6LR104 nn... sccssssesseeee 100k “Type 27” 22T w/Leads .............sssseee-e 250 P27 
RWV-381-029800 ................. 20k/2k/2k 3 Gang Precision ............... RWV-571-1239-53 oon. ccsesssees 100k 10 Turn Precision Heli .............cc...cc..0ee. 200.00......... P126 
/RWV-49M9-20K ... .. 20k 1.5w 3/4"Bdy Slot/Lock Nt RWV-B 18-2 o.oo eceeeessssneeccssnees 100k/100k Dual, Clamp Ring ..........ssssssssssesee 19:00: 2, sce P127 
RWV-5311-185.... 20k 2w Beckman, Tapped@ 9.57k RWV-G5845010197 .............. 100k Precision Clamp Ring ...n.:nsevsnernsena 45.00........ P126 
RWV-534-20K ...... 20k Ohm 10 Turn Pot, 2watt.......... RWV-PT1 210-2 ....nsesssessssessne 100k 2% 1.5w Precisn 1/4"SE ........csssccsseeee 150.00.......... P126 
RWV-55-15-1275. wu 20k 4w 1% Precision Section......... RWV-RS104 oon. cseesesccsssesseeee TOOK Type “23” 227 Trimmer .............--csssseeseee 300... P23 
RWV-55-3321 ...... ww 20k/2.1k/2.1k 3sec Prec Clamp RWV-3096447 ......aeeesesssssseee 150k 5w 2" Bdy Slot/Lock Nut ..........sssssssssnee 15.00......... P143 
RWV-5713-201 ... w. 20k/20k/20k 3 Gang Precision RWV-55WS101-29 oo... eseseeee 250k ohm 2w RV6 + TOW Ad) cocoa 19.00 22. P11) 
RWV-700-208-20K .... we LOK Ohm “Type6” 3/4w 21 TIM .....ccsssssssssssssee ny RWV-TRU2541S16 .......eeesssees 250k .5 Watt Slot Adjust ..........ssssscsccsssssseesseeen SOU Bo oiasse P67L 
RWV-9000352-10 ......ssoocceeee 20k 2watt Slot Adj/Lock Pot ........:ssscsssssseeeeeee 50 RWV-SA3B8] ......secsssssceceee 450k Helipot i0 Turn Si teeta... 4), P122 
RWV-AP20-C106 .....scssesssooe 20k Prec. Clamp Ring 1/4" Sf .......sssssssesesssee 15 00 RWV-140-6324 ....... wees [Meg Ohm .Sw Slot Adjust .........ssccssssssesceeee 4.00........ P72 
RWV-B5478662P5 ................ 20k 4 Watt Slot Adj Lock NUt ........scsssssssssssssssses 4.00 RWV-311-0039-00.. wee IM Ohm. 2w 1/4" Shaft WW Pot ............c0..000.000 AN Us P74 
RWV-BC200-55.204 ......ssseone 20k 4w Tapped Precs’n 20-4497 ......csecssssssvsee 75.00 RWV-TSLU10952 ....... Meg Tw, 1 Turn Bakelite Trimmer «cco... 10 P180 
RWV-BS634 ......oa.pessssececsossees 20K 10Turn 5 Watt 1/4" Shaft ........ssssssssssesssee 35.00 RWV-105-1.2M o...cecesssseccssseee 1.2M Prec'n Pot 1/4°x1-1/2"6F...... ole 1.00 asc P1228 
a M39015/1008 ............. 20k “Type 27” 22T w/Leads 3.00. RWV-K50270 3.5 Meg 2wt 1/4"x 1/2" Shaft. pena f 
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2 TET nse 


High p power ‘Son: ‘edicuable wih cree | 
25w. i . 12" Diameter 


or screwdriver. More convenient than 
adjustable resistors, smaller package per 
watt than non wire aeons resistors. 


P50 


1/8" Shaft 
12-1/2 - 25 watt 


3/8" Shaft 
| Large Units 


, 2A r> i. Le arp ola gn 


1/4" Shaft 


Slot Adjust Sealed / Enclosed 
All Sizes All Sizes All Sizes 
12 - 300 watt 12 - 300 watt All Shaft Types 


Center Tapped 
1/4" Shaft 


Ganged Rheostats 
2,3 or 4 Gang 
1 Shaft 


402-346-2939 


ORDERS: 800-244-4567 = Fax: 


of Ql 1@€0S sta ls Pigs tay Sih 


50w eececceece deg Diameter oo eae ee 


-75w o. 2-1/4" Dicmorere ¢ 2 300w. 2 5-3/; "D 


"P52 


Side Mounted 
Auxilliary Switch 
All Sizes 
All Shaft Types 


— oY 
ba 


Dual Rheostat 
Concentric Shafts 


e-mail: grinnell@surplussales.com Fax: 402-346-2939 ; 219 


www.surplussales.com 


POTENTIOMETERS 


PART NUMBER 


1 ohm 27.4 Amp 3/8"Sft 10" Dia. 
2.8/2.8/2.8 ohm 25w 6a Stacked 
2. 9 ht Rheostat 150w ee 


6ohm Rheostat 1.440 12.5w Slot ........ssssssssssssee 6.00 
1-M122/03-0052 ...crnc. 6 ohm Rheos 2.040 25w 1/4°Shage ...ecsscsne 9.00 
A-RP1S2FDOROK........... 6 ohm Rheostat 2.89amps, 50w 
RWA-K7.5F2-T3 esssssesenecee 7.5/7.5/7.5 ohm 100w 3.650 Stacked 
10 ohm Rheostat Sealed .79a 12w 
10 ohm, 1.58 amp, 25w 1/4" x 2" Shaft............ 9.00 
10 ohm, 1.58 amp, 25w Slot Adj, Lock Nut.......... 9.00 
12 ohm Rheostat 2.040, 50wt 
15 ohm Rheostat .710 1/8" Shaft 
15 ohm Rheostat Sealed 1 2wt 1/8 .................0. 6.00 
26.4/18.9 Ohm 50w Concent Shaft 
25 ohm Rheostat w/Sw 1.680 50wt 
25/100/250 Ohm 25watt 1/4"Shaft 
25 ohm Sealed .707a 25w 1/4" Shaft 
30 ohm Rheostat Sealed 4wt 1/4” Shaft.............. 6.00 
35 Ohm Rheostat 2.930 300w 3/8" Shaft 
35 ohm Rheostat 1.190 50wt 1/4" Shaft 
Rheostat 37 Ohm 50w, 30ohm 75w 
50 ohm Rheostat 1a 50w End Switch 
50 Ohm Rheostat 100w 1/4” Shaft 
50 Ohm Rheostat .710 25w 1/4" Shaft .............. 6.00 
50 ohm x 4 Ganged 1.410 50watt 
50 Ohm Rheostat .710 25w 1/4" Shaft 
50 Ohm Rheostat .710 25w 1/4"Shaft ............... 6. 0 
50 ohm Rheostat Sealed .35a 


75 ohm Rheostat iG 75wt 1/4" Shaft 
80 ohm Rheostat .79a 25watt 
80 Ohm Rheostat .79a 50w 1/4" Shaft 
90 ohm Rheostat 3a, 50w 
100 ohm Rheostat .71a 50w 
100ohm Rheostat .5a 25w EndSwitch 
100 ohm Rheostat Sealed 4wt 1/4" Shaft............ 7.00 
100ohm Rheostat 35a 12.5w Slot ........sssssss..- 6.00 


-Rheostats Listed 


PART NUMBER __ DESCRIPTION PRICE TYPE 


Mn ~ Rheostat 580, SOW rnerenimceser 10.00 snee PST 
| RWASOR-60 nme 160 ohm Rheos, 50 Wat 1/4'ShaF none 12.00... PSI 
RWA-B21-WAT64A cn 160 ohm Rheos. 50 wat 1/4*SAO ncn 12.00... PSI 


RWA-45924-25............ Bey 175ohm Rheostat 12.5w 1/8" Shaft ...........c..... 5.00 ....... P53 
RWA-MP06A200 ..........00.....0. 200 ohm Rheos .25a 12wt 1/8" Shaff............... 6.00 ....... P53 
RWA-RP101SH201 ................ 200ohm Rheos .35a 25w 1/4" Shaft ................. 9.00.2... P51 
RWA-RP1O2SD201K ...........0.. 200ohm Rheos .350 25w 1/4" Shaft sss. 100... P5] 
RWA-RPTSTES25 1K ..csessseessss 250 ohm Rheos .450 50wt 1/4” Shaft............... 15.00.25. P5) 
RVAWOS cc, 250 Ohm Rheo .22a 12w 1/8” Shaft ................. 6.00 ....... P52 
RWA-100R-300 ........ccssssssesses 300 ohm Rheostat, 100 Watt ..................scc0000 20.00 ....... P51 
RWACSIGAD socrestscsisocabveesschoss 300 ohm Rheostat .29amp 25W ..........sssccssssee 8.00 ....... P51 
RWA~-43649 onnaaaccccccssssssssessss 300/300/800/1150 Ohm 25w Stacked .......... 13.00 22 P57 
RWA-N320-F1O on... sssvssssessceee 320 Ohm Rheo .97a 300w 5.5" Dia. ............... 95.00 ....... P56 
RWA-RPT5ISD351K .............. 350 ohm Rheostat 3770, SOWE .......cccscsssees0 1. P51 
RWA-410-41 1 aecccccccsssnsnsneses 390 ohm Rheostat 25 Watt .................ccscssssen 10.00 ....... P51 
RWA-XR5957 cassessssssssssssssssss 450 ohm Rheos 75wt 1/4" Shaft .............c0000 15.00 ....... P51 
RWA-0025-3500 .....cescsscsssssee 500 ohm Rheostat .2880 25W .....ccsssscccsccessssssens 8.00 ....... P5] 
RWA-1012705A-15 ......ssssss... 500 Ohm 3 Watt Slotted Shaft ....................... 45.00 ....... P50 
RWA-44224 ooncscscssssesssseseeon 500/500/500 ohm 50w .32a Stckd ...........ss.... 45.00 ....... P57 
RWA-M22/07-0020 ............0 500 Ohm Rheo .390 50w 1/4" Shaft .............00 15.00... P51 
RWA-RE-25-3500 .......sssessseses 500 Ohm .22 Amp 25w 1/4” Shaft ..............000 6.00 ....... P51 
RWA-RH25H41 00) .......ssssess.. 500-0-500 Rheo. 25w .22a 1/4" Shaft ............ 20.00 ....... P54 
RWA-RHS500 .........sssssssecssen 500 Ohm Rheos. 25w .220 1/4" Shaft ............... S00; P5) 
RWA-RPO61SB501 ................ 500 ohm Rheos .61a 1 2wt 1/8" Shaft............... 6.00 ....... P53 
RWA-RPIOVFD751 .......sessss-s. 750 Ohm Rheo .180 25w 1/4" Shaft ........sssssesss 900... P5] 

RWA-RPTSTFD751K .........000. 750 ohm Rheostat 260, SOW .....2......ccssesseeeeees 10.00 ....... P51 
RWA-1249079 onsccsssvvssescssee Tk Ohm Encl Rheo. 25w 1/4" Shaft ..............00000 9.00 ....... P52 
RWA-E1000-750 ........ssssseesses 750/750/1k/Tk 12.5w Stacked ..........ssssse... 35.00 ....... P57 
RWA-RHS1 KO ........cscscssssseesses Tk Rheost. 25w 1550 1/4" Shaft .................... 8.00 ....... P51 
RWA-RPIOTFDIO2K .............. Tk Rheostat, .16a 25w 1/4" Shaft ...........cccsssssees 9.00 ....... P51 
RWA-RPIOTSKTO2K ...........00. Tk Ohm Rheostat 25watt ..........cccssssessscsssseesees 8.00 ....... P5] 
RWA-RP1O2FK102K .............. Tk Rheostat, 160 25w 1/4" Shaft .........ccccsssssses 9.00 ....... P51 
RWA-RPT51SATO2K .............. 1k .224 amp, 50 watts, Slot Adjust ...............s00 12.00 4.2 P50 
RWA0543 eee tae te: 1250 ohm Rheostat 150w 1/4" Shaff............... 45.00 ....... P51 
RWA-64986-1R o...ccccsssssesceeses 1.5K Ohm Rheo 300 Watt 9030 ou... 100.00 ....... P56 
RWA-RPTOISAT52K ......ss...... 1.5k .13a Rheos. 25w Slot Shaft ...........c.csssssssee TAO vce P50 
RWAT 812 oc cocceccecccconeseee 1600 ohm Rheostat, 180 SQW ......c.sccsssssseessen B00 .. P5) 
RWA-RP351FD202K.............. 2k .34 Amps 225w RP3STFD202KK .......ssssvseese 4500... P56 
RWA-002500-1004............... 2500 ohm Rheostat, .20, VOOWE .....2.....cscsesssee 19.00 ....... P51 
RWA-1782280 .......ccsssssseeseee 2500 ohm .2a 100w Slot Adj. Shaft ..............000 45.00 ....... P50 
RWA-318B10149-1 «sss... 2.5k .V0 25w Slot Adj/Lck NUt .........cccsesssssssssse 6.00 ....... P50 
RWA-42024 .ocsscccsssseessccssnses 2500 ohm Rheostat, 25W ...........c:ssccssssssssseeees POO oe P5] 
RWA-749-4503 ..scssvcsssessoese 2.5k Rheostat .07 10 12.5w Slot ........ccsvsessecsovses. 6.00. P50 
RWA-M22/08-0241 ....ccssoou 2.5k Rheo .20 100w 1/4"x3" Shaft ........scccsscee 20.00 ....... P51 
RWA-749-457 1 .csscsvsccssssssoe 3.5k Rheostat 12.5w 1/8" Shaft .........ssssesccceeeee 1.00 P53 
RWA-RP111SA5O02K .............. 5k Rheostat Sealed 05a Slot.........ss...sssssseeseee WZD0R;2.: P52 
RWADD579 Suet. 8.4... 7500 ohm Rheostat SOQwatt ............ccssesssseee 20.00 ....... P5] 
RWA-20-7006 ........scssecscssesees 10k ohm Rheostat, 50 Watt ..........sscceccssseessseee. F500 =... P5] 
RWAS9033 coscccssccscccssctossenses 15K Rheos Sealed 1 2wt 1/8" Shaft ............00... 1.00.55. P52 
RWA-E1 5000R1T3 ........222.2.... 15k X3 Triple Rheo, 12W 0290 .............cssccccece 35.002 oe P57 
BWA SA90 Eo sessed 20k ohm Rheostat 5% SOwatt ..........cc.sssseccee 12.00 ....... P51 
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Rit... T te 
“WTC raTananimimce 
viiscenaneous 


RWV-D1464 
Dekastat Resistor Decade 


AVA-323582-1 


BOURNS 25000 


, Linear Position DUAL 600Q T-Pad | 
12kQ in 1Q Steps/23ma Max. | | 
$175 Transducer 57db & OFF — 
Tara te RWV-108 - 4.4" Travel of| Twenty 3db Steps | 
0-1.110 IN .01Q Steps #10 Threaded Arm 2-3/4" Dia., 3-3/4" Long 


$350 $95 $85 


“Waters” Audio 
60002 Sound 
Board Pot 
Smooth-Professional Feel 
This exact Model is used in 
McMartin Audio Equipment. 
AVA-LM-6-205 $75 


36,300Q 11 Steps 
Made By DAVEN: 4242 
1-13/16" Dia., 2" Long 
1/4" Shaft 
$35 


600Q 20 Step Pot 
Made By Tech Lab 


10KQ 31 Step Pot 

Made By Cinemax Aerovox 

Removed From Equipment 
AVA-2152-30015M $10 


117KQ 16 Step Pot 
Removed From Equipment 
AVA-A-1423 $10 


500KQ 0-60db in 3db Steps | 
Removed From Equipment 
AVA-M420197-3 $65 


100KQ - DC - 20Khz 
58db +OFF in 2db Steps 
1/4" Shaft / 2-1/2"D. x 2"H. 
AVA-CP-730T $65 


.1Q Resistor Decade 
4 amps « 10 Position 


Removed from Equipment 


| $25 


» i eee fe + “ve ae eye 
oe" ae => 7 y a - 
Es , 


* 


Pee meres he ee 


2 


4 


Ais ~ Metal Film 


e1/r" 


BFW - MVP/DJU 10 Watt 3/4” x 


MVH-2 2 Watt 1/2” x 2-1/2” 


sss 


FC-3 Victoreen Glass Cartridge 7/16” x 3-1/4” 


RN80B Metal Film 3 Watt 3/8” x 2-1/4” 


PVC400 4 Watt 1/4” x 4” 


Value in Ohms 
F - 00001000ROD 


Our in house prefix 
(Resistor - Metal Film) Decimal 019% 
4 0 
EXAMPLE (Part Number Breakdown) 02% 


1% 100ppm 
1% 25ppm 


“Tolerance and temperature coefficient 


1% 50ppm 
only a guide for catagorizing resistors. 2% 
3% 
5% 
HUGE SELECTION ae, 
AND VARIETIES. a 
OP 


iF YOU DON’T SEE 
WHAT YOU NEED, 
GIVE US A CALL!!! 


5% 25ppm 

1% 25ppm or better 
.1% 10ppm or better 
Special — Not Listed 
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PLP NCL im aM 510-524 10%  $25-599-15% 
PI RLeC@)E) i RE $100-$499- 20% — $500+- 25% 


es 


CADDOCK Prec 


RN70 1 Watt Metal Film 1/4” x 11/ 
RN6S 3/4 Watt Metal Film 3/16” x 9/16” 
RN60 1/2 Watt Metal Film 1/8” x 3 


RN55 1/4 Watt Met 


MESS SB OROVOZEE ASEM mOMM DONS 


SrecconeemaNN ee 


ision HV Resistors 
(Shown) MG721 MG720 


16” 


/8” 


Rass 


es 


al Film 1/16” x 1/4” 


RN50.... size 1/10watt 
CADDOCK -— Most Types 
RN55.... size 1/4watt 

DVY, DZZ, DZW 

RN60.... size 1/2watt 
VISHAY — RNC9OY 
RN65.... size 3/4watt 
RN60G - Glass Envelope 
RN70....size lwatt 
RNR55E/G Glass Envelope 
RN75.... size 2watt 

Misc. High Power (Otherwise Not Listed) 


: RN80.... size 3watt 


RN65 or RN70 Glass Body 
RN85.... size 4watt 

All Other lwatt 

All Other 2-4watt 

All Other 5-6watt 

IRC — “MVP” 

Res. Prod — DPX 


: Res. Prod — DJU 


Corning - FP4-7 4-7watt Glass 


: IRC — “MVO” 
: Corning - FP2-3 2-3watts 
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PART NUMBER DESCRIPTION 
RMFOOOOOOOIRODE ........... om RNGOD 1% Metal Film ... 


RMFOOOOOOOTRODP ......1 Ohm, 1%, Iwatt Metal Film..................... ‘ 
RMFO0000001RODO 


RMFO0000001: yatt Met 

RMF00000001 RSDP | 

RMFOOOOOOOTRZFE........ 1.69 Ohm RNGOC 1% 

RMFOOOOOOOTRSDP ......... 1.8 Ohm, 1% Twat ae Mesh te ee 

RMFOOOOOOO2RIDI.......... 2.1 Ohm RN7OD 1% 100ppm MLE. «25 | RMFOOOO0020RSOC.... 

RMFOOQOOOO2RIFG ....... 2.10 Ohm RNC65K 1% SOppm MF... 35 | RMFOOOOOO20RSDE 

RMFOOOODOOZR2DG..........2.21 Ohm CMF65 1% Metal Film... 15 | 

RMFOOOOOOO2RIIP...........2.2 Ohm 5% Iwatt Metal Film ...... 45 15 Ohm RNCS: 

RMFOOOOOOO2R7IQ ........ 2.7 Ohm 2w 5% Metal Fil ..sccmosnnnen | Ohm, RN6OD 1% Metal Film RMFOOO00036R5D 

RMFOOQOOOO3ROJP........... 3.9 Ohm 5% Iwatt Metal Fil... ccccnc0.nc 45 | RMFOOQOOO2IRODI....... 21 Ohm, RNC7OK 1% Metal Film .. ‘00 | RMFOOOOOO36RSFE.. MF... 
RMFOOOOOOO4RODI...........4 Ohm, RN7OD 1% Metal Fl -cccc0occ0. "35. | RMFOOOOOO2IRSDC.........21.5 Ohm, RNSSD 1% Metal Film...» 08 | RMFOOOOOO37RADC.......... 37.4 Ohm, RNSSD 1% Metal Film... 
RMFOOOOOOO4R3DE ....... 4.3 Ohm RLR-20C 1% 100ppm ..... "12 | RMFOOOOOO2TRSDE ......... 21.5 Ohm, RN6OD Metal Film RMFOO000037R4DG ........ 37.4 Ohm, RN6SD 1% Metal Film 
RMFOOQOOOOSRODB.......... 5 Ohm MS231 Caddock 19 5W sccncvceonnee 4 "21.5 Ohm RN65D 1% Metal Film... raFan000037R 

RMFOOOOOOOSRIDI......... 5.11 Ohm DCS1/2 1% Metal FIM econ JA coven 22'Ohm RNSO 5% Metal Film . 

RMFOOOOOOOERIDI...........6.11 Ohm, CMGS .5w 1% M. Film ..... ee 22. 0hm 5% Iw Metal Film ... EOOOOOOSBR3DC vues 96.3 Ohm, RNS i 
RMFOOOOOOO6RSDR......... 6.5 Ohm 6w 1% 3/8"X 3" MF... a 22.1 Ohm, RNSSD 1% Metal Film ... 10 | RMFOO000038R3D6......... 38.3 Ohm, RNGSD 1% Metal Film. 
RMFOOOOOOO7RSDE ....... 7.5 Ohm RLR-20C 1% 100ppm ....... 12 | RMFOO000022R1DE ....... 22.1 Ohm, RNGOD Metal Film... 16 | RMFO0000038R3EI 38.3 Ohm, RN7OE .1% 25pm MLE. 
RMFOOOOOOOBRIRF....... 8.01 Ohm .1% 37 Sppm RNC9OY .... -. 4.00 | RMFO0000022R1DG....... 50 | RMFOOO00038R8D 8 Ohm, RNSSD 

RMFOOOOO008R2J0 ....... 8.2 0hm 2w 5% Metal Film ........ 75 | RMFOOO00022R5DQ....... 00 | RMFOODOO038RBDE . 8 Ohm. 

RMFOOOOOOTORODC.......... 10 Ohm, RNSSD 1% Metal Film ...... -.. 120 | RMFOO000022R6DG...... vw 30 | RMFOOOOOO39RODI.. 

RMFOOOOOOTORODE ........ 10 Ohm, RN6OD 1% Metal Film... 15 | RMFOOOOOO23R20C........ ‘15 | RMFOOOOOO39RONC........ 

RMFOOQOOO1ORODG......... 10 Ohm, RNGSD 1% Metal Film... ... 25 | RMFOQOOOO23RIEA........... 23.2 Ohm RNSOE.1% 25pm ME. "17 | RMFOOO00039ROJP 

RMFOOOOOOIORODH ........10 Ohm RNGOG 1% Glass... ". 1.00 | RMFOOOOOO23R3EG ....... 23.3 Ohm, RNC65I.1% 25ppm MF ................ 48 | RMFOOOO0039R20C ........ 

RMFOOOOOOTORODI ......... 10 Ohm, RN7OD 1% Metal Film “"°"35. | RMFOOO00023R7DC 237 Ohm, RNSSD 1% MetolFim 10 | RMFOOOOOO39R2DE ....... 

RMFOOOOOOIORODN...... 10 Ohm KC65 1% Glass Seal MF... va 35 | RMFOOOOOO23R70E ......... 23.7 Ohm, RNGOD Metal Film................... 15 | RMFOOOOO040RODC .. 

RMFOOOOOOIOROGP.......... 10 Ohm RLR32C2% Iw ME... 45 | RMFOOOOOO23R70G.......... 23.7 Ohm, RNG5D 1% Metal Film «non. 25 | RMFOOOOOO4OR2DE ........ 40. 

RMFOOOOOOIORONI........ 10 Ohm, .5W 5% Metal Fil osecnrccoonne 25. | RMFOOOOOO23R7EC..........23.7 Ohm RNCSSH 1% S0ppM MF scn.conncnn "15 | RMFOOOOOOAORZFE..... 40.2 Ohm RNC6OH 1% SOppm MF. 
RMFOOOOOOTOROJP....... 10 Ohm 5% lw Metal Film.................... "35. | RMFOOOO0024ROGZ......... 24 Ohm, Corning FP2 2% 2w MF....... "1.00 | RMFOOOOOO4OR2GP........ 40.2 Ohm 1W 2% RDBOP MLE sen. 
RMFOOOO0010ROJO ........ 10 Ohm 2w 5% Metal Film ................... 50 | RMFOQOO0024R3DC......... 24.3 Ohm, RNSSD 1% Metal Fil... 10 | RMFO0000041R20C.......... 41.2 Ohm, RNSSD 1% Metal Film... 
RMFOOOOOOTOROJZ.......... 10 Ohm FAS 5% 3w Metal Film................ 1.50 | RMFOOOOO024R3DE ....... 24.3 Ohm, RN6OD 1% Metal Film ..... ~.. 16 | RMFOOO00041R2DI ....... 41.2 Ohm, RN7OD 1% Metal Film .. 
RMFOOOOO1OR20C......... 10.2 Ohm, RNSSD 1% Metal Film... . 10 | RMFO0000024R30G......... 24.3 Ohm, RN6SD 1% Metal Film... vn 25 | RMFOOO00042R20C......... 42.2 Ohm, RNSSD 1% Metal Film . 

RMFOOOOOOIOR2DE ....... 10.2 Ohm, RN6OD Metal film... vn 16 | RMFOOOOOO24R3FC.......... 24.3 Ohm RNCSSH 1% SOppm MF................ ‘15 | RMFOOOOOO42R2FE......... 42.2 Ohm RNC6OH 1% SOppm M.E 
RMFOOQOOOTORSDC ........ 10.5 Ohm, RNSSD 1% Metal film ............... ‘14 | RMFOOOOOO24R9DC......... 24.9 Ohm, RNSSD 1% Metal Fl .or00.n0.« 10 | RMFO0000043ROGQ........43 Ohm 2wt 2% 200ppm M. Film . i 
RMFOOOOOOIORSFC......... 10.5 Ohm RNCSSH 1% SOppm MF................ 17 | RMFOOOOOO24R9DG........ 24.9 Ohm, RN6SD 1% Metal Film................. 30 | RMFOOOO0043R20C ........ 43.2 Ohm, RNSSD 1% Metal Fil. .cconeone W 
RMFOOOOOOIOR7FC.......... 10.7 Ohm RNCSSH 1% SOppm MF ................. .15 | RMFOOOOOO24R9FA........ 24.9 Ohm RNCSOH 1% SOppm MF... 12 | RMFOOO00043R20E ......... 43.2 Ohm, .Swt 1% Metal Film .......... 
RMFOOOOOOITRODP........ 11 Ohm RLR32C1% Iw ME... ‘50 | RMFOOOOOO25RONB.........25 Ohm MP330 Caddock 5% 30w................ 6.00 | RMFOOOOO043R2FE........ 43.2 Ohm RNC6OH 1% SOppm M.F 
RMFOOOOOO1ROGA........ 11 Ohm RLROSC2% SOppm ME vcucvsnnnne 08 | RMFOOOOOO2SRSDC ......25.5 Ohm, RNSSD 1% Metal Film.............. ‘09 | RMF00000044R200".”.” 442 Ohm, RNSSD 1% Metal Fm. 

RMFOOO0001 1R3FC........... 11.3 Ohm RNCSSH 1% SOppm ME ............. 15 | RMFOOOOOO2SR5DG .......25.5 Ohm, RNOSD 1% Metal Film... -. 25 | RMFO0000044R2DE 

RMFOOO00017RSDC ....... 11.5 Ohm, RNSSD 1% Metal Film ..... va 10 | RMFOOOOOO2SRSDK.......... 25.5 Ohm RN7SB 1% Metal Film ................. 95 | RMFOOOOOO44R8QA......... 

RMFOQOO0011RSFC............. 11.5 Ohm RNCSSH 1% SOppm MLE. ......sccccccccsssese 15 | RMFOOOOOO25R5EC............. 25.5 Ohm, RNSSE .1% 25 ppm MLE. ..a.sesssssssssss0sseee 19 | RMFOO000045R3DC ........... , 
RMFOOOO0011R8DE ........... 11.8 Ohm, RNGOD Metal Film ............c.csssssssseveeeeee 20 | RMFOOOOOO25R5°C............ 25.5 Ohm RNC5SH 1% 50 ppm MF .......ssccsssssseeee 10 | RMFOOOOO045R3DE ........... 45. 3 Ohm, RN6OD 1% Metal Film NORA vin ccsepees ; 
RMFOO00001 2ROGP ........ 12 Ohm 2% Iw Metal Film ....................... AS | RMFOOOQOO26RIDH......... 26.1 Ohm RN60G 1% GOSS cmocccccccoorce ‘65. | RMFOOQOOO45R3FC.......... 45.3 Ohm RNCSSH 1% SOppm MF rcseconre 15 
RMFOOO0001 2ROJA......... 12 Ohm RNSO 5% Metal Film... 08 | RMFOOOOOO26RIFE....... 26.1 Ohm, RNC6OH 1% SOppm M.F . 22 | RMFOOOOOO4SRIFE........ 45.3. 0hm RNC6OH 1% SOppm MF 

RMFOOQOO012R1DC ....... 12.1 Ohm, RNSSD 1% Metal Film............... “10 | RMFOOOOOO26R7FE....... 26.7 Ohm, RNC6OH 1% 50pm M.F 22 | RMFOOO00045R3Fl..........45.3 Ohm RN7OC 1% SOppm M.F 

RMFOOO0001 2R4DC ........... 12.4 Ohm, RN55D 1% Metal Film ..............ssseee... 10 | RMFOQO000027RODP ........... 27 Ohm, RN6O size Twatt MFI ....ssssesssccsccsesssseene A5 | RMFOOOO0046R4DC 46.4 Ohm, RN5SD 1% Metal Film .. . 
RMFOO000012R4DE ........... 12.4 Ohm, RN6OD Metal Film ..........cscc..cscsssceesssseee 20 | RMFOOQO0027ROJA............ 27 Ohm RN5O 5% Metal Film ...... .. .08 | RMFOOOO0046R4DE ........... 46.4 Ohm RNGOD M.E 1% .25W occecssssecssssecssoseee 20 
RMFOO00001 2R4FC............. 12.4 Ohm RNCSSH 19% SOppm MAF .........scscssssssen 10 | RMFOOO00027ROJP............. 27 Ohm 5% Iwatt Metal Film ........scsssccsessssseeceees 45 | RMFOOOO0046R4DN........... 46.4 Ohm GA-53312A 1% .25w Gls 

RMFO0000012R7DE ........... 12.7 Ohm, RN6OD Metal Film ..........ccsssssssssssseeees 14 | RMFO0000027R2D6 ........... 27.2 Ohm, RN65D 1% Metal Film ......csccccccccsssseeose 25 | RMFOOOOOO46R4FE............ 46.4 Ohm RNC6OH 1% 50ppm M.F . 
RMFOOOOOOT2R7EG ......... 12.7 Ohm RNC6SH 1% SOppm MF... 30 | RMFOOOO0027R4DC....... 27.4 Ohm, RNSSD 1% Metal Film... . AQ | RMFOOQO0047RODB ........ 47 ohm, Caddock MS-281 1% 8V8 corrcnnmon. 
RMFOOOOOO13RODC ....... 13 Ohm, RNSSD 1% Metal Film... 09 | RMFOQOO0027R4DG......... 27.4 Ohm, RN6SD 1% Metal Film... . 25 | RMFOOO00047RODC 4 
RMFOO000013R3DA ........... 13.3 Ohm RNSOD 1% SOppm MF ...cccsscccssessssnse 10 | RMFOOOO0027R4EA............ 27.4 Ohm RNCSOH .1% SOppm M-F...... .. .25 | RMFOOO00047RODE ) 
RMFO0000013R36I ............ 13.3 Ohm RLR-20C Sw 2% MF ..ccccecccscccsssssssssssees 12 | RMFOOOO0027R4FE............ 27.4 Ohm, RNC6OH 1% SOppim MF .........ssscsccecccee 20 | RMFO0000047ROGC ........... 47 Ohm, RLRO7C 2% Metal Film ........ 08 © 
RMFO0000013R7DK ........... 13.7 Ohm RN75B TW 1% MAB ccceccccsssseccscssssseee 55 | RMFOO000027R46P ........... 27.4 Ohm, RDGOP 2% Metal Film ........ ... 1.50 | RMFO0000047R0GI ............ 47 Ohm, .5w 2% metal Film ..... : 
RMFOO000014RODC ........... 14 Ohm, RN5SD 1% Metal Filiny ......--..ss-ccccssssssssseee 10 | RMFOOOO0028RODC ........... 28.0 Ohm, RN55D 1% Metal Film ........sccccescccseoooe 15 | RMFOO000047ROKP ........... 47 Ohm 1 watt 10% Metal Film .... 35 
RMFOOOOOOI4R3DE ....... 14.3 Ohm RLR-20C 1% 100ppm............... 12 | RMFOOOOOO2BRODE ......... 28.Ohm, RNGOD 1% Metal Film... 16 | RMFO0000047R5DC.......... 47.5 Ohm, RNSSD 1% Metal Film...... ; 
RMFOO000014R7DE ........... 14.7 Ohm, RN6OD Metal Film .....ccccccccssssssseeessss 15 | RMFOOOOO028ROFC............ 28.0 Ohm RN5S5C 1% SOppm M-F....... woe 14 | RMFOOOOOO47R5FA............ 475 Ohm RLRO5SC 1% 50ppm M.F...... Grin 08 
RMFOO000014R70G......... 14.7 Ohm, RN6SD 1% Metal Film... 20 | RMFOOOOOO2BROFE.........28.0hm RNC6OM 1% SOppm ME... .. 22 | RMFOOOOOO47RSEC......... 47.5 Ohm RNCSSH 1% 50ppM MLE vrssennsnee 15 
RMFO0000015RODA ........... 15 Ohm N50 1% SOppm MF ........ssssssssssssssssssee 12 | RMFOOOOO028R7FE ............ 28.7 Ohm, RNC60H 1% SOppr MF ......ss..sssssssceeee .20 | RMFOOOOO047R5FE............ 47.5 Ohm RNC6OH 1% SOppm MF ...scsessssssscoseesee 20 
RMFO0000015RODC ........... 15 Ohm, RNSSD 1% Metal ili ......cs-cesseccccscssssssees 10 | RMFOOO00029R4DC ........... 29.4 Ohm, RN55D 1% Metal Film ........ .. .09 | RMFOQ000048R70DC........... 48.7 Ohm, RN55D 1% Metal Fm. reds , Mirten 10. 
RMFO000001 5R00DI ............ 15 Ohm, RN7OD 1% Metal Fill ...........cvvecs--ccs0ee- 35 | RMFOOO00029R40DG ........... 29.4 Ohm, RN65D 1% Metal Film .......ssccescsesccsseeee 25 | RMFO0000048R7DE ........... 48.7 Ohm, RNGOD 1% Metal Fill .........s.ssssssesss00e AZ 
RMFOOO0001 5ROFC............. 15 Ohm RNC55K 1% SOppm M.-F .....ssssscssessscseneee 15 | RMFOOOOOO29R4FE ............ 29.4 Ohm, RNC6OH 1% SOppm M.F .......ssccscsseceee 25 | RMFOO000048R7D2Z ........... 48.7 Ohm 3w 1% Corning FP3 MF .....sessssssosossos0ee 2.25 
RMFOO000015R40C....... 15.4 hm RNSSD 1% Metal Film............... 10 | RMFOQOO0030ROGC.......... 30 Ohm, 100ppm 2% Metal Film................. 08 | RMFOOOOOO4BR7FC......... 48.7 Ohm RNCSSH 1% SOppM MLE... scsounn 15. 
RMFOO00001 6R2DE ........... 16.2 Ohm, RNGOD Metal Film ...sssescccccccssosesseseese 15 | RMFOOOOOO3ORIDC ........... 30.1 Ohm, RN55D 1% Metal Film ........ .. 10 | RMFOOOOOO48R7FE ............ 48.7 Ohm RNCGOH 1% SOppm MF ..scsssssecrsnnceseeee « 20. 
RMFO0000016R20G............ 16.2 Ohm, RN65D 1% Metal ili .....-.essssccccecsseseee 25 | RMFOOOO0030R1DG........... 30.1 Ohm, RN65D 1% Metal Film......... .. 25 | RMFOOOO0049R9DC........... 49.9 Ohm, RNSSD 1% Metal Film ......ssssscsccsssosssoee 10 
RMFO0000016R2GI ............ 16.2 Ohm, .Swt 2% Metal Film ................-sscseeee-- AQ | RMFOOOOOOSORIFE............ 30.1 Ohm RNC6OH 1% SOppm M-F..... w.. -22 | RMFOQOOOO49R9DK ........... 49.9 Ohm RN75B 1% 1OOppm MAE ..nccsssssssssos00000 50 
RMFO0000016R5DC ........... 16.5 Ohm, RNSSD 1% Metal Fil ...........cccccc00cssse. 10 | RMFOOOOOO3OR9DC ........... 30.9 Ohm, RNSSD 1% Metal Film ..........ssesssccossseee 10 | RMFOOOOOO49ROFE............ 49.9 Ohm RNC6OH 1% SOppm MF .......sssssssssso000e 20 
RMFO0000016R5D)I ............ 16.5 Ohm, RN70D 1% Metal Fill ........ccsscsssssvssseees 40 | RMFOOOOOO3OR9DE ........... 30.9 Ohm, RN6OD 1% Metal Film ........ ao 15 | RMFOOOQOOO49ROFK............ 49.9 Ohm RN75C 1% SOppm ME ..sccsssssssssossseeee 5D 
RMFO0000016R5GQ........... 16.5 Ohm 2w 2% 200ppm M. Film ......cccccccssssore 1.00 | RMFOOOOOO3OROFC............ 30.9 Ohm, RNC55H 1% SOppm M.F ...sessssssssssssceeee 12 | RMFOOOOOOS5OR4FG ........... 50.4 Ohm MFZCD 1% SOppm M.F ...sesssssssesscsceseee 30 
RMFOOOOOOTGRIDC ........... 16.9 Ohm, RN55D 1% Metal Film ..ecsssessssssssssessssese 10 | RMFOOOOOO3OROFE ............ 30.9 Ohm RNC6OH 1% SOppm M-F..... . .22 | RMFOOOOOOSIROFA............ 51 Ohm RLROSC 1% SOppm MF ....ccscscsssseeseenes 08 
RMFOO000016R9DE ........... 16.9 Ohm, RN6OD Metal Film ..........sccc..s0sseevee 10 | RMFOOOOOO30R9AQK ........... 30.9 Ohm RNC75J 1% Metal Film......... .. 1.25 | RMFOOOO0051ROGC ........... 51 Ohm, RLROZC 2% Metal Fill .....ssscsscscssccssseeeee 08 
RMFO0000016R9DG ........... 16.9 Ohm, RN65D 1% Metal Film .....csssscccccscsccsesee 25 | RMFOOOO0031RADC ........... 31.6 Ohm, RN5S5SD 1% Metal Filly ..........sssccsccssssseee 10 | RMFOO000051ROGYV ........... 51 Ohm, Corning FP4 5% 4W ME ....ssssssssssscsceceess 3.00 
RMFO0000017R4DC ........... 17.4 Ohm, RNS5D 1% Metal Film ...........c....sssseess. 10 | RMFOOOOOO31RODE ........... 31.6 Ohm, RN6OD 1% Metal Film......... .. .15 | RMFOO000051ROGZ ........... 51 Ohm, Corning FP2 29 2W MF ........sscccsssssnceee 1.50 
RMFOO000017R4FA............ 17.4 Ohm RNCSOH 1% SOppm ME .......ccccsssssseon 12 | RMFOOOOOO3IRODG ........... 31.6 Ohm, RN6SD 1% Metal Film ......csssscsscsccccssosee 35 | RMFOOOOO05IRIDC ........... 51.1 Ohm, RN55D 1% Metal Film .........scccscsccesoree 10 
RMFOO000017R8DB8 ........... 17.8 Ohm Caddock MP-820 196 ooon.escscsssssssssvevsees 1.00 | RMFOO000031R6El............. 31.6 Ohm,RNZOE .1% 25 ppm MAE ...ccscsssssssssossescee 55 | RMFOOOQOOSIRIDE ........... 51.1 Ohm, RNGOD 1% Metal Film ......cscssssesssesssseee 15 
RMFOOO00017R8DC ........... 17.8 Ohm, RN55D 19% Metal Filmy .........ccsssscsssveesee 10 | RMFOOOOOO31ROFA............ 31.6 Ohm RNSOD 1% 50ppm MF.......... seve 12 | RMFOOOOOOSIRIDG........... 51.1 Ohm, RN65D 1% Metal Film .....csssssessssssseseenee 2 
RMFOO000017R8DG ........... 17.8 Ohm, RN65D 1% Metal Film ...........cc...sseee--. 25 | RMFO0000032R40C ........... 32.4 Ohm, RNSSD 1% Metal Film .......sssssssssccccseen 10 | RMFOOOO0051RIDI............ 51.1 Ohm, RN7OD 1% Metal Fill .........cc.scccssscoseee AS 
RMFO0000017R8DI............ 17.8 Ohm, RN7OD 1% Metal Fil o.un......scecssssssseeess 40 | RMFO0000032R4DG ........... 32.4 Ohm, RN65D 1% Metal Film ......sccccccccssssssooe 25 | RMFOOOOO0SIRIDN........... 51.1 Ol GA-53314A Gls 1% .5W ..csccsscssssssesceceenes 55 
RMFOOO00017R8FE............ 17.8 Ohm, RNCGOH 1% SOppm MAF .....scssssssssss000e 22 | RMFOOOO0032R4FC............. 32.4 Ohm RNC55H 1% 50ppm M-F...... .. 14 | RMFOOOOOOSIRIEC............ 51.1 Ohm,RNSSE .1% 25ppm MF ...csssssscsseeceeeeeee 19 
RMFOOOOOOTB8RODG........... 18 Ohm, RN65D 1% Metol Film .......ccecccsssccsconee 25 | RMFOOOOOO32R4FE............ 32.4 Ohm RNC6OH 1% SOppm MF ....sssessssscccecesee 22 | RMFOOOOOOSIRIFC............ 51.1 Ohm RNCSSH 1% SOpprm MF ...........ssccccceseee 13 
RMFOOO000T8ROGZ ........... 18 Ohm, Corning FP2 2% 2W MF... Go 1,00 | RMFOO000032R4Fl............. 32.4 Ohm RNC7OH 1% 50ppm M-F..... wu 45 | RMFOOOOOOSIRIFE............ 51.1 Ohm RNC6OH 19% SOppm MF ...scccsssssseseee 20 
RMFOOOO0018ROJA ............ 18 Ohm RN5O 5% Metal Filrm ..n....ccscesccscscssvesoseees 08 | RMFOOOOOOS3ROIP ............ 33 Ohm 5% Iw Metal Film oo... .. 90 | RMFOOOOOO5IRZEC............ 51.7 Ohm, RNSSE .1% 25 ppm MAF. eccsssssosssososeecceee 19 
RMFOO00001 8R2FC............ 18.2 Ohm RNC55H 1% SOppim MAF .n.......cccscscsscesen 12 | RMFOOO00033R0J0Q ........... 33 Ohm 5% 2w ERG-2AN Jap M-F........ .... .380 | RMFO0000052R30DC ........... 52.3 Ohm, RN5S5SD 1% Metal Film ...........scsssssscsseee 10 
RMFOO000018R2FE............ 18.2 Ohm, RNC60H 1% SOppm M.F .........ssssssesvesees 22 | RMFO0000033R20DC ........... 33.2 Ohm, RNS5D 1% Metal Filr .....s..cccccccccssssssee 10 | RMFOOOO0052R3DK ........... 52.3 Ohm RN75B 1% Metal Film .........ssssccsccssoee 1.50 
RMFO0000018R26G ..... seve 18.2 Ohm RNCOSH 1% SOppm ME ....sssssssssssessssssse 30 | RMFOOO00033R2DE ........... 33.2 Ohm, RNGOD 1% Metal Film .....sssscccccccsccosseone 15 | RMFOOOOOOS52R3FE............ 52.3 Ohm RNC6OH 1% SOppm MF ...ssssssssnsecceeceee 22 
RMFOO000018R7DC ........ 18.7 Ohm, RNSSD 1% Metal Film... ‘10 | RMFO0000033R206....... 33.2 Ohm, RN6SD 1% Metal Film... .. 30 | RMFOOOOOOSSROEC........53 Ohm, RNSSE.1% 25ppm ME...... ag 
RMFOOO00018R7DE ........... 18.7 Ohm, RN6OD Metal Film .........sscccsccssssseecosee 15 | RMFOOO00033R2D)............ 33.2 Ohm RNRSSC 1% 50ppm Glas ..... vee 1.00 | RMFOOOOOO53R6DC ........... 53.6 Ohm, RNSSD 1% Metal Film ... cn 
RNFOOO00018R7DG ........ 18.7 Ohm, RN6SD 1% Metal Film ............... 25 | RMFOOOOOO33R2El........ 33.2 Ohm RNR7OE 1% 25ppm MF ooo 55 | RMFOOOOOOSSRODE ........ 53.6 Ohm, RNGOD 1% Metol Fil ccc. M4 
RMFO000001 8R7El........... 18.7 Ohm, RNC7OK 1% 25pprm MAF oun... sssssssssessess 2.00 | RMFOOOOO033R2FE............ 33.2 Ohm RNC60H 1% SOppim MF ..u.............ccs0ee 21 | RMFOOOO0053R6DG........... 53.6 Ohm RN6SD 1% Metal Fil ...........ssssesecc0000ee 30” 
RMFOOO00018R8DG........... 18.8 Ohm, RN65D 19% Metal Film .........scc..csscccccssee 20 — RMFOOO00033R2QH ........... 33.2 Ohm RNGOG 1% 25ppm Glass ....................0 65 — RMFOOOOOOS3R6FC............ 53.6 Ohm RNC55H 1% SOppm M.F .....ssssssssoccceeeee 18 


224 Surplus Sales Info/Tech./Intnl: 402-346-4750 ORDERS: 800-244-4567 Fax: 


Resis stors ; 150 - - 390 Ohm rs OT A tA 


15m RNC6OH 1% 5 
RMFOO0001 5OROGP ........ 150 Ohm Iw 2% Panasonic M M.F 
RMFO0000150ROGQ....... 1 


RMFOO000221ROEC.........221 Ohm, RNSSE.1% ME... 
RaFO000027 ROE 221 Oh 1% 25 


RMFOOOOOTSOROKY ...... 1500hm Corning 
RMFO00001 54RODC .. 1 nh : 
RMFOOOO01 S4RODE ....... 154 Ohm, RNGOD 1% Metal Film ...nenunnsneie 
RMFOOOOO|SAROD 154 Ohm, RNZOD 1% Metal Film cn snnne we 201 Ohm, RNCGOH 1% ‘35 | RMFOOOOO3O9RODE . 

melt 154 Ohm, RNSSC 1% SOppm ME 15. | RMFOOOOO226RODC ~~ 226 Ohm, RNSSD 1% Metal Fim. vu 10 | RMFOOOOO3O9RODN 

ae 158 Ohm RLROSC 1% 1OOppM ME enone» OB | RMFOOOOOZ26RODE ...... 226 Ohm, RNGOD 1% Metal Film .. 20 | RMFOOOOO309ROEE .. 

ae 158 Ohm, RNSSE.1% 25ppM ME ovnsnnne 30 | RMFOOOOO226ROEC ...... 226 Ohm, RNSSE.1% 25ppn 0000309ROF 
RMFOOOOO) SBROFE 158 Ohm, RNC6OH 1% SOPPM MLE carnnenne 22 | 
RMFOOOO01 GORODC.......... 160 Ohm, RNSSD 1% Metal FIM sone 10 yp MLE 
RMFOOOO01 6ORODE ........ 160 Ohm, RNGOD 1% Metal Film... me 2 
RMFO0000162RODC ........ 162 Ohm, RNSSD 1% Metal Film... "JO | RMF00000227ROEC 727 Ohm, RNCSSI.1% 25ppm ME. agit 
RMFOOOO0162RODE ........ 162 Ohm, RNGOD 1% Metal Film... wv» 16 | RMFOOO00229ROEC........ 229 Ohm, RNSSE.1% 25ppm MLE. ' 
RMFOO000162RODG ........ 162 Ohm, RNGSD 1% Metal Film. cascne 20 | RMFO0000232RO0C........ 232 Ohm, RNSSD 1% Metal FM conan 
RMFOO0001 62ROEC........ 162 Ohm, RNSSE 1% 25ppm MLE oe casunoanans 19 | RMFOOOO0232RODN ....... 232 Ohm CPCS-1/4 1% Glass Her.. 
RMFOOO00162ROFC....... 162 Ohm, RNSSC 1% SOppm ME on. wm 15 | RMFOQOOO232ROFF........ 232 Ohm RNCTOH 1% SOppM ME ecvoemsnomn 40 | RMFOOOOOS) 6 
RMFOOOO0162ROFE ........ 162 Ohm, RNC6OH 1% SOppm ME... vm» 22 | RMFOOO00232ROGH...... 232 0hm RNGOG 1% 25ppm Glass... SOpPM MF snes 5 
RMFOOO0O162ROQA ....... 162 Ohm RNC5OJ 1% 25ppm ME... "13 | RMFOOO00233RODG .......233 Ohm, RNOSD 1% Metal Film... secon ononnn 29 | RMFOOOOO320ROEC....... 320 Ohm, RNSSE.1% 25ppM MLE nnn 
RMFOOOOO165RODC ........ 165 Ohm, RNSSD 1% Metal Fil... coc onsune “11 | RMFO0000237RODC ........ 237 Ohm, RNS5D 1% Metal Fl ....nrn0ann 09 | RMFO0000321ROEC.....321 Ohm, RNSSE.1% 25ppm ME 
RMFOOOOO165ROFC....... 165 Ohm, RNSSC 1% SOppm MLE . _. 19 | RMFO0000237RODE ..... 237 Ohm, RN6OD 1% Metal Film 16 | RMFOO000324RODC ........324 Ohm, RNSSD 1% Metal Film 
RMFOOOOO] SROFE........ 165 Ohm, RNC6OH 1% SOppm M.E ". 22 | RMFO0000237R0DG ....... 237 Ohm, RNGSD 1% Metal Fi 25 | RMFOOOO0324ROEC . 
RMFO0000169RODC 169 Ohm, RNSSD 1% Metal fim... 10 | RMFO0000237RODI ........237 Ohm, RN7OD 1% Metal Film ‘35 | RMFOOOOO324ROFE ...... 324 Ohm, RNCOOM 1 
RMFOOOOOT 69RODE ....... 169 Ohm, RN6OD 1% Metal Film scour “15 | RMFOOOOO237RODN....... 237 Ohm CPC5-1/4 1% GlOSS Het .sonoananne ‘30 | RMFOOOO0328RODC.......... 328 Ohm, RNSSD 1% Meta 
RMFOOOOO1 69ROEC.......... 169 Ohm, RNSSE.1% 25ppm ME... vo 19 | RMFOO000237ROEC......... 237 Ohm, RNSSE.1% 25pm MLE an sansasnon "19 | RMF00000330RODC 330 Ohm, RNSSD 1% Metal Fim. 
RMFOOO00170RODC ........ 170 Ohm, RNSSD 1% Metal Film......... -. 14 | RMFOOOOO237ROFC......... 237 Ohm RNCSSH 1% SOppm MLE cessor 12 | RMFOOOOO330ROE ......... 330 Ohm RNR6SC.1% 5Oppm 
RMFOOOOOT74RODC ....... 174 Ohm, RNSSD 1% Metal Film... vw 09 | RMFOOOOO237ROFI........ 237 Ohm RNZOC 1% SOppm ME sasusomn 60 | RMFOOOOOSSOROEK......... 930 Ohm RNR7SE.1% 25ppmn ME 
RMFOOOOO174ROEC.......... 174 Ohm, RNSSE.1% 25ppm MLE oc croononnn 19 | RMFO0000237ROQI ....... 237 Ohm RNC7OK 1% 25pm MLE csr 60 | RMFOOOOO330ROGC ........330 Ohm RNSS 2% .25w Film 
RMFOO0O0174R0QG........ 174 Ohm RNC65) 19 25ppM ME. casnsnnonne 45 | RMFOOOOO24ORODE ........ 240 Ohm, RN6OD 1% Metal Film css 15 | RMFOO000330ROJ0 ........ 330 Ohm 2watt 5% Metal Film 
RMFOOO00178RODC......... 178 Ohm, RNSSD 1% Metal Film... sorsonann “10 | RMFO0000243RODC ......... 243 Ohm, RNS5D 1% Metal Fil ..saneanoone “10 | RMFOO000332RODC ........ 332 Ohm, RNSSD 1% Metal Fi 
RMFOOOOOT7BRODE ...... 178 Ohm, RNGOD 1% Metal Film... .sosann “16 | RMFOOOOO243RODE ......... 243 Ohm, RNGOD 1% Metal Film . “15 | RMFOOOOO332RODE ........ 332 Ohm, RNGOD 1% Metal Film . 
RMFOO000178RODG......... 178 Ohm, RN6SD 1% Metal Film 20 | RMFOO000243RODI....... 243 Ohm, RN7OD 1% Metal Film. "35 | RMFOOOO0332RODG......... 332 Ohm, RN6SD 1% Metal Film . 


RMFOO000178ROEC............. 178 Ohm, RN5SSE .1% 25ppm M.E....... 19 | RMFOOOOO243ROFC............ 243 Ohm,RNCSSH 1% SOppm M.F ....ssssesessssnse 15 | RMFOO000332RO0DI .......... . 332 Ohm, RN7OD 1% Metal Film . 
RMFOOO00178ROFC........... 178 Ohm, RN55C1% 50ppm ME. .. 15 | -RMFOOO00249RODC........... 249 Ohm, RN5SD 1% Metal Fil ....sesssvesoseseeen 10 | RMFOOO00332RODN .......... 
RMFOO000180RODE ........... 180 Ohm, RNGOD 1% Metal Filer ss. csssssseseseeee 16 | RMFOOOOO249RODE ........... 249 Ohm, RNGOD 1% Metal Film... ...sessssssesensee 16 | RMFOOOO0332RODP .......... 332 Ohm Iw 1% 500ppm RN25X ME .. 
RMFO0000180ROD) ............ 180 Ohm, CFM10 1% Metal Film .......sssseeccssesee .35 | RMFOOO00249RODN........... 249 Ohm PRH-250 12% .25W MF .....sssscssseesseees .35 | RMFOOO00332ROEE........... 332 Ohm RN6OE.1% 25ppm M.E.... 
RMFO00001 80ROGC RMFOO000249ROEC............. 249 Ohm, RN5SE .1% 25ppm ME .....ssssssccssessene 19 | RMFO0000332ROFC............ 332 Ohm RNS5C/RLRO7 50ppm M. [aeeretis 
RMFOO0001 80ROGI RMFOOO00249ROFC............. 249 Ohm, RNCS5SH 1% SOppm ME. .....sscssesessseees 15 | RMFOO000332ROFE ............ 332 Ohm, RNC6OH 1% 50ppm MLE ... 5 
RMFO00001 BOROJE RMFOOOOO249ROFE ............ 249 Ohm, RNC6OH 1% 5Oppm MLE. .... . 22 | RMFOOOO0332ROFG ...... 332 ohm, RNC6SH 1% 50ppm MF 


RMFOO0001 80ROJQ RMFOOO00249ROGE ........... 249 Ohm, Sw 2% Metal Film ....soscsessesessseee 50 | RMPOOOOOS4ORODE ......... .. 340 Ohm, RN6OD 1% Metal Film .. 
RMFOOO001 82RODC RMFOO000249ROQK ......... 249 Ohm RNR75E 1% 25ppm MFilm .. .»» 4.00 | RMFOOOO0340RODI 340 Ohm, RN7OD 1% Metal Film . 
RMFO00001 82RODE RMFOOO00250RODG............ 250 Ohm, RN65D 1% Metal Film........ vue 29 | RMFOOQOO34OROFE .. 340 Ohm, RNC6OH 1% 50ppm M.F. 
RMFOO000182RODK ........... 182 Ohm RN75B(CPC-T) 196 MLE. ssnnnsnn 55. | RMFOOOOO2S2ROEC.......... 252 Ohm, RNSSE .1% 25pprn ME. ....sscssssseseneeeee 19 | RMFO0000340ROFI 340 Ohm RNC7OH 1% SOpprm MF. ..sssesssesesseseee : 
RMFOO000182ROFC............. 182 Ohm, RNC5SH 1% SOppm ME, ...sssssssccssseseee 15 | RMFOO000255RODE ........... 255 Ohm, RNGOD 1% Metal Fill ........ssssscsesseeee .16 | RMFO0000344ROEC............. 344 Ohm, RNS5SE.1% 25ppm M.E...... Age 
RMFOOO00182ROFE ............ 182 Ohm, RNCGOH 1% SOppm MF. .scsecctsesesessone 20 | RMFOOOOO255ROEC........... 255 Ohm, RNSSE .1% 25pprm ME sessescsseseeesseee 19 | RMFOOOOO348RODC ........... 348 ohm, RNS5D 1% Metal Film........ 
RMFOOO00182ROQH............ 182 Ohm RNGOG 1% 25ppm Glass ........ccsoccensere 80 | RMFOOOOO255R0FC............ 255 Ohm,RNCSSH 1% SOppm M.E .scsssessscesesensnss 12 | RMPOOOOO348RODI............ 348 Ohm, RN7OD 1% Metol Film .......... 
RMFOO000187RODC .......... 187 oe RN55D 1% Metal ie EE 10 | RMFOOOOO258ROEC........... 258 Ohm RNSOE 1% 25pprn ME esesccssecseeeseee 30 | RMFOOOOOS48RODN........... 348 Ohm PRH-250 1% .25w Glass 
RMFO0000187RODE 14 | RMFO0000261RODC........... 261 Ohm, RNS5D 1% Metal Fill .........cssssccsseesen 12 | RMFOOO00348ROEC............. 348 Ohm, RNSSE.1% 25ppm M.E..... 
RMFO0000187ROEC a 17 | RMFO0000261RODG........... 261 Ohm, RN65D 1% Metal Fil ........sssssseesesees 29 | RMFOOOOO348ROFC............. 348 Ohm, RN55C 1% SOppm M.F...... 
RMFO0000187ROFC............. 187 Ohm, RNCSSH 1% 50ppm WE seeaectdenan, 15 | RMFO0000261ROD)............ 261 Ohm, RN7ZOD 1% Metal Fil .........ssssssssesenn .32 | RMFOOQ00348ROFE ........... 348 Ohm, RNCGOH 1% SOppm ME ... 
RMFOOO00187ROFE............. 187 Ohm, RNC6OH 1% SOppm MF ......sssseccssoseeee 22 | RMFO0000261RODM .......... 261 Ohm RNGOB 1% Metal Fibro. csssscssssssessecs 3.25 | RMFOOOOO348ROFG ........... 348 Ohm, RNC6SH 1% 5Oppm MLE .... 
RMFOOOOO1 89ROEC............ 189 Ohm, RN55E .1% 25ppm M.F.. we 19 | RMFOOOOO26IROEE ............ 261 Ohm RNGOE .1% 25ppm M.E....... ww (O59 | RMFOOOOO348ROGQ .......... 348 Ohm, 2 Watt 3% Metal Film......... 
RMFOOOOO19ORODC ........... 190 Ohm, RN5SD 1% Metal Film ... vm 10 | RMFOOQOOO261 ROE... 261 Ohm RNZOE 1% 25ppm MF .acessessesessseeseen 55 | RMFOQOOOS4SRORE........... 348 Ohm RNRGOE .1% Glass Case... 
RMFO0000191RODC ........... 191 Ohm, RNSSD 1% Metal Fillm .......ssoscssscssenee 10 | RMFO0000261ROFA............ 261 Ohm RNCSOH 1% SOppm ME. ...ssscseseeeseees 12 | RMFO0000352ROEC............ 352 Ohm, RNSSE.1% 25ppm M-F..... 
RMFO0000191RODI............ 191 Ohm, RNZOC 1% Metal Fill .......s..sssessssseees .35 | RMF00000261ROFC............ 261 Ohm, RNCS5SH 1% SOppm ME. .....scsssceesseeese 12 | RMFOQ000352ROPK ........... 352 Ohm, RN75C .5% Metal Film ...... ; 
RMFOOO001 95ROFE ............ 195 Ohm, RNC60H 1% SOppm ME. ......sssseecssseeee .22 | RMFOQ000261ROFE............ 261 Ohm, RNC6OH 1% SOppm MLE. .......sssscsssssssen .22 | RMFOQ000357RODC ........... 357 Ohm 5053YD/55D 196 MF .ssssscssssscessseees Ad 
RMFOOOOOT9SRIEC............ 195.1 Ohm MAR-5 .1% 25ppm MF ...sssscsssscessoree 29 | RMFOOO00261ROFK............ 26) Ohm, RN75C 1% Metal Film ....... vores L25 | RMFOOO00357RODE ........... 357 Ohm, RN6OD 1% Metal Film....... eo 
RMFOOO00196RODC ........... 196 Ohm, RN5SSD 1% Metal Fill ....ssssccsnscccsseeee 08 | RMFOOO00264RO0QE ........... 264 Ohm RNR6OC 1% 25ppm MF ...esssscessesoeen .35 | RMFOO000357R0DI ............ 357 Ohm, RN7Z0D RN2OX 1% MoE cescsssssseesssstoee 35 
RMFOOO001 96RODG ........... 196 Ohm, RN65SD 1% Metal Fill... s.ssssssseccnses 25 | RMFOOOOO266RORF............ 266 Ohm .1% .3w Vi Sppm RNC9O0Y ... we 4,00 | RMFOGOO0357ROFC............ 357 Ohm, RN55C 1% 50ppm MLE. ..... oo 
RMFOO000196RODI............ 196 Ohm, RNZOD 1% Metal Fill ..........sssccsssseeeen J5 | RMFO0000267RODC........... 267 Ohm, RN55D 1% Metal Fill ........ccsscccssseeeee .18 | RMFOOO00357ROFE............. 357 Ohm, RNC6OH 17% SOppm MF. ...ssssscsssseseeeens 2 
RMFO0000196RODN ........... 196 Ohm C173BNA 1% .5W Glass ........sscssesessssee .50 | RMFO0000267RODE ........... 267 Ohm, RNGOD 1% Metal Fill .........ssccccesseeese .15 | RMFO0000360RODC ........... 360 Ohm .25w 1% Metal Film .....ccnnmnnnne 08 
RMFOOO001 96ROFC............. 196 Ohm, RNS5C 1% SOppm MAB ...scsssssscesssseseen 15 | RMFOQ000267ROFC............ 267 Ohm,RNCSSH 1% SOpprm MAF. .....essccssessssenne -12 | RMFO0000360R0G/ ............ 360 Ohm RLR-20C Sw 2% MP... Se 
RMFOOO0O1 96ROFE ............ 196 Ohm, RNC6OH 1% SOppm ME o......sssesesscseu 20 | RMFO0000267ROFG ........... 267 Ohm,RNC65H 1% SOppm MLE ..... wn 30 | RMFOOOOOZOOROG.......... 360 Ohm RNG5 5% 100ppm ME .... aM 
RMFOO000196ROFG ........... 196 Ohm, RNOSF 1% SOpprm M.F. ..csssssssesesseseeee 35 | RMF00000267R0GI.......... 267 Ohm RLR-20C 5w 2% ME ....s.0 vee LD | RMFOOOOO3G0OR5DC ........... 360.5 Ohm RN5SD 1% Metal Fill ....ssssssecnseeeser 0 
RMFOOQ00] 96ROFl.............. 196 Ohm RNC7OH 1% SOppm ME ..ssossesssecesesee 50 | RMFOO000270RODC .......... 270 Ohm, RNS5D 1% Metal Fill ...csesssscsosccenseees 10 | RMFOQOQO361RODC ........... 361 Ohm, RNSSD 1% Metal Film ......cssssssssecnsoe 10. 
RMFO00001 96ROHC............ 196 Ohm RNC55)1% MB... sssccessecsssecessseesn -15 | RMFO0000270R0DP ........... 270 Ohm 1 watt 1% Metal Film ......s.sscssscesssseeee 55 | RMFOQ000361ROEC............ 361 Ohm, RNSSE.1% 25pm ME. .ssssscessesessseeeen 19 
RMFOOO001 96RORE............ 196 Ohm RNRGOE .1% Glass Case ...sssrsccssesseseeen 75 | RMFO0000270R0GI ............ 270 Ohm RLR-20C SW 2% MP ...csssssesesssseesesesee .12 | RMFOOO00361ROEE........... 361 Ohm RNGOE .1% 25pm MF. ...ssesssssesessseeeee 65 
RMFOOOOO200RODC ........... 200 Ohm, RNSSD 1% Metal Filtm ........sssoscsscessseee .09 | RMFOO000270RO0GV .......... 270 Ohm, Corning FP4 2% 4W MF ......ssssssseccsssee 2.50 | RMFO0000361ROFC............. 361 Ohm, RNCSSH 1% SOppr MF ...sssseesesssseene j7 
RMFOOOOO200RODE ........... 200 Ohm, RNGOD 1% Metal Filtm ........sssessccsssee .22 | RMFOO000271ROEC............ 271 Ohm, RNSSE 1% 25ppm ME. essssssecssoscecesnee 15 | RMFOO000361ROFI............. 361 Ohm RN7OC 1% 5Oppm ME ..... a AD 
RMFOOOOO200RODQ........... 200 Ohm 1% Qwt FLP2 M.Fib ..sssccssosccssseesne 1.45 | RMFOOQ00271ROEE............ 271 Ohm CMF60 .1% 25ppm MLE ...... vee 02 | RMFOOQOO365RODA ............ 365 Ohm, RNSOD 1% Metal Film .....seocessseesseee 10 
RMFOOOO0200ROEC............ 200 Ohm, RNSSE 1% 25ppin MF ...cccsssssssccsnseeees 16 | RMFO0000274RO0C ........... 274 Ohm, RNS5D 1% Metal Film ....... vee AO | RMFQOOOO365RODC ........... 365 Ohm, RN5S5D 1% Metal Film........ ue 
RMFOOOOO200ROFC............. 200 Ohm,RNCS5H 1% SOpprm ME ....ssscecssscsesssee 15) RMFOO000274RODE ........... 274 Ohm, RN6OD 1% Metal Fill ........ssssseccsseeeee 14 | RMFOQOOO365RODG ........... 365 Ohm, RN65D 1% Metal Film...... ae 
RMFOOOOO200ROGC ........... 200 Ohm, RLRO7C 2% Metal Fill ......sssssssscccesseeee 08 | RMFO0000274RODG........... 274 Ohm, RN65SD 1% Metal Film........ we 25 | RMFOOO00365R0FC............. 365 Ohm, RNCSSH 1% 50ppm MLE .... ld 
RMFOO000200R0J0 ........... 200 Ohm, 2 Watt 5% Metal Fill ........sssssscccssssesee 45 | RMFOQ000274ROEC............. 274 Ohm, RN5SSE.1% 25ppm M.E....... 16 | RMFOQQOO365ROFE............. 365 Ohm, RNCGOH 1% SOppr MAE .ssssscssssseessesee 25 
RMFOO000200R0JZ ............ 200 Ohm 2 Wott 5% FP2 Corning .....sscsssccessseenn 2.50 | RMFOO000274RO0G ......... 274 Ohm RNGSF 1% SOpprm M.E ...csesesccsesccenseee AQ | RMFOQOOOS65RO0JI............. 365 Ohm RER-20C Sw 5% MP ..ssssssesssseeessesen 12 
RMFOOOOO2Z00ROPO ........... 200 Ohm 2 wt NR3O 5% ME casessssccsssssccessenee 1.00 | RMFOOO00277ROEE ............277 Ohm RNGOE 1% 25pprm ME ...csssssccscensoeeee 35 | RMFOOQOO374ROEC............ 374 Ohm, RNSSE.1% 25ppm M.E..... ee 
RMFOOOOO200RORF............ 200ohm .1% .3w Vis Spm 447P ....seoessscsosceseenee 3.00 | RMFOOO00280RODC ........... 280 Ohm, RN5SSD 1% Metal Fil ..cssssscssseceneeee 09 | RMFOO000374ROFC........... 374 Ohm, RNCSSH 1% SOppm ME ....scsssccessseeens 15 
RMFOQOO0205RODC ........... 205 Ohm, RNSSD 1% Metal Filtr ........sssssccseessceee 10 | RMFOOOOO280RODE ........... 280 Ohm, RNGOD 1% Metal Fill .......s.cccsssecseese .16 | RMFOOO00374ROFG ........... 374 Ohm RNR65SC 1% SOppm M.F. ...sssechsssseesee AS 
RMFOOO00205RODE ........... 205 Ohm, RNGOD 1% Metal Filtm ........csssscsccssssses 15 | RMFOOQO0280ROFC............ 280 Ohm,RNC55SH 1% 5Opprm MAF. ...ssesscssssceessn 15 | RMFOQ000376ROFE............ 376 Ohm, RNC6OH 1% SOppm MF. ....ccssseresssseeee 30 
RMFO0000205RODG ........... 205 Ohm, RNGSD 1% Metal Fill .........cscsssssseseses .30 | RMFOQO00280ROFG ........... 280 Ohm,RNC65K 1% SOppm MF. .....sscsssseeeeeee 40 | RMFO0000377RODC ........... 377 Ohi RNSSD. MLE. sac-cessnces-seeeeneeloean 10 
RMFO0000205R0D) ............ 205 Ohm, RN7OD 1% Metal Film... .ssscsscusescees 28 | RMFOOOQO2B4ROEC........... 284 Ohm, RNSSE 1% 25ppm MB .....scscesssssccssnsee 19 | RMFOO000377ROFC............. 377 Ohm, RN55C 1% SOppm ME ......... Se 
RMFOOOOO205ROFC............ 205 Ohm,RNCS5SH 1% SOppm ME ....sesssoceccsecssns 17 | RMFO0000287RODC ........... 287 Ohm, RNS5D 1% Metal Film........ wo 09 | RMFOOOOO38ORODC ........... 380 Ohm, RNSSD 1% Metal Film ....escsssccsnssereesen 10. 
RMFOOO00205ROF1............. 205 Ohm RNC7OH 1% SOpprn ME ....cessscsccsesne 40 | RMFOO000287R00G ........... 287 Ohm, RN65D 1% Metal Film ....... cwwee 20 | RMFOOOO0383RODC ........... 383 Ohm, RNSSD 1% Metal Fil ......sscssescsneeene 10 
RMFOO000210RODC ........... 210 Ohm, RN5SD 1% Metal Filtm ........ssssssccsesssee 14 | RMFOO000287ROFC............ 287 Ohm, RNCSSH 1% SOppm ME ..... w -15 | RMFOO000383RODG........... 383 Ohm, RN6SD 1% Metal Fill .......ssscsseeeseees 25 
RMFO000021 OROFE ............ 210 Ohm, RNC6OH 1% SOppm M.F ........sssccsssssee .22 | RMF00000290R0GI ............ 290 Ohm RLR-20C .5W 2% MF ....ssssssssssccesneeeenn -12 | RMFOO000383ROFC............ 383 Ohm, RN55C 1% SOppm MF ..ssssecsssesessseesee 5 
RMFOOO0021 5RODC ........... 215 Ohm, RNSSD 1% Metal Fillm ......ssssssssccsssesee 10 | RMFO0000294RODC ........... 294 Ohm, RN5SD 1% Metal Fil .....s...ssessssesecess 10 | RMFOO000383R0FC ........... 383 Ohm,RNC65H 1% 50ppm MLE ......... ae |) 
RMFOO00021 5RODE ........... 215 Ohm, RNGOD 1% Metal Film .......sssccsccssssoee 16 | RMFOO000294RO0EC........... 294 Ohm, RN5SE.1% 25ppm M.E....... woe 19 | RMFOOOO0383R0GQ........... 383 Ohm, 2 Watt 33% Metal Fil ...ssscsssseecsersee oP) 
RMFOO00021 SROFC............. 215 Ohm,RNCS5H 1% 5Oppm ME ..... woes 1S | RMFOOOOOZ9SRODG ........... 298 Ohm, RN6SD 1% Metal Film ....... wy 29 | RMFOQOOO390ORODI ............ 390 Ohm, RLRS2C 1% TW MLE sssssecsseeensoreunen 40 
RMFOOO0021 SROFE ............ 215 Ohm, RNC6OH 1% SOppm M.E..... vue s22 | RMFOOOOO30OROFC............ 300 Ohm,RNCSSH 1% S0ppm M.E ..... wo» 12 | RMFOOOO0390ROGC .......... 390 Ohm, RLRO7C 2% Metal Film .......... eee) 
RMFO000021 5ROFG ........... 215 Ohm, RNG5SC 1% SOppr ME. ..ssssscsccssseeee 40 | RMFO0000300R0GC .......... 300 Ohm, RLROZC 2% Metal Fill ....ssssscsccsssseeee .08 | RMFO0000390ROGI ............ 390 Ohm CMF20 Sw 2% MF ....ccesseccsssecenseeens M2 


RMFOOO00216R2DG ........... 216.2 Ohm RNGSD 1% Metal Fill ..........sscscsssssee .30 ' RMFOO000300R06P ........... 300 Ohm RLR32C2% IW MLE cnn 45 | RMFOO000390ROGV ........... 390 Ohm Corning FP7 2% 7W MF ....ssesssesssssseeen 4.50 


Fax: 402-346-2939 225 


Ohm, RN5SD 19% | 
“510 Ohm, RLRO7C 2% Metal Film... “10 | RMFOOOOO649ROFC.... 
510 Ohm 1 Watt 2% Metal Film 75 | RMF00000657RODC 
i 1 - RMFO00006: 


65 ohm, RN70D 1% Vet FUR ntidedehasians : 
ee 665 Ohm, RNS5SC 1% SOppm ME... : 
RMFOOO00665ROFE ............ 665 Ohm, RNC6OH 1% SOppm ME. ...ssesssssesseene 20 
RMFOOQOO665RONG............ 665 Ohm RNC6SH 1% SOppm MP... esssssenn 50 
RMFOOOOO6BORODP ........... 680 Ohm, RLR32C 196 VW MLE c.esssssensesstnseunee 40 
680 Ohm RNSO 2% .062w Film ... 


1) ge a 511 Ohm, ceramic .Sw Mepco MF ... 
iH] Ohm RN8OB 1% Metal Film 


2 Ohm, RN6OD 1 
402 Ohm, RN65SD 1% Metal Film .... 
402 Ohm, RN70D 1% Metal Film 


Ore — ~ : RMFOOO0O680ROGA 07 

; 50ppm M. 00057 TROFI........... jasedlltithea\ Att { RMFOQO00680ROGC ........... 680 Ohm, RLRO7C-2% Metal Film ... 8 

.. 407 Ohm, RN5SE.1% 25ppm M.E.... RMFO0000511ROGOQ ... : RMFOO000680ROJ0Q ........... 680 Ohm, 2.5 Watt 5% SMVIA ss. 1.00 
410 Ohm, RN55D 1% Metal Fil RMFO000051 1 RORF . 4.00 | RMF00000681RODC ........... 681 Ohm, RN55D 1% Metal Film.......... 10 


.. 19 | RMFOO000681RODE ........... 681 Ohm, RN6OD 1% Metal Film........ ode 


Metal Filn . 15 | RMFOOOOO681RODN........... 681 Ohm KC65 1% .25w Glass .....s.. ekS 

n 1% Metal Film 1S | RMFO0000523R006......... 25 | RMFOOOOO68IROEC............ 681 Ohm, RNSSE.1% 25ppm M.E........ ee ll 

F000004 1 2ROEE . 412 Ohm RNGOE .1% 25ppm M.E..... aN RMFO0000523ROEC............. : RMFO0000681ROFC............ 681 Ohm, RN55C 1% 50ppm M.F........ bcs ob 
10000041 2ROFA 412 Ohm RNCSOH 1% SOppM MLE ....sssssseeseene 3 RMFOOO00523ROFC............. 523 Ohm, RN55C 1% 50ppm ME... 15 | RMFOO000681ROFG ........... 681 Ohm RNC6SH 1% SOppm M.E....... me d5 


0000041 2ROFC 412 Ohm, RN5S5C 1% SOppm MLE... ; RMFOO000523R0FK............ 523 Ohm, RN75C 1% Metal Fill ..sssessssssessseees 1.00 | RMF00000681ROFi............. 681 Ohm RN70C 1% 50ppm M.-F ....... eT AS 
Ohm RNC6OH 1%: ME. : 25 


| RMFOOO00524RODE i a. RMFOOOOO683R8QG........... 683.8 Ohm RNC6SH .25% MAF......... ee 

RMFOO000535RODC a RMFOO000684RO0PG ........... 684 Ohm RNOSF .5% SOppm MF oo. ssscssseesseee 45 

- as RMFOOOOOS36RODC......... ; : RMFOOOOOG9OROFE ............ 690 Ohm, RNC6OH 1% SOppm MLE ..... a 0 
svsithateBla heats ; RMFO0000536RODG : RMFO0000698RODC ........... 698 Ohm, RN55SD 1% Metal Fim eS. vee 09 
is cdtiseaieceens : 345 596 Ohm, RNSSE .1% roa MAE csssssccssseesseeeee 19 | RMFOOQO0698RODE ........... 698 Ohm, RNGOD 1% Metal Film .......sssscssseeeeee 18 
at 936 Ohm, RNS5SC 1% SOppm ME. .sesssssssescseesssssee 15 | RMFOO000698RODM .......... 698 Ohm, RN8OB 1% Metal Fill .....ssssscssseeesee 3.50 


ws 536 Ohm, RNC6OH 1% SOppm MF. esesscccsssestes 22 | RMFOOOQO69SRODN........... 698 Ohm PRH-250 1% .25W Gloss ....ssseccscesseee 1.00 
_. 536 Ohm. RNR6SC 1% SO ppm MoE... csscccssssssesee .60 | RMFOOOOO69SROEC............ 698 Ohm, RNSSE 1% 25ppm ME. .....scsssseensseeuns 2 
oe 549 Ohm, RN5SD 1% Weal Fl sesamin 10 | -RMFOOOOO698ROFA............. 698 Ohm RNCSOH 1% SOppm MF .ssssecsssessesn 35 
RNFO0000427ROEC ; é ELA eanitle ee : 5490hm GA-53314A Glass 196 5W snore 50 | RMFOOO00698ROFC............ 698 Ohm, RN55C 1% SOppm M.A ....ssssssseesseeeee 5 
RMFO0000430R060 ............ 200 SW 27 MP. sssssssssssssssoeeesses ‘ 549 Ohm, RN5S5C 1% SOppm ME ...ssesssssseeesseeees 15 | RMFOOOO0698ROFE ............ 698 Ohm, RNC6OH 1% SOppm MF .sssscssssseee 20 


-RMFO0000432R0DC ........... 432 Ohm, RN55D 1% Metal Fil ..........scssssseeessse 10 | RMFOOOOOS49ROFE............. 549 Ohm, RNC6OH 1% SOppm MF. ....ssscsssssssses .22 | RMFOO000698ROFC ........... 698 Ohm RN6SF .5% 50ppm M.E.... heey! 
RMFO0000432RODE as Ohm, RNGOD 1% Metal Fill ....ssccessecseeneee 16 | RMFOO000549R0Q6 549 Ohm RNC65) .1% SOppm MF oe... ceseossceees A5 | RMFOOO00715RODC.......... 715 Ohm, RN5S5D 1% Metal Film .... ee: 
RMFO0000432RODG........... 432 Ohm, RN65SD 1% Metal Film... von 30 | RMFOOOOOSSOROEC............. 556 Ohm, RNSSE.1% 25ppm M......... w L9 | RMFOOOOO715RODE ........... 715 Ohm, RNGOD 1% Metal Fill ....sscsssesssenseeen 18 

- RMMFOO000432RODK........... 432 Ohm, RN75B 1% Metal Film... scenes 1.00 | RMFOQOOOS560ROFG ........... 560 Ohm,RNC6SH 1% SOppm ME ........... w. 35 | RMPOOOQ0715ROEA............ 7V5 Ohm RNCSOH 219 ME ssssesssescnsseernsorene 35 
RMFO0000432ROEC............ 432 Ohm, RNSSE .1% 25ppm M. EE cae Hae 15 | RMFOO000560ROGC ........... 560 Ohm, RLRO7C 27% Metal Film ........ssssesessessen .08 | RMFO0000715ROB) ............ 715 Ohm RNRSSE .1% Herm. Glass .....sssssesoseeeee 65 
RMFO0000432R0FC............. 432 Ohm, RN55C€ 1% SOppm MF. ..sssssssssssscecesserene 17 | RMFO0000560ROGI ............ 560 Ohm .5w 2% Metal Film ........ssssscsssseessseee .35 | RMFO0000715ROFC............ 715 Ohm, RNCS5H 1% SOpprm MAF... ssssseeesnsese 12 
RMFO0000432R0PG ........... 432 Ohi, RNGSF .5% MF. s.sssstessessssseessssseensee 45 | RMFO0000560R0JQ ........... 560 Ohm 5% Qwt Corning FP2 ......sccessssssessseses 1.75 | RMFO0000732RODC ........... 732 Ohm, RN55D 1% Metal Fill .........sssescseseseeee 09 
RMFOOQO0435RBEC............ 435. 8 Ohm MAR-5 1% D5 ppm MF ssssssccesnsseee 35 | RMFOQO00562RODC ........... 562 Ohm, RNSSD 1% Metal Film... ...cssssessssenee .08 | RMFOO000732RO0DE ........... 732 Ohm, RNGOD 1% Metal Fill ......sossssssenseen 20 
RMFOOO00437ROEC ....s.eee 437 Ohm, RNSSE 1% 25ppm M.E. esrrcrsecoroensee 23 | RMFOO000562RODE 562 Ohm, RNGOD 1% Metal Fill .....srcccsosessses 14 | RMFOO000732ROFC............. 732 Ohm, RN55C 1% SOppmm M.F ....sssssscssosceeseon 14 
RMFO0000437ROEl............. 437 Ohm RN70C.1% 5 ME... .- 50 | RMFOO000562RO0I ........... 562 Ohm, RNZOD 1% Metal Film ....esscssssccssue 35 | RMFOOOOO732ROFE.............732 Ohm, RNCGOH 1% SOppm ME ....csssssessscesn 25 
RMFO0000440RODG........... 440 Ohm 1A8X 1% .5w Mtl. Fill... esssccssesessnee .35 | RMFO0000562ROEG ........... 562 Ohm RN6SE.1% 25ppm M.F........ ww 48 | RMFOQQOO733ROFE............ 733 Ohm, RNC6OH 1% SOpp MAE. .....cssssseseesssee 45 
RMFO0000442R0DC........... 442 Ohm, RN5S5D 1% Metal Filtm .....s.sscsssscessee 10 | RMF00000562ROFC 562 Ohm, RN55C 1% SOppmm M.F ........essssssseeeeen 13 | RMFO0000741RODC ........... 741 Ohm, RNSSD 1% Metal Filtm ........sssssssseessnee 12 
RMFO0000442RODE ........... 442 Ohm, RNGOD 1% Metal Fill ........scsssssessee 20 | RMFO0000562R066 ........... 562 Ohm, RNC6SH 1% 5Oppm M.E ..... w.. 30 | RMFOO000741RODE .......... 741 Ohm, RN6OD 1% Metal Fil ..........sessesses 15 
RMFO0000442RODG ........... 442 Ohm, RNGSD 1% Metal Fil .....csssosensesssoen 30 | RMFOO000562RO0Fl............. 562 Ohm RN70C 1% 50ppm MLE ....... v.50 | RMFOO000750R0DB ........... 750 Ohm MM215 Caddock 1% Iw 
RMFO0000442RODI ............ 442 Ohm, RN7ZOD 1% Metal Film ......ssssssunssen 35 | RMFOOO00576RODC ........... 576 Ohm, RN55D 1% Metal Film.......... ww. 09 | RMFOQO00750RODC........... 750 Ohm, RN55D 1% Metal Film.............. 
RMFO0000442RODN........... 442 Ohm PRH-250 1% .25w Glass ...cscssssssesnsoe 35 | RMFOOOOOS76ROFC............. 576 Ohm RNCS5H 1% SOppm M.E...... vee 15 | RMFOQQO0750R0DG........... 750 Ohm, RN65D 1% Metal Film ............ 
RMFO0000442ROEC............. 442 Ohm, RNSSE .1% 25ppr ME. ssssscsssssesseee -19 | RMFOOOO0580RODM .......... 580 Ohm RNBOB 1% Metal Film .........sssssesesseeee 3.25 | RMFO0000750ROFC............. 750 Ohm, RN5S5C 1% SOppm MAF. .ssssssssssesssssssseee 15 
RMFO0000442ROFE............. 442 Ohm, RNC6OH 1% SOppr MAF. .......sssssssssseee 22 | RMFO0000583R001 ........... 583 Ohm, RN7ZOD 1% Metal Fill .........sssseesesesee 40 | RMFOO000750ROFK............ 750 Ohm, RN75C 1% SOppm MF. .....sssscsessssssoee 1.00 
RMFO0000442R0QG........... 442 Ohm RNC65J 1% 25ppm ME... esssssssssseessee .35 | RMFOQQ00583ROEC 583 Ohm, RN5SE.1% 25ppm MLE. ....s...-ssesssseeeesss 23 | RMFO0000750R0GI............ 750 Ohm RLR-20C Sw 2% MF ....sssssssssseesssssssse 5 
RMFOOO00448ROEC............. 448 Ohm, RNSSE.1% 25ppm ME... a» 28 | RMFOOOOOS83ROPG ...........583 Ohm, RNOSF 5% MLE c..cssssscssstsnsseeneees .60 | RMFOO000750RO06L ........... 750 Ohm Corning RDS3P 13W 27% ....ssssssssssesnsssse 8.00 
RMFOOO00450R0°G ......... 450 Ohm, RN6SD .5% Metal Film..... » 45 | RMFOOOOOS88RIEC............ 588.1 Ohm MAR-5 .1% 25ppm MF. sessssesssseene 35 | RMFOO0O0750ROJI............ 750 Ohm .5 Watt 5% Metal Film ............. a al 
RMFO0000453RO0C............ 453 Ohm, RNS5SD 1% Metal Fil... esssesssoeune 20 | RMFOOOOOS9ORODC ........... 590 Ohm, RNSSD 1% Metal Film... sssscssscune .09 | RMFOOQ00750ROPE........... 750 Ohm, RNC6OK .5% VOOppM ......sssssccssssseeees 35 
RMFO0000453RODE ........... 453 Ohm, RNGOD 1% Metal Fill ........ssssssseessee 22 | RMFOOOOO590RODE ........... 590 Ohm, RN6OD 19% Metal Fil .........sssssccssseen 15 | RMFOQ000752ROFE........... 752 Ohm, RNC60H 1% 50ppm M.E.......... Bariau 
RMFO0000453ROEC............. 453 Ohm, RNSSE .1% 25pprm ME ..sssssssssseeessnee .28 | RMFOO000590RODG........... 590 Ohm, RN6SD 1% Metal Fill ..........sssscsessssse .22 | RMFO0000767ROEC............ 767 Ohm, RNSSE.1% 25ppm ML. ......... sa 
RMFO0000453R0FC............ 453 Ohm, RN55C 1% SOppm MLE. ....-ssssssssessseeeees .23 | RMFOOOOO59ORODK ........... 590 Ohm, RN75B 13% Metal Fil .........ssesssscsssees 1.00 | RMFOQ000768RODE ........... 768 Ohm, RN6OD 1% Metal Film............. POST 6 
RMFOOOOO459ROEC............. 459 Ohm, RNSSE .1% 25ppm ME. ssesssssesnseenne .28 | RMFOOOOOSIOROEC............ 590 Ohm, RNSSE.1% 25ppm ME. ...ssvcssesersoseeenen 23 | RMFO0000768R00G ........... 768 Ohm, RN65D 1% Metal Film........ a 
RMFOO000464RODC ........... 464 Ohm, RNS5SD 1% Metal Fil ........essseesssense 09 | RMFOOOOOS9OROFC............ 590 Ohm, RN55C 1% SOppm ME ...ssssssccsssseeeeneee 17 | RMFOOOOO768ROEC............ 768 Ohm, RNSSE .1% 25ppm MF. .....sssssssesnseeens 2) 
RMFOO000464RODE ........... 464 Ohm, RNGOD 1% Metal Film... sssscssosenee 15 | RMFOOOOO6OOROAF............ 600 Ohm .05% .3w Sppm RNCGOY oo... cssssenne 2.50 | RMFOO000768ROFC............. 768 Ohm, RNCSSH 1% Metal Film .......ssssssseeseseee 15 
RMFOO000464RODG........... 464 Ohm, RN65D 1% Metal Fillm .......sssesssssesesnse .25 | RMFOO000600RO0DG........... 600 Ohm RNG5D 1% Metal Fill ......s.ssscssssssees 20 | RMFOOO00768ROPC............ 768 Ohm RNC55J .5% 25ppm MF ........ nals! 
RMFO0000464ROD)I............. 464 Ohm, RN7OD/ C-173NA 1% MP u......csssseesnee 40 | RMFOOO00600RODP ........... 600 Ohm IW 1% KS208 1 OLTA MF. .....sssssssseccssses 45 | RMFO0000777ROEC............. 777 Ohm, RNSSE 1% 25ppm MAF. ..essssssecsessssecseee 19 


RMFO0000464ROEC............. 464 Ohm, RNSSE .1% 25ppm M.F ..scsssscscesseeeee 19 | RMFOOOO0604RODC ........... 604 Ohm, RNS5D 1% Metal Fill .........sscsecessseceee 10 | RMFO0000787RODC ........... 787 Ohm, RN55SD 1% Metal Film ....... beat!) 
RMFOOOOO464ROEE............. 464 Ohm RNGOE .1% 25ppm ME... sssseecssessensee 18 | RMFOOOOO604RODE ........... 604 Ohm, RNGOD 1% Metal Fil... sssssessesee 15 | RMFOO000787RODG........... 787 Ohm, RN65D 1% Metal Film ...... nO 
RMFOO000464ROFC............. 464 Ohm, RNS5C 1% SOppm MF... cesssssesssesennse 15 | RMFOOOOO604RODG........... 604 Ohm RN65D 1% Metal Film......... ne 25 | RMFOQOOO796RODC ........... 796 Ohm, RNSSD 1% Metol Fil ......sssssesseesnee 10 


RMFOQO00464ROFE............. 464 Ohm, RNC6OH 1% SOpprt M.E ....ssesssseesse 22 | RMFOOOO0604ROEG ........... 604 Ohrn RNROSE .1% 25ppm ME ....ssssssscesseseeees 45 | RMFOOOOOBO6RODE ........... 806 Ohm, RN6OD 1% Metal Film ........sscssssesecssn 16 
RMFO0000464R00G ........... 464 Ohm,RNC65H 1% SOppm MF. ......ssssssscesssseee .35 | RMFOQOOO6O4ROFA........... 604 Ohm RNCSOH 1% SOppm MAE. .....sssssssscceeeses 12 | RMFOQOOO8O6ROEC............ 806 Ohm, RNSSE.1% 25ppm M.F...... a7 
RMFO0000464R0GQ........... 464 Ohm 2w Ikv 2% Caddk MS221 ......ssssssseceee 2.25 | RMFOOOOO604ROFC............ 604 Ohm, RN55C 1% SOppm MF ...ssssssssseeeeenen 15 | RMFOQOOO806ROFC............ B06 Ohm,RNCSSH 1% Metal Film ........csssssseeesee 15 
RMFOO000464RORF............. 464 Ohm .1% .3w Sppm RNCIOY .......sssessssssesee 2.50 | RMFOOOOO604ROFE............ 604 Ohm, RNCGOH 1% SOppm MAF. .....ssssssssseceeses .22 | RMFOOQOO8O6ROFE............ 806 Ohm, RNC6OH 1% SOppm MAF. ........ssessssesseeee 22 
RMFO0000470R0GG ........... 470 Ohm RNGS Type 2% MF eesssessssssesesssensoe 10 | RMFOO000612RODC ........... 612 Ohm, RN55D 1% Metal Filtm ....sesssssesssssseees 10 | RMFOOOOOBOGROPG ........... B06 Ohm RNCOSH 5% ME ccsssssssssssesennssnsees 60 
RMFOO000470RO0GI............ 470 Ohm RER-20€ Sw 2% ME ...ssssessssrsesssessessse 10 | RMFOOO00619RODC ........... 619 Ohm, RNSSD 1% Metal Fill... .s..ecsssscessseee 08 | RMFO0000815RO0DC .......... 815 Ohm, RN55SD 1% Metal Fil ......-...ssosseeceeane 10 
RMFO0000470R0GQ........... 470 Ohm 2wt 2% 200ppm M. Film ........cessscssesn .65 | RMFOOOO0619RODE ........... 619 Ohm, RNGOD 1% Metal Fill ......sessssensseee 15 | RMFOOO00816ROEP............. 816 Ohm 1 Wott .15 Metal Fill .........sssssssseeesse 1.25 
RMFO0000475RODC ........... 475 Ohm, RNS5SD 1% Metal Film ......sssssssesssseese .09 | RMFOO000619RODG............ 619 Ohm RNG5SD 1% Metal Fill ........ssssssseessees .25 | RMFOO000816ROFE............ 816 Ohm, RNCOH 1% SOppm ME ...ssssssssececsnssse 25 
RMFOO000475RODE ........... 475 Ohm, RNGOD 1% Metal Film ........sssssessseee 16 | RMFOO000619RODI............ 619 Ohm, RN7OD 1% Metal Fill ........sssessccssseeee: 40 | RMFO0000820RODC ........... 820 Ohm, RNSSD 1% Metal Fil .........ssccsnsssesesm 10 
RMFO0000475ROEC............. 475 Ohm, RNSSE .1% 25pprm MLE. ....ssssssssssesssseee .23 | RMFO0000619RODN........... 619 Ohm GA-53314A Glas 1% .SW ...esssosseessssseeees 50 | RMFO0000820ROCC ........... 820 Ohm, RLRO7C 2% Metal Fill ..........ssssssssseseee 10 
RMFOQ000475ROEE............. 475 Ohm RNGOG .1% TY Glass .......esessssesnsesensot 85 | RMFOOOO0619ROEC............ 619 Ohm, RNSSE .1% 25ppm MF. .cssosseccessssreees 16 | RMFOO000820ROGI ............ B20 Ohm RL-20C SW 2% ME ..ssscssssssssceseessonse 35 
RMFO0000475ROFC........... 475 Ohm, RN5SSC 1% SOppm ME. ...sssssesssssessee 15 | RMFOOO00619ROEK............. 619 Ohm, RN75E 1% 25ppm MF ...essosssecessee 1.50 | RMFOQOOO820ROIP............ 820 Ohm, Iw 5% Metal Fill .....sscssssseeeusesees 30 
RMFO0000475RO0QK............ 475 Oh, RNC755 1% SOppm MF. .essssecsssseesne 1.10 | RMFOQO00619ROFC............ 619 Ohm, RN5SSC 1% 50ppm MLE. ....... wesseee LS | RMFOOOOO825RODC .......... 825 Ohm, RN55D 1% Metal Film......... poe 
RMF00000481ROEC............. 481 Ohm, RNSSE .1% 25ppm M.F. .....sssssssseceeeeeen 23 | RMFO0000619R0FG ........... 619 Ohm, RNC6SH 1% SOppm MF. ......eesssssssseceeees .30 | RMFOO000825RODE ........... 825 Ohm, RN6OD 1% Metal Filtm .........sssssceseesee 5 
RMFO0000487RODC ........... 487 Ohm, RN55D 1% Metal Fill .........ssoscsesssseeeen 14 | RMFO0000619R0GQ........... 619 Ohm RD6SP 2% 2W MF. .....scccsssssssseseeeens 75 | RMFOOQOO825RODG........... 825 Ohm, RN6SD 1% Metal Fill ........-ssssssccseeen 25 
RMF00000487RODE ........... 487 Ohm, RNGOD 1% Metal Fillm ......ssssessseessnee 15 | RMFO0000619RO0Q)I........... 619 Ohm RNC7OJ 1% 25ppmm MAF. .....sscsssssseeeeeeen J5 | RMFOOO00825ROEC............ 825 Ohm, RNSSE .1% 25ppm MAE. .....scscsssssssssesee d7 
RMF00000487RODG........... 487 Ohm, RNG5SD 1% Metal Fill ......cssssssssssseenee 25 | RMFOOOOO619RORF............619 Ohm .1% .3w Sppm RNC9OY .....cssoscecssnne 3.00 | RMFOOOOO825ROFC............ B25 Ohm, RNCS5H 1% SOppm MF ..ssssssscsscesenneee 315 
RMFOQ000487ROFC............. 487 Ohm, RN55SC 1% SOppm ME ....sssssssesssesesee 15 | RMFOOOO0620ROFC............ 620 Ohm, RN5S5C 1% SOppr MF. essssssecensessees WS | RMFOOOOO825ROFG ........... 825 Ohm RNCOSH 1% SOppm MAF. ...ssssssssscesessssne 30 
RMFO0000487ROFE ............ 487 Ohm, RNC6OH 1% SOppm MAF ...cssssssssssesesse 22 | RMFO0000620R06) ............ 620 Ohm RLR-20C .5W 2% MP o....ccssesesssssssseserens 12 | RMFOOOO0825ROFK............. 825 Ohm, RN75C 1% 50ppm M.E ....... . 1.00 
RMFOOOO0490R9EC............ 490.9 Ohm MAR-5 .1% 25ppm MF ......ssssssssseseeees .35 | RMFO0000620R0G0Q........... 620 Ohm 2% wt Metal Fill ........sscsscseeseseseee 1.75 | RMFOQO00825RORF............. B25ohm .1% .3w Vis Sppm RNCIOY .......eesessssss000 3.00 
RMFO0000493ROEC............ 493 Ohm, RNSSE .1% 25ppm MAE ....sssssseseessssee 28 | RMFO0000626ROEC........... 626 Ohm, RN5SE 1% 25ppm MF. ........sssssescesseeeee 2) | RMFOOOOO835ROEC............ 835 Ohm, RNSSE .1% 25ppm MAF. .....sscccsssssssssse0e 19 
RMF00000493ROFl............. 493 Ohm RN70C .1% SOppr MAF. ....ssesssssseessssee 1.00 | RMFOO000634RODA ........... 634 Ohm, RNSOD 1% Metal Film ..........scssssscssse 10 | RMFOOOOO835ROEP............. 835 Ohm | Watt .1% Metal Film......... 
RMFOOOOO499RODC ........... 499 Ohm, RNSSD 1% Metal Film...... woes LO | RMFOQ000634RO0C ........... 634 Ohm, RNSSD 1% Metal Fir... esssscssssseessoe 10 | RMFOO000845RODC ........... 845 Ohm, RN55D 1% Metal Film 

RMFOOOO0499RODE ........... ; HIM cessesee Soar RMFOOO00634RODN........... 634 Ohm PRH-250 15% .25w Gloss .....soessccssseeenee 45 | RMFOOOOO845RODE .......... 845 Ohm, RN6OD 1% Metal Film : 
RMFOOOO0499RODH ........... Se : RMFOO000634ROEC............. 634 Ohm, RNSBE .1% 25ppen ME. ...ecsssssecssseesnne 16 | RMFOOOOO845RO0EC........... 845 Ohm, RNSSE 1% 25ppm ME. ssssssscseseesnes : 
RMF00000499ROFC a RMFOOO00634ROFC............. 634 Ohm, RN55C 1% SOppm ME .....scssssssssseeeee 15 | RMFOOQ00845ROFC............. 845 Ohm, RNC5S5H 1% SOppm MAF. ......sssecssesssosee jA9 


RMFO0000499ROFK RMFOQOOO634ROFE............ 634 Ohm, RNC6OH 1% 50ppm Mike See iets 22 | RMFOOOOO845RO0FE ............ 845 Ohm, RNC6OH 1% SOppm MAF. ....ssssssssssssesss 20 
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Resistors: 845 - 1,820 Ohm mci? BAS «HCE 


a ; MET EN OT RM ROPE ona 
"1,100 Ohm RN70B/D 1% Metal Fim... 35 | RMFOOOO1430RODE ... 
1,100 Ohm 1 wt 1% 100ppm MF RMFO0001 430RODK 


"887 Ohm, RNGOD 1% Metal Film 
887 Ohm, RN6SD 1% Metal Film 


RMFO0000887RODG m RNC5OH ; 
RMFO0000887RODK........... 887 Ohm RN75D 1% Metal Fim..... .. 1,100 Ohm, RN55C 1% 50ppm HE 


RMFO0000887RODN ........... 887 Ohm PRH-250 1% .25w Glass......... ot RMFOO001100ROGA ........... 1, 100 Ohm RLROSC 2% SOppm MF ....ssesecsssesseeee 08 | RMFOOOO1 430R0F............. ] ‘430 Ohm RNR70C 1% spn aks 
RMFO0000887ROEC............. 887 Ohm, RNSSE .1% 25pm ME .e.esscseseeseeene : RMFO0001 1 00ROGC wal 100 Ohm, RLRO7C Metal Film 4 .--. 1,430 Ohm Iw 2% Flame Proof MF 
RMFOOOOOBB7ROFC........ 887 Ohm, RNC55 1% Metal FIM cscs RMFO0001 100ROGE 00 Ohm RNGOD Style 2% M.E 

RMFO0000887ROFE 50ppm M. RMFOO001130RODC 

RMFOOOOO909RODE : i RMFO0001 1 30R0DI 

RMFOO000909RODG : RMFO0001130ROEC............. 

RMFOOO00909RODK RMFOO001140ROEC............. \ 140 Ohm, RNSSE 1% 2Sppm ME. 

RMFOOO00909ROEC 3 RMFOO001150RODE ........... 1,150 Ohm, RN6OD 1% Metal Film ... 

RMFOOO00909ROFG 909 Ohm RNCESH 1% 50ppm ME coos : RMFOOOO11 SORODG........ i 50 Ohm, RN6SD 1% Metal Film ... 

RMFO000091 0ROGP ........... 910 Ohm Tw RLR32 2% Mtal Fil... .ssssoceserensee : RMFOO001 150RODN........... 1,150 Ohm PRH-250 1% .25w Glass 

RMFOO00091 OROW............. 910 Ohm RL20 SW. 5% MP. sesessseseenseunsesses 25 | RMFOOOO1 1 50ROEC wet "150 Ohm,RNSSE .1% 25ppm MF. 17 | RMFOO001470 Ohm RNCSOH 

RMFO0000910ROJP ........... 910 Ohm Iw FP32 5% Metal Fil ....ssssssssesseen .30 | RMFOO0011SOROFC............ il 50 Ohm RNCSSH 1% 50ppm ME. .... es RMFO0001470ROFC 1,470 Ohm RNCSSH 1% SOppm ME. .cscsesne 
RMFO0000920RODC ........... 920 Ohm, RN55D 1% Metal Film .... sews «10 | RMFOQOO11 SOROFE............. 1,150 Ohm RNC6OH 1% SOppm MF... sscsesssene : RMFO0001470ROFE............. ] ‘470 Ohm RNC6OH 1% MAF SRS 
RMFO0000931RODC ........... 931 Ohm, RNSS5D 1% Metal Fill .......soscsscseseeee -10 | RMFOO001150ROGC ........... 1,150 Ohm, RN5S5 2% Metal Film ve RMFO0001490RODC 490 Ohm,RNSSD 1% 

RMFO0000931RODE ........... 931 Ohm, RNGOD 1% Metal Film ..... woe +16 | RMFQOOOT1SOROPG ......... 1,150 Ohm RNOSF 5% ME nese RMFO0001 500RODC Ohm, : 

RMFOQO00931ROEC............. 931 Ohm, RNSSE.1% 25ppim ME esscsessenscsneenee 19 | RMFOOOOT180RODC ........... 1,180 Ohm,RNSSD 1% Metal Film ......... 

RMFO0000931 ROE) ............ 931 Ohm RNRSSE .1% 25pprm Glas .......scserenseen 80 | RMFOOOO1180RODI............ 1,180 Ohm, RN70D 1% Metal Film....... ; 

RMFO0000931ROFC............. 931 Ohm, RNC5S5 1% Metal Fil .......sssssscsscsessee 15 | RMFOOOO1180ROEC............. 1,180 Ohm, RNSSE 1% 25pprm M.F. ...essssscsseesee ~ 19 | RMFOOOOTSOOROEC............. ; 

RMFO0000931ROHC ........... 931 Ohm RNC55) 196 MoE esssssssscssssecseseeeeesee 15 | RMFOO001180ROFA............ 1,180 Ohm RNCSOH 1% SOppm MF ...cssscsssesne 12 | RMFOO001 500ROFC............. j 

RMFOO000931ROQE ........... 931 Ohm RNC6OJ 1% 25pprm M.F ......esesseesseeee .35 | RMFOO001180ROFC............ 1,180 Ohm RNCSSH 1% SOppm MF. ....ccssseesseeees 15 | RMFO0001SOOROFE ............ F 

RMFO0000942RO0F6 ........... 942 Ohm RNC65H 1% SOpprn ME, ...ssssssnsesssee .35 | RMFOOOO1180ROFE ............ ] 180 Ohm RNCGOH 1% SOppmm MF on. essere 25 | RMFOOOOISOOROFG ....... 50ppm 

RMFO0000953RODC ........... 953 Ohm, RN5S5D 1% Metal Film...... wwe 10 | RMFOQOOT180ROPP ............ 1, 180 Ohm 1 wt .5% TOO ppm ME os cesssssssee 5.00 | RMFOO001500RO0GA............ a “500 Ohm RLROSC 2% ie ME 
RMFOO000953RODE ........... 953 Ohm, RNGOD 1% Metal Film ......scscsseesssee 16 | RMFOOOOTISOROQA .......... 1, /180 Ohm RNCSOJ 1% 25ppm MF ... wow 14 | RMFOQOO1 SOOROGC.......... 1,500 Ohm, RLRO7C Metal Film 
RMFO0000953ROEC............. 953 Ohm, RN5SE .1% 25ppm M.E..... woe 19 | RMFOQOOT180ROQG........... 1,180 Ohm, RNC65J 1% 25ppm MF... » 35 | RMFOQ001500R06P ...........1, "500 Ohm RLR32C 2% Iw ME... 
RMFOO000953ROFC............. 953 Ohm, RNCSSH 1% Metal Fillm ........ssssecssseen 15 | RMFOQOO1186R0PG ........... 1,186 Ohm, RN65 .5% Metal Film ... .. 50 | RMFO0001 500R0GQ........ 1,500 Ohm RLR42C 2% 2w ME 

RMFOO000953ROFE ............ 953 Ohm, RNCGOH 1% SOppm MAF. .......sssescsesen 22 | RMFOO001200RODC........... 1,200 Ohm ERO .25W 1% MLE. .ssssssssessssceeceseeeee .08 | RMFOO001500ROJC............. 1,500 Ohm, RLO7 5% Metal Fi 
RMFOOOOO960RORF............ 960 Ohm .1% .3w Spprm RNCGOY ...esesscssescssee 3.00 | RMFOO001200RODG........... 1,200 Ohm, RNG5D 1% Metal Film....... wee «29 | RMFOOOOTSOOROJQ ........... 1, 500 Ohm 5% 3watt Corning FP6' 
RMFOOOOO960RARF............. 960 Ohm .1% .3w Vppm $1020960 .......cssecssoeen 4.00 | RMFOO001200ROEC........... 1,200 Ohm, RNSSE .1% 25ppm MLE .....escssescseeense 19 | RMFOOOOT520ROEC............ L 520 Ohm,RNSSE .1% 2Sppm MLE i 
RMFOQOOO965ROEC............. 965 Ohm, RN5SE.1% 25ppm ME... sone 22 | RMFOOOOT200ROFC............. 1,200 Ohm, RNS5SC 1% SOppm ME acsesssoscecseene 15 | RMFOOOO1540RODC........... 1, "540 Ohm, RN55SD 1% Metal Fil ......son 
RMFOO000965ROFC............. 965 Ohm, RNCSSH 1% Metal Fill .......-ssessccsessee 15 | RMFOO001200R060 ........... 1,200 Ohm RLROSC 2% SOppm M.F. .....ssssscseeense 08 | RMFOO001540RODE ........... 1,540 Ohm RN6OD 1% 25w MF... 
RMFO0000970ROGC ........... 970 Ohm, RLRO7C 2% Metal Fill... sscssssssssseee 08 | RMFO0001200ROGI............. 1,200 Ohm RLR-20€ .5W 296 MP ....sssssscsscceeseee 10 | RMFOO001540R0D1............ 1,540 Ohm, RN70B 1% Metal Film ....... 
RMFO0000976RODC ........... 976 Ohm, RN5SD 1% Metal Fil ......ssssssscssceesne 10 | RMFOO001 200ROG............ 1,200 Ohm RNG5 10% Metal Film ........ssssesssesee 12 | RMFOO001 540ROEC............. 1,540 Ohm,RNSSE .1% 25ppm M.E.... 
RMFO0000976ROEC............ 976 Ohm, RNSSE.1% 25ppm ME ...ssccssesccsnsssese 19 | RMFOOOOT 200RON............. 1,200 Ohm, .5w 5% Metal Film ......sssscssessseuens 10 | RMFOOO01 540ROFC ] '540 Ohm RNCSSH 1% SOppm ME oS 
RMFOO000976ROFC............. 976 Ohm, RNCSSH 1% Metal Film .... woe «15 | RMFOOOOT2T0RODC ........... 1,210 Ohm, RNSSD 1% Metal Film ......scscesseereeen 10 | RMFOO001540ROFE a 1540 Ohm RNC6OH 1% SOppm M.F..... 
RMFO0000976ROFE ............ 976 Ohm, RNC6OH 1% SOppm ME... » 22 | RMFOOOO1210RODE ........... 1,210 Ohm, RNGOD 1% Metal Fill ......csssssccusee .20 | RMFOO0O1 S60RODC............ 1,560 Ohm,RN55D 1% Metal Film ... 
RMFO0000976ROF............. 976 Ohm RNC7OH 1% SOppm ME ....sssscssscsesee .50 | RMFOO001210ROEC............ 1,210 Ohm, RNSSE.1% 25ppm ME. ....ssssccssseen 19 | RMFO0001 S60ROEC 1,560 Ohm, RNSSE .1% 25ppm M.E...... 
RMFOOOOO988ROFG ........... 988 Ohm, RNC6SH 1% SOppr ME ...ssssscssceessee .32 | RMFOO001210ROEE............ 1,210 Ohm RNGOE .1% 25ppm ME. .......ssccssseceeee .32 | RMFO0001580RODC ........... 1,580 Ohm, RNSSD 1% Metal Film........ 

RMFO0001 000ROAF............. 1,000 Ohm, 01% .3w Ippm RNCIOY on 8.00 | RMFO0001210ROFA............ 1,210 Ohm RNCSOH 1% SOppm M.F .....ssecccseeeee 12 | RMFO0001580RODE ........... 1,580 Ohm RNGOD 1% .25wM.F....... 
RMFQQOO1OOOROBF............. 1,000 Ohm, 02% 2w Vishay $102C 25ppm .......... 7.00 | RMFOOOO1210R0FC............ 1,210 Ohm, RNS5C 1% SOppm ME acsesesssesenseene 15 | RMFOOOO1580ROEC........... 1, 580 Ohm,RNSSE .1% 25ppm M.E..... oe 
RMFOOOOTO0ORODA ........... ! 000 Ohm, RNSOD 1% TOO ppm MF ...-.sesssssssee 12 | RMFOO001210ROFG ........... 1,210 Ohm RN6SC 1% SOppm MB ...s.sssessnseeon .30 | RMFOOOO1S580ROEE .......... ] 7580 Ohm RNGOE .1% D5ppM M.E ecrcmesesone BO 
RMFOO001000RODC ........... I, 000 Ohm, RNSSD 1% Metal Fil .....sssscssesnseee 15 | RMFOOOO1210R0QC.......... 1,210 Ohm RNR55E 1% 25ppm M.E ...sssscesenens 1.00 | RMFOQOOIS580ROFC............ 1, 580 Ohm RNCS5H 1% 50ppm ME AS 
RMFOOOO1O0ORODE ........... 1,000 Ohm, RNGOD 1% SOpprn ME. ...sscesssseesee 20 | RMFO0001210RORP............ 1,210 Ohm .1% .3w Vis 5ppm $102C......... woe 3.00 | RMFOOOOT580ROFE............ 1,580 Ohm RNCGOH 1% SOppm MAF ...ssssssseessue 22 
RMFOOOO1000RODG ........... 1,000 Ohm, RN65D 1% Metal Film ..........sscseseeee 30 | RMFOOOO1210R7EC............. 1,210 Ohm MAR-5 .5% 25ppm M.F ....ssessssssssesee 1.00 | RMFOQ001600ROGA............ ] ‘600 Ohm RLROSC 2% SOppm ME. ..sssssccsssscsseee 08 
RMFOO001000R00) ............ 1,000 Ohm, RN7OD 1% Metal Fil ........sssocscsssee .32_ | RMF00001230RODC 1,230 Ohm,RN5SSD 1% Metal Fill .........scsccesssseee -10 | RMFO0001600ROGE ........... | ‘600 Ohm, .25w 2% LOOppm MF ...ss.sessesseeseees 20 
RMFOOOOT000RODJ............ 1,000 Ohm RNR55S 1% 25pprm Glas ........sccseeseu 50 | RMFOOOO1 240RODC ........... 1,240 Ohm, RN55D 1% Metal Film ... . RMFOO001 600ROJZ............. 1,600 Ohm Corning FP3 57% 3W ME oasssssssssceceesns 175 
RMFO0001 OOORODP 1,000 Ohm 1 Watt 1% RN2OX MAE ....ccsssscsoecnseen 45 | RMFOOO0) 240R0EC 1, 240 Ohm, RNSSE.1% 25ppm M.F....... s RMFOO001620RODC ........... 1,620 Ohm,RN55D 1% Metal Film .......... 10 
RMFO0001 000ROEC : 1,000 Ohm RNS5SE MAR-5 .1% 25pm ME... 19 | RMFOOOO1240ROFC 1,240 Ohm RNCSSH 1% BO ppm MF ccsssossssseseesesee “15 | RMFOO001620RODE ......... 1,620 Ohm RNGOD 1% .25wMF....... eae 
RMFOO001 00OROFA ............ 1,000 Ohm RNCSOH 1% 50ppm M-F.... woes «12 | RMFOQOOT240ROFE............ 1,240 Ohm RNCGOH 1% SOppm MAF ........sccsseeseee .25 | RMFO0001620RODG........... 1,620 Ohm, RNG5D 1% Metal Fill ........sscssssceseee 25 
RMFOOO01 0OOROFC............. 1,000 Ohm,RNCSSH 1% SOppm MLE ..ssssssecsesnn 19 | RMFOQOO1250RODK........... 1,250 Ohm RN7SD(MC-1), 196 MoE... sccssssccccssee .85 | RMFO0001620RODI............. 1,620 Ohm, RN7OD 1% Metal Fill ........ssssscccsseee 35 
RMFOO001 OOOROFE ............ 1,000 Ohm, RNCGOH 1% SOppm MAE ....ssssscssseee .22 | RMFOQOO1260RODC ........... 1,260 Ohim,RN55D 1% Metal Fill .........occcsssseseee 10 | RMFO0001620RODN........... 1,620 Ohm PRH-250 1% .25W Glos .....ssssscessseses 30 
RMFOO001 000ROFG ........... 1,000 Ohm, RN65C 1% SOppm M.F ..cssssccsseeen .26 | RMFOO001270R00C ........... 1,270 Ohm,RNS5D 1% Metal Film......... RMFOO001 620ROEC............. 1,620 Ohm, RNSSC.1% 25ppm ME ...essscesssenee 19 
RMFOO001 OOOROF............. 1,000 Ohm RNC7OH 1% SOppr ME... ssssssesceesn 45 | RMFOOOO1270RODE ........... 1,270 Ohm,RNGOD 1% Metal Film........ RMFOO001 620ROFC............. 1,620 Ohm, RN55C 1% 50ppm MLE ..... woe 8 
RMFOO001 000ROGA ........... 1,000 Ohm RLROSC 2% SOppmm M.E on... scsssssceseee 08 | RMFOO001270RO0DI............ 1,270 Ohm CPCS1/4 1% .25w MLE... RMFOO001 620ROFE............. 1,620 Ohm’ RNCOOH 1% 50ppm MF... ey: 
RMFOO001000ROGC ........... 1,000 Ohm, RLO7 2% Metal Film.......... vee 08 | RMFOQOO1270ROEC............. 1,270 Ohm,RN5SE .1% 25ppm M. ae RMFOO001 620ROPC............. 1,620 Ohm MAR-5 .5% 25ppm M.F..... bert | 
RMFOO001000R0G0 ............ 1,000 Ohm, .5w 2% Metal Fill .......sssssssecesseeen 25 | RMFOOO01270ROEE............ 1,270 Ohm RNRGOE 1% GlOSS C05 «ssn 85 | RMFOOOO1640ROEC... Ai 1,640 Ohm, RNSSE .1% 25ppm M.E.. OMAY, 
RMFOOO01000RO6P ........... 1,000 Ohim RLR32C 2% TW MLE aasessscccssssssecenn .20 | RMFOQ001270ROFA............ 1,270 Ohm RNCSOH 1% SOppm MAF .......ccssssseeees 15 | RMFO0001650RODC ........... 1,650 Ohm,RN55D 1% Metal Film ... 10 
RMFO0001000ROGZ ........... 1,000 Ohm, RDGSP 2% 2 watt ME a......seocssesnsee 2.00 | RMFOO001270ROFE............. 1,270 Ohm RNC6OH 1% SOppm MF .....ssssssesecnee 20 | RMFOO001650ROEC............ 1,650 Ohm,RNSS5E.1% 25ppm M.E....... coe 
RMFOOOOTO0OROJP ............ 1,000 Ohm, Iw FP32 5% Metal Film ..... woes 80 | RMFOOOOT290RODC ........... 1,290 Ohm, RNS5D 1% Metal Fill ...s...ssssscceseeee 10 | RMFO0001670RODC............ 1,670 Ohm,RNSSD 1% Metal Fill ......sssscessssune 10 
RMFOO001 000ROJQ ........... 1,000 Ohm 2wt 5% ERG-2AV ME. ..sesscssscesnseesn 95 | RMFOOOOT290ROEC............ 1,290 Ohm, RNSSE 1% 25pprm MLE ...sssssosssnssesne 19 | RMFOOOO1670ROFC............. 1,670 Ohm RNCSSH 1% SOppm ME. cssscssssssnee 25 
RMFOO001 000ROJZ ............ 1,000 Ohm Corning FP3 5% 3W MF ...s.sssccsosescssse 75 | RMFOO001300R0DE ........... 1,300 Ohm,RNGOD 1% Metal Fill .........sssscssesesee .20 | RMFO0001690RODA............ 1,690 Ohm RNCSOK 1% MF ssssssessecessseeeee 20 
RMFOO001 OOOROQE ........... 1,000 Ohm RNC60) 1% 25ppm MF .....ssssssssecese .26 | RMFO0001300ROEC............. 1,300 Ohm, RNSSE .1% 25ppm ME. .....ssssecsesseeen 17 | RMFO0001690RODC ........... 1,690 Ohm,RNSSD 1% Metal Film ....ssssscssssconee 10 
RMFOO0O1 OOORORF............. 1,000 Ohm .1% .3w 5ppm RNC90Y .... v3.00 | RMFO0001300ROFA............ 1,300 Ohm RNCSOH 1% 50ppm M.F .......cccssseeceen 12 | RMFO0001690RODG........... 1,690 Ohm, RNGSD 1% Metal Fil ........scssseccsseee 30 
RMFOOOO1O10RODC........... 1,010 Ohm,RN5SD 1% Metal Fil ........ssccssssseeeee 10 | RMFOOOO1300ROFE............ 1,300 Ohm RNC6OH 15% SOppm MF o.....sssssccssee 22 | RMFOO001690ROEC............. 1,690 Ohm,RNSSE .1% 25ppin M.E. ..ssessessssecnseee AY 
RMFOOOO1020RODE ........... 1,020 Ohm,RNGOD 1% Metal Fill .......ssssssccssseen .20 | RMFOOO01300ROGA............ 1,300 Ohm RLROSC 2% SOpprm M.E ...ssssssssssernsees 08 | RMFOO001690ROFC............ 1,690 Ohm RNCSSH 1% SOppm ME ....cesssessssesee A5 
RMFOOOO1020RO0) ............ 1,020 Ohm, RN70D 1% Metal Film......... wwe 50 | RMFOOOO1300ROGC .......... 1,300 Ohm, RLRO7C Metal Fil ......sceosccessseesseee .09 | RMFOQOO1690ROFE............ 1,690 Ohm RNC6OH 1% SOppr MP ....ssssssscsseeees 30 
RMFO0001020ROEC............. 1,020 Ohm,RN5SE .1% 25ppm MAF. .....scccosssecsssse 17 | RMFO0001330RODC ........... 1,330 Ohim,RN55D 1% Metal Fil .....ssssssccssseccsen 10 | RMFOO001690RORF............. 1,690 Ohm .1% .3w Sppm RNCIOY ....sssscssosecnsee 2.00 
RMFOO001020ROFC............. 1,020 Ohm, RNC5S5H 1% SOppm M.E .......ssssccsssee 15 | RMFQOOO1330RODE ........... 1,330 Ohm, RNGOD 1% Metal Fill ......ssssscscsssseeees 20 | RMFOO001740RODI............. 1,740 Ohm, RN70D 1% Metal Fil .......scssssecsseses 35 
RMFOO0O1020ROFE ............ 1,020 Ohm RNC6OH 1% 50ppm M.F...... wee 22 | RMFOQOO1330RODH ........... 1,330 Ohm C85 1% D5pPPM GOS ...rsesecseeseeeeeen .35 | RMFOO001740ROEC............ 1,740 Ohm, RN55E .1% 25ppm ME. .sssessesssseeeeees 25 
RMFOO001020ROF............. 1,020 Ohm RNR70C 1% 5Oppm Glass ........sssoesee 2.00 | RMFOO001330RO0DI ............ 1,330 Ohm, RN70D 1% Metal Fill ..ssecssocsecssee .35 | RMFOOOOI740R0PG ........... 1,740 Ohm, RNGSF 5% SOppm MF. ...ecsssssesnseess 50 
RMFOOOO1050RODC ........... 1,050 Ohm,RN55D 1% Metol Fil .........ccssssseccee 10 | RMFOOOOT330ROEC............ 1,330 Ohm RNSSE 1% D5ppm MF. ...sceseesesceneeseeee 17 | RMFO0001750RODV ........... 1,750 Ohm 7 Watt 1% Corning FP7 ..s.essssosssoe 3.00 
RMFOOOOTO50RODE ........... 1,050 Ohm, RN6OD 1% 50ppm ME ...... vo 14 | RMFOOOOTSSOROFA............ 1,330 Ohm RNCSOH 1% SOppm MAF .....sssssssesee 12 | RMFOOOO1760ROEC............ 1,760 Ohm, RNSSE .1% 25ppm MLE. .cscssssscssesenn 19 
RMFOOO01050R00P ........... 1,050 Ohm 1 wt 1% VOOppm MF ........scsssssseee 2.00 | RMFOQ001330ROFE............ 1,330 Ohm RNCGOH 1% SOppm MAF .....scssssccssseees .25 | RMFOOOO1780RODA............ 1,780 Ohm RN50D 1% MAF .scsssssccssssseeeene 20 
RMFOO001 O50ROEC............. 1,050 Ohm,RN5SE .1% 25ppm ME. ..ssssscsssseessene 19 | RMFOO001330ROFK............. 1,330 Ohm RN75C 1% 5Oppm M.E ....... woe 1,00 | RMFOOO01780RODC ........... 1,780 Ohm, RN55D 1% Metal Fil .......scsscsessseeen 10 
RMFOO001 OS0ROFA............. 1,050 Ohm RNC5SOH 1% SOppm M.F ...sssessecun 12 | RMFOQ001350RODC ........... 1,350 Ohm,RNS5D 1% Metal Filly ........sccssscesseees 10 | RMFOOO01780RODG........... 1,780 Ohm, RNG5D 1% Metal Fill .........cssceessseee 25 
RMFOOOOTOSOROFC............. 1,050 Ohm,RNCS5SH 1% SOppm ME ....ssssscseue 15 | RMFOOO01350ROEC........... 1,350 Ohm,RNSSE.1% 25pm ME. ......ssossecesseees 19 | RMFOO001780RODM .......... 1,780 Ohm, RN8OB 1% Metal Fill .......scssscccnsoee 3.50 
RMFOO001 OSOROFE ............ 1,050 Ohm RNC6OH 1% SOppm MF ...ccsssssssee .22 | RMFOO001350ROEl............. 1,350 Ohm RNC7OH .1% SOppm MAF ....ssssccssseen 55 | RMFOQOOI780ROEE............ 1,780 Ohm RNGOE .1% 25ppm M.F.. 8 
RMFOO001O50ROFG ........... 1,050 Ohm RN65C 1% SOppm M.F ....sscseecseeee 30 | RMFOOOOT370RODN........... 1,370 Ohm PRH-250 1% .25W Glas ......ccsossenreesen .30 | RMFOO0O1780ROFC........... 1,780 Ohm,RNCS5SH 1% 5Oppm MLE .... as 
RMFOOOO1O060RO0EG ........... 1,060 Ohm, RN6SE 1% Metal Fill ............cccsessee .60 | RMFOQ001370ROEC............ 1,370 Ohm, RNSSE .1% 25ppm ME. ..esssesssssssseeeee .20 | RMFOOO01780ROFE............ 1,780 Ohm RNC6OH 1% SOppm M.F ....ssesceseeeen 22 
RMFOOO01070RODC ........... 1,070 Ohm,RN55D 1% Metal Fil ..........ccsccccssenee 10 | RMFOO001370ROFC............. 1,370 Ohm RNCSSH 1% SOppm ME. ....sssssecsseeeen 15 | RMFO0001800RODC........... 1,800 Ohm,RN55D 1% Metal Fill .........ssssssssseesn 10 
RMFOO001070RODE ........... 1,070 Ohm,RN6OD 1% Metal Film .............. wee «16 | RMFOQOO1370ROFE............ 1,370 Ohm RNC60) SOppm MF ....ssscsesccssseeeee .22 | RMFO0001800ROEC............ 1,800 Ohm, RNS5SE 1% 25ppm MLE. ....scccssssssssesee 30 
RMFO0001 07 0RODG ........... 1,070 Ohm, RN65D 1% Metal Filrm .........csssssccsese .25 | RMFOOOO1370RO0FG ......... 1,370 Ohm RNC65SH 1% SOppm ME .....sssssssceonee .30 | RMFOOOO1800ROFG ........... | ‘800 Ohm RN6SC 1% 50ppm ME... 

RMFOO001 070ROEC............. 1,070 Ohm, RNSSE .1% 25ppm MLE. .......... . 19 | RMFOOOO1 380ROEC............ 1,380 Ohm,RNSSE .1% 25pprm MLE ...cssoecssnceenseee -19 | RMFOO001800ROGC ........... 1,800 Ohm RLRO7C 2% Metal Film 

RA D107 0ROFC............ 1,070 Ohm, RN55C 1% SOppm ME .......... . 15 | RMFOOOO1400RODC ........... 1,400 Ohm,RNSSD 1% Metal Film... ssssesessee -10 | RMFOO001800ROGG.......... 1,800 Ohm RN6S Size 2% M. Film........ 

RMFOO001 07 0ROFE ... 1,070 Ohm RNC60H 1% SOppm M.F.......... ve 22 | RMFOOOO1400RODE ........... 1,400 Ohm, RNGOD 1% Metal Fill ........ssssscccsseseen 16 | RMFOOO01800R0GI ............ 1,800 Ohm RLR-20€ .Sw 2% MF .....ss..0 era 
RMFO0001 090RODC........... 1,090 Ohm, RNSSD 1% Metal Filtm ..........ssccssssssooe 10 | RMFO0001400ROEC............ 1,400 Ohm, RN55E .1% 25ppm M. Peer oe" 17 | RMFOQ001820RODC ........... 1,820 Ohm,RNSSD 1% Metal Fill ........scsssesessee : 
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itor: 1,820 - 4,020 Ohm 


gold 
RMF00002370ROEC .. 2,370 Ohm, RN55E..1% 25ppm ME... nj RMFO0003010ROQE ........... 3,010 Ohm RNC60J 1% 25ppm M.F : 
RMFO0002370ROFC....... ; Lie RMFOOQO3090RODC ........... 3,090 Ohm, RNS5SD 15% Metal Filtm «......scssssssssosseee : 
RMFOO003090ROE 3,090 Ohm,RNSSE.1% 25ppm ME. 
: : 3,090 Ohm, RNCSSH 1% 50ppm M.E 
00003090 3,090 Ohm RNGOC 1% 50ppm MLE 
RMF00003100ROGI............ 3,100 Ohm RN7O Size 2% M. Film. : 
RMF00003160RODC ........... 3,160 Ohm,RN5S5D 1% Metal Film .....cscsssssssssseee ! 
RMFO0003160RODI ............ 3,160 Ohm, RN70D 1% Metal Film ....... 


RMFO0002430ROEC id "430 Ohm, RNSSE .1% nn M. 


RMFO0002430ROFC 2,430 Ohm, RNCSSH 1% Sia RMFOO0031 60ROEC........ 3,160 Ohm,RNSSE.1% 25ppm MLE... 
4 430 Ohm RNGOC ME a . ve 3,160 Ohm RNSOC 1% SOppmM MF ocseroseonn 12 
RMFOOOO31GOROFE........... 3,160 Ohm RN6OC 1% 50ppM MEF oesnsoane 22 
RMFO0003160ROQ).......... 3,160 Ohm RNC7OJ 1% 25ppm MF sccsscmene B 


000 C55H 1% 50ppm RMFO0002490RODE 
0001870RO0FG ........... 1,870 Ohm RNC65H 1% 50ppm ME. .. : RMFO0002490RODG........... ; RMFOO003200ROEC............. 3, 200 Ohm,RNSSE .1% 25ppim ME. ...escssssssneeee 35 
F00001870ROQE . 1, '870 Ohm RNC6OJ 1% 25ppm MF ....... = RMFO0002490ROEC............. 2, 490 Ohm, RNSSE .1% 25ppm i. sch : RMFO0003240RODC........... 3,240 Ohm, RN55D 1% Metal Film... 10 
1, Wt 1% 50p RMFQ0002490ROFE n 2,490 Ohm RNGOC 1% 50ppm MF . . .22 | RMFO0003240R00E ........... 3,240 Ohm,RNGOD 1% Metal Fill ......sseccssceessree 20 


RMF00002490ROFG 490 Ohm, RNGSF 1% SOppm M. 35 | RMFOOOOS240ROEC........... 3,240 Obrm, RNSSE 1% 25ppm ME... Ray 

IN F vu. 40 | RMFOOOO3240ROFE....... 3.240 Ohm RNCOOH 1% 50ppm M. Fos 22 

PRH-250 1 Glas . : 12. | RMFOOOO3300ROEl............ 3,300 Ohm RNC7OJ .1% 25ppm MF ........ cone OO 

RMFQ0001 91 0ROEC .. 1,910 Ohm RN5SE.1% 25ppm M.F. RMFO0002550RODC ........... 10 | RMFOO003300ROGC ........... 3,300 Ohm, RLRO7C Metal Film .........esescessseee 10 


, ‘910 ce RNGOE 1% 25ppm M.E..... me RMFO0002550RO0E .... . 16 | RMFOO003300ROGI ............ 3,300 Ohm RLR-20C .5w 2% MF... 
J 


RMFO0002550ROEC ; a4 Ohm,RNSSE .1% 2Spom M. . 21 | RMFO0003320R00C ........... 3,320 Ohm,RN55D 1% Metal Film ... uO 
RMFOOO02550ROEE 2,550 Ohm RNGOE.1% 25ppm M. ; RMFOO003320RODE 3,320 Ohm,RN6OD 1% Metal Film........ woe 20 


.. 2,550 Ohm,RNCSSH 1% SOppm M.E o RMFOO003320RO06 ........... 3,320 Ohm, RN6SD 1% Metal Film....... 8 


RU! on “ oh RMFO0003320RODM .......... 3,320 Ohm, RNBOB 1% Metal Film... ssssssesene 3.50 

-RMFO0001 960ROFA .. RMFOOOO2550ROQK....... 2,550 Ohm RNC7OH 1% 25pprm MAF. ....sssesesseesee 1.25 | RMFO0003320RODQ........ 3,320 Ohm 2w 1% Metal Film.......... tA bi) 
RMFO0001 960ROFC .. } : : RMFO0002582ROEC............. 2,582 Ohm MAR-5 .1% 25ppm M.F ......esssscsseeene .35 | RMFOO003320ROEC............. 3,320 Ohm, RNSSE .1% 25ppm MAE. ...sssessesseessesee j7 
96 Nee RMFO0002610RODC if 2,610 Ohm,RN5S5D 1% Metal Fm salle ieee -10_| RMFO0003320ROFC............. 3,320 Ohm,RNCSSH 1% SOppm MF, ..essessssssesssee 12 

960 Ohm RN7OC 1% 50pm Gloss. we 45 | RMFOO002610RODE 2,610 Ohm, RNGOD 19% Metal Fill .....csscsessesneen 16 | RMFOOOO3320ROFE........... 3,320 Ohm RNC6OH 1% SOppm MF... ee: 

1,960 Ohm RNC6O! 1% 25ppm MF ... oo RMFOO002610RODG............ 2,610 Ohm, RNGSD 1% Metal Film ....eosssecnsene 25 | RMFOOOO3320ROQE ........... 3,320 Ohm RNC6OJ 1% 25ppm MF a...e.sssssseceson 26 

| (964 Ohm MAR-5 .2% 25ppm M-F...... ne RMFO000261 0RODI ............ 2, 610 Ohm, WE7C/RN7OC 19M. E cssesssssensoense 40 | RMFOOOO3360RODC ......... .. 3,360 Ohm, RN5S5D 1% Metal Film ........scssssesseon 10 

2, 000 Ohm Ohm, Vishay $102C .01% bed 3.00 | RMFO0002610ROD)............ 2,610 Ohm KC55. 1% G1O88 esennnronnne 1.00 | RMFOO003400RO0DC ........... 3,400 Ohm,RNSSD 1% Metal Fill .....scsscsscsessee 10 

RMFOO002000RO0C ........... 2, 000 Ohm, RN55D 1% Metal Fil cess 10 | RMFO0002610RODK............ 2, 610 Ohm GA52812A 25ppr MF ...s.sessseeee 1.50 | RMFOOOO3400RODE ........... 3,400 Ohm,RNGOD 1% Metal Fill ......ssessseensee 16 
RMFOQOO2000RODE . é , i 3 RMFO000261 0RODN ss : RMFO0003400R0DG .......... 3,400 Ohm, RNG5SD 1% Metal Fill .......sscssseeesee 24 
RMFOOO02000R fd RMFO000261 0ROEC ak RMFOOOO3400ROEC 3,400 Ohm RNCSSH/SSE.1% SSDP cee 19 
RMPOUU RMF00002610ROFA ; ; . RMFOQOOS400ROFC............. 3,400 Ohm,RNC5SSH 1% 50ppm ME ... 15 
RMFOOOO2000R( A : RMFO000261 0ROFC oe RMFOO003440ROEC 3,440 Ohm, RNSSE.1% 25ppm MF. 19 
RMFOO002000RODV ........... - 000 ohm Corning FP4 1% 4W MP ....ssssssssseeees 2.25 | RMFO000261OROFE......... 2,610 Ohm RNC6OH 1% SOppm MF ......scesesseseen 22 | RMFOOOO3470ROFE...... 3,470 Ohm RNC6OH 1% SOppm MAF .........sssssseeen 24 
RMFOOOO2000ROEC............. 2,000 Ohm RNSSE.1% 25pm MAE. .esssesscesesessssee 23 | RMFO0002610ROPC............ 2,610 Ohm MAR-5 .5% 25ppm MLF ......sssssesseeeei .30 | RMFOO003480RODC........... 3,480 Ohm,RN5SD 1% Metol Fill .....ssssesssesesen 10 
RMFOOOO2000ROEE .. i , KP : RMFO0002650R0D1 ............ 2,650 Ohm, RN7OB 1% Metal Fill ........ccesseeces .32 | RMFOO003480RODE ........... 3,480 Ohm,RN6OD 1% Metal Filtn .........ssssceeesee 16 
RMFOOO02000ROFE . essseonseone 29 | RMFOOOO2G54RODE ........... 2,654 Ohm, RNGOD 1% Metal Film .....sssccsseesssee 16 | RMFOOOO3480RODG......... .. 3,480 Ohm, RN6SD 1% Metal Fil .........sssseessere 25 
RMFO0002660RO00G.......... 2,660 Ohm, RNGSD 1% Metal Film ....sesssssssnsen 25 | RMFOOOO3480RODI ............ 3,480 Ohm, RN7OD 1% Metal Film....... 85 

: RMFOO002670RODE .......... 2,670 Ohm, RNGOD 1% Metal Fil ....esssssccesssen .20 | RMFOOOOS4B0RODJ............ 3,480 Ohm C-85A 1% Mepco Glass .......sssessnseen J5 

ate 2,000 Ohm, Corning FPAT% AWE oncom 4.00 | RMFOOOO267ORODI....... 2,670 Ohm, RN7OC 1% Metal Film ........cccceeeee 39 | RMFOQOO3480RODN............ 3,480 Ohm GA-53314A 1% Glass ........ cme be 

RMFO0002000R0J0 ........... 2,000 Ohm 2wi 5% HVN3-2K MFI sane 95 | RMFO0002670ROEC............ 2,670 Ohm RNSSE .1% 25ppr MLE .....sssosceeeeeseee 19 | RMFOOOO3480ROFC............. 3,480 Ohm,RNC55H 1% SOppm ME. .....ss.sssssssseee 15 
RMFO0002000ROJV .. 2,000 Ohm, 7 Watt 5% Metal Fil ...sseesssseeees 3.00 | RMF00002670ROEl............. 2,670 Ohm RNR7OE .1% 25ppm M.F ...-..ssececeesere 2.50 | RMFOQOO3480ROFE............ 3,480 Ohm RNC6OH 1% SOppm M.F ........-cessseee 22 
‘ 2,000 Ohm .1% .3w 5ppm Vishay .....ssccssensee 4.00 | RMFOOO02670ROFE............ 2,670 Ohm RNC6OH 1% 5Oppm MF ..eseesscssoceee 19 | RMFOOOO3480ROFG ........... 3,480 Ohm RNOSF 1% 50ppm M.E...... oe 

2,030 Ohm, RN65D 1% Metal Film RMFO0002670R0FG 2,670 Ohm RNC65H 1% Metol Film ....sesssnsccnnee 30 | RMFOOO03480R00G........... 3,480 Ohm RNROSE 1% 25ppm M.F .a..es.scssssceons 50 

‘ 2,050 Ohm,RN5S5D 1% Metal Film . RMFOO002680RODK ........... 2,680 Ohm RN7SB 1% Metal Film... ....scsssssssssue 75 | RMFO0003570RODG 3,570 Ohm, RNGSD 1% Metal Film ...ssssssssoscune 25 

RMFOO002050RODE . 2,050 Ohm, RN6OD 1% Metal Film sted RMFO0002690RODC............ 2,690 Ohm,RN55D 1% Metal Fil .......ssssssesssseee 10 | RMFOO003570RODI............ 3,570 Ohm RLR20C 1% Metal Film . ab 
RMFO0002050R00) ............ 2, 050 Ohm, RN7OD 1% Metal Fill ........sssssesssssee 35. | RMFOOOO2690ROFC 2,690 Ohm,RNCSSH 1% SOppm MAE .....ssssscsseeeen 15 | RMFOO003570ROEC............. 3,570 Ohm,RNSSE .1% 25ppm M.F. Blt 
RMFO0002050R0FC............. 2,050 Ohm, RNC5S5H 1% SOppm MAE. ...sssssssseseeeesss .20 | RMFO0002700RODN........... 2,700 Ohm C-173B RN65G 1% .25W Gls ....-ssees .35 | RMFO0003570ROFC............ 3,570 Ohm,RNC5SH 1% SOppm MF. .....sssssseeeeees 13 
RMFOOOO2050ROFE............. 2,050 Ohm RNC6OH 1% SOppmM MF a nesssscsessseseee 19 | RMFOOOO2700ROGC.......... 2,700 Ohm RN5S5S/ RLOZ 2% Fil. acsseesseensene 07 | RMFOOOO35S7OROFE............. 3,570 Ohm RNC6OH 1% SOppm MF a......cseseorenee 19 
RMFOOO02050R0F6 ........... 2,050 Ohm RNCG5H 1% SOppm MF ..sssssassunse 50 | RMFOOOO2700R0GG........... 2,700 Ohm, Sw 2% VOOppm MF oo... ssssssssnessen 20 | RMFO0003570R0PG ........... 3,570 Ohm,RNOSF .5% Metal Film... ssssssssscceeee 60 
RMFOOOO2050R0Fl............ 2,050 Ohm RN7OC 1% SOppm MF sess essssense " RMFOO002700R0GI............. 2, 700 Ohen RLR-20 SW. 2% MF oso 12 | RMFOOO03570R0QA...........3,570 Ohm RNCSOJ 1% 25ppm M.F esses 16 
RMFOO002080RODC ........... 2,080 Ohm,RN55D 1% Metal Fil .......ccssssssseeeen . RMFO0002710RODC ........... 2,710 Ohm,RN55D 1% Metal Fil .......sssscssssseeen 10 | RMFOOOO36OORODG....... 3,600 Ohm, RNGSD 1% Metal Fill ........ssssscsssseee 25 
RMFO0002100RODC ........... 2, 100 Ohm, RN55D 1% Metal Fill .....ssscssseessseee 10 RMFO0002740RODC ........... 2,740 Ohm, RNSSD 1% Metal Fill ........secssssesenseee 10 | RMFOOOO3650RODC........... 3,650 Ohm,RNSSD 1% Metal Fillm ......ssesssseeeesee 10 
RMFO0002100R00) ............ 2,100 Ohm, RNZOD 1% Metal Fill ...sseessessssessee 40 | RMFO0002740RODE .......... 2,740 Ohm,RNGOD 1% Metal Filtm .......scsssoseeeessee 14 | RMF00003650R0D)I ............ 3,650 Ohm, RN7OD 1% Metal Fill ........sssssecsseeeee 35 
RMFO0002100RODN........... 2,100 Ohm, PRH-250 1% .25w Gloss... esses. 35 | RMPOO0002740R00)............ 2,740 Ohm, DOMI/2 19M. Film .s.cssssessssennee 35 | RMFOO003650ROFC............ 3,650 Ohm, RNC5SH 1% SOppm ME. o..sesssesccsseseee 15 
RMFO00021 00ROFC............ 2,100 Ohm, RNCSSH 1% SOpprm M.E .ssssssseneen 15 | RMFOQO02740ROFA............. 2,740 Ohm RNSOC 1% 50ppm MF ....esssscsssse 12 | RMPOOO03720ROFC........... 3,720 Ohm, RNC5SH 1% SOppm MF. ...sssssscessssesee 5 
RMFO0002150RODC........... 2, 150 Ohm, RNS5D 1% etal fie .08 | RMFOOO02740RO0FC........... 2,740 Ohm,RNCSSH 1% SOpprn M.F .csssoscssssecun 13 | RMFOO003740RODC............ 3,740 Ohm,RNSSD 1% Metal Fim SS 09 
RMFO00021 50RODE ........... 2,150 Ohm, RNGOD 1% Metal Fillm ........scsecssseeen 16 | RMFO0002740ROFE........... 2,740 Ohm RNC6OH 1% SOppm M.F .........scsssssen .25 | RMFO0003740RODE ........... 3,740 Ohm,RNGOD 1% Metal Fill ......scssossseseeeeen 16 
RMFO0002150ROFA 2,150 Ohm RNCSOH 1% 50ppm MF. ve. 12 | RMFO0002740R0QH.......... 2,740 Ohm RN60G 1% 25ppm glas h RMFO0003740ROEC............. 3,740 Ohm,RNSSE 1% 25ppm MAE. ...ssssessesssseees 19 
RMFO00021 50ROFC 2,150 Ohm, RNC55H 1% 50ppm MF. . vee 15 | RMFO0002740R0SF ............ 2,740 .05% .3w Vi 5ppm RNC90Y ......... ; RMFOO003740ROFC............. 3, ] Eee 5 
RMFOO0021 5OROFE ............ 2,150 Ohm RNCGOH 1% SOppm MAF .....ssseuee 19 | RMFQO002770R0FG ......... 2, 770 Ohm RN6SF 1% 50ppm MLE... oo RMFOO003740ROFE............ 3, ey: 
RMFO00021 SOROFH.............. 2,150 Ohm RN7OC 1% SOppm MF... sssscssssensee 40 | RMFOOOO2800RO0C........... 2,800 Ohm,RN55D 1% Metal Fil ........ssssscceereen 10 | RMFOOOO3830RODC........ 3,830 Ohm,RNSSD 1% Metal Filim ....ssssssccensesen 10 
RMFQ00021 SOROGA ........... 2,150 Ohm RLROSC 2% SOppm MF... scsssssnsse 08 | RMFOOOO2BOORODE ........... 2,800 Ohm,RN6OD 1% Metal Film ........s.secssseun 14 | RMFOQOO3830RODE ........ 3,830 Ohm, RNGOD 1% Metal Film oo... scsesssseee 20 
RMFO00021 50R0PG ........... 2,150 Ohim RNG5SF .5% MP ....ssssssecessecsssseeensteee .35 | RMFOOO02800ROFC........... 2,800 Ohm, RNCSSH 1% SO ppm MLB. ....s.ssseeeseeesees 15 | RMFO0003830RO01 ............ 3,830 Ohm, RN70C 1% Metal Fill ........scssssssseeees 40 
RMF00002150ROQA............ 2,150 Ohm RNC50J 1% 25ppm MF ........sssssesee .14 | RMFOOOO2800ROFE............. 2,800 Ohm RNC6OH 1% SOppm MF ..........esccsseee 30 | RMFOOOO3830ROEC............ 3,830 Ohm,RNSSE 1% D5ppmn ME. keagdtesessatarsot 23 
RMFO00021 50ROQE ........... 21 50 Ohm RNC60J 1% 25 ppm M.F ......ecsssseessee 26 | RMFO0002870RODC ........... 2,870 Ohm,RN55SD 1% Metal Fil ......-ssssseesseeees 10 | RMFO0003830ROFC............. 3,830 Ohm, RNC55H 1% SOppm MF. ...sssssssssssssseee 15 
RMFO0002162RO0PG .......... 2,162 Ohm RNGSF 25% MP... sossesssessserssseensee .35 | RMFO0002870R00I ........... 2, 870 Ohm, RN7OD 15% Metal Filly .......cesscssesensot 30 | RMFOOOO3830ROFE ............ 3,830 Ohm RNCOOH 1% SOppm MF os .sessssecsesseese 22 
RMFO0002200R0DI ............ 2,200 Ohm, RN7OD 1% Metal Fil ......escsssssussee .35 | RMFOOOO2870ROEC........... 2,870 Ohm RNSSE .1% ODPM MF occccsccscccccccccess 19 | RMFOOOOS830ROFG ........... ae Ohm RN6SC 1% SOppm MF. ...ssosssccssoe 30 
RMFOO002200R0JC........... 2,200 Ohm RLRO7C 5% Metal Film .....sssscssssenne .06 | RMFOO002870ROEG ........... 2,870 Ohm RNGSE .1% Metal Fill .......sscsssesesnee .65 | RMFOOOO38B0ROFC........... 3,880 Ohm,RNC5SH 1% 50ppm ME... wees 
RMFOO002200ROUI.............. 2,200 Ohm RL20S 5% Metal Fill ........scsesssseeee 20 | RMFO0002870ROFC............ 2,870 Ohm,RNC55H 1% SOppm M.F. ....sssssececssee 13. | RMFOOOO3900RODA......... 3,900 Ohm RNSOD 1% MF a..nsesssssssscecssssssseeeees 15 
RMFOO002200ROJP ........... 2,200 Ohm Iwt 5% ERG-1AV M.E....... wee 1,00 | RMFO0002870ROFE............ 2,870 Ohm RNGOC 1% SOppm MAF ...sssessecesssse 22 | RMFOO003900RODG........... 3,900 Ohm, RNGSD 1% Metal Fill .......sssscsssseee 25 
RMFO0002210RODC .......... 2,210 Ohm, RN5SD 1% Metal Fil ....s.-sesssssessneees .10 | RMFO0002870R0FG 2,870 Ohm RNC6SH 1% SOppm MF. ..-sccssssecerssse .25 | RMFOOOO3900ROFA............ 3,900 Ohm RNCSOH 1% SO ppm MAF .....secssesesesss 15 
RMFO0002210RODG . 2,210 Ohm, RN6SD 1% Metal Film vse 29 | RMFOQOO2870R0GA ........... 2,870 Ohm RNSO 2% SOppm M.F 08 | RMFOOO03900ROJI............. 3,900 Ohm RL20S 5% Metal Film ......essssecssssun 20 
RMFO000221 OROEC 2,210 Ohm RNSSE.1% 25ppm MLE... vo 19 | RMFOOOO2910RODC............ 2,910 Ohm,RNSSD 1% Metal Film .... 10 | RMFOO003920RODC............. 3,920 Ohm,RN55SD 1% Metal Fil ....ssssscssscesnse 09 
RMFO000221 OROEE............ 2,210 Ohm RNGOE .1% 25ppm ME... ewseee 32 | RMFOOOO29] OROFE 2,910 Ohm RN6OC 1% SOppm M.F...... .25 | RMFQO003920RODG........... 3,920 Ohm, RNGSD 1% Metal Film .......sssssccsson 25 
RMFO0002210ROFC............. 2,210 Ohm, RNC5SH 1% 5Oppm MF. .......sssssssene 15 | RMFO0002940RODC ........... 2,940 Ohm,RN5SD 1% Metal Fil .......sssosscsesseen 10 | RMFO0003920ROD)I............ 3,920 Ohm, RN70D 1% Metal Film.............. Ite A0 
RMFO0002210ROFE............. 2,210 Ohm RN6OC 1% SOppm MF ....sssscssseeee .22 | RMFO0002940RODE ........... 2,940 Ohm, RNGOD 1% Metal Fill .......ssssssssssee a RMFO0003920RODN.......... 3,920 Ohm PRH-250 1% .25W MAF .....sssscsssssseeeees J5 
RMFO0002210ROQC........... 2,210 Ohm RNR5SJ 1% 25ppm M.F .....--sssssseeees 25 | RMFO0002940ROEC............ 2,940 Ohm RNSSE.1% Q5pp MF. .......-sseesesseeeees RMFO0003920ROEC............ 3,920 Ohm RNSSE .1% 25ppm MAF. ......scccssssssceeees 19 
RMFO0002260RODC ........... 2,260 Ohm, RNSSD 1% Metal Fill .......csssesssssnee 12 | RMFOOOO2940ROFA............ 2, 940 Ohm RNCSOK 1% SOppm MF ......scssssoseees 15 RMFOO003920ROFC ............ 3,920 Ohm, RNCSSH 1% SOppm MF ....ccssecsssvsenee 14 
RMFOOO02260RO0E ........... 2,260 Ohm, RNGOD 1% Metal Film ........sssssssnsee .20 | RMFOOO02940ROFC............ 2,940 Ohm,RNCS5H 1% 50ppm ME ....... 15 | RMFOOO03920ROFE ............ 3, 920 Ohm RNC6OH 1% BO ppm MF o.s.sssssecceseeeees 30 
RMFOO002260RODG ........... 2,260 Ohm, RN6SD 1% Metal Fil ....ssssssssnee 25 | RMFOOOO3000ROGC........... 3,000 Ohm, RLRO7C Matal Fm See ORES 10 | RMFOO003920ROFG ........ 3,920 Ohm RNOSF 1% SOppm MF ....ssccsssssesseeees 30 
RMFO0002260R0DJ............. 2,260 Ohm, RNRS5C 1% Herm. Glass ........sseese .65 | RMFO0003000R06) ............ 3,000 Ohm, .Sw 2% metal Fill .........scssesesseseee 29 | RMFOQOO3990RODN........... 3,990 Ohm GA-53314A 1% Glass .......sssssssssseeeeen 65 
RMFO0002260ROEC............. 2,260 Ohm,RNSSE .1% 25ppm MLE. ......cssscseseeeeee .23 | RMFOO003000ROJ)............. 3,000 Ohm RL20S 5% Metal Fillm ........sssssecssssen 20 | RMFOOOO4000ROAF............ 4,000 Ohm Vish. $102C 01% .6W ..scscnrsnnnn 2.00 
-RMF00002260ROEE ............ 2,260 Ohm RNGOE .1% 25ppm MLE. .ssoreeesssseseeees 40 | RMFOOOO3OOOROUV ............ 3,000 Ohm, Corning FP7 5% 7W MF ..s....sscccesssse 4.50 | RMFOO004000ROFC............. 4.000 Ohm,RNC55H 1% SOppm MF. ....ssssss+s000e pouAg 
RMFOOO02260ROFA .......... 2,260 Ohm RNC5OK 1% SOpprn M.F ...sscsssssense 12 | RMFO0003010R00C ........... 3,010 Ohm,RN55SD 1% Metal Fil .......ssssssssssssen 10 | RMFOO004020RODC ........... 4,020 Ohm,RNSSD 1% Metal Filim ........ccssssssecssee 10 
RMFOO002260ROFC............. 2,260 Ohm, RNCS5H 1% 50ppm ME. ...cessscsseseasee 13 | RMFOO003010RODE 3,010 Ohm,RN6OD 1% Metol Fil .......csssssscsssses 20 | RMFOO004020RODE ........... 4020 Ohm,RNGOD 1% Metal Filit ......scccssscseresos 20 
RMFOOOO2290ROEC............. 2,290 Ohm,RNSSE .1% 25ppm M.F ve 19 | RMFOOOOSOTORODF ........... 3,010 Ohm 1% .3w Spr RNCOOY oon. cesessnsssee J5 | RMFOO004020R00G ........... 4,020 Ohm, RN65D 1% Metal Film oo... ccssesesse 25 
RMF00002320RODC ........... 2,320 Ohm,RN55D 1% Metal Film .. v.10 | RMFO0003010R0DI . 3,010 Ohm, RN7OD 1% Metal Fill ......sssssssesnee 32 | RMF00004020RODI............ 4.020 Ohm MFFI2X 1% Metal Fill .........sssssssesee 35 
RMFO0002320RO0EC............. 2,320 Ohm,RNSSE .1% 25ppm MLE. .......seesssssseeees 19 | RMFO0003010ROEl............. 3,010 Ohm, RNC7OK 1% 25ppm MF .......seseseceeens 2.00 | RMFO0004020ROEC............ 4,020 Ohm RNSSE .1% 25ppm MAE .acccssssssscsesseeee 19 


228 Surplus Sales nfo/Tech./Intnl: 402-346-4750 | ORDERS: 800-244-4567 Fax: 402- 


Resistors: 4,020 - 7,870 Ohm 


RMFOOOO4O20ROFE 4.070 Ohm (60H 1% SOppm MF... “5,000 Ohm .5% Swt 300ppm ME. 6490 Ohm RNSSD 1 
RMFO0004020ROFG ‘020 Ohm RES Tgp ve "5,030 Ohm, RNSSD 1% Metal Film .. 7 6490 Ohm, GID el Fin 
Se nieatenea SEE 102C. RMF RO 50 Ohm,RN55 * 64901 90 Ohm R RNC5O) .1% 2 


RMFO00041 20RODC '120 Ohm,RNSSD 1% Metal i % 50ppm 

RMFOOO041 20RODE ....... 4.120 Ohm, RNGOD 1% Metal Film "$110 ohm RNSSD 1% Metal Fm 

RMFO00041 20RODN 5,110 Ohm,RNGOD 1% Metal Film... 
110 Ohm RNGS 


DOROF aceon 4,120 Ohm, | 50ppm of . 5,110 Ohm, abc M. 006650RI 
RMFO00041 20ROGC ........... 4,120 Ohm, RLRO7C Metal Fil ......sssseseesssesee ‘10 | RMFOOOOS1 10ROFC 110 Ohm, RN55C1% <Oppm M 3 RMFO000665OROEC........... 6,650 Ohm, BNSC 1% 25ppm ME 
RMFO00041 65RORF............ 4, 165 Ohm, 1% .3W Sppm S102C......s.sssscsssessee 3.00 | RMFOOO05STIOROFE............ 5, 110 Ohm RNGOC 1% SOppM MF oo... csessssseeeeee ; RMFOO006650ROEE ............ 6, 650 Ohm RNGOE .1% 25ppm MLE. ...... 3 
RMFO0004170ROEC............. 4) 70 Ohm, RNSSE .1% 25ppm MF. .cssoceeeessseeee 19 | RMFOO0051 10ROFI............. 5,110 Ohm RNR70C 1% 50ppm M.F d 6650 Ohm RN55SC 1% SOppm ME sssssessesseese 
RMFO0004220RO0C ........... 4,220 Ohm,RN5SD 1% Film ....... Sy, . 5, 110 Ohm Vishay $102C .1% .6w 
RMFO0004220R00E ........... 4,220 Ohm,RNGOD 1% Metal Film........ ode = 5, 120 Ohm,RN5SD 1% Metal Film a Nr 
RMFO0004220R006 4,220 Ohm, RN65D 1% Metal Film........ vecenseus 259 | RMPOOOOSTSORODC .... 5,150 Ohm, RNSSD 1% Metal Film ....cscssssnsnene 10 | RMFOOOO673OROFC nnn Ohm, : 
RMF00004220R0DI 4,220 Ohm, RN7OD 1% Metal Fil .......ssesssesseen 35 | RMFOO005170RODC ........... s 170 Ohm, RN55SD 1% Metal Fil .......ssssssseseeeee ; RFO00067 ROC. wit Ba 6, 730 Ohm RNCS5I .5% 25ppm 
RMFO0004220ROEE 4,220 Ohm RN6OE .1% 25ppm ME. .....scesseeceeene .32 | RMFOO005230RO0FC............. 5, 230 Ohm, RNC55H 1% 50ppm M.E ... LF RMFO0006730R0PG ........... 6, 730 Ohm RNC6SK .5% SOppm ME. 
RMFO0004220ROFC............. 4,220 Ohm, RNCSSH 13% SOppm M.E. .....sesssessseun 15 | RMFO0005230ROFE .. 5,230 Ohm RNC6OH 1% 50ppm M.F ‘ RMFO0006800RODB ........... 6,800 Ohm, Caddock MS-260 
RMFOO004220R0FE ............ 4,220 Ohm RNCOOH 1% SOppm MF... ssssssssne 22 | RMFOOOOS250ROEE............. 5, 250 Ohm RN6OE .1% 25ppm ME... : 73AN RN6S 
RMFOO004220R0FG ........... 4,220 Ohm RNGSC 1% SOppm ME a .scescscncsee 25 | RMFQOOOS360RODC........... 5,360 Ohm,RNS5D 1% Metal Film .... 6 Fi 
RMFO0004220R0GZ ........... 4 220 Ohm, Corning RDGSP 2% 2W MP ....esecsmen 2: . RMFOOOOS360RODE .......... 5, 360 Ohm, RNGOD 1% Metal Film ... ee BOOROFA............. 6, CSOH 1%. 
RMFO0004270RODC............ 4,270 Ohm, RN55D 1% Metal Fill ........ssssssesseeee RMFO0005360RODG .......... 5,360 Ohm, RNOSD 1% Metal Fil .....sescssssestee : RMFOOOO6800ROFC............. 6, 800 ohm -RNSSC 1% <Opam ME. 
RMFO0004300ROGA............ 4, 300 Ohm RLROSC 2% SOppM MB .....sssssesssssseee iB RMFO0005360RO0D1 ............ 5,360 Ohm, RN7OD 1% Metal Fill .....ssssssccesceen , RMFOOO06800ROGC ........... 6, 800 Ohm RLRO7C 2% .25w Film... 
RMFO0004300ROCC ........... 4,300 Ohm, 2% RNSS Size M. F sssesssssscesseseesecee 08 | RMFOOO05360RODK ........... 5,360 Ohm RNC75J 1% Metal Fill ......essseesseeen E RMFO0006800R0NV ..... .. 6,800 Ohm, 5% 7w Metal Fil 


RMFO0004300R04 ............. 4,300 Ohm RL20S 5% Metal Film .... 
RMFO0004320R00C ........... 4,320 Ohm,RNSSD 1% Metal Film .... 


. .20 | RMFOOOOS360ROEl....... 


5,360 Ohm RNR7OE.1% 25ppm MF occ . 
- 10 | RMFOOOOS360ROFA 


: RMFO0006810RODC 
5, 360 Ohm RNCSOK 1% SOppm MF oacssccsesssscsnes : 


- 6,810 Ohm, RNSSD 1% Metal 
- RMFO0006810RODG........ 6,810 Ohm, RN6SD 1% Metal Film . 


RMFGOO04320RODE ........... 4,320 Ohm, RNGOD 17% Metal Fill... sessssosesesee 16 | RMFOOOO5360ROFC.......... So 360 Ohm,RNCSSH 1% SO pp M.E ose csesecssssen 15 | RMFOQ006810R0DI S 6 810 Ohm, RN7OD 1% Metal rm see 
RMFO0004320RODM .......... 4,320 Ohm, RN8OB 1% Metal Fill ........sssssese 3.50 | RMFO0005360ROFi............. 5,360 Ohm RN7OF 1% SOppm MF o.....sssssssseeeree ; RMFO000681OROEE ............ 6,810 Ohm RNGOE .1% 25ppm MF... ; 
RMFO0004320ROFA............. 4, 320 Ohm RNCSOH 1% SOppm MF o....sesssseessssne 12 | RMFOOOOS360ROPA ........... 5,360 Ohm RNC5OK .5% TOOppm MF ....sssseseeese ; RMFO0006810ROEG ........... 6, 810 Ohm RNGSE.1% Metal Film ... Joe 
RMFO0004320ROFC............. 4,320 Ohm, RN55C 1% 5Oppm M.F ....-sssesecesesees 14 | RMFOO005430RODC ........... 5,430 Ohm,RN5SD 1% Metal Fill .......sssccsseeeesee ; RMFO000681 OROFC............. 6,810 Ohm, RNCS5H 1% 50ppm ME. AS 
RMFO0004420R0DE ........... 4,420 Ohm,RNGOD 1% Metal Fil ......ccesssssesoeoee 20 | RMFOOOOS450ROHG........... 5,450 Ohm, RNCGSS MF ....sssssetesetenneee eee RMFO0006810ROFE............. 6, 810 Ohm RNC6OH 1% 50ppm M.F pe G 
RMFOO004420ROEK............ 4,420 Ohm RN7SE.5% 25ppm MF -roecssoscnoree 1.50 | RMFOOOO5S490RODC ........... 5,490 Ohm, RN55SD 1% Metol Fill ....coecsseeoneenee : RMFO000681 OROFG ........... 6, 810 Ohm RNC6SH 1% 50ppm M.F e | 
RMFOO0004420RO0FC............. 4,420 Ohm, RN5SC 1% SOppm ME .scscoscesssccne 14 | RMFOOOOS490RODE ......... 5,490 Ohm, RNGOD 1% Metal Film............. sea RMFOOO06830RODG ........... 6,830 Ohm, RN65D 1% Metal Film .. : 
RMFO0004420R0G ............ 4,420 Ohm RLR-20C .5W 2% MF ..sscesssscessseeeen 15 | RMFOQOO5490ROEC............ 5,490 Ohm,RNSSE 1% 25ppm ME. ...scssssccsseeeen d RMFOO006980RODC ........... 6,980 Ohm, RN5SD 1% Metal Fil .....scsssesseseseeee 10 
RMFO0004480RODC ........... 4,480 Ohm,RNSSD 1% Metal Fill .......sssesccessee 10 | RMFOOOO5490ROFC............. 5,490 Ohm,RNC5SH 1% 50pprm M.E. ...cssssscssesesee : RMFOOOO6980RODE ........... 6, 980 Ohm, RN6OD 1% Metal Film .. mt | 
RMFOOO04480ROEC............. 4,480 Ohm RNSSE .1% 25 ppm M.F. ....sscccosseeceee 19 | RMFOQO05490ROFE..... . 5,490 Ohm RNC6OH 1% SO ppm MF ..sssssssseceeeeesee : RMFO0006980ROD)............. 6,980 Ohm RNSSG_1% GOSS sar eooane ae 4 
RMFOOOO4480ROFE ........... 4,480 Ohm RC6OC 1% SOppmM.F ...ccsseessessecees 30 | RMFOOOO5490ROFG .......... 5, 490 Ohm RNC65K 1% SOppm M.E ....sssseseeonees ‘ RMFOOO06980RODN ........... 6,980 Ohm PRH-250 1% .25w Glass... pos E 
RMFOO004530RODC ........... 4,530 Ohm,RN5SD 1% Metal Film ....sssssssccsseens . 10 | RMFOOOOS490ROHE ........... 5,490 Ohm RNCGOH 196 MLE. ssssseoseccsetcnseensesne : RMFOOOO6980ROEC............. 6,980 Ohm,RNSSE 1% 25ppm ME .nrcccmsmesese 
RMFOOO04530RODE ........... 4,530 Ohm,RN6OD 1% Metal Fil... ssscssoccsonene -16 | RMFOOOOS49OROPA .......... 5,490 Ohm RNCSOH .5% 50ppm M-F......... cane RMFOOOO69BOROFC............. 6, 980 Ohm, RNCSSH 1% SOppm MF cessssscesseesee DS. 
RMFO0004530RODK ........... 4,530 Ohm RN75B 1% Metal Fill .......ssocsssssecee 55 | RMFOOOO5500ROJG............ 5,500 Ohm 5% SWIM. F ...sssssssscssesesssee RMFOO006980ROFE ............ 6,980 Ohm RNC6OH 1% SOppM MF a... aasssssseesssee 229 
RMFO0004530ROEC............. 4,530 Ohm RNSSE 1% 25pprm ME... sssssecsseeeeee 17 | RMFO0005502ROA............ 5,502 Ohm Vish RNC9OY .01% .6W ss. RMFOO006980ROFG ........... 6,980 Ohm RNC6SH 1% SOppm MAE ...ssssssescessseee 2a 
RMFOO004530ROEE ............ 4,530 Ohm RNGOE .1% 25pm MLE. ......ssoocecesseseee .32 | RMFOQOO5555ROA............. 5,555 Ohm Vis. RNCOOY 01% .6W sees RMFOO007060ROEC............. 7,060 Ohm,RN5SE .1% 25pm ME. ...sssseecneeesseee 25 
RMFOOOO4530ROFC............ 4/530 Ohm,RNCSSH 1% SOppm ME ccsescsssscccn 14 | RMFOOOOS600RODI............ 5, 600 Ohm RFGS-E 1% SWIM ose ae RMFOO007150RO0DC........... y 150 Ohm RNSSD 1% Metal File ....sosssnee al 
RMFOOOO4530ROFG ........... 4,530 Ohm RNOSF 1% SOppm MF ..sesccssecenee 30 | RMFOOOO5600ROJ0 ........ . 5,600 Ohm 5% Swat Corning FP69 ......soovsessen 1 3 RMFOOO07150RODE .......... 7 "150 Ohm, RN6OD 1% Metal Film....... 
RMFOQOO4530RORF............. 4,530 Ohm Vish RNC9OY .1% Sppm .3W .....sesecn 3.00 | RMFO0005620R00C .......... 5,620 Ohm,RN5SD 1% Metal Fil... ....sessceeeerene RMFOO007150R0DG........... 7,150 Ohm RNGSD 1% Metal Film........ 
RMFOO004590ROEC............. 4,590 Ohm RNSSE .1% 25pm M.E. .....asssessecsseeeee 19 | RMFO0005620RODE ........... 5,620 Ohm RN6OD 1% Metal Film «cnn % RMFO0007150RODI ............ 7,150 Ohm, RN7OD 1% Metal Fil ......ccsssscsseseene « 
RMFO0004640RODC ........... 4,640 Ohm,RNS5SD 1% Metal Fill ........sscsseeeee 10 | RMFO0005620ROD)............ 5,620 Ohm 1% 1OOppm TRW CGH1/2 .....sssssecnee 45 | RMFOO007150RODN............ 7,150 Ohm GA-53314A 1% Glas ...sssssccssseesseeeese « 
RMFOO004640RODE ........... 4,640 Ohm,RNGOD 1% Metal Fill ......ssoccccseseses 20 | RMF00005620RODN ........... 5,620 PRH-250 1% .25W Glass ...ssescssessscseceeenee .35 | RMFOQ007150ROFE............ 7,150 Ohm RNC6OH 1% SOppm M.F ......sssoesessesee : 
RMFOO004640RODG ........... 4,640 Ohm RN6SD 1% Metal Fil .ssesscsosscsnsoeen 30 | RMFOO005620ROEC............. 5,620 Ohm,RNSSE.1% 25ppm MLE ... 19 | RMFOOO07150ROFG ........... 7, 150 Ohm RNC6SH 1% 50ppm MLE .... Loe 
RMFO0004640RODI............ 4,640 Ohm, RN7OD 1% Metal Film ......ssoossseseeen 35 | RMFOOOO5620ROEE............ 5,620 Ohm RNGOE 1% D5 ppm MLE ssssssscscevessossoree .32 | RMFOOQO7150ROPC............ 7, 150 Ohm, RNS5 .5% Metal Film ...sccsnecsseeseeee DO 
RMFOQOO4640ROEC............. 4,640 Ohm RNSSE 1% 25pprm ME ..esssscssescsnse 25 | RMFOO005620ROFC.......... 5,620 Ohm, RNCSSH 1% 50ppm ME... RMFO0007150ROQA ........... 7,150 Ohm RNC5OJ 1% 25ppm ME... aa 
RMFOOO04640ROEE ............ 4,640 Ohm RNGOE 1% 25pm MAF ....ssssooccsesseee .32 | RMFO0005620RO0FE............ 5,620 Ohm RNC6OH 1% 50ppm M. F stats ese 22 | RMFOOOO7150R0QC......... 7,150 Ohm RNC55J 1% 25ppm MAF ...sssssseesneeen 25 
RMFOO004640ROFC............. 4,640 Ohm,RNC5SH 1% SOppm ME. ......ssscssssssee 12 | RMFO0005620ROFl............. 5,620 Ohm RNC7OH 1% SOpprn MF ....ssocccsssseeeon 40 | RMFOO007230RODN........... 7,230 Ohm GA-583140 Gls 196 SW ...sscsssecsseseeee I5 
RMFO0004640ROFE ............ 4,640 Ohm RNC6OH 1% SOppm MF ....sessoccsesesee 22 | RMFO0005620ROQE ........... 5,620 Ohm RNR6OC 1% 25ppm M.F RMFO0007230ROEC............ 7,230 Ohm,RNC55H .1% 25ppm MF... 19 
RMFOOOO4640ROFG ........... 4,640 Ohm RNC6SH 1% 5O0ppin ME ..essesssssseunen 28 | RMFOO005690RODC ........... 5,690 Ohm,RN55D 1% Metal Film ... RMFO0007230ROFC............. 7,230 Ohm, RNCG55H 1% 50ppm MLE... oe 
RMFOOO04640ROQK ........... 4,640 Ohm RNC70J 1% 25ppm ME . wwe 125 | RMFOOOOS760RODC............ 5,760 Ohm,RNSSD 1% Metal Film ... RMFO0007320RODC ........... 7 320 Ohm, RN55D 1% Metal Fill ....ccscseseterneeee 10. 
RMFOQ004700RODK ...........4,700 Ohm 1% VW Metal FE on.cecsesscsensercenen 1.00 | RMFQOOOS760ROEE............ 5,760 Ohm RNGOE .1% 25ppm M.E...... : RMFOO007320RODE ........... 7,320 Ohm, RNGOD 1% Metal Fill ......csosesssessee 16 
RMFO0004700ROFA............ 4,700 Ohm RNC5OH 1% SOppm MAF .......csssesscseen 15 | RMFO0005760ROFC............ 5,760 Ohm,RNCSSH 1% SOppm ME. ..essscsccsssceeeee ; RMFO0007320ROD) ............ 7,320 Ohm, RN7OD 1% Metal Fil .....ssssssssssssees 35 
RMFO0004700ROGA ........... 4,700 Ohm RLROSC 2% SOppm M.F ........sssssssseeen 08 | RMFO0005760ROFE............ 5,760 Ohm RNC6OH 1% SOppr MF ......cscsssceccse 22 | RMFO0007320RODN............ 7,320 Ohm PRH-250 1% .25W Glass ......esscsoceecee 35 
RMFO0004700ROGC ........... 4,700 Ohm, RLRO7C Metal Fil .......-sscssecsssssecee 08 | RMFOOO0S900RODC ........... 5,900 Ohm,RNSSD 1% Metal Fill .....s.cccsscccesee 09 | RMFO0007320ROFE............. 7,320 Ohm RNC6OH 1% SOppm MF ...s...sessseeeese 22 
RMFOO004700ROIC ............ 4700 Ohm, 5% Metal Film ......sscssssesecssscecennseee 08 | RMFOOO05900RODG........... 5,900 Ohm, RN6SD 1% Metal Film........ wvsseene 29 | RMPOOOO7320R066 ........... 7, 320 Ohm RNC6SH 1% SOppm M.E ...sesscssesseee 50 
RMFOOO04700ROJP............ 4700 Ohi Vt 5% RN6S Size MF ocecrsnene A5 | RMFOO005900RODI............ 5,900 Ohm, RN7OD 1% Metal Film ........ssssceosscen 35 | RMFOOO07320R00E ........... 7,320 Ohm RNC60J 1% Pane me cc ke 
RMFO0004700ROSF ............ 4, 700 Ohm Ohm Vish 1O2TYC.25% .3W -.essescosecsn 3.00 | RMFOOOOS900RODK........... 5,900 Ohm RN75B 1% Metal Fil... essssssseseesse 70 | RMFOOGO7410ROFC............. 7, 410 Ohm,RNCSSH 1% SOppm M.E ..sscesssccsecene IS 
RMFO00047 SOROAF............. 4,750 Ohm Ohm Vish RNGOY .01% .6W ..........00. 3.00 | RMFOOQOS9OOROEC............. 5,900 Ohm,RNSSE .1% 25 ppm MLE ...sesesscsseeeeseee 19 | RMFO0007500R0DC ........... 7,500 Ohm, RN55D 1% Meta fia edb kahit 10 
RMFOO004750RODC ........... 4,750 Ohm,RNSSD 1% Metal Fill .......ssscsssssssesee .09 | RMFOOOOS9OOROFE............ 5,900 Ohm RNC60H 1% SOppr MF .......escsssscecen 22 | RMFOO007500RODE ........... 7/500 Ohm, RNGOD 1% Metal Fill ...s..sscsssssessee 20 
RMFO0004750RODE ........... 4,750 Ohm,RNGOD 1% Metal Film ..........ssssoceessen .20 | RMFOOO05S970RODE ........... 5,970 Ohm RNGOD 1% Glass M.E. .....ssssssssscesssceee -16 | RMFOO007500RO0DG........... 7,500 Ohm RN6SD 1% Metal Filtm .....sscsscsscseese 29 
RMFOO004750RO0DG............ 4,750 Ohm RNGSD 1% Metol Filer... sssecsssnosesee 25 | RMFOOOO6OOORODK........... 6,000 Ohm RN75SB 1% Metal Film .....esssecsosceon 95 | RMFOO0O7500RODK ........... 7500 Ohm,RN75G 1% Metal Film......... oe 
RMFO0004750R00) ............ 4,750 Ohm, RN7OD 1% Metal Film... esssccosscsese 45 | RMFOOOO6O0OROPI ............ 6,000 Ohm .5% .5wt 300ppm ME ...... woe 20 | RMPOOOO7SQORODN........... 7,500k C-173C RNG5G 1% .25W Gls. eosessreeneree 30 
RMFO00047 SOROFA............ 4,750 Ohm RNCSOK 1% SOppm MF .cessssccsssecne 15 | RMFOO006040RODC ........... 6,040 Ohm,RN5SD 1% Metal Film ....s.sssssscssesue 10 | RMFOOOO7S5OOROEC........... 7,500 Ohm, RNSSE .1% 25ppim ME, ....cssosssseenseee 23 
RMFO0004750ROFC............. 4,750 Ohm,RNC55H 1% 5Oppm ME ..... vows 14 | RMFOOOO6040RODE ........... 6,040 Ohm RNGOD 1% Glass MF .....scscsscscssceeesee -16 | RMFOO007500ROFA............ 7,500 Ohm RNC5OH 1% 50ppi MAF. ...sssssccsseeenne 13 
RMFO0004750ROFG ........... 4,750 Ohm RNR65C 1% SOppm ME ...essssssecesseeeee 50 | RMFO0006040RODI............ 6,040 Ohm, RN7OD 1% Metal Fill .......sssssssessesee .35 | RMFOQOO7500ROFC............. 7,500 Ohm,RNC5SH 1% SOppm M.E. .....sssssssseseun 13 
RMFO0004870RO0DC ........... 4,870 Ohm,RN55D 1% Metal Film.......... vee 10 | RMFOOO06040ROEC............ 6,040 Ohm,RNSSE 1% 25 ppm MLE ..ssocsscoscseenee 19 | RMFOOOO7500ROFE............ 7,500 Ohm RNC6OH 1% SOppr MF .....s..scsscseene 24 
RMFOO004870RODE ........... 4,870 Ohm,RNGOD 1% Metal Filtm .....soocssecsseeeee 20 | RMFOQOO6O40ROEH ......... 6,040 Ohm RNRGOE .1% 25ppm Glass ......esecccsne 95 | RMFOOOO7S500R0F6 ........... 7,500 Ohm, RN65C 15% SOpprm M.E ..esssscssecssses 26 
RMFOO004870R00G ........... 4,870 Ohm RNGSD 1% Metal Film... .ssssscsosccunse 30 | RMFOOOOGO4OROFA............ 6,040 Ohm RNCSOH 1% S0ppm MF... snes «12 | RMFOOOO7500ROGC ........... 7,500 Ohm RLRO7C 2% Metal Fil .....soscsescseene 08 
RMFOO004870ROEC............. 4,870 Ohm,RNSSE 1% 25 ppm M.E .csescccesccsensee 19 | RMFOOOOG6O40ROFC............ 6,040 Ohm,RNCSSH 1% SOppm ME ....sesscsoseccnee -15 | RMFOOOO7500R06G............ 7,500 Ohm, .5w 2% 100ppm MF. ee 
RMFO0004870ROFA............. 4,870 Ohm RNCSOH 1% 50ppm M-F...... vee «12 | RMFOOO06100ROAF............ 6,100 Ohm .005% .3W 15ppm 3125P .........ssssee 6.00 | RMFO0007500R0CZ_........... 7,500 Ohm Corning FP2 2% 2w MF . . 1.00 
RMFO0004870ROFC ............ 4,870 Ohm,RNC55H 1% SOppm ME ..... woe 14 | RMFOQ00619ORODC ........... 6,190 Ohm,RNSSD 1% Metal Fill ....csscsscssccensee 10 | RMFOQOO7500ROHE ........... 7,500 Ohm RNC6OH 1% SOpprn M.F. ...cssecscssesecese 25 
RMFO0004870RORF............. 4,870 Ohm .1% .3w Sppm RNCGOY .......s.ecseesseee 3.00 | RMFO0006190RODE ........... 6,190 Ohm RNGOD 1% Glass MF .......scsscccssesense 16 | RMFOO007590ROEC............ 7,590 Ohm,RNSSE 1% 25ppm MF. ...ssssscscessseese 23 
RMFOOO04930ROEC............. 4,930 Ohm,RNSSE .1% 25ppm M.E....... woes 19 | RMFOOOO6190RODG........... 6,190 Ohm, RN65D 1% Metal Film ... vn 29 | RMPOOOO7590ROFC............ 7,590 Ohm, RNCSSH 1% SOppm M.E..... as 
RMFO0004990RODC ........... 4,990 Ohm,RNSSD 1% Metal Film ....ccesssscccnseee 4.99 | RMFO0006190RODN........... 6,190 PRH-250 1% .25w Glass....... vee 3D | RMFOOOO7680RODE ........... 7,680 Ohm, RN6OD 1% Metal Fil ......osassssreesee 20 
RMFOOOO4990RODE ........... 4,990 Ohm,RNGOD 1% Metal Film.......... wen 20 | RMPFOOOO619ORODP ........... 6,190 Ohm RN25X, Wott 1% ME ...essssesescecse 1.25 | RMFOOOO7680RODG........... 7,680 Ohm RN6SD 1% Metal Film... ...scsscceseeeee 2g 
RMFO0004990ROEC............. 4,990 Ohm,RNSSE.1% 25ppm M.E........ wee 19 | RMFOO006190ROEC.......... 6,190 Ohm, RNSSE 1% 25pm MAF. ...cssscccccsseeeen 19 | RMFOOOO7680ROEE............ 7,680 Ohm RNGOE .1% 25pprm MLE ...ssossesoseecnee 32 
RMFOO004990ROFC............. 4,990 Ohm, RNC5SH 1% SOppm ME. ....ssssscsessssee 12 | RMFOQ006190ROFC............. 6,190 Ohm RNSSC 1% SOppm ME ...sssssscssssessee 15 | RMFOOOO7680ROFC............ 7,680 Ohm,RNCSSH 1% SOpprn M.F. ......esscssssecee 13 
RMFOOO04990ROFE ............ 4,990 Ohm RNC6OH 1% SOppm MAF .......sccsccssss0e 30 | RMFO0006190ROFE............. 6,190 Ohm RNC6OH 1% SOppm MF ......sscsscceesee 19 | RMFOQO07680ROFG ........... 7,680 Ohm RNC65H 1% SOppm M.E ...cssessecsseeen 28 
RMFOOOO499ORORF............. 4,990 Ohm .01% .3w Sppm RNC90Y ..... A RMFO00061 9OROFG ........... 6,190 Ohm RNC6SH 1% SOppm MF a.....osssnsseen 30 | RMFOO007680R00G........... 7,680 Ohm, RNC65) 1% 25ppmm MF ....ssccsseeeeeree 35 
RMFOO004999RODB .......... 4,999 Ohm Caddock MG785 1% 8 WF........ pert. RMFOO006190ROPG ........... 6,190 Ohm RNC65) .5% 25ppm MF ..... . 85 | RMFOQO07770RO0PC............. 7, 770 Ohm RNC55) .5% D5 PPM MF sssccssecsssssseeees 65 

R (5000R08I ............ 5,000 Ohm .05% VHA412P Vishay Metal RMFO0006200ROJE ............ 6,200 Ohm .25w 5% Metal Film ...... .. 18 | RMFOOOO7B40RORF............. 7,840 Ohm Vishay RNC9OY 196 .6W ..seecssssesnsee 3.00 
RMFOOOOSOOORODE ........... 5,000 Ohm,RN60D 1% Metal Film ............. RMFO0006340RODC ........... 6,340 Ohm,RN5SSD 1% Metal Fillm ......ssscssscccssee 10 | RMFO0007870RODC........... ji 870 Ohm,RNS5D 1% Metal Fil ........ssssssceseeees 10 
RMFOCOOS5C00ROD! ............ 5,000 Ohm 1/2wt 1% Metal Fill ..........scscsssssseee RMFO0006340RO0DG ........... 6,340 Ohm, RN65D 1% Metal FIM ..ncnrennan .30 | RMFOQ007870RODE ........... 7,870 Ohm, RNGOD 1% Metal Fill ......s..esscsssseeeen 20 


Fax: 402-346-2939 229 


RMFOC Film tallies ia : k Ohm RLROSC 2% 5Oppm MF... 

RMFOO009760ROEC.......... 9,760 Ohm,RNSSE.1% 25ppm ME... "719. | RMFO0O12000R06C 12k OhmRLRO7C 2% Meta Fim 
RMFOOOO976OROFA........ 9.760 Ohm RNC5OH 1% 5Oppm M.E 10 | RMFOOO1 2000R0GP . aH Ohm, 2% | Watt Metal Film... 

ppm 3 OORODC....... 12.1k Ohm RNSSD 1% Metal Film e: 

ike RNGOD Metol FIM. connnsnnne » 

woe V2.1k Ohen C-B5A 1% Gloss ME econ 

ee 12.1k PRH-250 196 .25W 6105S. ancnnennnn 


RNCSSH 1% <Oppm i ME. RMFOOO10000RODA............ 10K Ohm RNSOD 1% 50ppm MF ... RMFOOO12TOORODN 


RFOOODBO6OROFS sesso “8 060 Ohm RNC65H 1% 50ppm MLE... One RMFOOO1O000RODC ........... 10k Ohm, RNS5D 1% Metal Fil ......cossssssensene RMFOO012100ROEC............. 12.1k Ohm, RNSSE .19% 25pprm MF... ssesssseesseen : 
RMFO0008! 6OROPG vunsen 8,160 Ohm RNGSF 5% ME .. as RMFOO010000RODE .......... 10k Ohm, sHeoe 1% Metal Film . 20 | RMFOOO12100ROFA............ 12.1K Ohm RNC5OH 1% SOppM MF ossssseccssseeeeess 10 
}O000RODG : 65D 1% Metal Film. 25 | RMFOOO12100ROFC........... 12.1k Ohm RNCSSH 1% 50ppm MF .. 15 
RY RMFOOO! 2100ROFE . 12.1k Ohm RNC6OH 1% SOppm M. jA9 
AFOOOTOOQORODM ......... I RMFO0012100ROFI ... 12.1k Ohm RN7ZOC 1% SOppm MF ns sessssessene 40 
Et mH RMFO0010000RODN ........... RMFO001 2300RODC ........... 12.3k Ohm,RN5SD 1% Metal Fil ...sssssesssseeeen AD 
RMFOOO1O000ROEC............ 10k Ohm, RNSSE 1% D5 ppIT MF: cess rhaceentteewene 3 RMFO0012400RODC ........... 12.4k Ohm,RN55D 1% Metal Fill ......socsssssesssen 10 
001 0000ROEE............ 10k Ohm RNGOE 1% 25ppm MF. us RMFO001 2400RODE ........... 12.4k Ohm, RN6OD Metal Fill ............0 Leo lé 
100) . 10k Ohm RNG6SE.1% 25ppm M.E 8 RMFOOO1 2400ROEC........... 12.4k Ohm, RNSSE 1% 25ppm MF .ssesecssserton j9 
10K Ohm RNCSOH 1% 50ppm M. . 10 | RMFOOO]2400ROFA............ 12.4K Ohm RNCSOH 1% SOppm M.F on. sss 12 
50ppm M.F w 22 | RMFOOO] C seesesoee TOK Ohm, RNCSSH 1% SOppm ME. cessenseneessne 19 | RMFOOOT2400RO0FC........... « 12.4k Ohm RNCSSH 1% SOppm ME... sssssssesseenee AS 
RMFO0008250ROFG ......... .. 8,250 Ohm RNC65H 1% 50ppm M. , RMFO001 OOOOROFE............. 10k Ohm RNCOOH 1% SOppM MAF a..ssssssesssssseeens .22 | RMFOOO12400ROFE ............ 12.4k Ohm RNC6OH 1% SOppm M.F...... reer9 
RMFOO008250ROFI............. 8,250 Ohm RN70C 1% SOppm MF a....sssssseensee ! RMFOOO10000R0FG ........... 10k Ohm, RN65C 1% 5Oppm MF ... : RMFO001 2400ROF ........... 12.4k Ohm RNGSE/H 1% SOppm ME .....ssssesssseen 30 


8,250 Ohm 2watt 2% RD6SP M.E...... } RMFO001 0000ROF “10k Ohm RNC7OH 1% 50ppm M.F.. RMFO0012400ROPC............. 12.4k Ohm RNC55J .5% 25ppm MF ...... p25 
8,250 Ohm 2watt 5% 9850-28 MF ... ls RMFOOOTOOOOROGC . 10k Ohm, RLRO7C Metal Film... ..ssssssssnsessen JO | RMFO0012400R00C......... 12.4k Ohm RNS5 1% Gold Lds MF......... = 00 
Ohm RNC6SH .5% 50ppm MF. . 45 | RMFOQOT0000ROJQ “10k Ohm 2w 5% IRCMVC2 MF... A RMFOOO1 2400ROQE ........... 124k Ohm RNC6O) 1% 25 ppm MF... secsessseensees 23 
8,250 Ohm RN6OG 1% 25ppm Glass . . 80 | RMFOOOTOOOORONS........... 10K, 10 watt MPP 4.5°L film......... sector : RMFOOO1 2500ROEE ............ 12.5k Ohm RNGOE 1% 25ppm MF on.s.esssssscesnsee 40 
8,300 Ohm, RNCSSH 1% SOppm MP Ya es ie : RMFOOO10000ROKY ........... 10k Ohm 7 Watt Metal Film Res ....... woe 4.50 | RMFOOOT2600RODC ........... 12.6k Ohm,RN55D 1% Metal Fil .......ssssssessseess 10 
= 8, 450 Ohm, RN55D 1% Metal Fill ........sssssssseseee ; RMFOOO10000ROQH........... 10k Ohm GA-5331 2A 1% .25W Gls ...esesscsssnsesnn .30 | RMFOOO1 2600ROEC............ 12.6k Ohm RNSSE.1% 25ppm M.F ......ecsssssseeee 19 


450 Ohm, RN6OD 1% Metal Film al! RMFO0010000RORC ........... 10k RN55 Size 05% 1-9 M Flim ..........-s wv, 2.00 | RMFO0012700RODC ........... 12.7k Ohm,RN55D 1% Metal Fil ........sssssesssseen 10 


‘Ohm RLR32C1% Iw MLE. 45 | RMFOOO1OOOORORF........ 10k Ohm Vishay $1020.1% .6W ssssesssnsnnon 1.75 | RMFOOO)2700RODE.......... 12.7k Ohm, RN6OD Metal Film ...ccc0ncsnnnn 16 

_ 19° | RMPOOOTOOOORORG........... Dual 10k Ohm Vishay .06% Prec...» - 25.00 | RMFOOOL2700RODG.......... 12.7k Ohm,RN65D 1% Metal Film ....nsnano 30 

$1450 Ohm RNR7OE.1% 25ppm MF. _ 85 | RMFOOOTOOOORGI......... 10k Ohm RLR-20€ Sw 2% MP occu 12 | RMFOOO12700RODK.......... 12.7k RN7SB 1% Metal Film ......... 5 

“ites 8,450 Ohm RNCSOH 1% SOppMM.E sucsmnne 13 | RMFOOOTOO4OROSG....... 10040 Ohm RN75 .25% Metal FM ..ccuuu0 2.00 | RMFOOOT27OOROEC.......... 12.7k Ohm,RNSSE.1% 25ppm MF wnsnnnecone 17 
RMFOOOOB4S5OROFC.......... 8,450 Ohm, RNCSSH 1% SOppm MF css ‘12 | RMFOOO10100ROEl.......... 10.1k RNC7OS .1% 25ppm M FIM ...snsssnenn 50 | RMFOOO1 2700ROFA.......... 12.7K Ohm RNCSOH 1% SOppm MAF ons 10 
RMFOOOO8450ROFE ......... 8,450 Ohm RNCGOH 1% SOppM MF cnn 22 | RMFOOO10100ROE) ........ 10.1k Ohm RNRSSE .1% Glass MF... vow 1.25. | RMFOOOT27OOROFC........ 12.7k Ohm RNC5SH 1% SOppm ME css W 
RMFOOOOB45OROFG ........ 8.450 Ohm RNC6SH 1% SOpPMM.E vaccsenesnne 28 | RMFOOOTO2OORODC........ 10.2k Ohm,RNSSD 1% Metal Fil... ccsccnsnn 09 | RMFOOO] 2700ROFE........... 12.7k Ohm RNCGOH 1% 50ppmM MLE .annnsne 19 
RMFOOOOB45OROQE ......... 8,450 Ohm RNC6OJ 1% 25ppmM MAF cscs 25 | RMFOOO1O2OOROEC..... 10.2k Ohm RN5SH/SSE 1% SOppM ...cssnsnee 17 | RMFOOO1 2700ROQE ........ 12.7k Ohm RNC6OJ 19 25ppm M.F o.sssonsnnse 26 
RMFOOOOBSGOROEC......... 8,560 Ohm,RNSSE 1% 25ppm ME source ‘17 | RMFOOO10200ROEE......... 10.2k Ohm RN6OE .1% 25ppm MLE oa csssnnnnan 32 | RMFOOO)2700RORE.......... 12.7k Ohm RN6OG 1% TT. GOSS nnsnsnsnneneon 85 
RMFOOOOB6GORODC ........ 8,660 Ohm,RNSSD 1% Metal Film.............. ‘10 | RMFOOO10200ROFA........... 10.2K Ohm RNCSOH 1% SOppm M.F occsssnnnn 10 | RMFOOO12700RORF.......... 12.7k .1% .3w Vis Sppm RNCGOY senses 2.50 
RMFOOOOB66ORODE .......... 8,660 Ohm, RNGOD 1% Metal Fil... ‘16 | RMFOOO10200ROFE........... 10.2k Ohm RNC6OH 1% SOppmt MF ..cccsssnnnn 22 | RMFOOO12900ROEC......... 12.9k Ohm, RNSSE .1% 25ppM MA o.cscssnsnsn B 
RMFOOOOB660RODG.......... 8,660 Ohm RNGSD 1% Metal Fil .....n0unnn- 29 | RMFOOOIO4QORODC.......... 10.4k Ohm,RNSSD 1% Metal Fil .....c.nesmee 10. | RMFO0013000RODC......... 13k Ohm RNSSD 1% Metal FilM ...scceceoeo 0 
RMFOOOOB66OROEC......... 8,660 Ohm RNCSSH.1% SOppm MF... AS) | RMFOOOTO4OOROFC.......... 10.4k Ohm RNCSSH 13 SOppm MF o.com 12 | RMFOOO13000RODE ......... 13k Ohm, RN6OD 1% Metal Film ssn 16 
RMFOOOOB6GOROEE........ 8,660 Ohm RNR7OE.1% 25ppM MF cucu. 80 | RMFOOOTO4OOROFG .........10.4k Ohm RNC6SH 1% SOppM MF «snus 35 | RMFOOO)3000RODG......... 13k Ohm, RN65D 1% Metal Film cnn 25 
RMFOODOB6G0ROFA........ 8,660 Ohm RNCSOH 1% SOppMM.E sccccnmnnum 13 | RMFOOOTOSOORODC........ 10.5k Ohm,RNSSD 1% Metal Film ....nnnnnn 10 | RMFOO0) 3000ROFA........ 13k Ohm RNCSOH 1% 5Oppm ME o.ssnsnsn 1 
RMFOOOOB66OROFEC.......... 8,660 Ohm, RNCSSH 1% SOppM MLE ssn 13 | RMFOOO0SOORODE ......... 10.5k Ohm, RNG6OD Metal Film .....ccsscsnn 16 | RMFOOO13000ROFG ......... 13k Ohm, RNC6SH 1% SOppM MF css 30 
RMFOOOOB660ROFG ......... 8,660 Ohm RNC6SH 1% 5Oppm ME ....csnnsn 25 | RMFOOO1OSOORODG.......... 10.5k Ohm,RN65D 1% Metal Film ....ssnnnun 25 | RMFOOO]3000ROGA.......... 13k Ohm RLROSC 2% SOppm MF sccm 08 
RMFOOOOB660ROQE.......... 8,660 Ohm RNC60J 1% 25ppm MF... vw» 26 | RMFOOO10SOOROEC.......... 10.5k Ohm, RNSSE .1% 25ppM MF onsen 17. | RMFO001 3000ROJl.......... 13k Ohm, RC2D 5% Metal Film oneness 25 
RMFO00087SORODE ......... 8,750 Ohm, RN6OD 1% Metal Film ... we «16 | RMFOOO10500ROEG ......... 10.5K RNC65 1% 25ppm ME .... “. TS | RMFOOOI3300RODA ...... 13.3K Ohm RNSOD 1% SOppm MF o.cennnsnn 10 
RMFOOOO8760RODC.......... 8,760 Ohm,RNSSD 1% Metal Fil... JO | RMFOOO1OSOOROE).......... 10.5k Ohm RNRSSE.1% Glass. MF «sss 1.00 | RMFOOO13300RODC.......... 13.3k Ohm,RNSSD 1% Metal Film .....ncconn 10 
RMFOOOO8760ROFC........... 8,760 Ohm, RNCSSH 1% 50ppm M.F. vue 15. | RMFOOOLOSOOROFA......... 10.5K Ohm RNCSOH 1% SOppm MF secs 10 | RMFOOO13300ROEC......... 13.3k Ohm, RNSSE .1% 25 ppm MF onsen 19 

| RMFO0008870RODC.......... 8,870 Ohm RNSSD 1% Metal Film ... _. 10. | RMFOO010500ROFC.......... 10.5k Ohm RNCSSH 1% SOppm MF ...ccsnmnn ‘12 | RMFOOO13300ROFA.......... 13.3K Ohm RNCSOH 1% SOppm MAF oss iy) 
RMFO0008870ROFA.......... 8,870 Ohm RNCSOH 1% SOppm MLE cscs 13. | RMFOOO1OSOOROFG ......... 10.5k Ohm,RNC6SH 19 SOppm M.F cscs 30 | RMFOOO13300ROFC.......... 13.3k Ohm RNCSSH 1% SOppm MF ..scson 15 
RMFOO00887OROFEC.......... 8,870 Ohm, RNCSSH 1% SOppm M.F eccscecnn 15 | RMFOOOTOGOORODC.......... 10.6k Ohm,RNSSD 19 Metal Film ....ccse0e 10 | RMFOOO13300ROFE........... 13.3k Ohm RNCGOH 1% 5OppmM MAF ...esnesnre 2 

| RMFOOOO8870ROFG ....... 8,870 Ohm RNC65H 1% SOppm M.E cmos 28 | RMFOOOTOSOORODE........... 10.6 Ohm, RN6OD Metal Film... —. 16 | RMFO0013300R00G.......... 13.3k Ohm RNC65J 1% 25pm M.F acces AO 
RMFO0008870ROF....... 8,870 Ohm RN7OC 1% SOppM MF orsscsnn 35 | RMFOOOIOGOOROFE......... 10.6k Ohm RNC6OH 1% 50ppm MF. . 22 | RMFOOO13700RODC........... 13.7k Ohm,RN5SD 1% Metal Film....... 10 
RMFOOOOBB9ORODC........... 8,890 Ohm,RNSSD 1% eh 12 | RMFOOO1O700RODC.......... 10.7k Ohm,RNSSD 1% Nel 10 | RMFOOO13700RODG.......... 13.7k Ohm,RNGSD 1% Metal Fil .....cnnsnose ot) 
RMFOOOOB930ROPG......... 8,930 Ohm .5% MLE nsnnsnssnnnnnnnnnnnnn "50 | RMFOOOIO7OORODN......... 10.7k PRH-250 1% .25W ‘GIOSS ons 30 | RMFOOO13700ROEC........ 13.7k Ohm RNSSE 1% 25ppM MF osc ‘19 
RMFOO00900ORODI.......... 9,000 Ohm, RN7OD 1% Metal FilM «cnn 45 | RMFOOO1O7OOROEC.......... 1O.7k RNC55I 1% 25ppm M.E ccsssssnnnsnn 20 | RMFOOO13700ROFA.......... 13.7K Ohm RNCSOH 1% SOppm M.F .ssnsssssn P 
RMFOQOOSOOORODN..........9,000 Ohm GA-53314A 1% GOSS ..sccsnennn 40 | RMFOOO1O7OOROEE........... 10.7k Ohm RNRGOE.1% ME sss 5.00 | RMFOO013800ROFG ......... 13.8k Ohm RNOSF .5% SOppM MF asnnsenern 35 

| RMFOOOO9OOORODR......... 9,000 Ohm 1% Sw NR-50 Film 4 L .ssmsmn 6.00 | RMFOOO10700ROFA........... 10.7K Ohm RNCSOH 1% SOppm M.F sccm 10 | RMFOOOT4000RODC.......... 14k Ohm RN55D 1% Metol Film ....snsonnnnn 0 
RMFOOOO9OOOROFB......... 9,000 Ohm Coddock MS260 1% 6W 2KV ona 6.00 | RMFOOO1O7OOROFE.......... 10.7k Ohm RNC6OH 1% SOppm MF ssn 27 | RMFOOO14000RODE ......... 14k Ohm, RN6OD 1% Metal Fl ...ssssnnune 16 
RMFOOOO9OORODC.......... 9,090 Ohm,RNSSD 1% Metal Film... 10 | RMFOOOTO7O0ROQN......... 10.7k Ohm RN6OG 1% 25ppm glOs scons 26 | RMFOOOL4000RODG.......... 14k Ohm, RN6SD 1% Metal FM ssn 25 

| RMFOOOO9090RODE ......... 9,090 Ohm, RN6OD 1% Metal Film... 20 | RMFOOO1O9OOROEE......... 10.9k RNC6OH .1% 5Oppm MEF ..ccsseennnnn 35 | RMFOO014000RODI......... 14k Ohm. RN7OC1% Metal FilM ....ccnnssnsnsn 40 
| RMFOOOO909ORODG...........9,090 Ohm RN6SD 1% Metal Film... 25 | RMFOOO11000RODC......... 11k Ohm RNSSD 1% Metal Fl .......cscnmnon 10 | RMFOOO14000ROFEA......... 14k Ohm RNCSOH 1% 5Oppm MF cnn ry) 
| RMFOQOO9O9ORODI.......... 9,090 Ohm, RN7OD 1% Metal Film....... 35 | RMFOOO11OOORODE .......... 11k Ohm, RNGOD 1% Metal Film... 16 | RMFOOO14000ROFEC......... 14k Ohm, RNCSSH 1% SOppM ME reser 13 
| RMFOOOO9090ROEC.......... 9,090 Ohm, RNSSE..1% 25ppm ME... RMFOOOTIOOORODG......... 11k Ohm, RN6SD 1% Metal Film ....ncscnn 25 | RMFOOO14000ROFE.......... 14k Ohm RNC6O) 1% SOppm MAF cscs n 
| RMFOOOO9090ROFA.......... 9,090 Ohm RNCSOH 1% SOppm ME .... RMFOOO1 1000RODI......... 11.0k Ohm,RN7OD 1% Metal Fil ....ssrnoe 35 | RMFOOO] 4000R0PG ......... 14k RNC6SI .5% 25ppm Metal F o.snnsssnen 85 
| RMFOOOO9090ROFC.......... 9,090 Ohm,RNCSSH 1% 5Oppm MLE .... RMFOOO1 1 OOOROEC......... 11k Ohm, RNSSE 1% 25ppm MLE asscsssnrnnn 15. | RMFOOO14000ROQE ........ 14k Ohm RNC6OS 1% 25ppM ME. sannannsnnnn 2% 
RMFOOOO9O9OROFE......... 9,090 Ohm RNC6OC 1% S0ppm MF... RMFOO01 1O00ROFA........ VK Ohm RNCSOH 1% SOppm MF... 10 | RMFOOO14300RODC......... 14.3k Ohm,RNSSD 1% Metal Film ....cscnnon 10 

| RMFOOOO9O9OROFG ......... 9,090 Ohm RNC6SH 1% SOppm MLE .... RMFO001 1000ROFC......... Tk Ohm RNCSSH 1% SOppm M.E sss 19 | RMFOOO14300ROOE ......... 14.3k RNGOD 1% Metal FM ...scnscsomnnsnn 16 
| RMFOO009100RODB........... 9,100 Ohm Caddock MMI 52 1% .4w RMFOOO1 1OOOROFE......... Tk Ohm RNCGOH 1% SOppM MLE sss 22 | RMFOOO14300ROEC......... 14.3k Ohm,RNSSE 1% 250M MF occscssesee 19 
RMFOO009100RODC.......... 9,100 Ohm RNSSD Metal Film ....... RMFOOO1 1OOOROFI......... Tk Ohm RNR7OC 1% SOppm MF isn 55 | RMFOOO14300ROFA......... 14.3k Ohm RNCSOH 1% SOppm ME ..ssnnone 2 
RMFOOOO9TOORODE...........9,100 Ohm, RNGOD 1% Metol Fil nnn ‘20 | RMFOOOTIOOOROGP ......... 11k Ohm RLR32C 2% 1WoM.E ocsssnsnssnse 35 | RMFOOO14300ROFC........ 14.3k Ohm, RNCSSH 1% SOppm MF ..ssansson 15 
RMFOO0091 00ROFB.......... 9,100 Ohm Caddock MK132 19 .75W occscsonn 1.50 | RMFOOO11100ROEC......... 11.1k Ohm RNSSE 1% 25ppm MF oo nssnonn 19. | RMFOOO1 4300ROFE......... 14.3k Ohm RNC6OH 1% 50ppm MLE cnn 20 
RMFO0009100ROGE ......... 9.100 Ohm RL205 2% TOOPPM ..nnnnnenennn 15. | RMFOOO11300RODC......... 11.3k Ohm,RNSSD 1% Metal Fil ..ssssomnn 12 | RMFOO014300ROF6 ......... 14.3k Ohm RNOSF 5% SOppM MF aoc ssessssonnn 35 
RMFOO00910OROGZ...........9,100 Ohm 2 Watt 2% FP2 Corning .....n0no0m- 2.50 | RMFOOO!1300RODE....... 11.3k Ohm, RN6OD Metal Film... 14 | RMFOOO145OOROFC...... 14.5k Ohm, RNC5SH 1% SOppm MF ...cccsssnnn VW 
RMFO0009200ROFC........ 9,200 Ohm,RNCSSH 1% SOppm ME .csnnnn 13 | RMFOOO11300ROFA........... 1.3K Ohm RNCSOH 1% SOppM MF scssmmnne 10. | RMFO0014500ROFE....... 14.5k Ohm RNC6OH 1% SOppmM MF cnn 25 
RMFOO009300ROEl........... 9,300 Ohm RNC7OH .1% SOppm MF .csnnsnnon 50 | RMFOOO1130OROFE......... 11.3k Ohm RNC6OH 1% SOppM M.F ..cronsene 19 | RMFOO014700RODC ........ 14.7k Ohm,RNSSD 19% Metal Fill... J0 
RMFOOO093TORODC........... 9,310 Ohm,RNSSD 1% Metal Film... wwe JO | RMFOOOT1300ROPG ........ 11,300 Ohm, RN65F .5% 25ppM MF .sscssnennn 35 | RMFOOO14700RODE .......... 14.7k Ohm, RNGOD Metal Fil ....nossonee 20 
RMFO000931ORODE .......... 9,310 Ohm, RN6OD 1% Metal Film ....nsosomn 20 | RMFOO011340ROEG ......... 11.34k Ohm RNGSE.1% 25ppm ME .rrssne 45 | RMFOOO147OORODG......... 14.7k Ohm,RNGSD 1% Metol Film orn 29 
RMFOO009310RODG.........9,310 Ohm RN6SD 1% Metal Film... 25 | RMFOOO)1400RODC......... 11.4k Ohm,RNSSD 1% Metal Film ....ccnsooon 10 | RMFOOO14700R00P ....... 147k RN25X, Watt 1% MAE ccennnsnn e125 
RMFO0009310ROEC.......... 9,310 Ohm RNSSE 1% 25ppm ME ..scssnsnsee 17 | RMFOOO11SOORODE .......... 11.5k Ohm, RN6OD Metal Film ......cnsoos 14 | RMFOOO14700ROFA......... 147k Ohm RNCSOH 1% SOppm MF o.com iy) 
RMFO0009310ROFA.......... 9,310 Ohm RNCSOH 1% SOppm ME. occ 13. | RMFOOO11SOORODG.......... 11.5k Ohm,RN65D 1% Metal Film... “. 25 | RMFOOO14700ROFC.......... 14.7k Ohm, RNCSSH 1% SOppm MF ..scccsnnns 15 
RMFO0009310ROFC...... 9,310 Ohm,RNCSSH 1% SOppm ME esses 13. | RMFOOOTISOORODN......... 11.5k PRH-250 19 250. GOSS ..cssnneneennn 30 | RMFOOO14700ROFE......... 14.7k Ohm RNCGOH 196 SOppmM MF nsec 20 
RMFO000931 0ROFG ........ 9,310 Ohm RN6SB 1% SOppm MF ...ssscsnon 30 | RMFOOO115OOROEC......... 11.5k Ohm RNSSE.1% 25ppm MLE .snsssesnsnn 19 | RMFOOO14700ROIP......... 14.7k, Iw. 5% Metal Film RES. ccsnnssenren 40 
RMFOOO093TOROQC........... 9,310 Ohm, RNC55J 19 25ppmM M.F osc 15 | RMFOOO115OOROFA......... 11.5K Ohm RNCSOH 1% SOppm MF sss 12 | RMFOOO14900ROFE....... 14.9k Ohm RNC6OH 1% SOppm ME .csnnssnn 2 
RMFO0009420RODC........... 9,420 Ohm,RN5SD 1% Metal Film «cnn 10 | RMFOOO1 1 SOOROFC........ 11.5k Ohm RNC5SH 1% SOppm MF oss 15 | RMFOOO14900ROQC......... 14.9k Ohm,RNC55I 1% 25ppM MF sess 15 
RMFOO009530RODC.......... 9,530 Ohm,RNSSD 1% Metal Film .....ssnns ]0 | RMFOOO1150OROFE........ 11.5k Ohm RNC6OH 1% SOppm M.F sss 19 | RMFOO0) SOOORODC......... 15k Ohm, RNSSD 1% Metal FilM ccm 10 
RMFOO009530RODE .......... 9,530 Ohm, RN6OD 1% Metal Film....... wwe 16 | RMFOOO115OOROPG ........ 11500 Ohm RNGSF..5% 250M MF o.sreccsensen ‘60 | RMFOOO)SOOORODG ......... 15k Ohm, RN6SD 1% Metal FIM cso 25 
RMFOO009530RODM ......... 9,530 ohm RNBOB 1% Metal Film econ 3.00 | RMFO0011B00RODC.......... 11.8k Ohm,RNSSD 1% eed Pani 15 | RMFOOO1SOOORODI.......... 15k Ohm DCS-1/2 1% Metal Fill ...cnnnsnen 40 
RMFOO009530ROEK....... 9,530 Ohm, RN75E 5% 25ppm ML... .. 95 | RMFOOO11800RODE ......... 11.8k Ohm, RN6OD Metal Film... -_.. 16 | RMFOOOTSOOORODA......... 15k Ohm 2wt 1% RD65P Non-ind ...ccconccenos 2.00 
RMFO0009S30ROFA........ 9,530 Ohm RNCSOH 1% 50ppm ME... _ 13 | RMFOOOTIBOOROFA.......... 11.8K Ohm RNCSOH 1% SOppM M.F arson 10. | RMFO001 SOOOROEC.......... 15k Ohm, RNSSE.1% 25ppM MEF. cnn nen 19 
RMFO0009530ROFC......... 9,530 Ohm,RNC5SH 1% SOppM ME sen 13 | RMFOOOI18OOROFC.......... 11.8k Ohm RNCSSH 156 SOppm MF ..sccnnnssnnn 15 | RMFOOO)SOOOROFA.......... 15k Ohm RNCSOH 1% SOpPM MF .ccscnen. 15 
RMFO0009530ROFE......... 9,530 Ohm RNC6OH 1% SOppm M.F ..accnosn 22 | RMFOOO]180OROFE......... 11.8k Ohm RNC6OH 1% SOppm M.F cnn 22 | RMFOOO)SOOOROFC......... 15k Ohm, RUR7C1% Metal Fil cccssesnnsnoe 10 


230. Surplus Sales Info/Tech./Intnl: 402-346-4750 | ORDERS: 800-244-4567 Fax: 402. 


Resistors: 15k - 30.9k Ohm 


RMFO0015000R0J . 15k Ohm Corning FP2 5% 2w MF ..... i RMFO001 9300R0DC . 19.3k Ohm,RNS5D 1% Metal Film .. ce RMFO0024000R0JZ 3w 5% RS3FB M. 
RMFOO01 SOOOROQC ........... 15k Ohm, RNC5SJ 1% agi MF .. RMFOOO1930OROFE........ 19.3k Ohm RNC6OH 19% ME. s RMFOOO24000ROQH ....... 24k ohm R-170N 1% 2 
RMFOO01 SOOORORF............. 15k Ohm Vihey S 2 RMF00024300RODK . 24.3k RN75B_1% Metal 
RMFOO01 5200ROEC 
RMFOO01 5400RODC . 15.4k u) 
RMFO0015400RODG........... 15.4 Ohm,RN65D 1% Metal Film ..... .30 | RMFOOO19600ROFA............ 9.6k Ohm RNCSOH 1% 5Oppm MF............ 
RMFO0015400R001 ............ me RMFOO01 9600ROFC............ 19.6k Ohm RNCSSH 1% 5Oppm MF. 
RMFO001 5400RODN . RMFOO01 9600ROFI 19.6k RNC7OH 1% SOppm M.F 
RMFOOO1 S400ROEC . 17 | RM 

RMFOOO] S400ROFA .. 


RMFOOOT S400ROFC .. | ORODG . hm, RN65D- i 00 
RMFO001 5400ROGC ........... 15.4k Ohm RLRO7C 2% Metal Flim .......ssssssesssee ! RMFO0020000RODN . 20k PRH-250 1% .25w Glass... RMFO0024900ROFC........... 24.9k Ohm RN5S5C 1% SOppm ME. .. 


RMFOOO15400RORE............ 15.4k Ohm RN60G .1% Tl Glass ...... J RMFOOO20000ROEC............. 20k Ohm, RNSSE.1% 25ppm M. F cleanin t RMFOO024900ROFE............. 24.9k Ohm RNC6OH 1% 
RMFO0015800RODC ........... 15.8k Ohm,RNS5SD 19 Metal Fil ses { RMFOOO2OOOOROEE........ 20k Ohm  RNGOE.1% 25ppm M.F RuroonzsonoaDDE . 25k Ohm RNGOD 1% 
RMFOOO1 SBOOROFA.......... -.15.8k Ohm RNCSOH 1% 50ppm MF....... see RMFOOO20000ROEG 20k Ohm RNGSE 1% reay : us 
RMFOO01 S800ROFC 15.8k Ohm, RNCSSH 1% SOppm MF... oe RMFOOO20000ROEI 20k RNC7OH 1% 


Dppm Mtal Fim 
“EO Oh RCH TS Spon 


RMFOQ0) SBOOROFE .. 15.8k ohm RNCGOH 1% 50ppm MF........ ie RMFOOO20000ROFA . RMFOOO2SOOOROKB anne 

RMFO001 6000ROEC T6k Ohm, RNSSE .1% 25pprm ME... scsssesseesseue ! RMFOOO20000ROFE............. 20k Ohm RNC6OH 1% 50ppm M. : RMFO0025200R00C ........... 25.k ohm, RNSSD 1% Metal Fim 
RMFOO01 6000ROFC............. 16k Ohm RNSSC 1% 50ppm M.E. .. OF RMFOOO20000ROFK............. 20k RN75J 1% SOpprn MF, .ssssssssessseenseeenseee 4 RMFO0025500RODC ........... 25.5k Ohm, RNSSD 1% Metal Film 
RMFOO01 GOOOROFE............. 16k Ohm RNC6OH 1% 50ppm M. f DOOSnENC (ys : RMFOOO20000R0GA ........... 20k Ohm RLROS 2% 5Oppm MF . 09 | RMFO0025500RODE 5.5k Ohm, RN6O 
RMFOOO1G000ROFG ............ 16k Ohm, RNC65SH 1% 50ppm M........ — RMFOOO20000ROGC ........... 20k Ohm RLRO7C 2% Metal Film . | RMFOO025SO0RODN 5k PRH-250 1 

RMFOOO1 6O00ROGA........ 16k Ohm RLROSC 2% SOppm MF eeccsssscsssnnsene + RMFOOO20000R06I............ 20k RLR20€ 2% .5w Metal Fim... | 
RMFOO01 6000ROGP ........... 16k Ohm RL32S 2% Iw ME ne : RMFOOO20000ROGP 20k Ohm RLR32C2% Iw ME .. 2 we 25.5k Oh 1% 
RMFOO016200RODG........... 16.2k Ohm,RNG5D 1% Metal Fill .....sssssssesessee .25 | RMFOO020000R0GZ ........... 20k Ohi Corning FP2 2% 2W MF ....sssssssesesseen 1.25 RMFOO025S0OROPC.. . 25.5k RNCSSK .5% Metal Film .. 


RMFO0016200ROD1 ............ 16.2k Ohm RN70B/D 1% Metal FM ccna 40 | RMFOOO20000ROUP............. 20k Ohm, Iw 5% FP32 Flameprof.... RMFO0025770RODE ........... 25.77k Ohm,RN6OD 1% Metal Flm.... 


RMFO0016200ROFA............. 16.2k Ohm RN5OC 1% SOppm MF ... 12. | RMFO0020000R00E ........... 20k Ohm  RNC6OJ 1% 25 pm MF... RMF000261 00RODC . 26.1k Ohm, RNSSD 1% Metal ha 


RMFOOO1 6200ROFC............. 16.2k Ohm, RNCSSH 1% SOppm MF .. . 15 | RMFOOO20300ROFC........... 20.3k Ohm RNCSSH 1% MP eccsssrcssssssesene 12 | RMFOOO26T00RODG . 26. Ak = RN65D 1% Metal 
RMFO0016200ROFE............ 16.2k Ohm RN6OC 1% SOP MF .esssssecsessseeenen 19 | RMFOQOO20334R0PC............ 20,334 Ohm RN5SC.5% Met Film sss 15 | RMFOOO26T00RODI........... 26. 

RMFOGO16200R0F6 ............ 16.2k Ohm, RNC6SH 1% SOppm MF oa. essssssneee .35 | RMFOOO20500RODC........... 20.5k Ohm,RNS5D 1% Metal Film ...escseceisumee 10 | RMFOOO26TOOROFC........n. 

RMFO0016200R0QE ........... 16.2k Ohm RNC6O) 1% 25ppm MF ....... woe 26 | RMFOOO20500RODE ........... 20.5k Ohm RN6OD 1% Metal Fl... 20 | RMFO0026400R00C ........... 

RMFO0016500RODC........... 16.5k Ohm,RN5SS5D 1% Metal Film........... 10 | RMFOO020500R0DG........... 20.5k Ohm,RN65D 1% Metal Film .....sssssssessssene 25 | RMFOO026700RODC........... 26.7k Ohm, RNSSD 1% Metal Film... 


RMFO0016500RODN .......... 16.5k PRH-250.1% .25W GOSS canennnionee 30 | RMFOOO2OSOORODI........ 20.5k Ohm RN7OD 1% Metal Frm ....cseseseeseeense -40_| RMFO0026700ROD) ............ 26.7k RN20X 1% Metal Film .. 
RMFOOO] 6500ROEE ........... 16.5k Ohm RNGOE 19% 25ppim M.F .....sscsessoscsnee 40 | RMFOOO20500R000........... 20.5k Ohm watt 1% Metal Flim .....ssssesnseseten 2.00 | RMFOOO26700RODN........... 26.7k PRH-250 1% .25 Glas... : 


RMFO001 6500ROFA............ 16.5k Ohm RNCSOH 1% 50ppm MF........ wwe 12 | RMFOOO2O500ROEC............ 20.5k Ohm,RNSSE .1% 25ppm A 19 | RMFO0026700ROEC............. 26.7k Ohm,RN5SE 1% 25ppm MF 

RMFOOO1 6500ROFI............. 16.5K Ohm RNC7OH 1% SOppm MF ...... woe 40 | RMFOOO2ZOSOOROFE ............ 20.5k Ohm RN6OC 1% SO ppM MF oss cccssossseeees 22 | RMFOOO2670OROFA........ 26.7k Ohm RNSOC 1% 50ppm MF 
RMFO001 6500R00C ........... 16.5k Ohm RNC5S5J 1% 25ppm MF .sssscsesssesse 15 | RMFOOO20500ROFK............ 20.5k RN75SC 1% SOppm ME ....ssssssscssssssssseens .60 | RMFO0026700ROFC............. 26.7k Ohm RNSSC 1% 50ppm ME... 5 @ 
RMFOO01 6500RORG ........... 16.5k Ohm RNGOG 1% Glass COSC ...s.essseecseeessee 1.00 | RMFO0020700ROFA............. 20.7k Ohm RNSOC 1% 50ppm rpeiecat .25 | RMFOO026700ROFE 26.7k Ohm RNC6OH 1% SOppm M. 2 q 
RMFO0016900RODC ........... 16.9k Ohm, RN5SD 1% Metal Fil .......occsseesssee 10 | RMFOOO20800ROFC............. 20.8k Ohm RNC5SH 1% 5Oppm MF... woe 15 | RMFO0026700R0FI............. 26.7k Ohm RN7OC 1% 50ppm MF... | 
RMFOOO1 6900RODE ........... 16.9k Ohm, RNGOD Metal Fil .....secssceosecenson 15 | RMFOOO20880RODE ........... 20.88k Ohm RNGOD Metal Fill .......cssssscessssnes 14 | RMFOOO27000ROOR .......... 27k 1% 5w Glass Victoreen RXS ....... a 
RMFOO0] 6900RODG........... 16.9k Ohrn,RNG5D 1% Metal Film .....-cssssssnsesseoes 65 | RMFOOO2TO00RODC ........... 21k Ohm RN55SD 1% Metal Film ...... we 10 | RMFOOO27000RO0F1............. 27k Ohm RN7OC 1% 50ppm MF ........ 40 
RMFOO016900ROEL............. 16.9k Ohm RNR7OE 1% 25ppm ME .....sesssnee 9.50 | RMFOOO2TOOORODG ......... 21k Ohm, RNGSD 1% Metal Fill... ssoseseseseseee .25 | RMFOOO27000ROGC ........... 27k Ohm RLRO7C 2% Metal Film ......... 2 
RMFOOO1 6900ROFA............ 16.9k Ohm RNCSOH 1% SOpprm MF ....ssssesssssses 12 | RMFO0021000R0D1 ............ 21k Ohm, RN7ZOD 1% Metal Fill .......ccscccsscscssee 40 | RMFOOO27000ROXV ........... 27K Ohm Corning FP4 10% 4W MF ....... 2.25 
RMFOOO1 6900ROFE ............ 16.9k Ohm RNC6QH 1% SOppm MAF... ssssscseeeen .22 | RMFOO021000ROFC............. 21k Ohm RNCSSH 1% SOppm MF .....csssscesseecen 12 | RMFO0027100ROF ........... 27.1k Ohm, RNC65H 1% SOppm MF .......... a. 00 
RMFOO017000ROFC............. 17k Ohm RNSSC 1% SOppm MF. .asseresseeseeeesee 15 | RMFO0021000ROFE............. 21k Ohm RNC6OH 1% SOppm M. EL ehceneas .22_| RMFO0027400RODC ........... 27.4k Ohm,RN5SSD 1% Metal Fill .......es. a 
RMFO0017200R00C ........... 17.2k Ohm, RNSSD 1% Metel Fill... sssssscsneeon 10 | RMFOOO21SOORODA........... 21.5K Ohm RNSOD 1% 50ppm M-F ....... wwe 10 | RMFOOO27400RODE ....... 27.4k Ohm RN6OD 1% Metal Film ... 6 


RMFOOO17400RODC ........... 17.4k Ohm, RNSSD 1% Metal Fil .....cssssecnseeseee 10 | RMFO0O21500RODC ......... 21.5k Ohm,RNSSD 1% Metal File ....-ecsssssesesose 10 | RMFOOO27400R0D! 27.4k Ohm DG-1/2 1% M. Film ..... 

RMFO0017400ROD1 ............ 17.4k Ohm, RN7ZOD 1% Metal Flim... ssssssssonnnee 40 | RMFOOO2T500RODE ........... 1.5k Ohm RN6OD 1% Metal Fil... -16 | RMFOOO27400ROFC 27.4k Ohm RNCSSH 1% SOppm MF .ssssesseaseensee 1D 
RMFOOO17400RODN ........... 17.4k PRH-250 1% .25w Glass ....sscssssssseesssesee .30 | RMFO0021500RO0DG............ 21.5k Ohm,RN65D 1% Metal Film...... wee 29 | RMFOOO27500RODC .......... 27.5k Ohm,RNSSD 1% Metal Fill ....scssscsssesseeee 10 
RMFOO017400ROFA ........... 17.4k Ohm RNCSOH 1% SOppm MF .......sesseesee 12 | RMFO0021500RO00 ............ 21.5k .Swt 1% Banded Metl Flm........ . 40 | RMFO0028000RODC........... 28k Ohm, RNSSD 1% Metal Film 
RMFOOO17400ROFC............. 17.4k Ohm RNCS5H 1% SOppm MF .....sssscscssesee 12 | RMFO0021500RODN ........... 21.5k Ohm GA-53313A 1% Glass.......... wee +39 | RMFOOO28000RODE ........... 28k Ohm RNGOD 1% Metal FM enn 16 
RMFOOO17400ROFE............. 17.4k Ohm RNC6OH 1% SOppm MF ....cesssscseecnee .24 | RMFOOO21500ROEC............. 21.5k Ohm,RNSSE .1% 25ppm MF ....... a 18 | RMFOOO28Q00RODG........... 28k Ohm CD-1/4R 1% Metal Film .... on 


RMFOOO17400ROQA........ 17.4k Ohm RNCSO 1% 2Sppm ME iC RMFOO021500ROFC......... 21.5k Ohm RNCSSH 1% SOppm MF... van. 5} RMFOOO2BOOORODN....... 28k PRH-250 1% .25W GO ccnnne 
RMFOOO17400RORF....... 17.4K .1% .3w Vi 25ppm RNCOY .............. 4.00 | RMFOOO21S5OOROFE........27.5k Ohm RNC6OH 1% S0ppm M.F 0... 22 | RMFOOO2B000ROEC........ 28k Ohm, RNSSE.1% SOppm MLF son... 
RMFOOO17500RODQ........... 17.5k RSE-2 2w 1% Metal Jackt ........ | RMF00021520ROD) ............ 21.52k Ohm,RN70D 1% Metal Flm.......... w. -40 | RMFOOO28000ROEE............. 28k Ohm, RN6OE .1% 25ppm ME ........ 


RMFO0017800RODC ........... 17.8k Ohm,RN55D 1% Metal Filtm .........ssccsssseeenn : RMFO0021800RODC .......... 21.8k Ohm RNSSD 1% Metal Film .......... wwe 10 | RMFOOO28000ROFC 28k Ohm, RNCSSH 1% SOppm MF... LN 
RMFOOO17800RODE ........... 17.8k Ohm RN6OD 17% Metal Fil .......sessrcesssere 20 | RMFO0022000R0D) ............ 22k Ohm 1/2 PRI 1% Metal Fim ...... . .35 | RMFO0028000ROPE 28k ohm RNC60J .5% 25ppi MLE eset 35 
RMFOOO17800RODG........... 17.8k Ohm, RNG5D 1% Metal Fil .....sssesssnssen : RMFOOO22000ROFC............. 22k Ohm RLRO7 1% Metal Film....... . 10 | RMFOOO28400RO0DC ........... 28.4k Ohm, RN5SD 1% Metal Filt ...senscsneeseesne 10 


RMFOO017800RODN ........... 17.Bk PRH-250 1% .25w Glass .eosscossssscesessenee : RMFO0O22000R06C ........... 22k Ohm RLROZC 2% Metal Fibty sessssscesessnesenees 08 | RMFOOO28400ROEC............ 28.4k Ohm, RNSSE 196 SOppm MF. .sseseensseses 
RMFOO017800ROEC............. 17.8k Ohm, RNSSE 19% 25ppr MF o...cssscssseecssee 19 | RMFOOO22100RO0DC ........... 22.1k Ohm,RNSSD 1% Metal Film ...csscsseseseccue 10 | RMFO0028700R00C.......... 28.7k Ohm, RN55SD 1% Metal Fil ....sssssnsesesense 10 


RMFOO017800ROFA ............ 17.8k Ohm RNCSOH 1% SOppm MF ......ccsccsssscess .12 | RMF00022100RODE ........... 22.1k Ohm RNGOD 1% Metal Fill ......csssosccsseseeue .20 | RMFO0028700RODE ........... 28.7k Ohm, RN6OD 1% Metal Fil ........ssssssscsnseee 16 
RMFOO017800ROFC............. 17.8k Ohm RNCSSH 1% SOppm MF ......scsssseenseeen 12 | RMFO0022100ROEN ........... 22.1k RNR7OE .1% Hermit. Glass .......cssssccsseecene 2.00 | RMF00028700RODG........... 28.7k Ohm, RN6SD 1% Metal Fill ....sscssssesssesen 25 
RMFOOO17800ROFE............. 17.8k Ohm RNGOC 1% SOppm M.F .....scsssseessesee .22 | RMFO0022100ROFC............ 22.1k Ohm RNC5SH 1% SOppm MF........ wee -12_ | RMFOO028700ROD............ 28.7k Ohm,RN7OD 1% Metal Filtm .......csccccssceess 40 
RMFOOO17800ROFG ........... 17.8k Oh, RNGSC 1% SOppm M.F ....csossscsssennee 30 | RMFOO022100RORF............. 221k 1% .3w ppm RKODA erececcssescsnsceees 4.00 | RMFOO028700ROEC............ 28.7k Ohm,RNSSE .1% SOppm MF ....... ue 
RMFOOO18000ROFC............. 18k Ohm, RNCSSH 1% SOppm MF .....ssscsscsscensecee 12 | RMFOO022600RODC ........... 22.6k Ohm,RNSSD 1% Metal Fil ....cssccscsseseeee 10 | RMFOO028700ROFC............ 28.7k Ohm, RNC5SH 1% SOppm MP a... sessscssecensone AP) 
RMFOO01 8G00ROF............. 18k Ohm RNC7OH 1% SOppen M.F .ssssosssseneeene 50 | RMFOOO22600RODK............ 22.6k RN75C 1% Metal FilM ..essasneeon woe 20 | RMFOOO28700ROFE............ 28.7k Ohm RNC6OH 1% SO pp MF sssosenensnsees 25 
RMFOOO1 8000R0GA ........... 18k Ohm RLROSC 2% SOppm MAF ..essssscssssessseeen .08 | RMFO0022600ROEC............ 22.6k Ohm, RNSSE .1% 25ppr MAF ...cssssssssssecsnee .18 | RMFO0029100RODC . 29.1k Ohm RNSSD 1% Metal Fillm ......ccssssesseecesse 10 
RMFOOO18000ROGC ........... 18k Ohm RLROZC 2% Metal Fill .......sscsessesseesen 10 | RMFO0022600ROEE............ 22.6k RNGOE .1% 25ppm MF ..essescssssscsscecrsnee .32 | RMFO0029190ROPI .. 29.19K RN7OC .5% 25ppm MLE ...... : 
RMFOO018000R0GE ........... 18k Ohm RL20S 2% VOOppmM .....sesecsscesssceesnsee 12 | RMFO0022600ROFC............. 22.6k Ohm RNC55SH 1% SOppm MF ......csssscscsssceee .12 | RMF00029240RODE 29.24k Ohm, RN6OD 1% Mtl Fill ....sssssccsscccnsee : 
RMFOOO1 8000ROS! ............ 18k Ohm,RN7OD .25% Metal Film ...... woe D0 | RMFOOOZ2600ROFE............. 22.6k Ohm RNC6OH 1% 50ppm MF ........... 


. 20 | RMFOO029400R00C........... 29.4k Ohm RNSSD 1% Metal Fil .....sssssssensoen : 


RMFOOO]8200RO0C ........... 18.2k RN5S5D & RLROZC 190 MoE ecsscsssenseesensesee 10 | RMFOOO22600RO0QE ........... 22.6k Ohm RN60G 1% Metal Ain 75 | RMFOOO29400RODE .......... 29.4k Ohm,RN6OD 1% Metal Film ..... 

RMFOOO] 8200RODE .......... 18.2k Ohm,RN6OD 1% TOOppm MF ..essescsssseee 20 | RMFOO023000R00P ........... 23k MOX-1 1% V.SW OM. FiIM ossescssecsseeenseeene 1.25 | RMFOOO29400RODN........... 29.4k PRH-250 1% .25w Glass.......... aes 
RMFOOO18200RODN ........... 18.2k PRH-250 1% .25W GLOSS ....sssosssessseesssesen .30 | RMFO0023040ROPI ............ 23,040 Ohm,RN7OC .5% Mtal Flin .....sssssscssescesee 45 | RMFOO029400ROEC............. 29.4k Ohm,RN55SC.1% SOppr MF ....ssesssseecseeen : 
RMFOOO18200ROEC............. 18.2k Ohm,RNSSE .1% 25ppm MAF ...sssscccsssesensne 19 | RMFOO023200RODC ........... 23.2k Ohm,RNSSD 1% Metal Fill ....essssscsseccesee 10 | RMFO0029400ROFC............ 29.4k Ohm RNC5SH 1% SOppm MF ....ssssssesseeessee 4 
RMFO0018200ROFA ............ 18.2k Ohm RNCSOH 1% SOppm MF ......csosesssses 12 | RMFO0023200R0DG........... 23.2k Ohm, RNGSD 1% Metal Fill .....csscsesssessssers 25 | RMFO0030000RODP ........... 30k Twt 1% ES712 900ppM .....seecsseeees 
RMFOOO18200ROFC............. 18.2k Ohm RNCSSH 1% SOppm MF .....coscsncccnere 12 | RMFO0023200ROFC............ 23.2k Ohm RNRSSH 1% SOppm MF .ssecsooceeoseen 12 | RMFOOO30000ROGC ........... 30k Ohm RLRO7C 2% Metal Film ...... 
RMFOOO18200ROFG ........... 18.2k Ohm, RNGSC 1% 50ppm M-F..... we 30 | RMFOOO23200ROFE............. 23.2k Ohm RNC6OH 1% SOppin MF ....cssseseceue 22 | RMFOOO30000ROGZ ........... 30k Ohm, Corning FP2 2% 2w MF ..... 

RMFOOO] 8400ROEC............. 18.4k Ohm, RNSSE .1% 25ppm MF... ve TZ | RMFOOO23200R00C ........... 23.2k Ohm,MM152 Gold Leads 1%... ews 200 | RMFOOOSOOOOROIC............ 30k Ohm RLO7S 5% Metal Film ....... i 
RMFOOO] 8S00ROFC............. 18.5k Ohm RNCSSH 1% SOpprm MF ......ccssssssccssse 50 | RMFO0023200ROQE ........... 23.2k Ohm RN60 1% 25ppm Gloss 2m AOEA LU 50 | RMFOOO30000ROUV ............ 30k Ohm Corning $30 52% 4W MF ....csssscssssescese LH 
RMFOOO18700RODC ........... 18.7k Ohm,RN55D 1% Metal Film ............. vee 10 | RMFO0023240RODI............. 23,240 Ohm, RN7OD 1% Mtol Fl ....ccsssssssscecnse .35 | RMFOOO3OOOOROKY ........... 30k Ohm IRC DJ 12 Watt 10% MF..... : 
RMFOO018700RODE ........... 18.7k Ohm, NA6O 19% Metal Fill ......ssssecsosecesesne 20 | RMFO0023700RODC ........... 23.7k Ohm, RNSSD 1% Metal Filtre 10 | RMFO0030100RODC ........... 30.1k Ohm RNSSD 1% Metal Film..... 
RMFO0018700ROEC............. 18.7k Ohm, RNS5SE .1% 25pm MF o....secesecsneeee 19 | RMFO0023700RODG......... 23.7k Ohm RN6SD 1% Metal Filtm ...essssssssecessee .25 | RMFOO030100RODE ........... 30.1k Ohm,RN6OD 1% Metal Film ..... 
RMFOOO18700ROFA............. 18.7k Ohm RNCSOH 1% SOppim MF .....scsssscesssseen 12 | RMFO0023700RODI............ 23.7k Ohm,RN70D 1% Metal Film...... veces 9D | RMPOOO3O100RODI ............ 30.1k Ohm,RN7OD 1% Metal Film ..... 
RMFOOO18700ROFF ............ 18.7k Ohm RNCSSH 1% SOppm MF oo... cesses 15 | RMFOO023700RODM .......... 23.7k Ohm RN80B 1% Metal Fil... s.sscscssssccssee 4.00 | RMFOO030100R0DQ........... 30.1k Ohm 2Watt 1% Metal Film............ : 
RMFOOO18700ROFE ............ 18.7k Ohm RNCGOH 1% SOppm M.F .....sccssccsssesse .20 | RMFOO023700ROEC........... 23.7k Ohm,RNSSE .1% 25pprm M.F ....sscsecseeseseeee .19 | RMFO0030100ROEG ........... 30.1k Ohm RNG5E 1% 25 pp MAF ....sssesscssesessee : 
RMFO0018700R0GI .......... 18.7k Ohm RLR-20C SW 27 MF ...ssesscscsssssessessee 15 | RMFO0023700RO0FC............ 23.7k Ohm RNC5SH 1% SOppm MF .....csssscsccsseeeen 12 | RMFO0030100ROFC............ 30.1k Ohm RNC5SH 1% SOppm MF .....s.csssssscconse f 
RMFO0018700R0QK ........... 18.7k Ohm RNC75J 1% 25ppm MF ... . 1.50 | RMF00023700ROFE............ 23.7k Ohm RNC6OH 1% SOppm M.F ....ssssecsseesesee .20 | RMFO0030100ROFE............ 30.1k Ohm RNGOC 1% SOppr M.F ...sssessssseeensee 22 
RMFOOO] S700RORF............ 18.7k 1% .3w Vi Sppm RNC9OY ....... w 3.90 | RMFOOO23700R066 ........... 23.7k Ohm, RNG5C 1% SOppm MF ..scsscsssnecccnee .30 | RMFOO030100R0QC ............ 30.1k MAR-5 1% T13 Metal Film ....... W5 
RMFOOO191 00RODC ........... 19.1k Ohm, RN5SD 1% Metal Film ........... 10 | RMFO0023700R06P .. 23.7k Ohm RLR32C 2% Iw ME vwenee +39 | RMFOOO30100R0OQE ........... 30.1k Ohm RNC60J 1% 25ppm MF .. 26 


RHFO00) o0RoD chee 19.1k Ohm RNGOD 1% 100ppm MF... van 20 | RMFOOO23700ROPI ........ 23.7K RN7OC.5% 25ppm M.E wo nm 0 | RMFOOO305OOROEC......... 30.5k Ohm, RNSSE .1% 50ppm MF... e 
RMFO0019100ROEC......... 19.1k Ohm RNSSE .1% 25ppm MF... 19 | RMFOOO23870ROEC.......... 23.87k RNSSE.1% 25ppm 117326............... ‘19 | RMFOOO30900RODN......... 30.9k PRH-250 1% .25W G1OSS .ensnnnenon 30 


RMFO0019100ROFC 19.1k Ohm RNCSSH 1% SOppm MF................. .15 | RMFOOO24000RODC ........ 24k Ohm RNSSD 1% Metal Film so. 10 | RMFOOO30900ROEC.......... 30.9k Ohm RNSSE 1% SOppmt MF o.cnsresnseen oy) 
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Resistors: 63.4k - 137k Ohm 


RMF00063400R0  63.4k RN Spor | 

RMFO0063400R0FC . 3.4k Ohm RNCS5H 1% SOppm MF .. z RMFOOOBO97OROPI . .. 80.97K MFSI/2 .5% T2 ME ... i RMFO0107000ROEC .. 107k Ohm,RNSS5E.1% 25ppm M.E 
RMFO0063400ROFE............. 63.4k Ohm RNC60H 1% 50ppm M-F....... ‘ RMFO0081 600ROEC............. 81.6k Ohm,RNSSE .1% 25ppm M. rege eae RE # | RMFOO107000ROEE ............ 107k Ohm, RNGOE .1% ee 
a 4k Om RU RNC7OH CP Non MF. RMFOOO82000ROFA .... 80k Ohm RNCSOH 1% 50p MF... i RMFO0107000ROFC : 107k Ohm, RNCSSH 1% 50ppm . 
RMF00063400R0GC  RMFOO! 


RMFO0064200RO0DC .......... 5D 1% Metal Film 
RMFO0064900RODC “649k Ohm RNSSD 1% Metal Film .occccsenee 
RMFO0064900RODE ........... 64.9k Ohm,RNGOD 1% Metal Film 
RMFO0064900RODG........... 64.9k Ohm RNGSD 1% Metal Film... 
RMF00064900RODI ............ 64.9k RN7ZOC 1% SOppm MF . 
. 64.9k RNC6OH .1% SOppm M.F 
. 64.9k Ohm, RNCSSH 1% 50ppm MF. 
| 64.9k Ohm RNC6OH 1% 50ppm M. RNSS5D 1% Metal 

aici 64.9k Ohm,RNC55) 1% 25ppm MF ...... no; RMFO0084500RODC  84.5k Ohm RNSSD 1% Metal Film .... 4 RMFO0110000ROEG 


’ \ 50ppm MF . i 0011 0000RODC Ohm, RN5SD 1% Metal Film 
- 82.5k Ohm, RNCSSH 1% SOppm MF. : print one Ohm, RNGOD Vs Ne Fi. 
IC6OH 1% 50 001 


RMFO0064900R0QC 


RMF00065700RODC 65.7k Ohm, RN5SD 1% Metal Fil .....sessssessseseee j RMFO0084500RODE ..... 4.5k Ohm, RNGOD 1% Metal Fil ......cssesssseneee : RMFOO110000ROEH 

RMFO0065700ROEC . 65.7k Ohm, RNSSE 1% 25ppm MF... sssseeceesreeee : RMFO0084500RODK 4.5k Ohm RN75C 1% Metal Film __RMFOO110000ROFA 

RMFOOO6S7OOROFC......... 65.7k Ohm RNSSC 1% SOopm MF RMFOOO84500ROFE . 5k Ohm, RNCGOH 1% Mil Film - RMFOOT 10000ROFC 

RMFOOO66000ROPI 66k Ohm, MFSI/2 .5% Mtal Film ... os RMFOOO86600RODC 6k Ohm RN5SD 1% Metal Film 11 | RM 

RMFOOO66500RODC........... 66.5k Ohm, RNSS 5% Metal Film ... RMFOOO86600RODE bk Ohm, RNGOD 1% Metal Film . 20 | RMFOOTTO000ROFG 10k Ohm, RNC6 : 
RMFOQ066500RODN........... 66.5k PRH-250 1% .25W Glass ...escsesssssseeenseee q RMFOO086600RODG........... 86.6k Ohm RN65D 1% Metal Film .... ies RMFOO110000ROF............. 110k Ohm RNC7OK 1% 100ppm ME. 
RMFO0066500ROEC............. 66.5k Ohm,RNSSE 1% 25ppm MF ..essssseenneee «17 | RMFOOO86600RODN............ 86.6k PRH-250 1% Glass .Sw...... i RMFOO110000R0G1............. 110k Ohm .5 Watt 2% Film ....... 
RMFO0066500ROFC ............ 66.5k Ohm,RNCSSH 1% SOppm MF........... woe 12 | RMFOOO86600ROFC............. 86.6k Ohm, RNC5SH 1% 50ppm MF. Moy RMFOO110700RODE F | 
RMFOOQ66500ROFE ............ 66.5k Ohm RNC6OH 1% SOppM MF ossssscsessessseee 22 | RMFOOO86600ROFE . B6.6k Ohm RNCGOH 1% SOppm N.F : RMFOO1 1 1000RODC 


RMFO0066500R0G............. 66.5k RLRZOC 2% SW ME os cscsssenssnsenernsenese 12 | RMFOQ088700R0DC . 88.7k Ohm RN55D 1% Metal Film .... -10 | RMFOOT12000RODN 


RMFO0066500RORI ............ 66.5k Ohm RNR7OE.1% 1Oppm MF : RMFO0088700RODE 8.7k Ohm,RN6OD 1% Metal Film RMFOO112360ROAC e AY n | 

RMFOO066600ROHC ........... 66.6K Ohm RNC55I 1% MF ..ssssssseeesseesneeee 15 | RMFO0088700R0DI ...... 8.7k Ohm,RN7OD 1% Metal Film .... BG RMFOO113000RODC ........... 13k Ohm, RNSSD 1% Metal Fil ...cnse 
RMFOO068000RODC ........... 68k Ohm, RLRO7C 1% Metal Pll icles Lat 10 | RMFOO088700ROEC............. 8.7k Ohm, RNSSE 1% 25ppim MF ....sssceccsseesseee .23 | RMFOOT13000RODI........... 113k Ohm RN70B 1% 50ppm MF. 
RMFOOO68000RODG............ 68k Ohm Non-Ind 1/20 dF eee eee 50 | RMFOO088700ROFE............. 88.7k Ohm RNC6OH 1% SO ppm M.F ...cssssseseseeeeees .30_| RMFOO113000ROFC............. 113k Ohm,RNCSSH 1% 50ppm M.F 
RMFOOO68000ROFA............ 68k Ohm RNCSOH 1% SOppm MF ...sssssessseessee 12 | RMFOOO88700R00C......... 88.7k Ohm, RNC55)..1% 25ppm MP seesccencecnneaee 17 | RMFOOTI3OOOROFE........ 113K Ohm RNCOOH 1% 100ppm M.F 

RMFOO068000R0GI ........... OBk RLR-20C 2% SW ME aesecsseseceeossseeeocesnne -14 | RMFOOO89800RODC ........... 89.8k Ohm RNSSD 1% Metal Film... weve TO | RMFQOT]3000ROPC............ 113k RNCSS) 5% 25ppm MF. 
RMFOOO68000ROJP............. 68k Ohin, 5% 1 Watt ME ....ssssscsssesseseesseenees 1.50 | RMFOOO9O9CORODC........... 90.9k Ohm RN55SD 1% Metal Fill ..s.ssccssecussene 10 | RMFOOT13000ROPE.......... .. 113k Ohm RNC6OH .5% 50ppm M.F 

RMFO0068100RODC ........... 68.1k Ohm RN5SD 1% Metal Fillm .......csssscsssssenn -14 | RMFOOO90900RODE ........... 90.9k Ohm,RNGOD 1% Metal Filtm ......cssscsesssscene -16 | RMFOO114000RODC .......... 114k Ohm, RNS5D 1% Metal Film ... ; 
RMFO0068100RODG ........... 68.1k Ohm RNGSD 1% Metal Fill .......sssescsssssens .25 | RMFOOO90900RODG........... 90.9k Ohm RN65D 1% Metal Fill ......sessssscsseene 25 | RMFOOT15000RODC........... 115k Ohm, RNSSD 1% Metal Fill .....csssccssccnsee 104 
RMF00068100RODN ........... 68.1k PRH-250 1% .25W GlaSS ...ssescssesnreenseeen .35 | RMFO0090900R0D1 ............ 90.9k Ohm,RN7ZOD 1% Metal Fil .....ssseesseeeseees .35 | RMFOO115000ROEC............. 115k Ohm, RNSSE .1% 25ppm M.E....... 22 
RMFO00681 OOROEC............. 68.1k Ohm, RNSSE 1% 25 ppm MF os eeccsesssecene -19 | RMFOOO9O9OOROEC............. 90.9k Ohm,RNSSE 1% 25ppm M.F ....cosssseeseeeee 17 | RMFOOTTSOOOROEE............ 115k ohm, RNGOE 1% 25ppm ME oeersen 30 
RMFO0068100ROE............. 68.1k Ohm RNZOE .1% 25ppm MF .essecsnsesnseee 75 | RMFOOO9O9O0ROFA............. 90.9k Ohm RNCSOH 1% SOppm ME. ssesssseesoee 12 | RMFOO11SOOOROFC............. 115k Ohm, RNC55H 1% 50ppm ME... : 
RMFO00681 00ROFC............. 68.1k Ohm,RNCSSH 1% SOppim MF .....sssssecensesne 15 | RMFOOO9O9OOROFE........... 90.9k Ohm RNC6OH 1% SOpprn M.F ..sossescsesoeene 22 | RMFOOTISOOOROFE.......... _ TI5K Ohm RNC6OH 1% 100ppm M. Fx ee: 
RMFO00681 OOROFE ............ 68.1k Ohm RNC6OH 1% SOppm MF ....ssssscssseccsee .22 | RMFO0091000ROGC........... 91k Ohm, RLOZC 2% Metal Fil ........ccssssesesssses 08 | RMFOO115000R0Ff............ 115k Ohm RNC7OH 1% SOppm MF ....sssssssecseeee 45 @ 
RMFO0068100ROPA ........... 68.1K Ohi RN5O 5% MLE. .sssssscsssecssssccnsceeense -20 | RMFOO092000RODC ........... 92k Ohm RNSSD 1% Metal Fil ...c0onn 10 | RMFOOT15000ROFK............ 115k Ohm, RN75C 1% SOppm ME. .cssssssescsssene 2.00 | 
RMFO0068380ROEG .......... 68,380 Ohm RNGSD .25% MLE ..essesssssssesesesen 40 | RMFO0092500RO0D1............. 92.5k Ohm RN7OD 1% Metal Fill .....ossesscssseene .35 | RMFOO117000RODC ........... 117k Ohm, RNS5SD 1% Metal Fill ....sssscssssssssene 10 
RMFO0069620RODE ........... 69.62k Ohm, RNGOD 1% M. Film ...eseccssscescsee 14 | RMFOO092930RO0PI ............ 92.93K RNZOC.5% 12 MB ose ccccsssoeesessorseense 50 | RMFOOT18000RODC........... 118k Ohm, RNSSD 1% Metal Film .... 210 4 
RMFOOO69800RODC ........... 69.8k Ohm RNSSD 1% Metal Film .....scosesesssseee 08 | RMFOO093100RO0DI............ 93.1k Ohm RN7OC 1% Metal Film ........ wm 99 | RMFOOTISO00RODE ........... 118k Ohm, RNGOD 1% Metal Film ......... le 
RMFOOO69800RODE .......... 69.8k Ohm,RNGOD 1% Metal Film .......sssssecsseen .25 | RMFOOO9STOOROFE.......... 93.1k Ohm RNCGOH 1% SOppm MF o...sscsssescensee 22 | RMFOOT18000RODN........... 118k Ohm PRH-250 Glass 1% MF... : 
RMFOOO69800RODN ........... 69.8k PRH-250 126 .25W Gloss .......ssssssscesseesene 30 | RMFO0093100ROFf............. 93.1k Ohm RNR7OC 1% SOppm MF .....csssescsseeee 2.00 | RMFOO118000ROEE............. 118k Ohm,RNGQE .1% 25ppm MLE ..sssscsssesseenne 30 
RMFOOO69800ROEC............. 69.8k Ohm,RNSSE 1% 25 ppm MAF ....cssssscsseecenee 19 | RMFO0095200RODC ........... 95.2k Ohm RN5SD 1% Metal Fill .........coccsesseecen 10 | RMFOO118000ROFC............. 118k Ohm, RNC55H 1% 50ppm MF. ses) 
RMFOO069800ROFC............. 69.8k Ohm,RNC5SH 1% SOppm MF .....ssecssesssesesne 1] | RMFO0095300RODC ........... 95.3k Ohm RN5SSD 1% Metal Film... wee 10 | RMFOO120000RODC ........... 120k Ohm, RN55D 1% Metal Film .... . 10 
RMFOOO69800ROFE............. 69.8k Ohm RNC6OH 1% SOppm M.F...... von 22 | RMFOOO95300RODG........... 95.3k Ohm RN65D 1% Metal Film... vo: 25 | RMFOOT20000RODE ........... 120k Ohm, DCHI/4 1% Glass M.F........ so 0 
RMFOO069800R0Q............ 69.8k Ohm RNC7OJ 1% 25ppm MF .sscccscccssten 45 | RMFOOO95300RODI ........... 95.3k Ohm,RN7OD 1% Metal Film.......... wows 39 | RMFOOT20000R000........... 120k Ohm RN70. .1% SOppm MF os cssssssecnsnsens 50 
RMFOOO70000ROFG ........... 70k Ohm, RNC6SH 1% SOpprn MF ....sssessesssscesee 50 | RMFOOO95300ROFC........... 95.3k Ohm, RNCSSH 1% SOppm MF ....cscssoscssee 13 RMFOOT20000ROEC............. 120k Ohm,RNSSE .1% 25ppm MLE... ood? 
RMFOOO70600ROEC............. 70.6k Ohm, RNSSE .1% 25pprn MAF ...sessescssceesnsee 19 | RMFOOO95810ROPI............. 95.81K RNZOC 5% TZ MR, ocessseceeccsssssssssosee .50 | RMFOOI20000ROJE ............ 120k Ohm CMF6OH .5W 5% MF oc scmsn 35 
RMFOOO70600ROPE............ 70.6k Ohm,RNC60J .5% 25ppm MF ...essessscsssseeen 30 | RMFOQO96500RODN........... 96.5k Ohm GA-53314A 1% Glass .....scsssesseeereee 40 | RMFOO121000RODC........... 121k Ohm, RNSSD 1% Metal Film ....s.sscssscssseune 10 
RMFOOO70700RODE ........... 70.7k Ohm,RNGOD 1% Metal Fillm ......cseocsesseseee 20 | RMFOO096500ROEC............. 96.5k Ohm,RNSSE .1% 25ppm MF ...ssecsseeeseee .25 | RMFOO121000RODE ........... 121k Ohm, RNGOD 1% Metal Fill ........sssssesseesse 5 
RMFOO070700ROFG ........... 70.7k Ohm,RNC6SH 15% SOpprm M.F ..scssesseceseee 35 | RMFOOO97600RODC ........... 97.6k Ohm MFI1OX 1% Mol Fill ....cccssseccessesecns 20 | RMFOOI21000RODG........... 121k Ohm, RNG5D 1% Metal Film .... eS 
RMFOOO71SOORODC ........... 71.5k Ohm,RN5S5SD 1% Metal Film...... woe 15 | RMFOOO976OORODE ........... 97.0k Ohm, RNGOD 1% Metal Fill ....ssessencesesnse 20 | RMFOO121000RODI........ 121k Ohm RNC7OH .1% 50ppm MF. 50 
RMFOOO71500RODE ........... 71.5k Ohm,RNGOD 1% Metal Filtm .....cssssssesescene 20 | RMFOO097600RODI ........... 97.6k Ohm,RN7OD 1% Metal Film ...sccscoosenesene .35 | RMFOOTZI000RODN........... 121k Ohm PRH-250 Glass 1% M.F sss . 30 
RMFOO071500RODG............ 71.5k Ohm RN65D 1% Metal Film ..... vows 25 | RMFOOO97600ROEC............ 97.6k Ohm,RNSSE .1% 25ppm MF ....... . .25 | RMFOO121000RO0P........... 121k Twt 1% 500ppm RN25X MF ...sssssscsseessee 6.00 
RMFOO071500RODH........... 71.5k Ohm RNGOG 1% Glass ......ssssssccsessscssessee 1.00 | RMFOOO97600ROFC............ 97.6k Ohm, RNC5SH 1% 50ppm MF....... -15 | RMFOO121000ROEE............. 121k Ohm, RNGOE ‘1% 25 ppm ME. .ssssssssscscsense 25 
RMFO0071500RODN ........... T1.5k PRH-250 1% .25W Glass ..asseecscscssseseeeeese .30 | RMFOO100000RODA ........... TOOK Ohm, RNSOD 1% Metal Fill .........cccscsscceee .09 | RMFOO121000ROEK............ 121k Ohm: RN7SE.1% Iw 25DPM, 2icrionates 1.50 
RMFO0071 500ROEC............. 71.5k RNRSSE .1% 25ppm M-F....... wo 1.00 | RMFOOTOOOOORODC ........... 100k Ohm, RNSSD 1% Metal Fil ....essscssscenseeee -10 | RMFOO}21000ROFA............. 121k Ohm RNCSOH 1% 50ppm MF...... ee: 
RMFOO071 50OROFC............ 71.5k Ohm, RNC5SH 1% SOppm ME .....esesccssssecses 15 | RMFOOTOQOOORODE ........... 100k Ohm, RN6OD 1% Metal Film eo RMFOO121000ROFE ............ 121K Ohm RNCGOH 1% 1O0ppr M.F ....sssssscsesese 22 
RMF00071 5OOROFE............. 71.5k Ohm RNC6OH 1% SOppm M.F....... vow 22 | RMPOOTOOQQORODG............ 100k Ohm, RNG5D 1% Metal Film .... RMFOO1 21 000ROFG .......... 121k Ohm RNC6SH 1% SOppm MAF ..sssssecsseseeee 32 
RMFOOO73000R066 ........... 73k Ohm RNC6SH 1% SOppmm MF ....ssesssseccecnsee 45 | RMFOOIOQQOORODK........... 100k Ohm RN75 1% Metal Film : RMFOO121000ROFI.............. 121k Ohm RNZ0C 1% SOppm MAF .....sscssssscssseees 55 
RMFOO073200RODN ........... 73.2k PRH-250 1% .25W Glass .....cssssccsssscseensee 45 | RMFOOIOOOOOROEC............ 100k Ohm,RNSSE.1% 25ppm MLE. ..cesscsseseseeene 19 | RMFOO121000ROQE ........... 121k Ohm RNC60J 1% 25ppm M.F .....sssssssesesee 26 
RMFO0073200ROFC............. 73.2k Ohm, RNCSSH 1% 5Oppm MF........ woe -15 | RMFOOTOOQOOROEG .......... 100k Ohm, RNGSE.1% 25pprm M.F ....ssosessssecesee 40 | RMFOO124000RODC ........... 124k Ohm, RN5SSD 1% Metal Fill ........scssscccsseees 10 
RMFOQO741 0OROEE............. 74.1k Ohm RNGDE .1% 25ppm MF .sesesessnscesen 40 | RMFOOIOOQOOROFA............ 100k Ohm RNC5OH 1% 50ppm MF -12 | RMFOOI24000ROFC............ 124k Ohm, RNCS5H 1% SOppm MF ......esssssceceesenee 12 
RMFOOO75000RODC ........... 75k Ohm, RN5SD 1% Metal Film ......csssssscsnseecune 10 | RMFOO1OOOOOROFC 100k Ohm,RNC5SH 1% SOppm M.E ...ssscssscascesnee 15 | RMFOOT24000ROFE ............ 124K Ohm RNC6OH 1% 100ppm M.F See: 
RMFOOO7 5000RODE ........... 75k Ohm RNGSD 1% Sw Metal F a.....sssssssseenssen 29 | RMFOOTOOOOOROFE............. 100k Ohm, RNC6OH 1% SOppm ME n.essesssccronsosee "20 | RMFOO124000ROFI........ 124k Ohm RN70C1% 50ppm MLE. .. .. 40 
RMFOOO75000RODG ........... 75k Ohm RN6SD 1% Metal Fill ......sscsscssecsene .25 | RMFOO1O0000ROFG ........... 100k Ohm, RNC65H 1% SOppm MAF .......eseesessssseee 35 | RMFOO124000R0QC........... 124k Ohm, RNC55J 1% 25ppm ME. ...sssssesseennee a5 
RMFO0075000R001 ............ 75k Ohm, RNZOD 1% Metal Fillm ......cccosscssssscone 40 | RMFOO}O00OOROFI............. 100k Ohm RN7OC 1% SOppm MF ..ssssesssscceees 40 | RMFOO124000R0Q1............. 124k Ohm RNC70J 1% 25ppm ME. ....sscssssesessene 42 
RMFO007 SO00ROFC............. 75k Ohm, RNCSSH 1% SOppm ME ......ssscssseessseee 15 | RMFOO100000ROGR ........... 100k 2% Sw Glass Victoreen RX5 ....sssssssssseeenee 4.50 | RMFOO125000R0El............. 125k Ohm RNC7OJ .1% 25pm M.F .....scssseecsneeee 55 
RMFOO07 5000ROFE ............ 75k Ohm RNC6OH 1% 50ppm M-F....... woe 22 | RMFOOTOOO00ROJO ........... 100k 2watt 5% Flame Prf (42S........ vvseesee 2.00 | RMFOOI27000RODC ........... 127k Ohm, RNSSD 1% Metal Fill ....s.csssccssseses 10 
RMFOOO7 SOOOROF-............. 75k RNR7OC 1% SOppm Glass ......ecsesossereoresenee 6.00 | RMFOOIOOOOOROLD ........... 100k Ohm, 30wt DPW-1,15% film... cesssesseeee 30:00 | RMFOO127000RODE ........... 127k Ohm, RNGOD 1% Metal Fill ...sssscsssccssssenee 16 
RMFOOO7 SOOOROKY ........... 75k Ohm Corning FP7 10% 7w MF .... wo 4.00 | RMFOOIOOOOOROLS ........... 100k Ohm, 1Owatt MVP 15% filly ...escsscssssesee 19.00 | RMFOO)27000R0DI............. 127k 5053YD 1% 1OOppm .SWh ....ssoe cone a 
RMFOOO7 SOOORORE............. 75k Ohm .1% Sppm Precis. Film ..essssssscssssseessee 1.50 | RMFOO]OOOOOROMU .......... 100k Ohm, 1Owatt DJU, 20% fill ....sssesssssessnee 15.00 | RMFOO127000ROFE ............ 127K Ohm RNC60H 1% 1OOppm MAF ...ssscssseccssee 22 
RMFOOO7 6800RODC ........... 76.8k Ohm,RNS5D 1% Metal Fill .....sssssssseesnee 15 | RMFOO1O0000ROPE............ 100k Ohm RNGO .5% 25ppm ME. .cessssssscecssssseen .30 | RMFOO127000RO0QC........... 127k Ohm,RNC55J 1% 25 ppm M.. .sesscsssscsseessees 5 
RMFOOO7 6800RODE ........... 76.8k Ohm, RNGOD 1% Metal Fill ........cooscssessesee .20 | RMFO0100000R0P! ............ 100k Ohm RN7OC .5% SOppm MF ..ssssccscsssseceeee 50 | RMFOO129000RODE ........... 129k Ohm, RNGOD 1% Metal Fil .....ssca/seccesseees 16 
RMFOOO76800R000 ............ 76.8k Ohm,RN70D 1% Metol Fil... ...ssssccssecen .29 | RMFOOTOOO00ROQ ............. 100k Ohm, DC-2, IWott 1% MLE. ....... we 1.85 | RMFOOT29000RODN ........... 129k GA-S3314A Glass 16 SW sessscssseccssesersese 45 
RMFO007 6800ROFC............. 76.8k Ohm, RNC5SH 1% SOppm ME .....sescssssesese 15 | RMFOOTO0000ROAQI............. 100k RNC70J 1% 25ppm Met 75 | RMFOOI30000RODE ........... 130k Ohm, RNGOD 1% Metal Fill ...ssecscsncsccsee 16 
RMFOOO7 6800ROFE ............ 76.8k Ohm RNC6OH 1% SOppm MF ...sssssscossesssee 22 | RMFOO}OOOOORORC ........... 100k Ohm RNR55E.1% Glass Case ...ssesssssssseeson .65 | RMFOOT3OO00ROEC............. 130k Ohm,RNSSE .1% 25ppm M.E .scossesseessorenee A9 
RMFO0076900RODC ........... 76.9k Ohm,RNS5D 1% Metal Fill ....sssssccsssseesee 10 | RMFOO1O1000RODN............ 101k Ohm FH20C3 Glass 126 M.F ...ssssssssseeccseeeen 40 | RMFOO130000ROEG ........... 130k Ohm,RNGSE .1% 25pm ME. ..ssssscsssseenseeee 40 
RMFO0077700ROFC............. 77.7k Ohm, RNCSSH 1% SOpprm MF .......s.scccessseee 15 | RMFOO102000RODC ........... 102k Ohm, RN55D 1% Metal Fill ........ss.scccsssseee -10 | RMFOO130000ROFE............ 130K Ohm RNC6OK 1% T00ppm M.F ....scssscccsseees 20 
RMFOOO78700RODC ........... 78.7k Ohm,RN55D 1% Metal Film .......... woe 10 | RMFOO102000RODJ............. 102k Ohm C-85A 1% Mepco Glass ........scssccsesseeee 75 | RMFOO130000R06P ........... 130k Ohm RLR32C 2% TW MLE ...ssssesseensesenee AS 
RMFOOO78700RODE ........... 78.7k Ohm,RNGOD 1% Metal Fil ......sssosseensoseee 20 | RMFOOIO2000RODN........... 102k Ohm RNR65C Glass 12 MF ..esssssesssceesseen 40 | RMFOOI32000R0DC ........... 132k Ohm, RNS5D 1% Metal Fill ...ssscscssecsesosees 10 
RMFOOO78700ROFC ............ 78.7k Ohm, RNC5SH 1% SOppm ME ....ssssssscecsseees 15 | RMFOOTOZ000ROFA............ 102k Ohm RNCSOH 1% SOppm MF .....sscsccssseen 12 | RMFOO132000R06P ........... 132k Obi, 2% Watt ME ..soscsseessee peas 
RMFOOO78700ROFE ............ 78.7k Ohm RNC6OH 1% SOppm MF .cesssccsccsseecsen 22 | RMFOOTO2000ROFC............. 102k Ohm, RNCS5SH 1% SOppm ME ....cssescsnsseen 15 | RMFOOI33000RODC.......... 133k Ohm, RNSSD 1% Metal Film ......ssssssscnoe 10 
RMFO0078700R00G............ 78.7k Ohm,RNC65J 1% 25pprm M.F ..sesssesossecsee 40 | RMFOO1O2000ROFE............ 102k Ohm RNCGOH 1% SOppm MAF .......scccsseecee .22 | RMFOO133000RODE ........... 133k Ohm, RNGOD 1% Metal Film ............. 5200 120 
RMFOOO8OOOOROEB ............ 80k, Caddock MG-714 21% TWH ...essossese 1.00 | RMFOO1O4000ROEC............ 104k Ohm,RN5SE.1% 25ppm ME. .sssssssccsossseeee 19 | RMFOO133000RODG........... 133k Ohm, RN65D 1% Metal Film ......... B25 
RMFOOO8OO00ROEE ............ BOk Ohm RNGOE 1% 25ppim M.F ...ssssseceessssee 50 | RMFOOI05000RODA ........... 105k Ohm, RN5OD 1% Metal Film ..... w. 40 | RMFOOI33000ROEE............ 133k Ohm, CMF60D .1% 25ppm M-F....... «02 
RMFOOOBOOOOROEG ........... 80k Ohm, RNC65) 1% 25ppr MF seosscesscsenssee 55 | RMFOOIOSOOORODC......... 105k Ohm, RNSSD 1% Metal Fill ....ccsssssscnseecse 10 | RMFOOT33000ROFE ............ 133k Ohm RNC6OH 1% SO ppm ME caesssosseseecereser 20 
RMFOOOBOO0OROGG ........... BOk Ohm RNC65) 1% 25 ppm MF .sscssccsscecese 45 | RMFOOIOSOOORODE ........... 105k Ohm, RNGOD 1% Metal Film ..... wee 1D | RMFOOTSSOQORODC ........... 135k Ohm, RNSSD 1% Metal Fill .......sccsssecssse 10 
RMFOOOBOGOORODC ......... 80.6 Ohm RN55D 1% Metal Film.......... woe 10 | RMFOOTOSOOORODK........... 105k Ohm RN75B8 1% Metal Film ..... ww. 99 | RMFOOT37000ROEC............ 137k Ohm, RNSSE 1% D5ppm MAE. .essssssccsssssnsocer a 
RMFOOO80600RODE ........... 80.6k Ohm,RNGOD 1% Metal Fill ....cssssccssseeee 16 | RMFOOIOSOOOROEE ............ 105k Ohm,RNGOE .1% 25ppm MLE. .....ssssscscsssseeeen .25 | RMFOO137000ROFE............ 137k Ohm RNCGOH 1% 5Oppm M.F ...... weg 
RMFO0080600RO00) ........... 80.6k Ohm,RN7OD 1% Metal Fill ...csssssesssseeee 29 | RMFOO1OSOOOROF........... 105k Ohm RNZOF 1% SOppm MF ......ssssssecsnsee 40 ' RMFOO137000R0F6 ........... 137k Ohm RNR65C 1% SOppm ME ....sssseccsnsseee 40 
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. 149k Ohm, RNSSE.1% 25ppm ME ... 
.149.1k Ohm RN55D 1% Metal Fim... 
50k Ohm, RNSS5D 1% Metal Film 


"150k 1% 5w Glass Victoreen RXS . 
"150k Ohm, RNCSSH 1% SOppm ME. 
HI 


4k Ohm RNC6OH 1% SOppm MLE. .. 
k Ohm, RNC65H .5% Mi Fim, 
1% Metal Film 


Ohm, RNGOE . 
158k Ohm, RNC5SH 19 SOppm MF ......nsnsesene 
ae, 158k Ohm RNC6OH 1% SOppM MF nnn 

158k Ohm RNC7OH 19% SOppm MF .....o:ncsesene 
Ok Ohm, RNSSD 1% Metal Film .... 

0k Ohm CMFS5D .1% 100ppm MF 
‘RMFOO1620 : Ohm, RN5SD 1% Metal Film : 
RMFOO162000RODE ....... 162k Ohm, RNGOD 1% Metal Fil ......0c00nn 
RMFOO162000RODG......... 162k Ohm,RNC6SH 1% 5Oppm ME... 
RMFOO1 62000ROEE ......... 162k Ohm,RNGOE.1% 25ppm MLE... 
MFOO162000ROEG . “162k Ohm,RNOSE.1% 25ppm ME... 
RMFOO162000ROFC.......... 162k Ohm, RNCSSH 1% 50pm MF... 
RMFOO162000ROFE ........... 162k Ohm RNC6OH 1% SOppm MF... 
RMFOO164000ROEC.......... 164k Ohm,RNSSE 1% 25ppm ME ceesccscssesectane « 
RMFO0165000RODC ........ 165k Ohm, RNSSD 1% Metal Film .....ccscsc 


RMFOO1 SBOOOROFC... 

RMFOO1 SBOOOROFE .. 

RMFOO1 58000ROF 
60000R0 


RMFOO1 65000RODE .......... 165k Ohm, RNGOD 1% Metal Filly .......-sssssecesseees 15 
RMFOO1 65000RODI........... 165k PRH- 950.1% GlOss .25Wt cnnsarosnenen 35 
RMFOO1 65000ROEC............ 165k Ohm,RNSSE 1% SOppm ME os. sssesssenseen « 19 
RMFOO1 65000ROEE............ 165k Ohm, RNGOE .1% 25ppm MAE ..sessssssssessoe 30 
RMFOO165000ROFE............ 165k Ohm RNC6OH 1% 50ppm M. een sivas 22 


RMFOO165000RAD)............ 165k Ohm RN7OD 1% SOppm MF. csssssessseeeee 45 


RMFOO167000RODG............ 167k Ohm,RNC65H 1% SOppm MoE ..sssecsssseeeee 30 
RMFOOT69000RODC .......... 169k Ohm, RN55D 1% Metal Fill ...csssseesssesnees 10 
RMFOO) 69000ROEE............ 169k Ohm, RNGOE 1% 25 ppm MAE. csssssseesssesccenen 30 
RMFOO169000ROFC............ 169k Ohm, RNC55H 1% SOppm ME on. ccesssssessone 15 
RMFOO172000ROEC............. 172k Ohm,RNSSE .1% 25pprm ME. ....sssssseessseeeen 19 
RMFOO174000RODC ........... 174k Ohm, RN55D 1% Metal Fill .......sssssseensee 10 
RMFOO174000RODE ........... 174k Ohm, RNGOD 1% Metal Fill .........ssssssseese 16 
RMFOO174000RO0I.......... 174k Ohm RN7OC 1% 50ppm MF on .sscsssssesseee AS 
RMFO0174000RODN.......... 174k PRH-250 1% .25W Gloss ......ecossssrssesseess 35 
RMFOO174000ROEE............ 174k Ohm, RNGOE .1% 25ppm MF. ...esssenssenseee 30 
RMFOO174000ROPE............ 174k Ohm RNC6OH .5% SOppm MF .......sssseseessee 30 
RMFOO176000RODC ........... 176k Ohm, RN5S5SD 1% Metal Fill... esses 10 
RMFOO176000ROEC............. 176k Ohm, RNSSE .1% 25ppm MAF. ...sesssseeesereeees 19 
RMFOO178000RODC............ 178k Ohm, RNSSD 1% Metal Fil... scenes 10 
RMFOO178000RODE .......... 178k Ohm, RNGOD 1% Metal Film... esscesssseeeeee « 20 
RMFOO178000RODG ........... 178k Ohm, RN65D 1% Metal Fil ss. esssssssssee 25 
RMFOO178000RODN........... 178k GA-53314A Glass 1% .5W esesssssssssesssseesenee + 45 
RMFOO178000ROEC............. 178k Ohm,RNSSE .1% 25ppm M.F .....sscssescccsenee 19 
RMFOO178000ROEE............. 178k Ohm, RNGOE .1% 25pm M.F. ....-cesscceesseree 30 
RMFOO178000R0FC............ 178k Ohm, RNSSC 1% SOppm MF ...sssssssseeeee 15 
RMFOO178000ROFE ............ 178k Ohm RNC6OH 1% SOppm MF o...essesssenere 22 
RMFOO178000RO0FG ........... 178k Ohm, RNC6SH 1% SOppMm ME ..sssssessceseee 35 
RMFOO178000ROOQE .......... 178k Ohm RNC60J 1% 25ppm MAF ....s.sseseeseseee 26 
RMFOO180000ROBF............. 180k .02% 2w Vishay 106 25ppim.......scsssssseeen 10.00 
RMFOO180000RODG............ 180k Ohm, MF6C 1% Metal Fill .......csssccssseeee 25 
RMFOO} 80000R00) ............ 180k Ohm, 1/2PRI 1% VOOppm MF ...eseesssssees 40 
RMFOO180000ROEE ........... 180k Ohm, RNGOE 1% 25ppr MF o..secsesssssscesee 30 
RMFOO180000ROFE............ 180k Ohm RNC6OH 1% BO ppm MF ann..cesesssssoseeene 22 
RMFOO180000ROFG ........... 180k Ohm RNGSC 1% SOppm MAE. ..sssssssecessssee 32 
RMFOO182000RODC ........... 182k Ohm, RN5SSD 1% Metal Fill ........cccssssseseee : 


RMFOO182000RODE 182k Ohm, RNGOD 1% Metal Film 
RMFOO182000RO0DG............ 182k Ohm RNC65K 1% Metal Film . 
RMFOO182000R00) ............ 182k Ohm RNC7OK 1% Metal Film 
RMFOO182000RO0EE ............ 182k Ohm,RNGOE .1% 25ppm M.E......... 
RMFOO184000ROEC............. 184k Ohm,RNSSE .1% 25ppm M.F.... 
RMFOO185700RODC ........... 185.7k Ohm, RN55D 1% Mil Film 
RMFOO187000RODE ........... 187k Ohm, RN6OD 1% Metal Film .... 
RMFOO187000R00) ............ 187k Ohm, RN7OD 1% Metal Film .... 
RMFOO187000RODK ........... 187k Ohm RN75B 1% Metal Film .... 
RMFOO187000RODN........... 187k PRH-250 1% .25w Glass......... 
RMFOO187000ROEE ........... 
RMFOO1 88000RODE 


RMFOO191000ROFC............. 191k Ohm RNC5SSH 1% 50ppm MF .. 
RMFOO191000ROFE............. 191k Ohm RNC6OH 1% 50ppm ME 
RMFOO191 000R0 191k Ohm,RNC65H 1% SOpp 


eeeee 


nee eeeenees 


196k ohm: RNGOE 1% Pain i" Bas 


Ate eeeneesen: 


RMFOO196000ROEE . 


98k Ohm,RNSSE.1% 25ppm ME 
"199k Ohm,RNC6SH 1% SOppm ME . 
een 200k Ohm, RN5S5SD 1% Metal Film ......... 
..200k Ohm, RN6OD 1% Metal Film 
Ohm, RN65D 1% Metal Film 


RMFO0199000ROFG 
RMFOO200000RODC 
RMFOO200000RODE 


RMFOO200000RODM .......... 
RMFOO200000ROEC............. 
. 200k Ohm RNC5SH 1% 5Oppm MF .. 
. 200k Ohm RNC6OH 1% 50ppm ME. 
. 200k Ohm 1 Watt 2% Metal Film . 
. 200k Ohm 2watt 2% Metal Film . 
. 200k .5% Iw Vishay $104D 10pp .... 


RMFOO200000ROPF 


RMFOO200000ROPG......... 200k Ohm RNOSF .5% SOppm MLE .sesnsssoeen 
| RMFOO200000ROPI........... 200k .5% .5w 165ppm Banded MF ...snmmnse 2.00 
 RMFOO203000RONC .......... 203k Ohm, RNSSD 1% Metal Film... 10 
RMFOO2O3000ROFE.......... 203k Ohm RNCGOH 1% SOppm MLE. sconnn 2 
RMFOO205000RODC.......... 205k Ohm, RNSSD 1% Metal Film.com 10 
RMFOO205000RODI.......... 205k Ohm RN7OD 1% SOppM MF once 35 
RMFOO20SO0ORODV ......... 205k 12.5w 1% Caddock MS-373..... 8.00 
RMFOO205O00ROFE......... 205k Ohm RNC6OH 1% 5OppM ME. ..creeennn 2 
RMFOO205000ROQK........... 205k Ohm RNC75) 1% 25ppm MF ...... 1.50 
RMFOO20BOOOROEC........... 208k Ohm,RNSSE 1% 25ppm ME ec cnsensnenn 19 
RMFOO20BOOOROFE........ 208k Ohm, RNCEOK 1% SOppmM MF once 2 
RMFOO21 0000RODE ......... 210k Ohm, RNGOD 1% Natal Bn ee 20 
RMFOO21OQOORODK......... 210k Ohm RN75B, 1% Metal FI enn 55 
RMFO0210000ROFC.......... 210k Ohm RNCSSH 1% SOppm MF... 15 
RMFOO21 0000ROFE........ 210k Ohm, RNC6OH 1% S0ppm ME... 2 
RMFOO210000ROGP........... 210k Ohm 1 Watt 2% Metal Fil ..ccnsossnonno 1.00 
RMFOO21 SOOOROBM ........ 215k Ohm, RNBOB 1% Metal Fil... 3.50 
RMFOO215000RODA........... 215K Ohm, RNSOD 1% Metal FilM vnc 10 
RMFOO21 SOOORODC........... 215k Ohm, RNSSD 1% Metal Fil... 10 
RMFOO21 SOOORODE........ 215k Ohm, RN6OD 1% Metal FilM nso 20 


RMFO021 5000RODN........... 215k Glass C170NA 1% RN6O MF... 
RMFOO21 5000RODQ............ 215k Ohm 4watt 1% MM236 Film... 


RMFOO21SO0OROEC............. 215k Ohm,RNSSE 1% 25ppm ME. o....ssessssoscnsesee 19 
RMFOO21 5000ROFC............. 215k Ohm, RNS5SC 1% SOppm MF ... 18 
RMFOO21 SOOOROFE ............ 215k Ohm RNC6OH 1% SOppm MF ...... 22 
RMFOO21 5000ROFG ........... 215k Ohm, RNC6SH 1% SOppm MLE. ......ssseeeseseseee 30 
RMFOO21 5000ROQE ........... 215k Ohm, RNC6OS 1% 25ppm MF... esesssessseeue + 26 
RMFOO21 6000RODR ........... 216k Ohm, 5 watt 1% Mt. Film........ . 3.00 
RMFOO216300RODI............ 216.3k Ohm, CD-1/2 1% MAP eesssesssotesnreren 45 
RMFOO220000RODP ........... 220k Ohm 1 Watt 1% Metal Fil ........cssssssseceesee 1.35 
RMFOO221000RODE ........... 221k Ohm,RNGOD 1% Metal Fillm ........ssssscsseeeen 16 
RMFO0221000R0D) ............ 221k Ohm, RN7ZOC 1% TOOppmn MAF ..ssssesesssssee + 45 
RMFOO221000ROEC............. 221k Ohm, RNSSE .1% 25ppm ME. esesessesseenseeee 19 
RMFOO221000ROEE ............ 221k Ohm,RNGOE 1% 25ppM ME sseoscesssesesereesene + 30 
RMFOO221000ROFC............. 221k Ohm RNCS5H 1% SOppim MP... esssesssseenee « 20 
RMFOO221000ROFE ............ 221k Ohm RNC6OH 1% SOppm MF. ...sssssescesssee 22 
RMFO0221000ROFK............. 221k Ohm, RN75C 1% SOppr MF. ...ssssssseeesssee 1.10 
RMFO0222700RODE ........... 222.7k RNGOD 1% Metal Fill .....ssssccssssseeesesee 16 
RMFOO223000ROEC............. 223k Ohm,RNSSE .1% 25ppm ME... 2) 
RMFOO226000RODB ........... 226k Caddock MS-281 1% 8 Watt .... . 8.00 
RMFOO226000RODM .......... 226k Ohm, RN8OD 1% Metal Film oo... cess 3.50 
RMFOO226000ROEE............. 226k Ohm,RNGOE .1% 25pprm MAE. ......sscsseeseeessee 28 
RMFOO226000ROFA........... 226k Ohm RNC5OH 1% SOppm MP ........csscsecesssee 12 
RMFOO226000ROFC............. 226k Ohm RNCSSH 1% SOppm MP ......-cssssseeessee 20 
RMFOO226000R0PG ........... 226k Ohm,RNGSF .5% Metal File .......csssccsssseen 60 
RMFOO229000ROEC............. 229k Ohm,RNSSE 1% 25ppm ME. .secsccsssseessseeene + 19 
RMFOO232000RODE ........... 232k Ohm,RN6OD 1% Metal Fil ......cscssoccssneeee 14 
RMFOO232000ROD)............ 232k Ohm RN7ZOD 1% SOppm MAF ......cesssssceeses 50 
| RMFOO232000ROEC............. 232k Ohm, RNSSE .1% 25pm M.F ....sscssssseesssee 30 
| RMFOO232000ROEl............ 232k RNR7OE .1% 25ppm Glass .......reccssssseeessree 3.50 
RMFOO232000ROFE ............ 232k Ohm RNCGOH 1% SOppm ME esses» 22 
RMFOO234000RODC ........... 234k Ohm, RN5SD 1% Metal Film .... 10 
RMFOO234000ROEC............. 234k Ohm,RNSSE 1% 25ppm MLE. .n.essscsessseseeense 19 
RMFO0237000RODC ........... 237k Ohm, RN55 1% Metal Film ..... 10 
RMFOO237000RODE ........... 237k Ohm,RNGOD 1% Metal Fill ........sccsssscsssee 16 
RMFO0237000ROD) ............ 237k Ohm RN7OD 1% SOppm MF .......sccsssssssee 35 
RMFO0237000RODN........... 237k PRH-250 1% .25w Glass ...-csssscsernssernserees + 35 
RMFO0237000ROEC............. 237k Ohm,RN5SSE .1% 25ppm ME. ..cssssesesessseeees 19 
RMFOO237000ROEE ........... 237k Ohm,RNGOE .1% 25ppm MF. ...sssesssesssseeen 30 
RMFO0237000ROFE............. 237k Ohm RNC6OH 1% SOppm MF. ........sscesseseee 30 
RMFO0237000ROFi.............. 237k Ohm RNC7OH 1% SOppm MF ........sseeceeessee 50 
RMFO0237000R00Q) ............ 237k Ohm RN7OC 1% 25ppm M.F ........seecsesessee 45 
RMFOO240000RODN ........... 240k Glass RIZON 1% RNGOG M.F oo... essssseceesese « 5 
RMFOO240000RO6C ........... 240k RLROZC 2% Metal Fil ....ccssscsssseeesseseree « 12 
RMFOO241 400RODE ........... 241.4k Ohm,RNGOD 1% Mil. Film ..ecssssecesseeene + 15 
RMFO0243000RODC ........... 243k Ohm, RN5SD 1% Metal Fill .......scsssseseee J5 
RMFOO243000RODN........... 243k PRH-250 17% .25W GIOSS .....scssosseessseceseeee 30 


“e-mail: grinnell@surplussales.com 


Fax: 402-346-2939 


RMFO0249000RODK ........... 249k PME75ST2 1% Metal Film 
RMFO0249000ROEC........... 
RMFOO249000ROEE . 


Pet iy 250k RNCTOH 1% 50ppm .5w M-F ....... 
_ 252k Ohm,RN5SE.1% 25ppm MLE ... 
. 252k Ohm, RNSSC 1% 50ppm 


sesesosene 255K Ohm, RNZOC 1% 100ppm MF ...... 
RMFO0256000R0QE 256k Ohm, RNC60J 1% 25ppm M-F ...... 
RMFOO258000RODC ........... 258k Ohm, RN55D 1% Metal Film.......... 
RMEDOZ SE 000RDEC . _ 258k Ohm, RN55E .1% 25ppm MF... 
61k Ohm, RN55D 1% Metal Film .... 


ea eenee 


senenace 


eneeee w 
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RMFOO261000ROD! 261k Ohm RNZOD 1% SOppm MF cesses 45 
RMFO0261 000ROEE ............ 261k Ohm RNGOE 1% 25 ppm MF ....sssesseeseeenee 32 
RMFO0261 000ROFE ............ 261k Ohm RNC6OH 1% SOpprn MF. .......-scsseeesne 23 
RMFO0261000ROFG ........... 261k Ohm,RNC6SH 1% SOppr ME. ...ss.csseceesseee 30 
RMFOO264000RO0DG........... 264k Ohm, RNGSD 1% Metal Film ........scsescsssen 30 
RMFOO264000ROEC............ 264k Ohm, RNSSE 1% 25ppi MF ..ccessssscsssseeee 19 
RMFOO264000ROEE ........... 264k Ohm, RNGDE 1% 25ppim ME a. sessesssesceesssee 30 
RMFO0266000RODN ........... 266k GA-53314A Glass 1% .5W vacsonsnennnnnne 45 
RMFO0267000RODG ........... 267k Ohm, MF6C 1% Metal Film .....sssscsscsccssee 29 
RMFO0267 000ROFE ............ 267k Ohm RNC6OH 1% SOppM MAF, .ssssssssssssssssssse 20 
RMFO0267000R00G............ 267k Ohm,RNC65) 1% 25ppm MF, ...ssescserssseees 40 
RMFOO270000RODN........... 270k GA-53314A Glass 1% .5W cnsonnsnnn AS 
RMFOO270000RO0FE............ 270k Ohm RNC6OH 1% SOppm ME. . pas 
RMFO0271000ROEC............. 271k Ohm,RNSSE .1% 25 ppm MAF ....sssssssssceenseee 19 
RMFOO274000RODC ........... 274k Ohm, RN55D 1% Metal Fill .......ssssesssseee 15 
RMFOO274000RODE ........... 274k Ohm,RNGOD 1% Metal Fill ...........cecsesesee 16 
RMFOO274000R00) ............ 274k Ohm RN7OD 1% SOppm MAF .-.sesessssseene 35 
RMFOO274000RODN ........... 274k PRH-250 1% .25w Glass........ 40 
RMFOO274000ROFC 274k Ohm,RNCSSH 1% SOppm MF . A7 
RMFO0274000ROFE 274k Ohm RNC6OH 1% SOpprn ME. .......sssssseeseee 21 
RMFO0274000ROFI 274k RNR7OC 1% SOppm Glass .........sssesscseeessee 50 
RMFOO274000R00Q)I ............ 274k Ohm RNC7OS 1% 25pprm MAF. ......sosesseseeee 60 
RMFOO0277000ROEC............. 277k Ohm,RNSSE .1% 25ppm ME ....cesssesenssesseee + 19 
RMFOO277000ROEE ............ 277k Ohm, RNGOE 1% 25ppm MF ....sscsosceerserne 30 
RMFOO277000ROPC............ 277k Ohm RNC55H .5% SOppm MF ......sesssscesssee 25 
RMFOO280000RODC ........... 280k Ohm, RNS5SD 1% Metal Fill .......sssssscsseee 15 
RMFOO280000RODN ........... BOK PRH-250 19 .25w Glass ........sscsserseceseseee 30 
RMFOO280000ROFE ............ 280k Ohm RNC6OH 1% SOppm M.F. ......sssssssesseeee 22 
RMFOO284000RO0DC ........... 284k Ohm, RNSSD 1% Metal Film... esssecsotesseene « 10 
RMFOO2B4000ROOA ........... 284k Ohm RNC5OJ 1% 25pm ME ..seeecsssseenne 14 
RMFOO287000RODA ........... 287K Ohm, RN5OD 15% Metol Film ......csscscsssseson 10 
RMFOO287000ROD) ............ 287k Ohm MFFT 2X 1% 150ppm MF .......ssssssseeeees 45 
RMFO0287000ROEC............. 287k Ohm,RNSSE .1% 25ppm MF. .....scsssesseseseeee 19 
RMFO0287000ROFC............. 287k Ohm RNCSSH 1% SO ppm MLE. ......sesecseseeseens 20 
RMFOO287000ROFE ............ 287k Ohm RNC6OH 1% SOppm ME. ....-.sssscccesessee 25 
RMFOO287000RO0FG ........... 287k Ohm,RNC6SH 1% SOppm ME... 30 
RMFOO291 000RODC ........... 291k Ohm, RN5S5D 1% Metal Fill ......ssssssecsessseee 10 
RMFOO291 000ROQE ........... 291k Ohm, RNC60J 1% 25ppm M.F .......ssssssseseeeee 26 
RMFOO294000RODC ........... 294k Ohm, RN55D 1% Metal Fill ..:....ssosscccssseeee 5 
RMFO0294000RODN ........... 294k RNR7OC Her. Glass 1% .SW ..essossssesseseesessee 1.00 
RMFOO294000ROFC ............ 294k Ohm RNC5SH 1% SOppm MLE. .....sessesccsescess AS 
RMFOO294000ROFE ............ 294k Ohm RNC6OH 1% SOppm MF. ..acssssescessesseen AS 
RMFOO3OQ000RODQ............ 300k Ohm 2watt 1% Metal Film ......csscesesssecnse 2.00 
RMFO0300000ROGG ........... 300K, RL20S 2% Corning M.F. ....... 29 
RMFOO300000ROGI ............ 300k Ohm .5 Wott 2% Film ...sssssesssseseennssee 30 
RMFO0301000RODC ........... 301k Ohm, RNSSD 1% Metal Fill .........ss:eecesssree 5 
RMFOO301000RODE ........... 301k Ohm, RNGOD 19% Metol Fill ....ssoosseerseseee 20 
RMFOO301000RODK ........... 301k Ohm RN75C 1% SOppin ME ...sssssseesesseee 55 
RMFO0301 000RODN ........... 301k Ohm D176176 Gloss 196 MAF... sssosessssesns 30 
RMFO0301000ROEl............. 301k RNC70J .1% 25ppm MAF. ....sessssssscscssssseeeees 1.00 
RMFO0301000ROFA............ 301k Ohm RNCSOH 1% SOppm MF .......ssssssssees 12 
RMFO0301 000ROFE............. 301k Ohm RNC6OH 1% SOppm MLE. ......sesssscsseees 25 
RMFOO301 000ROQE ........... 301k Ohm, RNC60) 1% 25ppin MF sss seesssseee 26 
RMFOO3O9000RODE ........... 309k Ohm,RNGOD 1% Metol Film ......csssscessssesee + 18 
RMFOO309000RODG ........... 309k Ohm, MC-1/4-5 1% M. Film oo. esssssscnseeun 40 
RMFOOSO9OOOROFE ............ 309k Ohm RNC6OH 1% SOppm MF. ....csscccssssseeee 25 
RMFOO3O9OOOROFG ........... 309k Ohm,RNC6SH 1% SOppm MF, .......essssssseseeen 30 
RMFOO309000ROGC ........... 309k RLROZC 2% Metal Fill ........ssessssecesssseee 12 
RMFOO31 6000RODC ........... 316k Ohm C-85A 1% Glass MF. soos 5 
RMFOO31 6000RODE ........... 316k Ohm, RNGOD 1% Metal Film........ AS 
RMFOO31 6000RODH ........... 316k Ohm C-170NA 1% Glass MP oa... ssssssssseesee 30 
RMFO031 6000ROD) ............ 316k Ohm RN70D 1% SOppm MAF... .ssssssesseeee 45 
RMFOO31 6000RO0P ........... 316k Tw 1% -390/+Oppm Glas Ty .......ssesseccsnere 8.00 
RMFO031 6000ROEl.............. 316k Ohm RNZOE .1% 25ppm M.F .......essssoreeeeees 1.00 
RMFOO31 6000ROFE ............ 316k Ohm RNC6OH 1% SOppm MF. ...sssesssecsssseeee 22 
RMFOO31 G000ROF........... 316k Ohm RN7ZOC 1% 50ppm MAF .....sesssssccnssseene 50 
RMFOOS20000ROQE ........... 320k Ohm, RNC60) 1% 25ppm MF oo cesses 26 
RMFOO324000RODE ........... 324k Ohm, RNGOD 1% Metal Film ........sscssssseeees 13 
RMFOO324000RODH ........... 324k Ohm RNGOG 1% Glass .......cccscsessesesennseesees 1.00 
RMFO0324000ROEG ........... 324k Ohm, RNGSE .1% 25ppm MAE .....e..-cccssssssee 40 
RMFOO331 0OOROEE............. 331k Ohm RNC60) 1% 25ppm .....sseeccsecesessrseceeen 50 
RMFO0332000RODC ........... 332k Ohm, RN55SD 1% Metal Film ........ 15 
RMFOO332000R0DE ........... 332k Ohm, RN60D 1% Metal Film ........ bunt 300 
RMFOO332000ROFE ..........- 332k Ohm RNC6OH 1% 5Oppm MF. ..........00 wale 
RMFO0332000R00) ............ 332k Ohm RN7OC 1% 25ppm MAF uu... 60 
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RMFOO340000RODK 
RMFOO340000ROEE 
RMFO0340000ROFI 


RMFOO348000ROFG 


RMFOO34B000R0F.. 


RMFOO348000ROQE 
RMFOO348000R0QI 
RMFO0351000R0QI 


Surplus Sales 


aS | 340k Ohm RN75B 1% Metal Film ... 
Seca 340k Ohm,RN6OE .1% 25ppm MLE... 


Bk Ohm, RNGSD 1% Metal Film 
ene ~ 348k Ohm RN6OE.1% 25ppm M. 


40k ohm Paste 50ppm M. a 


ie 155. 348k Ohm RNC6OH 1% 50ppm ME .. 


tle 348k Ohm RNC65H .1% 50ppm M. ae 
. 348k Ohm RN7ZOC 1% 50ppm MF . 


aeeeeeee ol 


.. 348k Ohm RN60G 1% 25ppm Glass 


none 


RMFO0357000RODN 
RMFO0357000ROEE 


RMFOO357000ROEG .... 


RMFO0357000ROFE 


.. 348k Ohm RNC7O) 1% 25ppm M.F : 
acre 351k Ohm RNC7O) 1% 25ppM MF nines 


assent 357k PRH-250 19% .25W GLOSS ...erssssssenesenseene —« 


.. 357k Ohm, RNGOE .1% 25ppm M.E... 
.. 357k Ohm RNGSE.1% 50ppm ME. 


357k Ohm RNC6OH 1% 5Oppm M.E 


RMFOO357000R0F6 ........ 357k Ohm, RN6SC 1% 50ppm M.E 30 
RMFO0361000ROPC........... 361k Ohm RNCSSH .5% SOppm MF... 
RMFOO365000RODC......... 365k Ohm 5053YD 1% Metal Film ...... 15 
RMFOO365000RODE ......... 365k Ohm, RN6OD 1% Metal Film... 15 
RMFOO365Q00ROFA.......... 365k Ohm RNCSOH 1% SOppm ME cco 
RMFOO365000ROFE...... 365k Ohm RNC6OH 1% SOppM M.E cesses 
RMFOO365000ROF......... 365k Ohm RNR7OC 1% SOppm MME... 
RMFOO365000ROQE.......... 365k Ohm, RNC60J 1% 25ppm M.F 
RMFO0374000ROEE.......... 374k RNGOE.1% 25pm ML... eh) 
RMFO0374000ROEG ......... 374k Ohm RN6SE:.1% SOppm M.E ...nccssenssnee 65 
RMFOO374000ROFE........... 374k Ohm RNC6OH 15 50ppm MLE .scssscsssun 20 
RMFOO383000RONC.......... 383k Ohm, RNS5D 1% Metal Film ..cccscnsenson 10 
RMFOO3B3000RODE ......... 383k Ohm, RNGOD 1% Metal Film ..ncssosunsomon 15 
RMFOO383000RODG.......... 383k Ohm, RN65D 1% Metal Fill .....ssscnmenne 30 
RMFOO383000RODI........... 383k Ohm,RNC7OK 1% TO0ppm M.F .sscsccsene 40 
RMFOO383000RODK......... 383k Ohm, RN75B 1% metal FilM ....cecoesrome 1.25 
RMFOOSB3000RODM ......... 383k RNGOB 1% Metal Fila .ccsscnconomnmene 3.00 
RMFOO383000ROEG ......... 383k Ohm RN6SE 1% SOppM M.E .ccccsnsamneun 85 
RMFOO383000ROFE......... 383k Ohm RNC6OH 1% SOppm ME ecsssussnnon 20 
RMFOO383000RO0P6 ......... 383k Ohm,RNGSF .5% Metal FilM .....cnsscnnmnn 60 
RMFOO385000ROF6 ......... 385k Ohm RNC6SH 1% SOppm MF. cnnsenn 40 
RMFOO3BB000RODE ......... 388k Ohm, RN6OD 1% Metal Film .....ccumseseme 20 
RMFOO39O000ROFE.......... 390k Ohm RNC6OH 1% SOppm ME ecsascsnmnome 22 
RMFOO392000ROEE....... 392k Ohm, RN6OE .1% 250pM M.F .nncsoscsnonn 30 
RMFOO392000ROF....... 392k Ohm RN7OC 1% SOppm MLE oo. cnsccsseae 50 
RMFOO397000ROFE.......... 397k Ohm RNCGOH 1% 50ppM MLE csccnseson 20 | 
RMFOO4OOQOOROBE.......... 400k Ohm RNGO .02% 25ppm ME .cscrsscnsmune 1.00 | 
RMFOO400000ROOP ......... 400k Ohm 1 Watt 19% Metal FilM .....:ceseemeonne 1.25 
RMFOO400000RODQ......... 400k Ohm 3w 1% CGCHOB-3 ecncsonmnmeane 6.00 
RMFOO4OOOOOROEP.......... 400k Ohm Iwatt .1% Metal FilM ...cccsursnoonn 3.00 
RMFOO400000ROP? .......... 400K RN70 5% 25ppm ME seecsmsssssnsrmeen 50 
RMFOO402000RODE ....... 402k Ohm, RN6OD 1% Metal Film .....c.coeennn 15 
RMFOO402000RODG........... 402k Ohm, RN65D 1% Metal FilM ....cosconrene 30 | 
RMFOO402000RODI........... 402k Ohm RNZOD 1% SOppm MAF aecnsensronee 15 
RMFOO402000RODN........ 402k PRH-250 1% .25w Glass... oe 
RMFOO402000RODP........... 402k Ohm RN25X, Watt 196 MLE. scecsneeonsnne 175 
RMFOO402000ROFE........... 402k Ohm RNC6OH 196 50ppm MLE. sescssesnernn 22 
RMFOO4OGO0OROFI an 406k Ohm RNC7OH 1% SOppm MF .cccenserens 50 
RMFOO40B000ROQE ......... 408k Ohm RNC60J 1% 25ppm M.E occcncsnnone 28 
RMFO041 2000ROFE.......... 412k Ohm RNC6OH 19% SOppM M.E. oceccnsrnsen 2 
RMFOO41 7000RODE .......... 417k Ohm, RN6OD 1% Metal Film ....cceansoson 15 
RMFO041 7000ROPG ....... 417k Ohm RN65C .5% S0ppM ME. scscsnsensse 40 
RMFO0422000RODE ....... 429k Ohm, RNGOD 1% Metal Flt ...oscossomeun 15 
RMFO0422000RODG......... 422k Ohm, RN6SD 1% Metal Fill ...cscosonneon 30 
RMFO0422000ROFEC......... 422k Ohm RNCSSH 1% SOppM ME. .csccnseneen 20 
RMFOO422000ROFE........... 422k Ohm RNC6OH 19% SOpPM MLE. ..earcnmeneen 2 
RMFO0422000ROFG ........ 422k Ohm RNC6SH .1% SOppm MA .nccens.cn 40 
RMFO0432000RODE ........ 432k Ohm, RN6OD 1% on 15 
RMFO0432000RODI.......... 439k Ohm,RNC7OK 1% 1O0ppM M.F seessssssonee 40 
RMFO0432000RODN......... 432k Ohm PRH-250 1% .25WM.F soccscnssnsene 30 | 
RMFOO432000ROFE........ 432k Ohm RNC6OH 1% SOppm ME. osccnseonene 25 
RMFO0432000ROFG ......... 432k Ohm RNRGSC 1% SOppm MLE. .escossnnene 50 
RMFO0442000RODE ......... 442k Ohm, RNGOD 1% Metal Filth ...cssoseoneone 15 
RMFO0442000RODH....... 442k Ohm RNGOG 1% GOSS orem 1.00 | 
RMFO0442000RODN......... 442k Ohm PRH-250 196 .25W MF occcrccnmnnnee 30 | 
RMFOO442000ROFE .......n 442k Ohm RNC6OH 1% S0ppm MLE ..sssmmnnenn a | 
RMFOO4SOO00ROOR........ 450k 6w Glass Clip In "x3" secscnsue 10.00 
RMFOO453000RODE ....... 453k Ohm, RNGOD 1% Metal Fil ...c.conernme 15. | 
RMFO0453000RODG.......... 453k Ohm, RN6SD 1% Metal Film......... 30 
RMFOO4S3000ROEE........... 453k Ohm RNGOE .1% 25ppm ME.......... 30 | 
RMFOO453000ROFE......... 453k Ohm RNC6OH 1% SOppM ME eon 25 | 
RMFOO453000ROFG ...... 453k Ohm RNC6SH .1% SOppm MF csc 40 | 
RMFOO464000RODE ........ 464k Ohm RNC6OK 1% Metal Fill... 15. | 
RMFOO464000RODN.......... 464k Ohm PRH-250 19% .25W MF oocconon 30 
RMFO0470000ROPI........ 470k RNC7OH 5% SOppM ME secccnn 50 
RMFOO47 SOOORODE .......... 475k Ohm, RNGOD 1% Metal Film... 15 
RMFOO47 5OOORODG......... 475k Ohm, RN65SD 1% Metal Film... 30 
RMFO047 SOOOROEE......... 475k Ohm,RNGOE .1% 25ppm ME cnn. 30 
RMFOO475000ROFE......... 475k Ohm RNC6OH 1% SOppm MLE. a... 25 
RMFOO4B0000ROPI ....... 480K MFF-1/2..5% 25ppm ME scence 50 
RMFOO4B7000RODE ........ 487k Ohm, RNGOD 1% Metal Film ....ccssmossone 20 
RMFO0487000RODI.......... 487k Ohm RN70D 1% SOppm MF ........ 


wanna sivaciine 


RNFOO487 000ROED 
RMF00487000ROFE 


487k Ohm,RNSSE.1% 25ppm MF 
487k Ohm RN6OG 1% Glass ......... 


Info/Tech./Intnl: 402-346-4750 


Resistors: 333k - 1.1M Ohm 


RMFOO499000RODK 


RMFO0499000RODM 


RMFOOS 


ORODI...... 
RMFOOSOOOOORODA ... 
RMFOOSOOO00ROFE 


RMFOOSOOOOOROMS .... 


RMFOOSO0000ROMT 


RMFO051 1000ROFG 
RMFOO523000RODE 
RMFOO523000RODN 
RMFOOS3OO00RODE 
RMFOO536000RODE 


RMFOO536000RODN .... 
RMFOO536000ROFE . 


RMFOO549000RODG .. 
RMFO0549000R00! ... 
RMFOOSS3000ROQG ... 
RMFO0562000RODE 
RMFO0562000RODG 


| RMFO0562000RODI . 


RMFO0562000RODN 


RMFOO562000ROFE . 


RMFO0562000ROFG 
RMF00562000R0QI . 
RMFO0562300RODG 


RMFO0576000RODI . 


RMFOO57 6000RODN 
RMFOO576000RODP 


| RMFO0576000R06I . 
| RMFO0576000R0QE 
| RMFO0576000R0QG 


RMFOO590000RODE 
RMFOO5S90000RODG 


RMFOOS9OOOOROFE . 
| RMFOOSOOOOOROE!.......... 
| RMFOO604000RODE 
| RMFO0604000R0DG 
| RMFOO604000ROFE . 
| RMFOOGO4000ROFK . 


RMFOO606000ROFG 


| RMFO0619000RODE 


RMFO061 9000RODN 


| RMFO0619000ROEE . 
| RMFO0619000ROEG 
RMFO061 9000ROFC . 
RMFOO61 9000ROFE . 
| RMFO061 9000ROFG 
| RMFO0634000RODG 


RMFO0634000RODI . 
RMFOO634000ROEC . 


| RMFOO634000ROFE . 


RMFOO640000ROEG 


RMFO0642000R0F1... 


RMFO0665000RODE 


| RMFOO665000ROQI . 
RMFOO680000ROGP 
| RMFO0681000RODE 
| RMF00681000ROFG 
| RMFO0698000RODC 


RMFOO698000RODE 
RMFO0698000RODI 
RMFOO698000ROFE 
RMFOO700000R0Q! 
RMFOO71 0000RODK 
RMFOO7 1 5000RODE 


RMFOO715000RODI . 
| RMFOO715000RODN 
| RMFOO715000ROFE . 
| RMFOO723000RODE 


RMFOO732000RO0DC 
RMFOO732000RODN 


| RMFOO732000ROFE . 
| RMFOO734000ROFC . 


RMFOO7 SOOOORODE 


| RMFOO750000R0DG 


RMFOO7 50000RODM 
RMFOO750000RO0DP 


RMFOO51 1 000ROFE . 


sreeeeeeee T77K RNOUD 1/0 MICTUL PHT... 


RMFO0499000RODN ... 


eau 500k Ohm, 45watt DPX, 20% film 
« 511k Ohm, RN6OD 1% Metal Film 
k Ohm RN7SC V% 


51k PRH-250 1% . 
seseniesi 511k Ohm, RNCSSH 1% 50ppm ML 


conte 511k Ohm RNC6OH 1% 50ppm ME .... 


.. 511k Ohm, RNC65H 1% 50ppm M.E 
vn 523k Ohm, RN6OD 1% Metal Film ... 


00k Ohm, 10watt MVP 20% film ... 
00k Ohm 30/45wt MVO, 20% film . 


ORDERS: 800-244-4567 Fax: 402 


53k PRH-250 1% .25w Glass... 
.. 530k Ohm RNC6OK 5% 100ppm MF... 


36k Ohm, RN6OD 1% Meta Fim. 
"536k Ohm PRH-250 1% 15w Glass 
aodiees 536k Ohm RNC6OH 1% 50ppm ME... 


es 549k Ohm, RN6SD 1% 100ppm M. F 
ne 549k Ohm DCS1/2 1% Metal Film 


ee 553k Ohm,RNC65) 1% 25ppm ME... 


wha 562k Ohm, RNGOD 1% Metal Film .. 
atte 562k Ohm, RNG5D 1% TOOppm MAF ccecsssessssssenseee 22 
Re 562k Ohm, RN70D,1% Metal Film .. 
— 562k Ohm PRH-250 1% .25w Glas . 


562k Ohm RNCGOH 1% SOppm ME ... 
562k Ohm,RNC6SH 1% SOppm ME ... 
eat 562k Ohm RNC7OJ 1% 25ppm MF .. 


eee. 562.3k RN6SD 1% 100ppm ME...... 
2h od 576k Ohm, RN70D,1% Metal Film .. 
a 576k PRH-250 1% 25w Gloss... 
ee 576k Ohm Iw 1% 150ppm Tektr’x . 
Slgie 576k RLR20C 2% .Sw ME ......... 


oer 576k Ohm RNC6OJ 1% 25ppm ME .. 


Saas 576k Ohm,RNC65) 1% 25ppm ME. wt 2 Sa henh, 
Saat 590k Ohm,RN6OD 1% Metal Film........ . 16 
oe 590k Ohm RN65D 1% Ceramic CPCS .... ~ 30 
oe 590k Ohm RNC6OH 1% 50ppm M.E.... — 2 

vw 600k Ohm RNC7OH .1% SOppm MF cssssscssssssseee 55 
onthe 604k RLR20C/60D 1% IwMLE.......... pase then 
hes 604k RN6SD 1% TOOppm MAF ..ssssssccssssseesseeee 24 
= oe 604k Ohm RNC6OH 1% SOppm ME. ...scccsssssseseeeeee 022 
oe 604k Ohm, RN75C 1% SOppm ME ceeccsessscensssces 95 
os 606k Ohm, RNOSF 1% SOppm ME seeecsccessescesoneee 029 
Ses 619k Ohm RNGOD 1% Metal Film esses 15 
shia 619k GA-53314A Glass 1% SW oncccsscssssevereeeeeeeee 50 
eee: 619k Ohm MFI/4 19% 25ppm ME ..secscccssseeseeeee 32 
2M 619k Ohm RN65C .1% Metal Film .....essssssscssssseeeeee 85 
Be 619k Ohm RNCSSH 1% SOpPM ME cccsercssccrvsoeene 15 
cee 619k Ohm RNC6OH 1% SOppm ME ..... 22 
oa 619k Ohm RNC6SH 1% SOppM ME veesssccsesesvsocee 029 
Be 634k Ohm, RN65D 1% TOOppm MAF cesses. 24 
aie 634k Ohm, RN70D,1% Metal Film ....cccsesesoonee. 50 


ey 634k Ohm,RNSSE.1% 25ppm MLE....... 
co 634k Ohm RNC6OH 1% 5Oppm ME... 
. 640k Ohm RN6SC.1% 5Oppm ME ..... 
a 642k Ohm RNC7OH 1% 50ppm ME .... 
sane 649k Ohm RNGOD 1% Metal Filrn .. 
ne 649k Ohm RNC6OH 1% 5Oppm ME .... 


re 665k Ohm RNGOD 1% Metal Film .. 


ee 665k Ohm RNC7OJ 1% 25ppm ME. 
ee 680k Ohm 2% 1w Metal Film ...... 
ne 681k Ohm, RN6GOD 1% Metal Film... 
Aus 681k Ohm,RNC6SH 1% SOppm ME. . 
ee 698k Ohm RLRO7C 1% Metal Film .... 
—— 698k Ohm, RN60D 1% Metal Film .... 
698k Ohm, RN70D 1% Metal Film .... 
- 698k Ohm RNC6OH 1% SOppm ME... 
. 700k Ohm RNC70) 1% 25ppm MLE... 
710k Ohm RN75C 1% Metal Film .... 
ise teee 715k Ohm RN6OD 1% Metal Film .... 
ata 715k Ohm, RN70D 1% Metal Film .... 
ee 715k PRH-250 1% .25w Glass .... 
poe 715k Ohm RNC6OH 1% SOppm ME. 
Sian 723k Ohm, RN6OD 1% Metal Film .. 
sik Bees 732k Ohm, RN55D 1% Metal Film .... 
5 oe 732k CPCS Herm. Glass 1% .25w..... 
ere 732k Ohm RNC6OH 1% SOppm ME. . 
se 734k Ohm RNCSSH 1% SOppm ME. 
pes 750k Ohm, RN60D 1% Metal Film ......... 
pS 750k Ohm CPCS1/4 1% Glass M.F.... 
cama 750k Ohm RN8OD 1% Metal Film ... 
ae 750k Ohm, DC-1, 1Watt 1% MLE .... 


Hoe 


negates # 
enon doneenenasnesarneen 35 
Serres 


sonere 


snes A2 


Megeedeens 1.50 | 


* RMFOOB25000RODE 


768k Ohm, RNOSD 
_. 768k Ohm RNC6OH 1% SOppm MF... 


RMFOO787000ROFE ........::... 7 hm RNC6OH 1% 50ppm MA 3 
RMFOO794000ROFG .... 794k Ohm, NCESH 1% SOppm MLE 


RMFOO806000RODK k Ohm RN perenne 
RMFOOBO6OOORODN........ 806K CPCS Herm, Glass 19 .25W eucsnanunuesenne 
ibeclil 806k Ohm RNC6OH 1% SOppM MF nnn 


RMFO0825000RO0CC ........... 
RMFOO838000ROFK 3 


RMFOO845000RODN 

RMFOO856000RO0DE ........ 

RMFOO866000RODE ........... 

RMFOOB66000RODI......... 866k RNC7OK 1% 10OPPM M i 
.. 866k PRH-250 1% 25W Glass . 


. Sppm ME 
per 887k Ohm,RNC6SH .1% 50pm M.F 
RMFOO887000ROQI.......... 887k Ohm RNC7OJ 1% 2Sppm ME. 
RMFOO898000ROFC 898k Ohm RNC5SK 1% S0ppm ME... 
RMFOO9OOOOORODP........... 900k Ohm, M22D, 1Watt 1% MLE... 


RMFOOIO000ORODR 900k 6w Glass Cli io let 
RMFOO9O0000ROPE 900k Ohm RNGOD .5% Metal Fil ...ssccssssesnsoos : 
RMFOO909000RODC ........... 909k Ohm, RNS5SD 1% Metal Fill ......csssccsssseseeeee 10 


RMFO0909000ROD1 ............ 909k RNC7OK 1% 1OOPPM M Film 
RMFOO909000RODN ........... 909k Ohm PRH-250 1% .25w Glas 
RMFOO9O9OOOROFE ............ 909k Ohm RNC6OH 1% 50ppm M.E..... 
RMFOO909000ROFI........... 909k RNR7OC 1% SOppmn MF ane 
RMFOO920000RO0EG .......... 920k .25w .1% MF-1/4 Mil Flm ...... 
RMFO0931000RODN ........... 931k CPCS Herm. Glass 1% .25w..... 
RMFOO953000RODE ........... 953k Ohm, RNGOD 1% Metal Film ... 
RMFOO953000RODN .......... 953k (-173BN 1% .25w Glass .. 
RMFOO953000ROEG .......... 953k .25w .1% MF-1/4 Mtl Flin en. wis EOD 
RMFOO953000ROFE ............ 953k Ohm RNC6OH 1% SOppm M.E s.sscsssneesee 22 
RMFOO953000R0FG .......... 953k Ohm, RN6SC 1% 50ppm M.F 
RMFO0975000RODG............ 975k Ohm, RNGSD 1% Metal Film........ 

RMFOO976000RODE ........... 976k Ohm, RN6OD 1% Metal Film......... 

RMFO0976000RODG .......... 976k Ohm, RN65D 1% Metal Film......... 

RMFOO976000RODK ........... 976k Ohm RN75B 1% Metal Film ........ 

RMFOO976000ROFE ........... 976k Ohm RNC6OH 1% 50ppm ME 
RMFOO976000ROHG........... 976k Ohm RNC65J 1% 25ppm ME. 
RMFO0976000ROPG ........... 976k Ohm,RN65C .5% SOppm ME. . 


RMFOO980000ROFG .......... 980k Ohm RNC6SC 1% SO ppm MAF ..ssssssscsscceseee 35 
RMFOO990000ROEG ........... 990k Ohim,RNC65J .1% SOppm M.F scsesscssssecssee 55 
RMFOO990000ROSK ........... 990k Ohm RN75, .25% Metal Fm ....... sivona 9008 
RMFOTOOOOO0RODC ........... 1 meg Ohm RN5SD 1% Metal FIM «ssn 10 
RMFOTOOOQOORODG........... 1 Meg Ohm RN65D 1% Metal Filly ...:ssssccsnscesnee DB 
RMFOTOOOOOORODH............ T Meg Ohm KC60 196 Glass ...scsssssccsssssesesnnseeeene J5 
RMFO1000000R0D) ........... 1.0M Ohm, RN7OC,1% Metal Fil ......scssscscssssseee 50 
RMFO1000000RODM .......... 1M Ohm, RN8OD 1% Metal Fil ......scssssscssssseeee 3.50 
RMFOTOOOOOORODP ........... Tmeg Ohm, DC-1, Wott 196 MF ....csccstsesceraneseee 175 
RMFOTOQOOOOROEG ........... | Meg .25w .1% MF-1/4 Mtl Flm oS) 
RMFOTOOOOOOROE............ TM RNZOE 1% 25ppm ME .esessssssccccsessongeeesene 95: 
RMFO1O00000ROEP........... 1M & 243K Fluke .1% Match Set .......... wee 40) 
RMFO1OOO000ROFC............. TMeg Ohm RN5S5SC 1% SOppim ME, ..ecsssssssssecssss0e 15 
RMFO1O00000ROFE ........... 1Meg Ohm, RNC60H 1% SOppm M.F .....sscsssseeceee 22 
RMFO1O00000R06 ............ IM FP 1/2 2% Flame Proof M.F .....sccssseesssnsenree 50 
RMFOIOOO000ROHG ........... Tmeg Ohm RNC65) 1% 25 ppm ME ..essoscceesseeseee 35 


RMFOTOQOQ00ROJL ............ T meg 1 60w 18-154-1 10" Long .....ssssssee ww 65.00 
RMFOTOOOOOOROJP............ TM TW 5% MVX-T ecsssssssssnnee 
RMFO1000000ROJQ ........... 1 Meg 2watt 5% 10kv CGH-2 ...... 


RMFO1OOOOOOROLD ........... 1 Meg, 60watt DZW 15% film ...... ww 75.00 
RMFOTOOO000ROMS ........... | meg Ohm, 1Owatt MVP 20% film ... ww 15.00 
RMFO1QO0000ROMT............ T meg Ohin,45watt DPX,20% Film .....scsseeuysenn 27.00 
RMFOTOOGOOOROMU .......... 1 meg Ohm, }Qwatt DPU,20% filly .....ssssosnnsee 15.00 
RMFO1O00000ROMW........... 1 meg Ohm, 30 watt MVO, fill ......csscsssseesneee 25.00 
RMFO1O00000ROQC........... TMeg Ohm,RNC55J 1% 25ppm MF ....ssssecssseecee 5 


RMFO1000000R00G............ Teg Ohm RNC65J 1% 25ppm MF ..sssssssesesesee 35 
RMFOTOOQ000RADK .......... 1.0M RN75G 1% 50ppm Glass Her ....... 
RMFO1040000RO00C ........... 1.04M Ohm RN55D 1% Metal Film ....... 
RMFO10S50000RODG........... 1.05meg Ohm,RN65D,.75w 1% M.F..... 


RMFO1050000R00) ............ 1.05M Ohm,RN70D,1% Metal Film ........ 
RMFO1070000R0DI............ 1.07M Ohm,RN70D,1% Metal Film ... : 
RMFO1O070000RODK ........... 1.07 Meg, RN75B, 1% Metal Flm...... . 1.50 
RMFOT100000RODC ........... T.1M Ohm RN55D 13% Metal Fil ........ssoccccseesee 10 


RMFOT100000R00G............ 1.1 meg Ohm,RN6SD,.75w 1% MF .. 
RMFOT100000ROEE ............ 1.1 Meg RNC60J .1% 25ppm M.E...... : 
RMFO1100000ROFE............. 1.1M Ohm, RNC60K 1% SOppm MLF .......ssssssssee 35 
RMFO1100000R0QI............. 1.1M Ohm RNC7OJ 1% 25 ppm MF. sitssescocsteevtaee 45 


- www.surplussales.com e-mail: grinnell@surplussales.com Fax: 402-346-2939 235 
: 1,15M - 5,000M Ohm — 
RUFOZ49OQOORODN 249M PRH-250 1% Glss Sv stlren ial |" een Reritese sess 14.00 


RMFO2500000R0FG ........... 2.5M Ohm, RNC65H 1% aa M k =e RMF10000000R0J0Q ........... 10 Meg 2 watt 5% TOKV MVX-2 ..cssssscccsssscesene 9.00 
RMFO2550000RODN ..:........ 2.55meg CPCS-1/4 1% Glass Her ... : RMF1OO00000ROIS ............ 10meg Ohm, 1Owatt MVP, 5% film ........ wee 12.00 
F02610000R0D i Metal ~ | RMF10000000ROKD 


Omeg Ohm, 300w DZZ, 15% film . 120.00 
OMeg MVAT.12" 6.5°L 10%. .... 
dw 10% Dole BFQ 2.5°L oc cscsvovnn 8.00 


'% Metal Film ........ 
m, VRNCESH 1% 50ppm M-F ... 


aes OM Ohm,Victoreen HVCW 6watt ..... 8.00 
zi 27M at 1% 50ppm M.F. RMFO2670000RODI.......... 2.67 Meg RN7OD 1% Metal Film... RMF1OO00000ROLS........... Omeg Ohm, !Owatt BFW,15% 40kv 35.00 

#: 27M WN706 1% 50ppm Glass RMFO27O0O00RODN ... 2.7m R-173B PRH 1% .25w Glass... RMF1O000000ROLT 10meg Ohm, 45watt DPX,1596 fill nnn 55.00 
1%. 10meg Ohm, LOwatt DIU 20% fil oon 15.00 

= ie Ohm 45watt DPX,20% film ean 49.00 

K Meg, oe RMFIO000000ROMW 10meg Ohm, 30watt MVO,20% flM nn 45.00 

q 0 30 | RMFO2800000R0DI..... 8M Ohm, RN7OD "% 100ppm MF... d RMF} 1800000ROPP ........... 11.8 Meg Ohm, 1.5w1 5% flM ncn 3.00 
seeeeweee 133M Ohm RN7S 1% 50ppm M. bce ee : RMFO2870000RODG........... 2.87M Ohm RN6SD 1% 100ppm ME... : RMFI 2000000ROKW .......... 12 Meg 30watt Victoreen MOXH on nnmnn 40.00 
SES 33M GA-53314A Glass 126 .5W a.ssssssecssessesseee ; RMFO2870000RODN ......... ll PRH-250 1% Glass .5W ..s.ssssseseeseesseseeee 30 | RMFI2100000R0Q0............ 12.1 meg PMR7OT 1% .Sw Opin .......cssssessee 15.00 
Ohm W%5 ese B54 Cannes 1% gn sagt wes 1.25 | RMFI3000000ROUP ........... 13 Meg Tw 5% 250ppm Radial ......ccccsccnon 10.00 


O2940000ROFG ......,..... 2.94M Ohm, RNCOSH 17 SOppi MF ....-ssssscccnsncee 30 | RMFISOQOOOORODB ........... 15M 2.5w Okv 1% Caddock MG725 ......secessesnsoe 12.00 
RM 795M a 60 | RMFI5000000R00Q............ T5M 2w 1% HV Metal Film .....ssssccsssecssssesssee 4.50 
RMFO3000000RODE .. 99 | RMFT6000000RODP........... TOM Tw 1% MOXT125 Fixed Filta... ccssssesseeen 8.00 
zal: i aw RMFO3000000R0D1............ i .. 28 | RMFI6000000ROJP............ T6M Tw 5% PVC70 Fixed Fill ....sssssssseeesssee 3.00 
FO1430000RO0DI f ; Res ctay can : RMFO3000000RODM .......... 3 Meg MFB305 Tma Skv 1" 5.37 ...ssssseessseees 50.00 | RMF16000000R0PI ........... 16M Ohm PFR8344 .5% .Sw SOppm .....-seossesseees 2.00 
RMFO ‘ABM GA-S3314A Glass: 1% SW sscccssssstessscnen < 1.00 } RMFOSOQQQ0OROER ........... 3Meg, Swot Precision, Film siscssccsssstssstcsssccsnec 7.50} RMFI8000000RODQ........... 18 Meg 2 watt 1% DC-2 MFI oo. csssscssssssessuue 7.00 


43M Ohm RNC7OJ 1% 25ppm M.F vue 00 | RMFOSQOOQOOROKP ...........3Meg Iw 10%  PVCIO0......... ewes 3.00 | RMFI8000000ROMW........... 18meg Ohm, 30watt MVO,20% film ......sssscssson 45.00 

A7meg Ohm, RN6SD,.75W 1% MF .sccesorssesoten AQ | RMFO3010000RODP JOlmeg DCT, | watt 126 MF oo essssceennssseceenne 2.00 | RMF20000000R0DQ........... 20M Ohm 2Watt 1% Metal Film ...scnevnn 4.00 

RMFOT4: wvveesnece LAT Meg PRH-250 1%6 .25W Glas on. ...sssssenseeenn 30 | RMFO3010000RO0FG .......... 3.01M Ohm RNC6OK 1% SO ppm MF essa 35 | RMF20000000RODR........... 20M Ohm DC-5 5w 1% Metal Film on... essseesee 9.00 

-RMFOISOO000RODM ...... 1.5M Ohm, RN80B 1% 3W MLE cesses 5.00 | RMFO3200000ROKD ........... 3.2 Meg, GOwatt DZW 10% film .....sssscsssesse 75.00 | RMF20000000R0CC ........... 22M Ohm, RLRO7C 2% Metal Fill .........sscssssseee 22 
- ebdppeeleend oe 15 meg DCT, 1 watt 1% MF cssssssessssseesensseee 1.50 | RMFO3250000RO0DQ........... 3.25 Meg IRC 2661792-1 1% 3W o...sssssssecsssssseee 6.00 | RMF20000000R0JS ............ 20meg Ohm, 1Owatt MVP. 5% fill .......sesssscssee 
| 5M Ohm, RNC6SH 1% SO ppm MF ccsscssscsssstccsss 30} RMFO3320000RODI ............ 3.32M Ohm,RN7OD 1% Metal Film ....ccscccssensene AQ | RMF20000000ROLS ............ 20 Meg, LOwatt DJU 15% film ..ssccscscssssssein 


~.1.5meg Ohm 200w GZZ. 20% film ..... - 200,00 | RMFO3320000RODP ........... 3.32M, Pyrofilm PME7S TW. 1% .essscessranessrnt 1.75 | RMF20000000ROMW......... 20 Meg 30/45watt DPX/MVO, 20% 


oo 15M Ohm RNC) 1% 25ppm MF a... assesses 65 | sey erona os 3.32M RNC75J, .1% Metal Film .....ssscsssesessseses 1.50 | RMF20000000RBDQ........... 20M 4w 1% Victoreen MOX-4A oe... 
.. 1.54M Ohm RN65D 1% Metal Film .. .. 28 | RMFO3400000R00I............ 3.4 Meg, RI73BN 1% Metal Film... ...ssssssessseue .35 | RMF22000000RO0P ........... 22M 1W1% DOVXOOOF oan ccsssssseeees 
de . 1.54M Ohm,RN7OD,1% Metal Film .. .. 38 | RMFO3400000ROFE............. 3.4M 0 im, RNC60H 1% SOppm M.F .....scsccsernece 30 | RMF24900000R0JQ ........... 24.9m 2watt 5% 10kv MVX-2 .... 
RMFO1540000R006 ........... 1.54M Ohm, RNC6SH 1% SO ppm MAF... ssssssssssesee .30 | RMFO3400000R0FC ........... 3.4M Ohm RN6SC 1% SO ppm MF .......secececeesesen 40 | RMF25000000ROLD ........... 25meg Ohm, 100 watt DVY, 15%... 
RMFO1580000RO0DG .......... 1.58meg RNOSD VOOppM 170 MF csccessssstessscsnss AO. | RMFO3480000RODC........... 3.48M Ohm RN5SSD 1% Metal Fillt .....cssssesscsssee 15 | RMF26000000RODI............ 26M Ohm HMF12X 1% Metal Film 
RMFOI 580000R0DI.......... 1.58M Ohm,RN70D,1% Metal Film... esses .60 | RMFO3650000RODG........... 3.65M Ohm RNGSD 1% 1OOppin MF on... ssssesseee .30 | RMF30000000RODD........... 30M Ohm, 60watt DZW 3% film.............. 
-RMFOT5B0000R00C.......... 1.58 Me sRNC55) 1% D5ppT AE ec e 15 | RMFOS650000R0FG .......... 3.65M Ohm RNC6SH 1% SOppm MF ...ssssssssesseee 40 | RMF30000000RODI............. 30M Iw 1% Victoreen MOX-7504............ 
 RMFOT620000R0DG ........ 1.62M Ohm RN6SD 1% Metal Film... sss esssee 25 | RMFO3740000RO0FG ........... 3.74M Ohm RN65C1% 5Oppm MF oc .sesscesseeene 40} RMF30000000ROHD........... 30meg Ohm, 300w DZZ, 3% film ............ TOU: 
~RMFO1620000RODI............ 1.62M Ohm,RN70,1% Metal Film .......ssscssessseesee : RMFO3830000RODC ........... 3.83M Ohm RN60 1% Neto Flm phe genclacacicconeeres 25 | RMF30000000ROJR............. 30M 3w 5% Victoreen MOX-2 .......ssssssssseseeeeeeees 8.00 
 RMFO1630000RO0DG........... 1.633 Meg IMF6C 1% Metal Film «nnn é RMFO3830000ROFG ........... 3.83M Ohm RN65C 1% SOppm MF .....ssessesseeeen 40 | RMF30000000ROKL............ 30meg Ohm, 200w MVR 10% film we 
RMFO1650000RODE. ..sisss... 1.65M Ohm RNC6OK 1% i ME ccsasersaxsosveseie ‘ RMFO3920000RODI ......:..5: 3.92M Ohm,RNZOD 1% Metal Film ..csssssssssssoseen 45 | RMF34000000ROGI non. 34M .5w 2% Victoreen PVC-60 ........... 
RMFO1650000RO0DI........... 1.65M Ohm,RN70,1% Metal Film ......... eae 90 | RMFO3920000ROFI.......... 3.92M Ohm RNC7OK 1% SOppm MF ........ von 90 | RMF40000000R00)............ 4OM Tw 1% Welwyn M1 3S .......cccssoee 
 RMFO1650000RODM .......... 1.65M Ohm, RNBOB 1% 3w MF... RMFO4020000RO0DG ........... 4.02M Ohm MC14 1% 1OOppr MF... .ssssssssessoe 25 | RMF46500000ROD8 ........... 46.5M 2w 1% Tkv Caddock MG750 
-RMFOT650000ROFG .......... 1.65M Ohm, RN65 1% 50ppm MF. RMFO4020000RODM .......... 4.02M Ohm MF2B 1% 3w 50ppm essence 3.50 | RMF5SOOOOOOORODB ........... 50M 2w 1% Tkvy DC-2 Style «nn... sees 
 RMFO1690000RO0DG............ 1.69M Ohm RNG5D 1% Metal Film .. a2 RMFO4320000RODB ........... 4.32M 2w 1% Tkv Caddock MS220 ......ssssseessssee 3.00 | RMF50000000RODP............ 50M Iw 1%, Radial, PYRO PER8017ELI .............. 3.00 
-RMFO1740000ROFK............. 1.74M Ohm RN75C 1% SOpprn MLE .....sssssesssseenee : RMFO4320000RODP ........... 4.32M GA52812A Gls 1Wt 1% MAP ...s.ssesssseesssees 1.75 | RMF50000000RODQ............ 50 Meg 2w 1% NIPSOOS Glass ....... 
RMFOT754000ROFM. so... 1,754M Ohm RN8OF 1% 3w 50ppm ..... F RMFO4320000ROFG .......... 4.32M Ohm RN65C 1% SOppm MF .sssssssscssese 3D | RMFSOOOQOOOROIS ...2...::0 50meg Ohm, 1 0watt MVP, 5% film....... 
RMFOI780000RODG........... 1.78M Ohm RNGSD 15% Metal Fill... esssssetee : RMFO4420000RODK ........... 4.42 Meg, RN75B, 1% Metal Flim ........sssocsesseesee 1.50 | RMF50000000RO0LC ........... 50M 3w 15% BBRSOMEGOHM........... 
-RMFOI780000RODN ........... 178M C173BN 1% .25w Gloss ....cssssesseseestee : RMFO4420000RO0FG ........... 4.42M Ohm RNCO5H 1% SOppm MAF... .csssssccsnsese .65 | RMFSOOOOOOOROLW ........... 50 Meg 30/45watt DPX/MVO, 15% .... 
RMFOT780000RO0P ........... 1.78M GA52812A Gls 1Wt 1% MF .. RMFO4530000R0PG ........... 4.53M Ohm, RN65 .5% SOppmn MAP cesses 3.00 | RMF50000000ROMS........... 50 Meg, 10watt DJU 20% film........... 
RMFO1800000ROEK............. 1.8M Ohm RN75C.1% 50ppm M.E....... : RMFO4640000ROFE............. 4.64M Ohm, RN6OC 1% SOppm MF .......ssssessseeee 25 | RMF5Q000000ROMW.......... 50 Meg 30/45watt DPX/MVO, 20% .... 
RMFO1820000RODG ........... 1.82M Ohm RN65D 1% Metal Fill ........sssssssssee ‘ RMFO4750000RODI............ 4.75 Meg, RN7OD 1% Metal Fillm ........scssssssssesen 35 | RMF59000000RODQ........... 59M 3w 1% Victoreen MOX-2............ 
RMFO1870000R0DG............ 1.87meg Ohm,RN65D,.75W. 1% M.E .sssrsesessrseser 30. | RMFO4750000R00P ........... 4.75 Meg RN25X, Watt 1% MF. ssssescessserseserseee 1.75. | RMF60000000ROKD ......... 60meg Ohm, 300w DZZ, 10% film ...... 
RMFO1870000R00) ............ 1.87M Ohm RN70D 1% Metal Film... veer 3D | RMFO4870000RO0) ............ 4.87 Meg, RN7OD 1% Metal Fil ..sssscon 45 | RMF6OQOOOOOROLD ......... 60M Ohm, 60watt DZW 15% film....... 


RMFO1870000RODK ........... 1.87M Ohm RN75C 1% 50ppm M.E...... ; RMFO4870000RODN........... 4.B7M RNR7OC Her. Glass 1% .5W saesssssessssecnseees 1.50 | RMF60000000ROMW........... 60meg Ohm,30watt MVO,20% film ..... 
RMFOT870000R0FG ........... 1.87M Ohm,RNCOSH 1% SOppm MF... v.35} RMFO4950000RO6R ......... 4.95 Meg Vict. MOX2 4W 29 15SKV asssssssssesnsseen 9.50 | RMF63000000R0GP ........... 66M Tw 2% F-43D-63M ou. 
RMFO1880000RODP .......... 1.88 Meg RN25X, 1Watt 1% DCF... . 1.50 | RMFO4990000R001 ............ 4.99 Meg RN7O 1% Metal Filtm ......sssessssesseeeeen .65 | RMF66000000RORE ........... 66meg 6w 3% Beman CFH 1/2'x4"..... 
RMFO1910000RODG ........... 1.91M Ohm RN65 1% 150 ppm ME .....sscssssssseee .35 | RMFO4990000RODN .......... 4.99M Ohm, RNBOB 12% 3W MLE ....cccseessssssssssee 5.00 | RMF68000000ROGR........... 68M MOX2-12 5w 2% Metal Film ....... 
RMFO1910000ROEG ........... 1.91 Meg.1% RNC65J 25ppm ME. .......ccecsvssseses0 55 | RMFO4990000RO0DP ........... 4.99. M Ohm CGH-1, 1Wt 1% MF ....sseececssereeeese 1.75 | RMF70000000RODP 70meg 1.5wt 1% RNX-1 Mtl Film......... 
RMFO191 0000ROEK.......... 1.91M Ohm RNZ5E 1% 25ppm MF .....ececessssssee 1.50 | RMFOSOOOO00RODM .......... 5 Meg , RNBOB 1% SW MF os ssssssseccsessnssoee 5.00 | RMF8O000000RODQ............ 80meg Ohm 2watt 1% Metal Film......... 
RMFOT910000ROFK............. 1.91M Ohm RN75C 1% SOpprn ME ....sssssssssssesee 95 | RMFOSOOOOOORODP ........... 5meg Ohm, DCT, TWatt 16 MF oes ssssssssssseeeceneaes 1.75 | RMF8O000000RADQ............ 80meg 3 watt 1% M. Film RQEOO ...... 
RMFO1960000RODG........... 1.96M Ohm RN6SD 1% Metal Film... essen 40 | RMFOSOOO00OROGS .......... 5 meg Ohm, 1Owatt MVP 2% fin oe 15.00 | RMF89000000RODB ........... B9M 2w 1% 10kv Caddock MG735-8 ... 
RMFO1960000RODN ........... 1.96M Ohm, 1% C-173BNA Glass .......ssssssesseeeen 75 | RMFOSOOQOOOROJP............. SutesO% MV ea oe Ms 1.50 | RMF9OOOO000ROHD ........... 90meg Ohm, 100 watt DVY, 3% .......... 
RMFO1960000R0FG ........... 1.96M Ohm,RNC6SH 1% SOppm MF .....esssccceseeee .30 | RMFO5000000ROMT............ 5 meg Ohm,45watt DPX, 20% fill .......ssossesseees 28.00 | RMF9O900000RODN .......... 90.9M Ohm, RN80B 1% 3w MLE... 


RMFO2000000R0DB ........... 2M. 2w 1% 600v Caddock MG650 ......scssscassesees 3,00 | RMFO5110000RODG........... 5.11M Ohm MHF-1/4 1% SOppr MF ......sssssecsse 1.00 | RMF99950000ROHL .......... 99.95M 4 Watt 3% MVH-4 .5°xX5" ..sccacstatane 4.00 
RMFO2000000R00G ........... 2.0M Ohm RNGS 1% TOOppm MF ...s.s.ssecssssseeees 45 | RMFOST10000RODI............ 5.11 Meg, IRORN20X 1% SW osecssssesssonsnsonsonees .60 | RMGOO000100RODB .......... 100M 2 Watt 1% 4kv, CADDOCK MG74 0.0... 5.25 
RMFO2000000RODN........... 2M R-173BN PRH 1% .25W Glass ....ssssssessnnssense 50 | RMFO5S360000RODK ........... 5.36M Ohm MDFI 1% Metal Frm ......ssssscsseseense 75 | RMGOO000100RODL........... 100M 2 Watt 1% (P2 PADD scaciceactin 4.00 


RMFO2000000RODP ........... 2 meg DG], T watt 1% MF oc csssssoseecennesnse 2.00 | RMFO5490000RO00P ........... 5.49 Meg Iw 1% MCT oe . 3.00 | RMG000001 00RODP.......... VOOM VW 1% PVCZ0 once 
RMFO2000000R0DQ 2 Meg 2 watt 1% DC-2 MFilin ....ssssssscsssssseeees 9.00 | RMFO5760000R0DI............ 5.76 Meg, RN7ZO 1% 5... ssscsscesssssssssssnssneees .60 | RMGO0000100RODQ .......... 100M 2w 1% 6kv Caddock MG720.... 
RMFO2000000R0FI.............. 2 Meg RNC7OH 1% SOppm MAE ....scsssssssseeesee 50 | RMFO6000000RODG........... 6M Ohm RNGS 1% VOOppm MF... .ssssssecssseee 30 | RMGO0000100ROJS ........... 100M 10w 5% IRCMVP Series 

RMFO2000000R06S ........... 2 meg Ohm, 1Owatt DIU 2% film .....-ssssesessee 20.00 | RMFO6000000RODP ........... Met Wi) e PVCLOO Te sitters ncstscestesceseananeee 3.00 | RMGO0000100ROJW .......... 100M 30w 5% IRC MVO Series 
RMFO2000000R0NS ............ 2me Ohm, TOwatt MVP. 5% fill... sessssseessoeee 15.00 | RMFO6000000RONS ........... 6 meg Ohm, }Owatt MVP 5% file ......ssssssesseseee 18.00 | RMGO0000100ROKQ ......... TOOM 2w 10% 6kv Caddock MG720 on... sssescssse 5.25 
RMFO2000000ROKE............ 2M ohm RNC75I .1% 25ppm Mo 4.00  RMFOG)55000R0PP .......... 6.155 Meg Ohm, Twat 4% film ......escssssseccensee 3.00 | RMGO0000100ROKR........... TOOM 4 WATT PVC400 on... essssssssssssceeccceseeeeeveeue 9.00 
RMFO2000000ROLP............. meg Iwt 15% K226-15 Flat Bdy* ..esssssssessren 2.00 | RMFO6600000RODV ........... 6.6 Meg MOX-5-12 12.5W4 17 MP on..eesessssssssseee 18.00 | RMGOQOOO1OOROMS .......... 100 Meg 1Owatt DJU 20% film ...esesssesnsessee 20.00 
RMFO2000000ROMW........... 2 Meg 45watt DPX/MVO,20% fill ........scseseesne 45.00 | RMFO7000000RODP ........... 7 Meg Pyrofilm PMEZOTB VW 1% ..esssssssssssseesssee 1.75 | RMGO0000100ROMW ........ 100 Meg 30/45watt DPX/MVO 20% .........sccs 55.00 
RMFO2050000RODG........... 2.05M Ohm RNG65S 1% 100ppm M.F .........sesssssece 1.00 | RMFO7230000R0DI............. 7.23 Meg DCS-1/2 1% Mital Filtt .......ssscsssseeeessee 35 | RMGO00001 20RODL........... 120M 2 Watt 1% MI4H 2°Long .......sssssssssssesseeee 5.00 
RMFO2050000R00)............ 2.05M Ohm RN7OD 1% Metal Fill ..........c-sesssseee 50 | RMFO7500000R0D)............ 7.5 Meg MCS-1/2 1% Mtal Fil .....s.ssscsssseessssen 50 | RMGO00001 20ROKO .......... 120M Ohm 300watt 15% DZZ Film ............see 120.00 
RMFO2100000R00)............. 2.1M Ohm RN7OD 1% Metal Film ......ssssssssesssses .35 | RMFO7500000RO00P ........... 7.5 Meg RN25X, Watt 170 DCF on... sescsssssssssssee 2.00 | RMGO0000150R0GP........... T50M TW 2% PVCIOO .....sssessssssssssseseseesessseeeeesese 5.00 
RMFO2100000ROFE ............ 2.1M Ohm, RNCGOH 1% SOppm M.F ....sscsscssseeense 22 | RMFO7SOOO00RODR............ 7.5M Ohm, Vict. MOX2 4w 1% V5KV .sesssssseseeessees 9.50 | RMGO0000150R0JP ........... 150 meg lw 5% MOX-1-12-1506J .........sscsceseeens 4.00 
RMFO2150000R00) ............ 2.15M Ohm RNZOD 15% Metal Film .....ssssssesseense 45 | RMFO7SOQOQOOROLD ........... 7.5 Meg, 60watt DZW 15% fill .essssesssssesssee 75.00 | RMGO0000150ROJS .......... 150M TOW IRC MV-816 25° X 7" csessssesssesssesssees 11.00 
RMFO2200000R00) ............ 2.2M Ohi, IRC RN2OX 1% .5W .sssssssccssssseeeensnssees .60 | RMFO7500000ROLQ ........... 7.5M Dale BBM 15% 2W Glass ........ssesssseeeesseee 3.50 | RMGO0000150ROKO ........ 150M 2w 10% 6kv Caddock MG720 .......-.scsreeeen 7.00 
RMFO2200000RODQ........... 2.2 Meg 2 watt 1% CMG-2 Corn .........ssssssseeeeeeeees 3.00 | RMFO8000000R0DQ........... B Meg 2watt 1% ROX-2E .....ssssccesssessssssee 9.00 | RMGO0000200R0G8 .......... 200M 5w 2% Gkv Caddock MG745 ........sscsssssssee 6.00 
RMFO2200000R0G ............ 2.2meg RLR2OC 2% .SW MF. .....ccccccescssssssssssee 20 | RMFO8000000R0GQ........... 8 Meg 2 watt 2% DC-2 M.Filin ....sssssssssesseseen 9.00 | RMGO0000200R0MQ.......... 200M 3w 20% PVC-T75 ME. ccessssssssssssssssssseeeee 8.00 
RMFO2210000RODE ........... 2.21M Ohm RNGOD 1% Metal Film ......ssssessseee 15 | RMFO8TOO000RODP .......... B.1meg Ohm, DCC, TWt 1% MB o.cesssssssssccseenssose 1.50 RMG00000250R0JQ ........... 250 meg 2 watt 5% TOKV MVX-2 ......s.csscssensnsee 15.00 
RMFO2210000RODG ........... 2.21meg Ohm, RNGSD,.75W 1% MF cssssessesssssse 30 | RMFO8330000RODK........... 8.33 Meg DCH-1 1% Glass MB ....ssssssesssesunsesen 1.75 | RMGOO000250ROKO .......... 250M Ohm 300watt 15% DZZ Film ........ ww 120.00 
RMFO2210000RODM .......... 2.21M Ohm, RNBOB 1% 3W MF... sssssscseesssesee 5.00 | RMFO8500000RODN........... 8.5M C1738N 196 -5W GOS iscsi ore 50 | RMGOOOOO300ROR ........... BOO Men Swat 59 ec a scccacctcatecenscsstiene 15.00 
RMFO2210000RO0P ........... 2.21 Meg RN25X, 1Watt 17 MF .....sssccsecesessssssess 1.75 | RMFO9000000RODP ........... meg Ohm, DC-1, 1Watt 1% M. eer 1.75 | RMGOOOO0400ROKW.......... 400 Meg 45watt MVO 10% ........sssssssssssssssssss 45.00 
RMFOZ210000R0FG ........... 2.21M Ohm RNC65H 1% SOppm M.F .......ssssesses00 .30 | RMFO9000000R0PI ............ 9M Ohm RN70 .5% Sw 50ppm M. Hos See 2.00 | RMGO0000400ROMV ......... 400 Meg 45watt DPX 20% ..........scseccsseseseeesen 65.00 
RMFO2260000ROD)............ 2.26M Ohm RN70D 1% Metal Fim eee 45 | RMFO9000000ROPP .......... 9M Ohm PME7O .5% Tw 50ppm MF... 2.25 | RMGOOOOOSOOROOR .......... 500M Sw 1% DC-5 Metal Fill .........-sssossseesnee 12.00 
RMFO2320000R00) ............ 2.32M Ohm,RN7OD 1% Metal Film ......scsseccssee 45 | RMFO9TOOOOOROOR ........... OF meg SWUM SX SO ce acteercacssene 12.00 | RMG00001000ROJW .......... 1,000M 30w 5% IRC MYO Series .........-.sesseceen 75.00 
RMFO2320000RODK ........... 2.32 Me RN75B, 1% Metal Flim .....ssccsssoseesssosee 1.50 | RMFIOQOOOOORODI............ 10M DCS-1/2 1% Metal Fil ......csseessesnsosee 2.00 | RMGO0001000ROK) ........... 1,000M .001w 10% Victoreen RXT ..........sseceseees 22.00 
RMFO2370000RODG ............ 2.37M ohm RNOSD 1% TOOppM MF .....ssseccseessse 75 | RMFIOOO0000RODK......... 10meg Ohm, RN75D, 1% Metal Fri .....ssssseesee 1.50 | RMGOOOOZOOOROKQ .......... 3,000M 4w 10% RPC BBV Series... sssssssssn 30.00 
RMFO2370000ROD) ............ 2.37M Ohm, RN70 1% .Sw SOppm .........scccsssseeees 50 | RMFTOO00000RODL 10meg C T7TAN 196 RNTOK GLOSS «neers 1.25 | RMGOOOOSO00ROMP .......... 5,000 Meg Iw Rad Vico 204 20%........... Sean 5.00 


RMFO2430000ROD) ............ 2.43M Ohm, RN7OD 1% Metal Filtm .......sssscssccsssee 40 | RMFIO000000RO0P ........... TOM 1W 1% C25-HM Mepeo sen... ssssescseceeeeeeeees 1.25 | RMGOO005000ROMQ.......... 5,000M 2w 20% 1Okv Victo’n 204 .................0 .. 5.00 
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NH style aluminum 
-- body non- 
: : inductive wire wound 
resistor by Dale or equiv. Stud bolt terminals. 


Carborendum 


Type C GloBar a & Type E nity : e 
The ultimate pure CARBON tubular non-in- | Standard tubular resistors are non-ir 
ductive resistor. Silver plated end caps. wire wound (NHL, etc.). Tab termin 


Type D 


Tubular ceramic / 
carbon style purely 
non-inductive. Ra- 
dial tab terminals. 


Type B 
Sprague Koolohm resistors are non- 
inductive wire wound. Tab terminals. 


Radial hole mount “Tru-Ohm” resistors are — 
non-inductive wire wound. Tab terminals. _ 


Type G Q0010-15A ene 10 Ohm PFS-2-00CPK 15 COPDON sccsccsssmreseeeeame 
Glass cartridge, snaps in fuse Hel be teen rp ete be cg oe vetdeesadesioole lb oe eRe L 
H ; pl! |, Pee m arborendum a4 » 
clips, all sizes. Carbon-carbon 00010-1504... 10 Ohm 888SP Carborendum 150w ...... 
resistor elements. 00010-2004 ............... 10 Ohm 889SP Carborendum, 10% 200 watt . 
+ H ae a7 ss 7 oT sy 7 sy Aluminum Body 
a j z AO. en tecectscs 0 UNM 170; ZZIW NOM UMGUCE 5.012520. cc..2-cccsaseossccsootecsoncosecsemstones 
yP Axial leads - Carbon element. 1/4 watt to 2 watt. NHSO-11 11 Ohm.1% 50w “NH” style Aluminum Body... Type A 
12 Ohm Globar 20wt 3/8°x1-3/4" .....-sssscesseserseesteereneetetserne ly aes 
12 Ohm PFS18120CP 500w Carbon .....-csssssssevsssssssssssssssosessessssesesseee me 
13.7 Ohm .1% 250w NH-250 “NH” style Aluminum Body .........0....0 ‘ 
14 Ohm Carborendum 887SP 150W 1" x 6" ....cccsssssssssnseeenseever we Type C sssreeeee 35.00 
15 Ohm Non-Ind Res Carbon 20% 1X8" vcecccccccccccssssssssssssssssssseeese T 
15 Ohm 889SP Carborendum, 10% 1” X12" v..cescssssssssscssecseesseeeeees Tj 


15 Ohm Non-Ind. Carbon 8854 40w 1-3/16” x 2-1/2” 
17 Ohm PFS-170CPK 100w Carbon 1” x 6" cesccsssssssssses : 
18 Ohm Carborendum 887SP 100w 1”x 6" ...... 
18 Ohm 1%, 250w “NH” style Aluminum Body .....cscssssossessessesne 
18 Ohm Carborendum 887SP 100W ......ssscsssssscsssssssssccssscssessesssseeseee 

—————— —— SOAs eee 20 Ohm 50watt “NH” style Aluminum Body ........scsssscsssssscesnseeeeee 
000.012-10A.............. 0.012 ohm Globar 5 Watt Axial ..........ssssecsccccsssseee d 00020-60A................. 20 Ohm 886SP Carborendum 60OWE .............cccccoccscsssssssussecesesesesseeeeee 


NHIOOOERI ................ 0.1 ohm 1% 10w “NH" style Aluminum Body........ Type A 8.00 00020-100A 00... 20 Ohm Carborenduim SP200 1OQW ....e.ccsssssssssessesssesenseesseenseseen Type C 

ARIOC-T 0.1 ohm .25%, 100w “NH” style Aluminum Body 00020-2008 ............0 20 Ohm 889SP Corborendum 1" x 12" .cssssscssssesssesssenesssssseseee 

NH250-.1 ...... .0.1 ohm .25%, 250w “NH” style Aluminum Body 010022-15A .....eceesenssse 22 Ohm Non-Inductive Resistor ...ccsscssssssssscusssecusseseunsessenseeren 

NHDO='2 2 te 2. ak 0.2 ohm 1% SOw “NH" style Aluminum Body ..........scscsssscccssseseee 00022-22.5A ....cssssceee 22 Ohm Non-Inductive Resistor .......sssssscsccsoosssccsnsssesssssseeneaneeseees 

yy US er 0.2 ohm .25%, 250w “NH” style Aluminum Body Type A 0022-308 ...............0 22 Ohm Non-Inductive Resistor, 30 Watt .......sscccsssssssssecsesseeseseseeee 

NH250-.249 oo. 0.249 ohm .25%, 250w “NH” style Aluminum Body «...........ssorseeee Type A.......... 65.00 00022-250A ............... 22 Ohm 250w 335C675HO6 1°18" ......sssccssseecscsssseecesnseceesnnneeeeee 

NH250-.348 oo... 0.348 ohm .25%, 250w “NH” style Aluminum Body .....c.sccsscscone Type A ........ 75.00 NH5O-238.0 cesesccdcars 23.7 Ohm .1% SOw “NH” style Aluminum Body ......cccsocsscocscsssecne T 

000.4-100A .......sscsesee 0.4 Ohm Non-Ind. NHL-100 100 watt tubular ........cccssssscsssseceune Type E ......... 35.00 RE77N-24.3 o.orscocssccees 24.3 Ohm 1% 75w NH100 “NH” style Aluminum Body... 

NH250-.402 0... 0.402 ohm .25%, 250w “NH” style Aluminum Body .......secsssecsecsue Type A ......... 55.00 00025-10A ........eesesseee 25 Ohim Koolohim N.1., 10 Wott .......sssscsssscccsnsseoceesssteneunnosentnenenee T 

RWF-NLS-5-.499 ......... 0.499 oan 1%, S'walt axial ee os eee oe Type J... 10.00 00025-30A ......esesssos00 25 Ohm Non-Inductive Resistor ..........scsscccssecssssesesssseecnssseeensenee 

NH250-.499 oo... 0.499 ohm .1%, 250w “NH” style Aluminum Body ......o..sscssseene Type A .......0. 65.00 0025-600 .......essssesse. 25 Ohm Non-Inductive Resistor, 60 Wott ....ssc.ccccssssssecsssseceesnneeeeee 

000.5-100A ................ 0.5 Ohm Non-Ind. NHL-100 100 watt tubular .........ssssssssssscssssssssoe Type E ......... 35.00 00025-100A............... 25 Ohm Carborendum 887SP 100 watt, 17 X 6" v.ccsssc.ssssssececeseeeenns 

Le) oe) eee 0.59 ohm .25%, 250w “NH" style Aluminum Body .....ossscssssccnon Type A ......... 65.00 00025-200A ........-....e. 25 Ohm 889SP Carborendum 1" x 12" ..ssscsesssescsssesenseesnsesseenen 

NH250-.590 oes 0.59 ohm .1%, 250w “NH” style Aluminum Body .............scsese-eese Type A.......... 75.00 00025-300A ......eeesvsee. 25 Ohm Non-Inductive Resistor .......c.scssscscscsssceesesessosesnseseneunneneee 
00001-150A..... 1 Ohm 10% 150w, 888B Corborendum, 1" x 8" ....sescsssssssseeseen Type C ......... 45.00 NH50-26.4 .....ccscsssseve 26.4 Ohm 1% 50w “NH” style Aluminum Body .....csssscsssosscessnsseeen 

WA250- Late ack 1 ohm .1%, 250w “NH” style Aluminum Body ..........cc:ssssssccnseeee Type A......... 75.00 00027-2760 .......ccsssee 27 Ohm Carborendum 779SP 27 5W ...scssocssssssessescsseseesene 

LL) Ee 1.01 Ohm 1%, 2 watt Non-Ind Radial 1/4”D x 1/2” long ........s... Type D ........... 3.00 00028-30A .........eesssee 28 Ohm Non-Ind. Carborendum 885... 

00001-120A............... 1.1 Ohm 1%, 120w, Non-Inductive- Dale Aluminum RH-250 ............. Type A.......... 45.00 00030-10A ........esess00 30 Ohm Koolohrn N.1., 10 Wt .....ccsccssccccsonsessesssnseeeanese 

Q0001-275A .....cecccsese 1.25 Ohm 275w, Non-Induct Carbon ......cscccsccssssssscsssesesseenseseeseenes Type C........ 75.00 NH250-30.1 on... sscscees 30.1 Ohm 1% 120w NH-250 “NH” style Aluminum Body 

00001-100A 0.0... 1.3 Ohm 10% 100w, 888B Carborendum, 1” x 8" o....ssssssssssseneeee Type C ......... 39.00 NH250-31.6 ........ecce0. 31.6 Ohm 1% 250w “NH” style Aluminum Body ......:..sscscossccesnsseee 

NH50-1.45 oc cccsscceees 1.45 ohm 1% 50w “NH” style Aluminum Body ........sccssccssoceccnesee Type A... 20.00 NH250-32.4 o....cscccceee 32.4 Ohm .1% 250w “NH" style Aluminum Body ........sscsssssssesssseee 

ht 8 11S EG pen ea 1.5 ohm 5%, 1Ow NHL Non Inductive, tubular ..........sccesosssccsssseee Type E sss 9.00 NH50-33.2 ......ssscccceees 33.2 Ohm .1% SOw “NH” style Aluminum Body .....scs.sscssssccsreeeene T 

00002-100A 0... 2 Ohm Carborendum 1OOW , 1X 10" caiscsssssscssssssesssnseeecseneeseeee Type C......... 35.00 RE75SNSARB .......sccsseee 34.8 Ohm 1% 30w “NH” style Aluminum Body ..........sscsssscsecssseeee 

11 | ea 2 ohm .1%, 250w “NH” aye Aluminum Body ..........oosscscccssssssseesen Type A ......... 49.00 eS 36 Ohm Non-Ind. Resistor, 40W ......csssesossssssssseesersssseessesseaeesnesssee 

00002-200A 2.2 ohm 889SP Corborendur, 20% ..ec.essssssscesssessessessnseesetnerseeee Type C ......... 95.00 0038-350 ......esessvesse 38 Ohm Non-Ind. Resistor, 35W .....ccsscsscsssessssessesssseesesnseseeunssesee T 

00002-500B .............. 2.2 Ohm Carbon S0Qw,NOm-| Res ...cssocssscsssccsssesesansecsnnsesvnnreesneees Type C....... 150.00 NH250-38.3 ...csssssccee 38.3 ohm 1% 120w NH-250 “NH” style Aluminum Body ............. 

NH250-2.49 oo. cccscsssn 2.49 ohm .1%, 250w “NH” style Aluminum Body .............sccecososseee Type A .......0. 65.00 00040-2250 ......eevsessee 40 Ohm, AS400KT 225w Carbon .....ccsssscscccssvssssesesssesssseseeesnsnnes 
00002-500A............... 2.5 Ohm Carbon SOQW,Non-l ReS ....csssssssssssssssssssssescsssssecesseessanseees Type C....... 150.00 00044-.5A oes 44 Ohm Nom-lnd. TX176N 1% .SW o.cccsssssssscsccssvssssesersnssssseeseeeenees 
00002-120A............... 2.61 Ohm 1%, 120w, Non-Inductive- Dale Aluminum RH-250............ Type A ......... 45.00 00044-200B................ 44 Ohm 889SP Corborendum, 10% ..........cscscscccscssssssssssseseeseeereeeeene 

00004-51A eee 4 Ohm Non-Ind. Res NHL-51 Watt, tubular .........sscseocssccssseseeee Type E ........... 4.65 00045-100A.............0 45 Ohm Carborendum 887SP 10QW .......ooecssssoosessssssseesesssseesennesee 

00004-2258 oon... sss. 4.5 Ohm 5%, 225 Watt, Non-Inductive ......ssssssesesessssossssssessssssesessesen Type E ......... 25.00 00045-500A............... 45 Ohm 891SP Corborendum, 1% ....seesssssssscscsscssssesesssesssssenceesesesse T i 
Q0005-5A .....sscscesseseee 5 Ohm Koolohm Nom ind, Swot ..s.ccssssosssecssessssscnsescareensercesee Type B ss 6.00 NH50-49.9 oo .ssssscseccee 49.9 Ohm 1% SOw “NH” style Aluminum Body ......scscscsoseseseseseen Type A ss... 20.00 
00005-0074... 5 Ohm Carbon 7.5w MR500 Solitrom .....ssssssccccsesssscsecccsensenseseees Type C.......... 35.00 1S50TAT Ecco 50 Ohm 2% Iw Non-Induct Carbon 1/8” x 1/2”L Solitron .....sso..sses. Type C 0... 25.00 
Q0005-10A ......sssscceeee 5 Ohm Non-Induc. Resistor 10w, 5/16” x 1-1/4”, leads .........sccs.. Type H ......... 25.00 Q0050-2A ......sssssesceeee 50 Ohm 1%, 2 watt 3/8" diameter flat disc, ceramic .........scsssssseesem — sasvairenante 2.00 
00005-10B 0.2... 5 Ohm 10w 6% Carborendum 436SP ......sesssssscssssesssocccscccssesssseeseee Type C....... 119.00 00050-2B oo.........sessesee 50 Ohm 11/16" x 1/8" 2 Watt NoI. ..essssssccccessnsosceceessssssceseseseesnseee Type C ......s000 4.00 
00005-25A .....scesecsssee 5 Ohm 25w 5% NHL-25-17 N.I.WW ...ccssccosssscsecesssssssceeeeeseseseeseseee Type E ......... 19.00 OO050-SA cre 50 Ohm Non-Ind. Carbon 5 watt 1/4” X 2” ocsssssssssccsssssenssseennee Type H.......... 12.00 
00005-60A cess 5 Ohm Non-Inductive Resistor, 3/4” X 5" ...cesssssssssccsnsssesnsseseene Type C......... 39.00 RWF-VAL5-50 sss cssce 50 Olen Koobobin 5 wortt .ccesssecceenconosssoricesbvreatersaetcsecbiosce Type B ........... 5.00 
00005-100A............... 5 Ohm Non-Inductive Resistor, 2-1/4” x 4” ...ssccscsssesssessesssssssese Type C.......... 65.00 00050-10A 00... csse 50.OhatKoolohn 10 wott i Type B ........... 8.00 
00005-1508 ............... 5 Ohm PFS-6-O50CPK, 150w Carbon ..sessssssscsosscssccsssesscssnsssseen Type C......... 75.00 00050-15A ues 50 Ohm Corborendum 773SP. | Swot .......sccsscssessssssssnesesseeesesceseee TYPO © ceecesne 17.00 
00006-14A ou... 6 Ohm Ohmite 15F Glass Cartridge 14w 1/2” X 2-1/2" ooccccccccseee Type G .......... 8.00 00050-20A ..............0 50 Ohm Non-Inductive Resistor, 20 watt, 1/2” x 2-1/2” sess Lype Catscuce 22.00 
00006-30A ............... .6 Ohm 30w Carborendum as pict. but has preattached tabs ............. Type C ........ 30.00 00050-25A 50 Ohm Non-Ind. CGW R-35 1%, 25 watt......... e 

tb A 7.15 ohm .1% 50w “NH” style Aluminum Body .........ccscscsccccsnssseee Type A ......... 25.00 00050-30A 50 Ohm PFS2.5-500CPK, 30wt Carborendum yp { 
Q0008-50A ......cccscscese B Ohm Non Ind. Wire Wnd, 50 Wott ....cssssssssssocssssssssseseenseseesen Type E ........ 25.00 00050-50A 50 Ohm Non-Ind. Cartri., 50w 1% 3/8” diameter 3/4’L .............. Type C ........ 35.00 
00808-100A 0... 8 Ohm Carborendum 887SP 1O0W 17x 6" oo.eccccsescsssossssececrssseceee Type C ......... 25.00 00050-60A 50 Ohm Non-Ind., 60w Carborendum ........-.cccssscscsscsesesssssesersenenee Type C.......... 42.00 


WIS-10 Soe 10 Ohin 1%,5w,Non-Inductive RCL 3/4” omg ..acscsssssssscsnssseenseeen Type J.......... 10.00 00050-75A 50 Ohm Non-Ind., 75W Solid Carbon, mot hollow ........secssssccesseseeee Type C......... 42.00 
000}0-10A ......cesescssee 10 Ohm Al RE65N10 10w “NH” style Aluminum Body ....... a yee 7.00 00050-B0A on... cesses 50 Ohm NHL-80-04Z, 5%, BOWGRE ........scccsscccssesessnescssseceensensenee Type E ......... 22.00 


~ 
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\ lon-Inductive Resistors: 00050-80A - 154E-100MOK 


1 NUMBER: 00600-750A ...ccseeue 600 Ohm 797SP Carborendum  750W .nscnsessnmensensensenrese 
PART NUMBER: “RNI- DESCRIPTION PRICE “bh 84 Cae, 18, x ie “y 
4.3 gb oe eee Las 00 watt. sermon aba on Type C serene. 49. 50 Ohm Koolohm N.t., SOwatt s 


ORR eRe ne eeonenenes: 


(ae Type C snow. 49.00 | NH250- 300 Ob nen en Aluminum Body 
OF, 225 WOE ..sssssssesesssess we Type C ween 49.00 | ON 900 Ohm “NH” style Aluminum 
i Se AE ae oT eee . 5 sasvseseeeee 950 Ohm 10%, 889SP Corborendum ...sssssvsve00 
= aaa BN "1 eens : 976 vevcssneene976 Ohm 1% 50w “NH” pies Aluminum Body ..... 
2.00 O1000-5A ...eereeesseers 1000 Ohm Koolohim N.1., 5 Watt ......s.ccccsssssecsnsseesens 
on DOO .. 1000 Ohm Non-induct. disses Koolohm 
{ 00 | O1000-25A oeaceeenes 1000 Ohm Koolohmn W.l, 25Watt ..ccscccsceeesonnnnnunsenaennone 
: cope 00. CHIL... 1110 Ohm Nom-lnd, NHL-5 10% 5w...cssscsssssssssssosececessesssesssnnseneeee 
Se tert eee enews © Tyne (0 > : 01.200-210A........... 1200 Ohm Non-Induct. ReSiStOF ..csccccsccecscscrcnenensesenmenenee 


HMM EEE WikeX 13, WW ROS psec ccssscnnscscovecnressninsesosnrcevonenee TYPO. E. ceonseee 19.00 01300-10A .......eessseoee 1300 Ohm Globar 10(25) Watt 10% solid cordon 5/8” x 5”........... Type C .......- 11.00 
0 Ohm Carbon Res. 60 watt body (3/4” x i 22w rate Type C ss. 35.00 01450-TOA ....ssssssssessss 1450 Ohm Koolohim N.1. 10 Watt .......ssssssssssssssscsssessesssessecesesesssssenss Type B .......... 7.00 
‘Ohm Non-Inductive Resistor, 1-1/8” x Baas 19.00 01 500-5A ns eseessesesseees 1500 Ohm Koolohin N.L. 5 wath .......csscsesssssesesessessessesesnssesereereness Type B .eerevse. 6.00 
3.4 Ohm .1% oe “NH” unin Body Reiser iaeietanienens Type A......... 20.00 01500-60A .........eeesseee 1500 Ohm Non-lnduct. PFS 60W, .......scssssssssscscccssssesceeesssessseeseeens Type C ........ 35.00 
5 Ohm Non-Ind. NHL-50-02 .....csrccscserssocecessseceevsssecsessnceesesene TYPO E scssssee 24.00 01600-10A................. 1600 Ohm Koolohin N.1, VO Watt .......cccccsssssccccsssssssessessunsssseeeeees Type B ......... 10.00 
9.8 Ohm REGON 1% 5w Ne style Aluminum Body ..........ccsssseseee TYP@ A .sscsssse 6.00 O1750-10A ......eesssseeee 1750 Ohm Koolohin N.1, 10 Watt .......csccccsssssscseccsssssssesessesssssseeeeens Type B......... 10.00 
. 20 Ohm 890AS Carborendum, 5% ..sssesssssnstsssesssensecnssennsesntens Type C ses. 125.00 | 07800-10A ......ssssee 1800 Ohm Koolohm N.1. 10 Watt ....ccasscesecsssessecnsesnsesseeasesneen Type B ns... 10.00 
71.5 Ohm .1% 50w “NH” jhe Bone err viel onan: Type A ......... 20.00 1850-250 .....csccseseee 1850 Ohm Koolohin N.1. 25Wattt .........sssssssssssssssssasssseeeeessnsenseeeees Type B.......... 11.00 
see 72 Ohm OO6SP Carborendurn 150W .......ccsssscccossesecssnrecsecnnereeeesee Type C ......0. 85.00 NH250-1.86K ........-00. 1860 Ohm .1%, 250w “NH” style Aluminum Body .........sccssoccsesnsee Type A... 75.00 
vee 75 Ohi Non-Induct. Wid SOQW .......cssssecsssssssccesesssssscsesesuanseneese Type C ....... 150.00 T52A-1960 ..assoserssccser 1960 Ohm 1%, 30w Non Induct,, 5/8” X 4-1/2 orcscsssssmnssnsse Type G........ 35.00 
we 15 Ohm B91SP Carborendum, 1% .eesccssssssseessssseesessnereessensetenensne Type C........ 225.00 2000-250 ......ssessssee 2000 Ohm Koolohmn N.1. 25 WOtt ..rsusnsssesnssnnnennneaese Type B ........ 12.00 
Rages "76.8 Ohm REGON 1% Sw “NH” style Aluminum Body ..........sssssssse Type A ......... 10,00 2000-350 ....sccseosseeess 2000 Ohm Carborendum 10GAS 6°L .....sssssssscssssssssscsssesnssseceeeeeers IVP@ C ....0e0e- 23.00 
ae BNL Te, FO WN oo on. sectenevacoresusrasronacohansceorsbccesgernsorvcsogecsee TYPO AL csnnsoeee 18.00 2000-60 ...........-- 2000 Ohm Carborendum 60 watt size but Marked 30w, 3/4”x 5'L... Type C.......... 35.00 
80 Ohm Non-Ind 116w Seronue Cartridge 1-1/8" x 10" ......ssssseee Type G.......... 25.00 2050-1A ..e.sscccsossssees 2050 Ohm Non-Induct. 1% Iw, carbon, leads .........s.sssssssessecsesseee Type H......... 4.00 
84 Ohm Sprague I5OSIF , Cartridge 1- fe 2 Type G ........ 45.00 02200-2000 ....csscceose 2200 Ohm Carborendum #889 200W ......cooscsccsssececsseseeseenseseeeunn Type C sss. 75.00 
ah .. 100 Ohm Non-Induct. 4w, carbon body, leads ......ssccsesssecssssseereeee [PO H eseeee 10.00 2400-250 ...csecssrereees 2400 Ohm Koolohin N.1. 25 watt ...eesscssssccssssseseseesecsssseseerensessereerse [VPO B vesssseeeee 6.00 
ae 100 Ohm Koolohm NI. 25 Watt .ccccssmennmnnennnannannees TYD@ B svssn. 12.00 0:2500-25A ..occcsesssrveee 2500 Ohm Koolohin N.1, 25Watt ....ccssocscsssssssecsnsecesessseesessssceeesease TYPO B ..sseneee 11.00 
kis 100 Ohm 30w SPIOTKGB5 Carbon... Type ...... 21.00 | 02500-200A...........2500 Ohm 889SP Carborendum, 5% 12" ...ncsnnunseaneanee HP® C sane 95.00 
RENE 100 Ohm 45w RS-6 Carbon 3/8°X5" .....sessssccssssssececsnseeeeessseeeeees [YPO C cress 32.00 03000-10A .....sccccsrrse 3000 Ohm Koolohim N.1. 10 Watt ....sssssscscscssssscescssssssesseecesssssseeeee TYP@ B sesssseee 10.00 
0100-500 .......ssssss000 100 Ohm Non-Induct, Resistor .......cssssvssssssosescessesessssnssssssnsreceseeneees Type © vessesae 31.00 03000-250 ........ssssssee 3000 Ohm Koolohm N.1. 25Watt .......ssscsssssssscceceesussssseeeesensnseeee Type B ......... 12.00 
00100-50B ......... sess 100 Ohm Non-Ind, 1000 Ohmite 2005 SOw ........ssessssscsssssssecenesee Type E sess. 10.00 03000-200A............... 3000 Ohm 889AS Corborendum 200W 1°X12" ......ssssssssssesssceeseeesen Type C........ 125.00 
00100-1008................ 100 Ohm Carborendum 887AS 100 Watt ........sccessscsccsssseesesessser Type C eres 45.00 03000-300A csr. 3000 Ohm Non-Induct. Resistor, .....cocscsessscsesnssscssssesseesusseseeee Type E ns... 75.00 
00100-2008 .............. 100 Ohm Non-Induct. Cartridge CSF .....ssssossssessssssssesesecsssnssensesesene Type G ......... 45.00 3300-600 .....scsecssens 3300 Ohm Non-Induct, Resistor .....scccssccsscssnsossecescsssssseseserssnsasees Type C ........ 41.00 
00100-225A................ 100 Ohm Non-Induct. Resistor, .........sssssssssssssssscesesessseusnsssssssseeesee Type C .......00 49.00 03300-225A ........s0 3300 Ohm Non-Ind. NHL-225 — 225Wi u.......ssssssssssssssssssssnssesssssenen Type E ........ 35.00 
00100-10004............ 100 Ohm Non-Ind. Wire Wind VKW ....sesssssssssscsssssssesesessusnseeeeeeeesees Type E ......... 75.00 03500-10A ......cssssssee 3500 Ohm Koolohm N.1. 10 watt ......cccsccsccccsssssscscecsssssseseeeeesenee Type B......... 10.00 
00110-200A............... 110 Ohm 889SP Carborendum, 10% ...nsesssesssssssesecessesessnesessssesseeene Type C.......... 95.00 04000-.25A ......sssseeees- 4000 Ohm Non-Ind. H101 .25% 1/4 watt .............s:ssssseeseeeee Type J .......000 2.00 
DOT TO-5A vccecnnnne 110 Ohm REGON 1% Sw “NH” style Aluminum Body .....-ss.0.c.n Type A osesesses 6.00 04000-25A ....cscssneeeee 4000 Oh Koolohrn N.1. 25 Watt .......cccssssccssssoseecunsereerusnseeeetenneee Type B ve... 12.00 
00125-75A 125 Ohm X6978 Chassis Hole Mount, radial 75W .........sscssssecseense Type F essen 30.00 04420-1A .....eesessseeeen 4420 Ohm Non-Inductive 1w, leads ...........sseessosesssssereesseseeeesnaneee Type H......... 3.00 
NH50-133 ~ 133 Ohm 1% SOw “NH” style Aluminum Body sscssccncesesencsen TYPO A sarc : 4500-10 ..cscssessee 4500 Ohm Koolohmn N.1. 10 Watt ......cccsoscscsccossosescsesecensenseesesensen Type B ........ 10.00 
00133-100A ... 133 Ohm Non-Ind. PFS6-131 1 00w ..........s... wt 04700-60A ......ssssoseee 4700 Ohm 60w Corborendum 886 .............ssccsssssscssesnsssseeeesernne Type C......... 35.00 
00144-275N ...........+ 144 Ohm Carborendm 779SP 275w, 1” x 12" 04990-1200 .......ssseeee 4990 Ohm Non-lnd NHL-120 19 120W........cscsssssssssssssesssesssssseeseeene Type E ......... 25.00 
00147-TA ......sececcceeees 147 Ohm Non-Induct., 2% IW... 05000-5A ....eessssssssseee 5000 Ohm Koolohm N.1. 5 Watt .......ccssssssssccccsssessssussssssesssseseeeneeeen Type B .......... 5.00 
0147-55 ....ssssesssse 147 Ohm 2%, 55 Watt, 6” Length........ ee a 30, O5000-10A ......ssecssens 5000 Ohm Koolohm W.1. 10 wot ......scccsocsssccssssssseseesenssoseeeeseunenee Type B........... 4.00 
00150-.5A ........sccscsoe 150 Ohm Dep. Carbon, 1% SW DPT scecesssessenen : 5000-500 ......ssssssssse 5000 Ohm Koolohin N.1. 50 Watt .......ssssssssscecccecssseesesssssseneeeereeseeees Type B ........ 18.00 
00150-60A................ 150 Ohm Non-Induct. Resistor, CarborendUm .....ccccssuesnnennenn : 05000-2000 .....eesves-0 5000 Ohm 889AS Carborendum 1X12" ........ssscssesssssssssonsereeeeeesseees Type C ....... 95.00 
00167-150A.............. 167 Ohm Non-Ind. Sprag 15OSIF Cartridge, 12” 101g ..ncscnnernn Type G.......... 45.00 016000-10A ............++ 6000 Ohm Koolohm N.I. 10 watt 
0173-50 ..oessssssseeeees 173 Ohm Non-Induct. Carbon .5W RS. .csxvsssnsnnsnnvsennstnnn Type H .......... 2.00 6000-258 .......ssss»--- 6000 Ohm Koolohm N.1. 25watt 
NH250-196 ....sscccesrees 196 Ohm 1%, 120w “NH” style Aluminum Body ..........ccsssscccsseeee Type A seser 75.00 07000-10A ............+-. 7000 Ohm Koolohm N.I. 10 watt 
00197-300A ............. 197 Ohm Globar 601 300Wt 1X18" .acsssssennnsnnninnstnnne Type C ....... 125.00 0700-25) .....esscssesee 7000 Ohm Koolohm N.1. 25watt ...... 
00200-10A .......-sssssee 200 Ohm Koolohim N.L., 10 Watt ...cssssccccsssssscssessseccesnnsesesenensteeee Type B aasesssse 7.00 07500-25A ....ssessseseee 7500 Ohm Koolohm N.1. 25watt 
0200-258 ....arsoeseuson 200 Ohm Koolohm N.L., 25 Watt... ccnssssnnnennnnnnnnnn Type B ........ 15.00 8000-250 ......csecerreee 8000 Ohm Koolohm N.1. 25watt 
0250-7 ..esessereseesee 250 Ohm Ohmite 77DN N.1., 7W KOOlOhM .....csesnsernsnsensnsee Type B eseseseee 5.00 | 09000-25A....... csr 9000 Ohm Koolohm N.1. 25 watt 
00250-10A ssc. 250 Ohm Koolohm N.I., 10 yee nike os, Type B ........... 7.00 09400-100A............... 9400 Ohm Globar “A” 100 Watt ! 
00250-200A.............. 250 Ohm 200w Non- Inductive WW resistor .........sssossocsscssssnssesseseee Type E ........ 39.00 WL ye a eae a 12000 Ohm Koolohin N.1. 25 Watt .......sscsccssssssscsesesssssseseseetsnsssseees Type B ......... 12.00 
00250-2008................ 250 Ohm B89SP Carborendur, 10% ...-sssssseseseesneseenssecenaseeeeasee Type C......... 95.00 13000-25A .....sseseeseee 13000 Ohm Koolohin N.1. 25 watt .......sccssssscecsesseseenesseceeensesesenen Type B ........ 12.00 
VALN5-292 ...essosseseees 292 Ohm 1%, 5w RHS “NH” style Aluminum Body .... eo | ethane 7.00 14000-25A ....eesessseeee 14000 Ohm Koolohrn N.1. 25 Wott .......csscsssscccssssssessnueseeeenenceeene Type B ......... 12.00 
00300-10A.............. 300 Ohm Koolohm N.t., 10 Wat .scscscsctssnsssnsesnsensvnsnsene Type B ......... 13.75 14000-100A .............. 14000 Ohm N.1. 100 watt 1°X6" ......sscsssccceseccsssessssssssoreeeseereessesnsee Type C ......... 35.00 
00300-15A.................. 300 Ohm CWS, 15w CA Dee ieee Type C.......... 20.00 NH250-V4K .....sesssssees 14000 Ohm 5%, 250w “NH” style Aluminum Body ...........ccscccscccseee Type A ....... 65.00 
00300-25A ..eccsereree 300 Ohm Koolohm N.1. 25 Watt .ssssnsnssnsnsensnnstnnstnnnennsse Type B ......... 14.00 | 15000-25A ....sssssee 15000 Ohi Koolohin N.I. 25 Watt ..socsossssesscssessssneesssneensensen Type B ....... 12.00 
00300-100A............... 300 Ohm 887SP Corborendum 100WE ..........sssssssssssssccseceeeseessuunensee Type C.......... 47.00 1000-250 ..........ssseee- 16000 Ohm Koolohim N.1. 25 Watt .....ssssssssesssccccccccccesssssssnsessnensesseess Type B.......... 12.00 
00300-2404 .........1... 300 Ohm Carbon 91161, 240W 10% ......sssssscssssseeeessseseseenssseeteeen Type C ........ 85.00 16000-1160 .........ss0 16000 Ohm Non Ind. Cartridge 11 6W4 ..........ssccssssseessnsseseennssneeeee Type E se 15.00 
00300-3250 .............. 300 Ohm 890AS Carborendum, 10% ..ccccscnsesnsessnsensnntneene Type C ........ 95.00 1 7000-250 ...cssssessscese 17000 Ohm Koolohi NI. 25 watt .......cccscscsecsessessssssecaneeeecereessnsnen Type B ......... 12.00 
00316-55A ...csscsenenn 316 Ohm Non-Induct. 2% RD37P asccscsnssnvsennennenntnnnennen Type D......... 18.00 17500-25A ...ssssccseseee 17500 Ohm Koolohin N.L. 25 We ...ssssssssssccsssnssscsesessnsnsseeeernssnseeses Type B ........ 12.00 
00320-500A............... 320 Ohm 891SP Carborendum, 1% ....sssvsssssssscscscccessssssssssneseesseseesees Type C........ 225.00 1B000-25A ......s.scseceee 18000 Ohm Koolohm N.1. 25 Watt .....ccssccssscsscscscsssssssssssssssssssssesceeees Type B sss... 12.00 
VALN5-326 ....sscccsssseess 326 Ohm 1%, 5w RH5 “NH” style Aluminum Body ..............:ssssse Type A ........... 7.00 19000-25A .....ecsccssnees 19000 Ohm Koolohm W.1. 25 watt .........csssssssssesseccesssssueeeseeesssssnssees Type B ......... 12.00 
NS10-330 .......scsesesses 330 Ohm 10 watt NS-10 3% reSistOr .ssccsssnssnnnennenntnnsrnnen Typed pahaces 7.00 20000-25A ....esessscesees 20000 Ohm Koolohm N.I. 25 Watt ......ssssssscssesssssssseeeeesssnsneeeeeesnss Type B......... 10.00 
IS Se sce scoecssies 332 Ohm 1% 50w “NH” style Aluminum Body ............sssssesssevesssse Type A ......... 20.00 20000-40A ......esssssseen 20000 Ohm 5%, 40w Non Induct. 7/8” x 4" cOPDON .....ssssseeseseeeees Type C.......... 25.00 
00340-3250 .......csssen 340 Ohm 890AS Carborendum, 10% .......sscsssssscssssnsseseseesessnsnsssee Type C....... 110.00 22000-25A ..nsessessssseee 22000 Ohm Koolohim N.1. 25 Wat ..sccssercsenssnsisnennisenee Type B ........ 12.00 
00350-2008 .............. ES UNE GHOURE A ZOE LK coccccsiesccciccssc ccrsscsrctinercebineonsnane Type C.......... 75.00 23000-25A .....crsseseesee 23000 Ohm Koolohm N.1. 25 watt .........:.sc.cccsssesesssssseesneteteesnsesssenes Type B .......-. 12.00 
00383-30A ..........0 383 Ohm RE75N Alu 1% 30w “NH” style Aluminum Body ..........s..- Type A........ 16.00 2400-250 ...ssscsssseee 24000 Ohm Koolohm N.1. 25 Wat ........ssssssssessssssssseeeesnssssseeeeeesnse Type B .......- 12.00 
00390-325A ............. 390 Ohm 890AS Corborendum, 10%, 1” X 1B" v...cssssssessssssssssesees Type C ........ 95.00 25000-250 ...ressseseseeen 25000 Ohm Koolohm N.1. 25 Watt .......cccsssscsssssssssseeeesnunssseeeeeseee Type B ses... 12.00 
00400-10A.................. 400 Ohm Koolohin N.1. 10 Wott .......ssssssssssssssssssssssssssssssssssssssseessssees Type B............ 7.00 25000-50A .....sssssesesee 25000 Ohm Koolohm N.1. SOWatt ..............s.s.sssscsessssscseeseeseseeeeeeeeeee Type B ......... 18.00 
00400-25A .......secsesees 400 Ohm Koolohin N.1. 25 watt .....ssssssscccssssssssssessestsssssssseseeeesessee Type B.......... 12.00 28700-200A ......sesovsee 28700 Ohm 5%, 200 Watt; 14-1/4" Lx 1-1/8" .ssssssssseeessseen Type E ........ 79.00 
00400-500A............... 400 Ohm 891SP Carborendum, 19 ...sessssesssssssssssssssssessssseseseesseeesees Type C........ 225.00 30000-2000 .....sssosesee 30000 Ohm Non-Induct. Resistor, Corbornedum 888 .................0.. Type Co... 54.00 
00412-2250 ..aeeecscenee 412 Ohm Non-Induct, Cartridge, 225 ...ccsssssnstnnnannenne Type G ........ 45.00 33000-2008 ....cssserees 33000 Ohm Non-Induct. Resistor, Carborendum 888 ..........s.se:see Type C nase. 54.00 
00450-200A 0... 450 Ohm 889SP Carborendum, 10% ......sssssscsssceessnsesenssssesnsseeen Type C on... 95.00 33000-300A ......ssocee 33000 Ohm Non-Induct. Resistor, cOrDOM ........sssssscsssseeenseeessnseen Type C .....see 79.00 
00450-500A............... 450 Ohm PFS18 Power Film 10% .nns.cosssnsnsernstnsnsttnmstnnee Type C........ 225.00 46400-7A ......sssscscsenn 46400 Ohm 2% 7w RD31P Non-Inductive ..........sssssssssseseesessssseeeens Type D.......... 12.00 
010500-2A ........cccsess-» 500 Ohm Non-Induct. Res, 2w Radial, 1/4 x 2" .....sssssssscessesssesseee Type D .......... 3.50 50000-2250 ......ooeesee: 50000 Ohm NHL225 5% Non-Ind Res. .......sessssecssssseeessssseeesnssseees Type E ........ 25.00 
00500-25A 500 Ohm Koolohim N.I., 25Watt ....sssssssssssssscccsssecesseressssssssssssseneee Type B ......... 15.00 51100-10A .........sssseees BU YOO Olsen 206 Fay Moon Wadd csccsceccsaneseencsensarcousscvecdrooonvensens Type D.......... 14.00 
00500-30A ......seceeeee 500 Ohm, PFS-2.5-501, 15/30wt wee POC ccs 20.00 O1OOK-325A essere 100,000 Ohm 890AS Carborendum, 125/325 ........sssssssssesssssseees Type C........ 175.00 
00500-168A............... 500 Ohm Non-Induct. Resistor .... woos TYP E sees 24.00 O500K-325A ............+-. 500,000 Ohm 890AS Carborendum, 1°X1B" .ccnmennennesnnenne Type C....... 175.00 
00560-3A .......essecsoes 560 Ohm Koolohm N.I., 3wt 1% ...... sen WWPO.Buintcos 3.50 0645K-325A..........0.+. 645,000 Ohm 890AS Carborendum, 1°X18" on.n.....s.scccsssescsesereeeeeeeee Type C....... 175.00 
00584-225A cscs 584 Ohm Non-Ind, Cartridge 225W ..ccsosnnsssnnsennnensesnnn Type G......... 79.00 0756K-3250 ....sssersee 756,000 Ohm 890AS Carborendum, 1"X18" .........ssssssssesesssseeeessee Type C....... 175.00 
00600-5A ....ssssseeessee 600 Ohm Koolohm N.U., SWOtt .......ccssssessssseessssseessseeeeesssetsesserss Type B ....seese 7.00 GOOA-2.5M aasssseseesseee 2.5M Ohm 20% 300w Carborendum ..ccnssrnnsrnsnnesennetnnsee Type C........ 125.00 


00600-1000 .....sscssnn 600 Ohm Non-lInduct. ResiStOr ....cscscncsssnsnnsnninnsennenneen Type C o..csun 45.00 | 1546-100MOK........... 100M Ohm 10% 2Oky, 10” long, stacked Iw resistors ....r.rnenrnen Type G....... 150.09 


” . >> &). > Se ~ eee 


~* 


1/8 WATT CARBON / 060 OD x .150L 
Each 50¢ (10-25) .45¢ (2699) 35¢ (100+) .30¢ 


1/4 WATT CARBON / .090 OD x .240 L 
Each 50¢ (10-25) .40¢ (26-99) .30¢ (100+) .20¢ 


1/2 WATT CARBON / .140 OD x .385 L 
Each $1.00 (10-25) .75¢ (26-99) .60¢ (100+) .40¢ 


1 WATT CARBON / .225 OD x .570L 
Each $2.00 (10-25) $1.50 (26-99) $1.25 (100+) $1.00 


2 WATT CARBON / .310 OD x .690 L 
Each $3.00 (10-25) $2.50 (26-99) $2.00 (100+) $1.75 


PART NUMBER OHMS WAITS PART NUMBER OHMS WAITS PART NUMBER OHMS WAITS PART NUMBER OHMS 


iWet | pcrRooe330R04 330 Ohm 

2Wet | RGDOOOGIIORNO-S _ 330 hm _ 1/4 

TWet | ROBOOQOOSTRO-3__20he_____ 1/B Watt | RCOOOON360RO1 360m 
$20hm____ 1/2Wet | RCRQOOO0360R0-5_____ 360 0hm___ 1/4 Watt 

| ROFMo00082RO-S __820hm___1/4Wo | RCFOOO0380R0-4__ 380 Ohm _ 1/2 Watt 

__ 1 Wen | | nCFoe000091RO-3__ 91 Ohm __ 1/8 Wert | + RCFOOQ00390RO-1____39000hm____—1 Watt 

REFROGOOONIED.S 220he____ 1/4Wen | ROROOOOOZINOS_ 77 the 1/4 Wee | RCFONOGOOFIRO-5 91 Ghee 1/4Wot =| RCFOOOONS=ORO2_____ 390 0hm___ at 
} 


bG000000283-i __ 


RGO0O0 0020-1 ______ 100 Ohm ______ 1 Went ROOOOEIIONN-3 390 Ohm _. 1/8 

ROPO0000100R0-2 106 Oke ___ 2 Watt RC0000390R0-4 __ 390 hes ___ 1/2 Walt 
ROPOOOOOONSR-3 3 tim ss /8 Watt ROO00O0C24RO-4 24 Oh «1/2 Wet RCO00001 0020-3 _____ 100 Gin __ 1/8 Wait RG0000390R0-5 _____ 390 Ohm ___. 1/4 Wait 
ROOOOOONSRI- 3 33 Om s/t REDON ARS 240bm______ 1/4Wen =| ROROOOOIOORO-4_ 100 Ohm 1/2 Wet ROOOOOH430RO-1 __ 430 Ohm ____. 1 Wait 
RCOONONS4 33 Che sd /2 Wet ROROONOC2SRO4 ___ 25 Gh _____ 1/2Wett | RCFOOOOOIOORO-S_... 100 0hm_ 1/4 Watt RCF00000430R0-2 ___ 430 Ohm __ 2 Wait 
ROOOOOUESES 5 ___33Ghm__.__ 1/4éWet | +=ROWOOOUOZ7ED1___ 7d We «=| SC nO IONS 4 110 Ghee ___ 1/2 Wet ROROOOHM3ORO-3 430 Ohm __ 1/8 Wet 
ROOONOOISS-1 390s. iWer «=| =BROOOOOZ7Re2_ ss 77 he RGOOOOG120R8-1 _____ 1200hem__..... 1Wen { RqOQooOb3ORO4 ss 430 thes 1/2 Wott 
RESOOOIOISRS —__i$@m___ 1/2We | MROO27N3_ Whe  i/se ROO00001 2083-2 «120 Ohee 2 Wet ROOOOOMIONG-S 430 hes 1/4 Wet 


a 


i 

' : 
ROQOOOOME-] _ 47 Cee ____ 1 Watt ROOOOOOTZ7RO-4 77 Chem sd /2 Wet RCG00000120R0-3 120 Ohm ___ 1/8 Wait | RC00000470R0-1 470 Ohm ___. 1 Wait 
ROOOOOOMET4 kT he s/t ROOT RD-5 7] hem 1/4Wet =| «= RG00NNI20RO4 120 Ohen 1/2 Wet | RE0000047080-2 470 Ohm __ 2 Wei 
BOOOOOOONR7-5_ 47 Os s/t EON 7ERG-3 280m ___ 1/8Wen {| RCQO000120R05__.1200hm_____ 1/4Wen | Rcooooos70R0-3 470 Ohm ___ 1/8 Watt 
fo a ROOOOONIRE-3 Ge 1/BWer ss RCROOOSOND3__ Oe 1 Wet ROO 74 70 en s/t 
os —____ 5.] Ses _ 1/2 Wat i |) Mk: ee ep /2Wet =| = RCROOOO«T ORES 470 hen ___ 1/4 Wat 
__5$Ge___ 1/2 Wee RODOOOGIG 33 0he_ si Wet «=| «= ROROOOOOISORO-S_— 130 Oks Wet { -R000000510RD-1 ___ 510 Ohm sd et 
5.6 Che _ 1/4 weet RO900000S320-2 33 Om __ 2 Watt RCO0000] 5ORO-1 ___ 150 0hm 1 Wott | RC00000510R0-2_____ 510 Ohm_____- 7 Wau 
6 2 Ohe 1/2 Wet CO00NNTIND-3 33 Oem ____-1/8 Wet RG00000150R0-2 ___ — 150 Ohm ___. 2 Watt RO00000510RE-3____ 510 Ohm __ 1/8 Watt 


62 tm _ 1/4 Wott RCOOOOOSIRO4 33 Oh sd Wet RCO0000150R0-3 __ 150 Ohm 1/8 Wet { RCO000510R0-5____ 510 Ohm __ 1/4 Walt 
wey ite ROOTES 33 She /4Wen | RCoooe Ser /2Wee =| = (ROOOOSeORD- 560 ee ee 
—___— 63 Ge__.__ 1/8 Wes tok 7: oe iWee | BGeg0ge1S0RGS 


i 1500hm____ 1/4Wen | pCPooooOS0RO-2 560 Ohm. 2 Welt 
: Ste ____1/4 Wee RC ROOUISERS 3 __ 34 Ges ___ 1/8 Wott | ROROOOOISORO-1 __ 160 0h ___ 1 Wet | RCFOOOOOSGOR0-3__ 560, 0hm_ 1/8 Wall 
75 Chm ____ 1/4 West RCFOOOOOUSRO-4 _ 36 Ohm _ 1/2 Wat ROD0000160R0-2 ___1600hm______ 2Wett |  RCFOOO00S60R04 ___ 560 Ohm __ 1/2Walt 
82 Oem 2¥o 39 em ___ 1 Went RCO0000160R0-3_____ 160 Ohm ___ 1/8 Watt RCFOO00S60RO-5 _ 560 Ohm ___ 1/4 Watt 
£2 Chm 4 __ 39 em _ 2 Watt ROOOOO01GOR-4 160 Ohm __ 1/2 Wet RCF000006 2080-1 ___ 620 Ohm __ 1 Walt 
9.1 Obes Wet sere ee —___ 39 ems _ 1/8 Wet RCOOONETGORG-5 160 Chen 1/4Wen =| = RODE 20RG3 620 Ohm __-_ 1/8 Watt 
91 Ghee 1/4 Wet eh ie RCOOOOG180R0-1_____ 1800hm______ 1 Wet | &(700000620R0-5____ 620 hs ___ 14a 5 
10 Ghent ROOOOOOIES-S _39Qhem __ 1/4 Wet | RCPOOOOOSORO-2___ 1800hm______ 2Wet | RCOQQOOSSORO-1____ 6800hm___ ss 1 Wel 
10 One 2 Wor — 43 he 1/2 Wen RCF00000180R0-3__ 180 Oe 1/8 Wott RC0000680R0-2__ 680 Ohm _ _ 2 Watt 7 
be 8 Wor 43 Ohes 1/4 Won nC00001 00-4 — 180 Ohm ___ 1/2 Wet RC700000680R0-3___ 680 Ohm__ 1/8 Watt 
0 Che Wo 4] Che 1 Wer RCF000001 8080-5 ___ 180 Ohm __ 1/4 Watt SO _ 680 Ohm __ 1/2 Watt 
10 Ge __ 1/4 Wat ROROQOOMTR2 7 Gem a R0000070080-2___ — 200 Os __ 2Wot | RCO00006S0R0-5 __ 680 Ohm ___ 1/4 Watt 
— Vi Gen ee cance O03 47 Ges 1/8 Wet ncrooee200ne 4200 Ghee _ 1/2 Wet ROOOOOO7 S0RO-4 750 Ohm ___ 1/2 Wat 
1} Ge __ 1/8 Went OOOO 4 a Chee 1/0 et RO000E20080-5 __ 200 Oh 1/4 Watt | RCPOOOOOS20R0-1__ 870 Ohm 1 Wat 
11 Gham 1/4 Wor ey _—— 4] Cem _ 1/4 Wet RCF0000027080-1___ 220 Om __ 1 Watt RCF00008 2080-2 820 Ohm __ 2 Wal 
12 Ohm | Wet RE 20000051 RO-1 __ 51 Che 1 Wer RC0000027080-2____ 720 Ohm ___ 2 Watt RG0000082080-3 _ 820 Ohm _ 1/8 Watt 
12 Oho 2 Wem REOOOOOOSTRO-?2 51 Ohm _ 2 Wet RCFO000022080-3 ____ 270 Ohm___ 1/8 Watt RCH00000820R0-4 820 Ohm __ 1/2 Wal 
12Gem___ 1/8 Wert ROOOOOOSIRNG-3 51 hes 1/8 Wet ROOOOOOZ2080-4 __ 270 Gam ____.1/2We | RCFOOOOOS20R0-5 ___ 820 Ohm ___ 1/4 Wall 
12 Ghee 1/2 Wet ROOONOGOSIC4 __ 5] Ges 1/2Wer | « ROPOOOOOT2080-5_____ 270m 1/4 Wet ROFOOOOO91OR0-3______ 910 Ohm __ 1/8 Watt 
120he ____ 1/4 Wat bcrO00000SIRE-S __ 51 hem __ 1/4 We ROO0000724080-2_____ 2480hm__ 2Wett | RCWOOOO9IORO4____ 9100hm __ 1/2 Walt 
3 Ohm las 54 Oren 1 Wen RC00000740R0-3____ 240 Ohm __ 1/8 Watt RCOO0009 1080-5 910 Ohm __ 1/4 Watt 
he ] Wom 56 Ohen 7 Watt RD00N0240R0-4 _ 240 Ohm __ 1/2 Watt RCFO0000920R0-5 920 Ohm ___ 1/4 Watt 
he bac 54 Obee 1/8 Wer RCN 400-5 240 Ohm __ 1/4 Wett RC00001000R0-1 1 K Ohm __ _ | Wott 
hes ar 56 Ge ___ 1/2 Wet RGOOOKC25080-] __ 250 0hm______ 3 Wett | RC700001000R0-2_____ 1000 Ohm __ 2 Watt 
Chee 2 Wer 05 ___ 56 Gh _ 1/4 War ROOOOOCZ70R0-1______ 270 hes. 1 Wet | RCOO001000R0-3_____ 1K Ohm___ 1/8 Wel 
Che od a | ae \/i en ROOOOOO77080-2._____ 2700hm_.__ 2Wen | RGpoooioooRo4 1K hen ____ 1/2 Wat 
5 Chee 2 Wen o. 62 Ohm 1 We REOO00077 ORD-3 _ 770 Ohm __ 1/8 Wet ncFoo001 000R0-5 1000 Ohm 1/4 Watt 
15 Oem 1/4 Wen RC0000006 280-3 _ 62 Ohe 1/8 Went nINOOZ7 ORE 770 Oem __ 1/2 Watt RC00001 100R0-2 1.1 KOhm 2 Watt 
6 Obee 1 West FOO 280-5 62 Ohm 1/4 West REOONZ7 ORD-5 270 Chen __ 1/4 Wett RCF00001 10080-3_____ 1.1K Ohm __ 1/8 Watt 
¢ Chee 2 Wee REQOOONERD | _ 65 hes st Wet ROOOOOIOORS-| ___ 200 Shem 1 Wet | RCFOQOO1I00N0-4____1.1K Ohm ___ 1/2 Wal 
18 Chee wr ROODOOOGERG-2 68 hes 7 Watt ROOOOISOORO-2_____ 300 Obes 2Wen | RCOOQO1I00RO-5___ 1100 Ohm _ 1/4 Watt 
18 Ohm 1 RCOOONOOERS-3 ___ 68 Chm i/BWer | ecroooozoone 3 — 30 een ____ 1/8 Wott | RCPOOOOT200RO-} 1k Ohm st 
8 Chee 1/8 Wer FOOD 62 he 1/2 Went RCOO0GI00RS-4 300 Ohm _ 1/2 Watt RCFO0001 20080-21200 Ohm 2 Wott 
8 the 1/2 Wen RF NIOIOEERL-5 68 Chee 1/4 Won RC NDORIONRE-5 300 Chen __ 1/4 Went RCFO00001 20080-3 1.2K Ohm ___ 1/8 Wa 
FM O71 880-5 tor 4 Wor RIO00007 SED-1 75 Cem 1 Wen 2E0000330R0-1 330 Ohm ____ 1 Watt RCF0000120080-4 1.2K Ohm _. 1/2 Watt 
PIAS 20 Coen 1 Wee OOOO SO? __ 75 Qher_______ 2Weet | RCOOQ0033080-2.._3300hm_____ 2Wen | RCHOOOOI200R0-5____—-17000hm «1/4 Watt 
Reo PaRD2 20 Obes 2 Wer ROONNOOSRO-S ___750he____ 1/4Wen | pcrooooz3ono3 _ 330 hs ___ 1/8 Wet | RCOOOOTIOORO-2__ 1300 Ohm____ 2 Watt 


RCF00003300RO-4 __. 3300 Ohm ___. 1/2 Watt 


RCFOOOOSSOORO-3 3.6K Ohm 1/8 Wet 
RCO00N3600RO-4 3600 Chm sd /2 Wet 
RCOOOO3600RO-5 ss 3600 Ohm sd /4 Wet 


RCFO0OOA700R0-2 4 7k Obes ___. 2 Wet 
RCOOO047 00R0-3 47K Ohm. 1/8 Watt 
RCO0004700RO-4 4700 Ohm 1/2 Watt 
RCFO00047 00RO-5 4700 Ohm 1/4 Watt 
RCFNNN4B0ORG-S __ 4800 Gan __. 1/4 Wet 
RCFOOOOS100RO-1 5100 Ohms ___ | Wet 
/hCF00005 0080-2 __. 5100 Chen __. 2 Wet 
RCO000S 1 OORO-4 5100 Ohm 1/2 Watt 
-RCNONNS 1 00RO-5 5100 Ohm 1/4 Watt 
RC00005600R0-1 __. 5600 Ohm ____ 1 Wat 
-hCF0005600R0-2 __. 5.6 Ohes __. 2 Wet 
-RCFN00NSE0ORO-3 ___ 5.6K Ohm __ 1/8 Week 
-RCrN0NSE0ORI-4 __ 5600 Ohm ___ 1/2 Wet 
/h0F00005600R0-5 __. 5600 Ohm ___._ 1/4 Wet 
RCFO000SSOORO-2 ___. 5.8k Ohm __. 2 Wart 
RCF00006200R0-4 __ 6200 Ohm 1/2 Wait 
6200 Ghee ____ 1/4 Watt 
RCFOOOSSOCRE-1 6800 Gh |] Wet 


RCOOOOTSOORD3 75K Ohm___-1/8 Wet 


RCFOOSS200RO-] __ 8200 Gin ____ 1 Wet 
RCHN00NS200RO-2 __. 8.2k Ohm __ 2 Wet 
C0000 200R0-3 ___. 8.2K Ohm ___. 1/8 Watt 
RCH0000S200RO-4 __. 8200 Ohm 1/2 Wart 
RCO00S200RI-S _ 8200 Ohm ___ 1/4 Watt 


 —nrerersnerennerannronstiiion 


RCFOOOT3OOORO-S __ 13 Ohen _ 1/4 Watt 


ssarer 


RCFO0O1 1000R0-5 ___ 11k Ohm _ 1/4 Wet 
RCF0001 200080-1 12K Ohm ____1 Wott 
cron} 2000882 14 


nCr001 3000R0-4 ___ 13 K Ohm __ 1/2 Wet 


- > = = 
270001 SooR-4 
RCFOO01 SOOORO-S _ 15k Ohm _ 1/4 Wert 
RCFO0016000R0-3 _ 16K Ohm __ 1/8 Wett 


/RONOCTSOOORS-S_ ek es 1/4 


ROOOOISOOORD-1__ 18K Ghee dT Wet 


C9001 8000R0-2 __ 18k Ohm ___ 2 Wee 


R000] 8000R0-3 __. 18K Ohm ____._ 1/8 Wet 
RENN 1 8000-4 18K Om ___ 1/2 Wet 
RCFO001 8000R0-5 18k Ohm ___ 1/4 Wet 
R000 720008RS-1 ___. 7 he __ 1 Watt 
CF0002000086-2 __ 20k Obs __ 2 Wet 
n¢rg0e20000R8-3 __. 20K Oke _ 1/8 Went 
ncr00020000R0-4 ___. 20K Ohm __._ 1/2 Wet 
RCOO020000R0-5 20k Ole ____ 1/4 Wet 
RC00072000R0-1 ___ 22K Ohm _____ 1 Wet 
RCPO0C72000R0-2 ____ 27% Obes __ 2 Wet 
RCOO0720008G-3 __ 77K Obes _ 1/8 Wet 
RCOOO72000RE4 2K Chee 1/2 Wet 
RCF00022000R0-5 __ 27k Ohm ___ 1/4 Wert 
RC00023000R0-5 __. 73k Chen ___._ 1/4 Watt 
RCF00024000R0-] __ 24K Olen __ 1 Wett 
RCF00024000RS-2 ___ 24 Che __. 2 West 
2(F0062400080-3____. 24K Obes __ 1/8 eet 
R00 24000804 24K Chee 1/2 Wat 
RORO024000R0-5 _- _. 24k Ohm __._ 1/4 Wet 
RCHO0025000R0-5 25k Ob ____ 1/4 Wett 
RCHN0026000R0-4 __ 26K Om ___ 1/2 Wet 
RCROOO77000RG-} 27K Oe sd et 
2(F00077000R0-2 __ 77k Chen __ 2 Wet 
RCFO00770008S-3 __ 77K Ob= __ 1/8 Wat 
RCPO0C77000RO-4 __. 77K Ohms __ 1/2 Wet 
RCPOOO77000R0-5 __ 77k Ohm __ 1/4 Wet 
RCF00030000RI-1 __. 30K Ohm ___ 1 Wet 
RCFO0030000RI-2 __. 0k Chen __ 2 Wat 
REOOCIONONRT-3 _. 30K Ohen __ 1/8 Wet 
ROOOOSNOONRS-5 ___ 30k Ghee __ 1/4 Wet 
RCF00033000R0-1 __ 33K Ohm _____ | Wet 


RC00036000R0-5 __ 36k Ohm ____ 1/4 Watt 
RCO0S900ORG-] __ 39K Ohm __._ 1 Wet? 
RCFOONSIOOORE-2 __ 39k Ohm __ 2 Wet 
RCFO0039000RG-3 SK Oks __ 1/8 Wet 
aCroodseeeeRe-4 9K Oke ___. 1/2 Wet 
bCF0039000RS-5 _____ 39k Oh _ 1/4 Wet 
RC00043000RO-2 __. 43 Ohm _ 2 Wet 
RCO0043000RO-3 __ 43K Obes __ 1/8 Watt 
RC0043000RE-5 __ 43k Ohm __._ 1/4 West 
ncrooed700082-} ___ 47k Ohm __ 1 Wet 
ROPOOM7000RG-2 __ 47k Ohm __ 2 Wat 
ROOOM7000RO-3 ___ 47K Ghes ___ 1/8 Wet 
ROO 7000RO-4 47K Oe __ 1/2 Wet 
RCOOO7000RO-5 47k Ohm 1/4 Wer 
RCO00S1 000R0-3 __ 51K Ohm __ 1/8 Wat 
RCPOOSSTOCORG-§ ___ Sk Chen __ 1/4 Wet 
ncroe0sseedne-] __. 56k Ohm ___ | West 
RC0G5S00NR-2 __ 56k Obes __. 2 Wet 
RCFO00SS000RO-3 __ 56K Ohm __ 1/8 Wert 
RCNONS6OOORC-4 ___ 56K Obes __ 1/2 Watt 
RCOO0SGOOORG-5 __ 56k Ohm __._ 1/4 West 
C0006 2000R6-2 __ 62k Ohm __ 2 Wet 


15K0em____ 1/2 Wott 


—— ser mreanecsrerensessrone 


pcroes20000R0-3 __ 820K Oe ___ 1/8 Want 
pcroce7000080-4 __ 820k Ohm __ 1/2 Wet 


| ncaoezsoons 5 #20 On 1/4 at 


ncF0010000080-2_ 100K Obs __ 2 Wert 
RCFOO] 0000ORI-3 100K Oh _ 1/8 Wert 
RCFOOIOOOOORD4 __ 100k Ghee _ 1/2 Wet 
Rooooeeess-5 ______ 10k Gas __ 1/4 Wee 


‘RCPOO] 0000235 __ 110k Oe _ 1/4 eet 


RCF0012000080-] 120K Ohm 1 Wert 
RCF0012000080-3_____ 120K Ohm _ 1/8 Wet 
RCFOO12000080-4 120k Ohm __1/2 Wert 
ROQOT2O0RS 5 120k Oe 1/4 Wet 


2CFOG1 00-3 ____ 13K ee ___ 1/0 ee 
e(roo}soneeas i SR ee 


RC00] 50000R0-2 150k Ohe __ 2 Wet 
C001 50000R0-3 «150K Ohm __ 1/8 West 
C001 590000RS-4 «150k Ohm __ 1/2 Watt 
ROFOoTSeocees-5 SG Gee __ 1/4 Wet 
ncrec1eoceeao-} 160K Che dt Wet 
RCFOO1600008S-2____ 160k Cie _ 2 Wet 
noo 160000804 160k Che __. 1/2 West 
RCFO0160000R0-5 ____ 160k Ohm __ 1/4 Wat 
RCF00180000RO-] __ 180K Om __ 1 Wait 
ncroo1seeceas-2___ 180k Chee __ 2 Wet 
acre iseeeeas 3 1 ee si et 
pcrocisoceone4 18k Gee 1/2 ee 


RCO] B0000RE-5 18k Goes __ 1/4 Wet 
REO0200000RE-3 200K Obs ___ 1/8 Wet 
ncoe700000ne-4 700k Oke __ 1/2 Wet 


RCe7eeeeees-5 a ee 1 ee 
RCF0G72000086-| ___ 770K Gee __ |] Wat 
RCOG72000080-2 __ 720k ae ___ 2 Het 


RCF0072000080-3 ____ 770K Ohm __ 1/8 Watt 
RCO0720000R0-4 ss 270k Oh _ sd /2 Wet 
RCO0720000R2-5 _ 720k Che __ 1/4 Wat 
RASTER 72K ee __ 1/8 Hee 


ncr0e7400008S-4 ____ 240k Gas _ 1/2 Wet 
ncrue724000egs-5 24k __ 1/4 Went 


nO00770000R0-1 ___ 770K Os ___ | Watt 
RCF00770000R0-2 ____ 770k Om __ 2 Watt 
RO00770000R0-3 __ 770K Ohm __ 1/8 Wet 


pce77oceens4 7k Gee ___ 1/2 Wet 
ROPOOT7OS0GRS-S 27 Gee __ 1/4 et 
ROPOSOERE-5 ee i 
RO0330000RI-} _ 330K Obes _ 1 Wait 
ROOOSIONORI-2 _ 330k Obes __ 2 Wet 
RETIRES 330K Cee __._ 1/8 Wet 
ecrodssoeecae-4 _____ 330k Ghee __ 1/2 Wet 
RSS 3k Gee 1/4 
2CF00360006R0-3 ____ 360K Che _ 1/8 Wat 
RGOOSEONCeRT-4 __ 360k Ohm 1/2 Wait 


nc0039000eno-] 390K Ohm ____ | Wart 
RCOOSIOOONRI-3 _ 390K Ohm __ 1/8 Wat 


RCOUIONRA 30k Oe 1/2 et 
a eee 


ROME __ ASK Oe 1 Watt 
REO0430000RI-2 . 430k Ohm 2 Wot 
REVOKE 5 _— 430k Obes ___ 1/4 Wet 
RCOO47 0000R0- 1 470K Ohm ___ | Watt 


Rcroe7eceeee4 7 Chee 1/2 et 
peoroed7eceene-5 ____ 470k Che ___ 1/4 Wet 


RCFOOS1000029-2 __ 510k Ghee 2 Wet 
RCHONS 1 0000RO-3 _ 510K Ohm __. 1/8 Wet 
RCO0G510000R2-5 ___ 510k Ohen _._ 1/4 Wat 
2C00560000R0-2 __ 560k Ohm a 


RCPS 2NGOGRG-2 __ 620k Oke 2 We 
RENE 20N000RE-S _ 620k Oba 4 eer 
rcroogseeeend-] _.__ 680K Ob ___ | Wert 
RCFN0GSNNNNRG-3 ___ 680K Ob __ 1/8 Wet 


ncroossocceR4 680k Ohes ___ 1/2 ae 


o_o aa a 


~~ peFpIgooooNRD-3 


1M Obs 1/8 Wert 


Ii mone 1M Ge __ 1/2 Wess 
ei oconeRe-S 1M Ohms __ 1/4 West 


«Reread 


ecu iecconas 5 11M Gee ___ 1/4 Wee 
RGU1200000R0-1 17M Ohm 1 Wee 
RCO120000080-3___—1. 2M Ohm __—1/8 Went 
RGDI2OOOORD4 1M Ohm 1/2 es 
nowizeesees Shee s/h ae 
Roles? te 
Rl 
RODIOOOOORDS Ohm 1/4 We 
ROO] 500000Re-1 1 Sh Oe sd Wt 
RGO1SoOOORD-3 SMO 1/8 We 
RODIN She De 
ROISOOONRSS SM Oh __—1/4 Wee 
RODeONED 4 A the ee 


RGD ROR 2 13M Ge 20> 
ncroseoeeene-3 EM Os si /8 Wt 
ecrolsoooeeno-4 1 BM Oh sa /2 Wat 
RO RES Laie __ 1/4 ee 


RUNES ie __ 1/8 he 
or: re 


ncFo700000080-5 7 Ohm __ 1/4 Wet 
nFO770000083-1 _. 27M 0am ___ 1 Wat 
ncro720000080-2 27 Oe __ 2 Watt 
ROSTERS S MiGs ite 


3M he iwc 
_ 33d Gem a 
ROSIN 3 Oe 4a 


Rcrasqo0ooORo-S 3.9 Ohm __ 1/4 Wee 
ROM 30000082: | 43M Ohm {Wer 
RMIOOOONRE 3 43M Ohe hs 
RMIIOONNRI 43M Ohm 2 Wer 
RMON S 43 Gh __ 1/4 Wer 
RORooeOeRG} aT Oks ee 
REMTRONRE2 47M Qhe___ 2 Wet 
REMTOOOOORD-3 47M Ohm __ 1/8 Wer 
RUSLONONRE 5 sid Oboe __ 1/4 Wen 
REDE 2ODHONRE-3 2M Ob 3 Wer 
RCPOGSOOOONRS-3 _ 6.8 Ober _ 1/8 Wee 
ROPOGEOCOOSRD-4 6. Obs _ 1/2 ee 
RCSSDONGORD-S _ 6 Bil Oh ties 

we ht <= 

£2 Ohm 1 Wer 


ee 8 2M Cam 


7 ie 
RRS Ss CR ee sd ee 


RCROONN | ORD? 100M One 2? 


a c >> oe ee era Tae a 2 ae" 8) oe i ate yap 
. 7 es = 


Info/Tech hJIntn: 402-346- 4750, 


“ 
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ORDERS: 800-244-4567 


Surplus Sales 


GENERAL RADIC a 
STANDARD D RESISTOR °) 


POWER RIB very large - Ribbon wound 


Low Ohm Resistors. Wattages: 100watt - Skw. 


TYPE 1440 


1K Ohm / 30ma / 0002% 
$75.00 each 


CARTRIDGE TYPE - Plugs Into Fuse Clips like 
CAO - RW10 - RW13, etc... 
Wattages: 50watts - 250watts 


HOLE MOUNT RADIAL RESISTOR 
Like: DALE “PH” Aluminum Body 
Wattages: 5 to 200watts 


RIB WOUND 


Low OHM Power Resistors g v ~ 
Wattages: 25 to 500watt CENTER TAPPED TUBULAR POWER 
hace thea. RESISTOR - Wattages: 5 to 225watts 


KOOLOHM SPRAGUE SERIES 


ADJUSTABLE RESISTORS Range from 5 to 100watts : 
DALE HLA — Ohmite Series — RX35, VK-WA 
Wattages: 10 to 225watts 


TUBULAR MEDIUM 
POWER RESISTORS 
Like: HL-10, HL-15, RW31, RW33, etc... 
Wattages: 5 to 40watts 


FLAT RESISTOR W/BUILT-IN BRACKET 
Like RW21, RW22, RW24, HL55 
Wattages: 10 to 75watts 


SQUARE “SAND” TYPE Like “PW” and 
“CP” Series - Wattages: 1 to 25watts 


AXIAL RESISTORS - 75% of the resistors 


pais ‘Body Dale RH style resistors have Standard Tubular body resistors w/tab covered on these popes Jit Mca 
built-in heat sink and small size /wattage. terminals are the most common style. Included Examples are: RS1-RS10, CW5, 
Models include: m RH, NH, RER, ERH, RE. are HL, FRL, RW. Wattages: 40-225 watts. RW6/7, RW639, etc... 


Wattages: 5-250 watts. 


Wattages: .1 to 25watts 


ee y a . “4 >: : hes ia - a, he al 
‘ \ i < 
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ors: .0015 - 1 Ohm 


DESCRIPTION 


seveeseravevereceeneerereneseee De | REVERETL INLD ccccsceerereeeeseee ot UIT LIW D/O ATILI AIUIT DUY ....ccceseeeeeereeeeeees 


ae 5 Ohm 25w 1% RH25 Alum Bdy Peet k 
Oh 1Ow 3% WW Resistor sssotsssscssossessseees ; 
: Ohm 3% 3w WW Resistor .csscsssncssenseceanceee 1.00 
. 4 00 2B-.5 ae Sw, WW Resistor .....sscsscceseceesnsesenseees 10 
20-22... .2 Ohm, 20w 5% Flat, Bracket ...... -RS2C-.5 ... ~ SOhm 3% Bw RSZCWW Res ...cesesscsocssnneccnsee 1.45 
mn 25) CRAB ED cctieetsvnssiere 2 0hm, 175w Ctr Tap @ 1 Ohm ..... ‘ -SAIW-. 5 Ohm 3% Tw SAGE WW ReS ....ssssscssesssssseceessss 1.25 
Bi conwaiteees 00 -MILR2-1-.5A .......... 2 ohm 1% Iw Samp, Cut Leads ...... i RWF-T0.5WL30-.5.......... 5 Ohi, 30w, Adj WW Restr ........scsssssssseessessseseeee 6.00 
ORE 0) Ohm 1%, 75w Alum Resisto RWE-CP2-.51....ccccosesssssnees )| ohm,(P2 2wt Squ. Sand Res . PRET 
1Ow 1% WW RWF-HL55-.51 . . 51 Ohm, 55w, 5% Flat Res .. 0.00 
RWF-RW29-.51 Sl ohm 11w WW Resistor . ... 2.00 
‘i ; : RWF-RW35-.51 ..... ceveoe DT Ohm, 55w RW3SVR5T Res. .ssesssscccesssnnsoceee 10.00 
= ae , OW, a Sikhhe RWE-RSTA-.5T 1 cesssssosesseee DTT Ohm 1%, Tw, WW ReSistOr ....ccccssssscsssssseeeseeeee 1.75 


wiz) RWE. RW7BU- DOO aes sci — A RWF-RWR8ISRST 1 .......-. 511 Ohm 1% Tw RWRB1S WW RES ....scssesseeseeene 95 
A RWE-T3-.2 ..seecseecersssseeeeee -20hm 1%, 3w, RCL Wire ......... ; RWF-RWR89S-.511 .......... SUT Ohm 1%, 3, WW Rest. ....-csssecsseesneeseneeenn 1.45 


| RWE-WLR2- vecce 2 Ohm, 1000 watt Resistor .....cesosossccsseeseeseseeees 45.00 | RWF-DO.SWLG7 ............... 52 Ohm 10% 300w 1.375 x B.5" cecssssesecssnnsee 18.00 
RWE-RSTA-.215 ... . 215 0 1%,1w, Wi ROSISEOE corcrescccn ce 2.00 | RWEF-RWR8ISR536 .......... 536 Ohm 1% Iw RWR81S WW Res ...... 135 
ohm 1% 2w WW Resistor RWE-RWR74S-R215 215 Ohm 1%, Sw RWR74S WW nce 2.70 | RWF-CW2C-1-.56 ............ 56 oli, 2w Wire W Resistor .....cscccossscesessscesuseeeue 50 
d 015 Ohm 1% Sw, WW ResistOr......sssssscsssssereceeens : RWF-RW69-,22 ....s.scscceee 22 Ohm 3w 5% Wire W ReSistOF .o.ccesnenenn 1.25 | RWE-RW29-.56 .....esssssssese 560hm Ow WW Resistor.............. we k25 
oa weone O15 Ohm 1%, 3, RCL Wite ....rern reed h RWF-RWR84SR221 .......... .221 Ohm 19% 7w RWRB4S WW RES ....ccssesssrssseeeeeee 3.00 | RWE-WS223-.56 .............. 56 Ohm 2w, 10% WW Resistor............. woe 1.49 
239 RWF-SK322-1-115 cscs 225 Ohm 1% 2w  WWRES. ...scsccecssssssereesersansee 2,00 | RWF-AZ45-.58 ...ssssecessenne 58 Ohm, 750w,3 Taps WW Res, ......... .. 20.00 
ae 8 RWF-RWR89S-.226 .......... .226 Ohm .1%, 3w, WW Restr. ........ vena V.25- | RWERWBIS-.59 ccc 59 Ohm 1%, TW WWRSISIOF cccnmesmmnnene 125 
ae ok RWF-WB0SR226 + 226 Ohm .1% 2w WBOS WW RES occesoeocnon 95 | RWE-WER59-750 ........-... 59 Ohm, 750 watt ResistOr .occconsnenennon 30.00 
02 oS oe RWF-0804728-.23 ........... 23 Ohm, 68 Amps, Edge Wound .......scscs.cssscce 35.00 | RWF-IC5891-.60 0... ‘60 Ohm, 1000w Edge Wound R. ......ssssssscscsensoe 35.00 
“1h See .03 Ohm 1%, 15w Dale RHS Type . uae von 10. RWF-WLR23-688 ........... .23 Ohm, 68 Amp Resistor......... wwe 45.00 | RWF-RS2B-619.............. .619 Ohm 1% 3w, WW Resistor... eS 
Pr sesineseset ‘04 Ohm 5% 20w WW Resistor ....... 5. ARSTA-D3T csseoee. -237 Ohm 1%, 1w, WW Resistor ....... vem V5 | RWF-RW79U-.619.......... .619 Ohm 1% 3W 20ppm WW......... Pan leos 
4... 04 Ohm 10%, Sw, WW Resistor ...... mw AL -NS-5-.249 srssrerceesesse “249 ohm 1% Sw WW Non- id atom 4.00 | RWE-CW5-5-.62 o.essccccseens .62. ohm, Sw Wire Wound Res. ........... 95 
: a . .249 Ohm .1%, 3w, WW Restr. .. : RWF-CW5-5-.63 .... 63 ohm, 5w Wire Wound Res. ........ 95 
25 Ohm 63a Power Rib 2°) . 65.00 | RWF-HLT5-.63 ~ 63 Ohm, 14w, 5% WW Resistor . 1.50 
; : 1.25 | RWERS2-.63 ........ . 63 Ohm 3% 3w WW Resistor 90 
i .042 ohm, 15w Square Sand Res ...... 4 -AGS10- il teres ¥ 2. 492 4.00 | RWE-RWR74S-.634 (634 Ohm 15%, 5w, WW Resth. .....sceosscscsssessosceeseens 2.25 
ee .05 Ohm 1%, 20w, Alum Body R........... 75) RWF-RSI/2-.26) soencc.e. 261 Ohm 1% SW RS1/2 WW occccccseconncne 125 | RWF-11003H-.64.......... .64 Ohm, 300w, Flat, 3”X7"....... vous 12.00 
: .05 Ohm RH10 10w 1% Alum Body ......s.sscssseseeeee 2-50 | RWF-REROSFR267 .......... .267 ohm 1% 1Ow Dale RH10 AlUM .........+cssscsseses 5.00 | RWF-H43A-.64 .......sscssnoe 64 Ohm 100 Watt Flat Resist ....cnsccnmesrnnnen 9.00 
05 Ohin 5%, 100 Alum. Resist ....ecsssoocseseesseoe 19.00 | RWF-CW2C-1-.27 ... .27 ohm, 2w Wire W Resistor ...........e-- : RWE-RI7SW640D0............. £64 ohm 3.35amps 14" X 2° Res ..csccessseccscsnnnnsee 18.00 
05/1 conse 05 Ohm 1% 100(75)W Alum. Res... wee 22.00 | RWE-CW5-5-.27 oo cccccccee .27 ohm, Sw Wire Wound Res. ... RWE-RS2-.65, asesssssssecsees 65 Ohm 3% 3w WW Resistor ....scsscsscsessnnnscesesee 2.00 
05 seesoresevseres <O5 Ohm 1%, 1w, WW Resistor ..escsccsossesneercnseees 1.00 | RWF-RW69-.27....... .27 Ohm 3w 5% Wire W Resistor RWE-TM-50W-.667 ......... .667 Ohm 50w 1% WW Resistor .... ww 7.00 
‘056 Ohm 1% lw, Wire Wid Res .essssssssssssssssssseesese 1.15 | RWE-.3WL8327-.3 ........... .3 Ohm, 115w, Ribbon Wound R 12. RWF-CW5-5-.681 ...esesseeses .681 ohm, 5w Wire Wound Res. ....... ww 1.50 
at 06 ohm .5% 50w Dale Alum Body ....sssscsssssnseseee 9.00 | RWF-8-1/2HID2-.3 .......... .3 Ohm, 300w, Rib Wound 1.375” x 8.5” long..... 16.00 | RWF-EGS1-.68) ............... .681 Ohm, Iw, 1% WW Resistor........ Eerei25 
1062 Ohm 1% Sw RS2C WW Res ...csssessecssereeeess TAS. | RWE-K4742B-3 cece. 3 OHM 5% TW. WW RESISOF ..sccesnrrrnsnere 50 | RWF-RW70U-.681............. (681 Ohm 19% Tw W Wha Resis .......-sssssessosseeesse 1.00 
vecesenne 0667 Ohm 1% 3w, WW Resistor ...... cevseceee BD | RWE-RH250-R3 o..sessessscsee Bohm, 250w 1% Alum. Res. .....csccssnsosseccssnenee 20.00 | RWF-RW81S-.681 ............ 681 Ohm 1%, Tw WW Resistor .....eoscscsesssscccssnce 1.50 
vesssneeee 067 Ohm 1%, lw, WW ReSiStOF csrcsessracsoene 1.50 | RWE-RSTA-.3 o...ccscseccssnee 3. Ohm 1%, LW, WW Resistor .....sscsscossssssccsnsonsocee 1.50 | RWF-RWR81SR681 .......... 681 Ohm 19 Tw RWRB1S WW ReS ....csccsssssososcoccee 1.35 
: ‘07 Ohm RH1O 10w 1% Alum Boy oc $5.00 | RWF-RW67-.3 o.cccsssan 3 Ohm 5%, Sw, RW67 WW Resis ..csssssesscssscsscnee J9 | RWE-6.5D201 TRIB ........... 7 Ohm 10%, 240W Rib Wound ..........scessvssssonsone 19.00 
Sern ‘07 Ohm 3% 3w WWRESISOF cecscccccncnnne 1-95 | RWF-REBOGR3O1 .......... .307 Ohm 1% 120w RH250 AlumiN «cence. 25.00 | RWF-DO.7WL8241 .......... .7 Ohm 75w tubular Resistor ........ ose 8.00 
A ctcannecste 08 ohm 1% 3w WW Resistor ......... veveeese B00 | RWE-RSTA*.307 csssseeccese 307 Ohm 1%, Tw, WW ResistOr ...occssssssseccessnnseceenre 200 | RWF-1(5891-.70 .......c.... -20 Ohm, 1000w Edge Wound R. ..... wove 39.00 
oe 0834 Ohm 1% 3w, WW Resistor...... woe 85 | RWF-RERGSER3I6........ 316 ohm 1% 10w Dale RHO AlUM on... 5.00 | RWF-1C9033-.70........... .20 Ohm, 1000w, 3 Taps Edge W.... vereeee 39.00 
100 Ohm .01% 1890 Nichrome W ... 10.00 | RWE-12.5XOR33 .............. 83 Ohm, 12.5W 10% WW Res .......cccccssssnscseesenes 3.00 | RWEF-IC903(P-.70 ............ 70 Ohm, 1000w, 5 Taps BGG We occccssccccccsccessess 35.00 
-] Ohm 1 TOW Ribbon Wnd Adjstb 18.00 | RWF-RS2-.33 .... . 33 Ohm 1% 3w WW Resistor .. w 2.00 | RWF-RHS-.7..... . Tohm 1% Sw Dale Alum Body ...rcccconnsnee 8.00 
F-1500SR100-3 .......... 10 Ohm 3%, Sw, WW Resistor..... ... 3.50 | RWE-WLR23-1W . 33 Ohm, lw Open Winding Res . . 45 | RWF-WLB8602........ .- 7 Ohm, 240w Ribflex WW Res ......sccccososcesesessnseee 7.95 
F 2D1 DAB-.1 ..ssssssssee “] Ohm, 25w, Wire Wound RS, osc 3.75 | RWF-WLR33-2W ..........0 '33 Ohm, 2w Open Winding Res .....sscsssssssssssseseee JO | RWF-CW2C-1-.71 ceseseeeee 71 ohm, 2w Wire W ReSiStO? ....cunssennnnesrnn 60 
eo ‘] ohm Sw Wire Wound Resistor ...... vee DS | RWE-WLR33-3W on ccsne 33 Ohm, 3w Open Winding ReS .ccnnsnnennnne 1.00 | RWE-CW5-5-.71 ...sssseseee «Z1 ohm, Sw Wire Wound Res. ... pies 
oe 1 Ohm 3 Watt .1% WW Resistr......... vena 1650. | RWF-RWR81SR34B «nn... 348 Ohm .1% Sw RWRBIS WW occ 4 2] ohm, 50w Alum. Body Res. ... Brant 650) 
NHTO-T cesssssceseseee <1 Ohm RH1O 1Owt 19% NON-Indu. .....csssscccernsosee 10.00 | RWF-RERGOFR35/............ 357 Ohm 1%, Sw Dale RH5 Type ............. : -RSIA-.715 .... 715 Ohm 1%, Tw, WW Resistor ......cosoooccscsssosssceee 1.50 
| ei aes JV ohm 1% TOw Dole RH10 Alun .......csccssososcseceon 6.00 | RWF-K48609-15............. 36 Ohm, 84. 4 OM SR IUE 99.00 | RWF-RW/OU-.715............. 715 Ohm .19% Tw W Wri Resis .......csssssssssssessess0s 1.45 
PRS TART cccscceccsoasnsc <] Ohm 1%, Tw, WW Resistor ...essscosssscccssesoesessene 1.50 | RWF-RER7OFR365............. 365 Ohm 1% 2Ow Dale RH25 ALU ..ccsscmnesmsne 6.00 | RWF-14-305-784............. 750 ohm, 600w adj Tap Edge W ......eseoccssssesssssee 75.00 
Brenseaeeieae 1 Ohm 3%, lw, WW ROSIStON: csi. sccsnsssstoeachectsetes 1.20 | RWF-RH25-R365 ............. .365 ohm, 25w Alum. Body Res. .......ssssssssssscecseeeees 3.75 | RWF-PW3-.75 ....... seccee D5 Ohm 10% 3w Square WW Res ....sssssssccccssssssesees J5 
feds 1 0hm 3%, Sw, WW Resistor.......... vevweeee 165) | RWE-RH25-.374 ...esseesssssse 374 20w 1% RH25 Alum Body ..........- w- 6.00 | RWF-PW5-.75 ....... 75 Ohm 10% Sw Square WW RES ....sss..cccccesesseeeee 1.00 
estos -lohm 5% 10w WW Resistor ......... seovare 150. | RWF-RER7OFR383............. .383 Ohm 1% 20w Dale RH25 Alv........ ... 6.00 | RWEF-RW81S-.75 .. 75 Ohm 1%, Tw WW Resistor .....svsssesscsssseeecseseee 1.20 
ae .] Ohm 26w Wire Wound Resi’tr ....... sees 4.00 | RWE-RSTA-383 .........000... .383 Ohm 1%,1w, WW Resistor ............ vee 2.00 | RWF-C3B85 .......sssscsesecee -26 Ohm 100amp Ohmite Rib Wrd .......ce.s00c-. 45.00 
OO 10 Ohm, 55w RW35VRI0. Res......... vee 7.50 | RWE-RW70U-.383............. .383 Ohm 1% Iw WWnd Resis .......... vee V.00 | RWE-CW5-5-.76 o.csccsccccsee 26 ohm, Sw Wire Wound Re. .......sccssrssseecccrsnereee 1.25 
: coun «1 Ohm 5%, 5w, RW67 WW ReSis ...cccsscscsssssosecseee BS | RWF-OW5-5-.39 39 ohm, Sw Wire Wound Res. ....cssssssscessecsecessssueee 75 | RWF-RWR81SR787 .......... 787 Ohm 1% Tw RWRB1S WW Res ...sce.ssccccccssseessee 1.35 
Li eeretysetes 1 Ohm 1%, Sw, RW67 WW ReSis ....................00.00: 1.25 | RWF-RW30-.39 ........... £39 ohm 5% TOW WW Resistor ......sssovsssssssssssssssees 1.90 | RWF-PXT-R8 uuu. .B Ohm 100w Flat WW Resistor ..........:s:.ssessscssssssses 9.00 
es 1 Ohm .1% lw 30ppm WW Resis ..... ceveseee D9 | RWE-RW30-R39 ....ccccsesee 39 Ohm WW ResistOr ..........ccsccsssrensee vee TVS) | RWE-CW5-5-.82 .........00000 82 ohm, 5w Wire Wound Res. .......ccssssssssssssssssssssse D9 
ms 1. Ohm 1% 2.5w, Wire Wnd Res ...... sessseee 2.00. | RWF-RW30VR39 .....000000-- 39 0hm 5% 12w WW Resistor ........-- vee VTS. | RWE-RH25-.82 ......ccccoeeeeee 82 Ohm 20w 10% RH25 Alum Bdy .......sossssssssss0»0+ 8.00 
1 ohm 5w .1% 90ppm W Wnd Res ... v2.85 | RWE-RW30VR39-11 » B89 ohm 1% 1 1w WW Resistor ..........sccccccscessesesse 1.50 | RWF-RW56VR82 .............. .B2 Ohm 10% 14w RW56 WW Resis .........:..ccscs0ssee 2.25 
ne 1 Ohm 25w 3% WW Resistor .. ve 5.00 | RWE-HG25XR4 .......cseceeee 4 Ohm 35w 1% RH25 Alum Body .. vee 7.00 | RWF-RW7OU-.825............ 825 Ohm 1% Iw WWhd Resis 
aS AS | RWF-18-136-0-4R ........... .4 Ohm, 300w, Ribwound Restr........ .. 25.00 | RWF-18-136-0-.9 ............ .9 Ohm, 300w, Ribwound Restr... 
F RER7SFRI1OR Reeve i ohm 1% 30w Dale RHS5O Alum ........sccssssseseesoee 8.50 | RWF-270-100-M40.......... 4 Ohm 100w 5% W Wound Res. .....sssssesssssseseeseee 12.00 | RWF-6-1/2D20-.9 ........... .9 Ohm 10%, 200W, WW Resist. . 
F-RWR89S-.110 .......... 110 Ohm .1%, 3, WW ReStr. .....cssssssssssssssssesseesssees TO | RWF-RH50-.4 .........sececseeee 4 Ohm 3% 15w Dale Alum Body .......ssssssssssessseeseee 7.00 | RWF-WL8115......000...0.. 9 Ohm 10% 100w WW Resistor .... 
F-CW5-5-12 -. escecereess 12. ohm, Sw Wire Wound Res, ......sssssssssssssssssssseeses 2.00 | RWF-RS2B-.4 .........eccessees: 4 Ohm 1%, 3w, WW Resistor ........-csssssssssssveeseseesee 85 | RWF-RW81S-.909 ............ 909 Ohm 1%, Tw WW Resistor .....s.ssessssssecessesssses 2.00 
-RW56VR12-14 ......... 1.2 Ohm 1%, 14w, RW56 WW Resis ......cssssssoccccceeee 3.50 | RWF-HG25XER402........... 402 Ohm 35w 1% RH25 Alum Bod .......ccsssssseeceees 6.00 | RWF-RWR71S-R909 ......... 909 Ohm 1%, 2w, RWR71S WW annaccssssecscscccsnssnsee 2.00 
WE-RSTA-T2 1 sssssssceee 121 Ohm 1%, lw, WW Resistor ........ssccssssseocceceecne 1.25 | RWE-RWR78S-.402 .......... 402 Ohm 1%, 1Ow, WW Rest, ..esseocsscccessssesceceesses 5.00 | RWF-RW23-.91 0 [91 Ohm 68w 5% Wire Wad Res. ..scsscsnnennennen 8.00 
RSTO-.125 ceoessceeeeeee 125 Ohm 1Ow 3% WW Resistor .....csscssesssescceccsene 1.75 | RWE-RWR89S-.422 .......... 422 Ohm 1%, 3w, WW ReStt, ..recsoscsscssesesssscsceseen 1.45 | RWF-RERGOFR976........... 976 Ohm 1%, Sw Dale RHS Type .....sscsesssrosssnsoree 3.00 
REBOGRI 27... ..ssssee 127 Ohm 1% 120w RH250 Alumin .................0... 22.00 | RWF-RBR54LR453 ........... 453 Ohm 1% .25watt 1Oppm ............. vee 2.90 | RWE-RH5-.976 .........00eeee0 976 ohm 1% 5w Dale Alum Body ...........cccossssssseses 8.00 
F-RER7OFRI 27 ...........- 127 Ohm 1% 20w Dale RH25 Al ....ssssssssssssssssseeeees 6.00 | RWF-RSTA-.464 ..0............ 464 Ohm 1%, 1w, WW Resistor............ vee 1.25 | RWE-K48609-8 ................ 99 Ohm, 49 amp 19°L5"D 3"H ......cssssssessssceeee 275.00 
F-CW20-1-.14 o.sesssesssee 14 ohim, 2w Wire W Resistor .....sovsssscescsesesseseesseesses 185 | RWF-1300S-.47 ....sssseseeee 47 Ohm 3% 3w WW Resistor .......... wow 1.25 | RWF-ERH50-.998 ........020+- 998 Ohm 1% 30w, Alum Body R ...ssssosssssssssssssssss 8.50 
WE-RH10-.147 «....sesssoeee 147 Ohm RH1O 10w 1% Alu Body ....cccsssocsescseoee 3.50 | RWE-HLTO-.47 ....sssccceeseee AT Ohm 10% 11 watt RW30 Res .......ssccssssossseerees 1.65 | RWF-218200 Resistance Element McCauley  csccs.csssnesnenn 30.00 
Shot nee 15 Ohm 10% Sw Square WW ReS ......sccssssorceesseee 1.00 | RWE-RS1/2-.47 ...sccseseee 47 Ohm 1% .Sw RS-1/2 WW....... ww. 1.00 | RWE-WECO-12C Current Reg. .031/.11 Amps 1OV .scssssscssssseccsense 1.00 
WE-PWW-2D-.15 ..rssssnsee 15. Ohm 10% 25w Wire Wnd Res ......-.csscseossecesses 4.00 | RWE-RW13-.47 oc csccseee AT Ohm, 72w, WW Clip In Res ....ssssssssssscscseesseesene 6.00 | RWF-423963 Special 3' Long Resistance El. .....sssocssssssssosesseseon 350.00 
WE-R579-7B ....ssssecsseseee 15 Ohm 5% Fuse Resistor .5W ....cssssssssssssssseeeeseseee 2.00 | RWF-RW67-.47 ............000 47 Ohm 5%, Sw RW67 WW ReSis .......ssssssssvsssesseees 1.50 | RWF-100A-1 1 ohm, 200w, Adj WW Restr .........ssecesssseeeeceeee 15.00 
WF-RH50-.15 .....scssseseee 15 ohm 1% 50w Dale Alum Body ... { RWF-RER7OFR487 ............ 487 Ohm 1% 20w Dale RH25 Alu .........csscssesceonsoeee 5.50 | RWF-12.5X1 T Ohm, 12.5W 5% WWReS ........ccccscccssssseeccessene 1.50 
Thy 2) Pa 15 Ohm 3% 3w WW Resistor ........ aT SO | | RWE-(P5= 49 ccsuuecees 49 ohm 7 Watt Squa. Sand Res ......scccsssssssseseessnee 1.00 | RWF-1250-1.... 1 Ohm .1% .33w, Daven Prec. ......sssssssesccssssseeuun 5.00 
15 Ohm 5% 3w, WW Resistor..... we 00 | RWF-NLS-5-.499 ... . 499 Ohm 1% Sw, Non-Ind Res .. 10.00 | RWE-TSOPY cssssssenssccnsn 1 Ohm 150 Wt Flat 5-3/4°L oo ccsssscscssunesnssesseens 18.00 
AF. RWA7. Ss . V5 Ohm 5% Sw, RW67 WW Reis .......sccssssorcecersne .65 | RWE-RBI6CE.499 . . 499 Ohm 1% .33w Shallx Prec. ...... ve 1.50 | RWF-1898-TAS-1 ............. | Ohm, 11 Ow, Adj. WW Resistor .........ccscssesseceesuon 14.95 
WF-RWR89S-.150 ......... 150 Ohi .1%, 3w, WW Rest, ..assssssssonscsonsscosssceesee 1.75 | RWF-RER7OFR499............ 499 Ohm 1% 20w Dale RH25 Alu ... vee 5.50 | RWF-210-175P-46........... 1 Ohm 160watt Adj Dividohm........ 15.00 
WF-RWR89S-.154 .......... 154 Ohm 15%, 3w, WW Restr. ....ccsscssscsscccsccseeecceees 1.45 | RWE-11-1/4P45C esses 5 Dirt sOOW A TET) 47D accor noodle lente 20.00 | RWF-210100M40 ............ 1 Ohm, 100w Ohmite WW Adj ......... .. 9.00 
WE-NS2B-.162 .......-.sveeee 162 ohm 15% 2w WW Non-Induct .................-.-se0ee 2.50 | RWF-190-3501 ................ 5 Ohm 8.5" 14ga Nichrome Wi .........sssesscscseseee 10.00 | RWF-25F1-1-25W ............ 1 Ohm 25w Wire Wound Resistor ..........:sssssvssssesses 2.50 
WE-RSTA-.162 ...ssseseccsce 162 Ohm 1%, lw, WW Resistor ........+.-ssssesessesseceeees 3.00 | RWF-1972252-.5 0.0... 5 Ohm, 20w Automotive Ballast .............css-sssssssesees 8.00 | RWF-270-175P-1............. 1 ohm, 175w, Wire Wound Res. ..........--sccsssseseess0ve: 10.00 
WE-S108163-.17 .....ss00 17 Ohm 1000w, Edge Wound Roo. 35.00 | RWE-40S-.5 ...ssccssssssssosess Sohm 1%, 40w, tubular Res ............cssssccccccseeseeee 7.00 | RWF-288A884FE-1 .......... 1 Ohm, 150w, Wire Wound Res ..............cscsssecseseeee 7.00 
WE-RH10-.174 .....cccccesee ‘174 Ohm RH10 10w 1% Alu BOOY. csccicicccrstioice 3.50 | RWF-800533-003 ............ 5 ohm 10w 5% Wire W Reste ........sssscscesnseccceseseee 3.00 | RWF-304A42 o...cssscecseee 1 Ohm, 78w 5% — WW Resistor ........cs.ssssssoseesssese 6.00 
WF-RWR8ISRI74 .......... 174 Ohm 1% Iw RWRB1S WW Res .. seve 150 | RWE-C35KR50 .....cscsscseene 5 Ohm 8.4amp Ohmite Tubular ........scossecsscceeeee 4.00 | RWF-63B11-1 o....sssssen 1 Ohm 10%, 50w, WW Retr ......sssssscscccessosseeseeen 3.25 
WE-CP10-.18 ....sssssssssees 18 ohm 1Owt 10% Sq. Sard Res .......ccssssssossecessens 2.00 | RWF-CW2C-1-.5 .............. 5 ohm, 2W Wire W Resistor ........ssssssesssesseeessseessen .65 | RWF-83290-1ROOE .......... 1 Ohm 3% Itiny 3/32" x 3/8" occ 1.00 
WF-W21-0.180HM ......... 18 Ohm 2w, 5% WW Resistor .......scsssscsescsscsseccesee 1.50 | RWF-DO.5WL8528 ........... 5 Ohm 240w rib wound 1" X 6" ..sssssssssssssseeeeeseee 18.00 | RWF-9155412-1 oc. 1 Ohm, 30w, Clip-In Mnt Res. ........ccccccecceeeee 2.95 
NF-RW7BU-,182 .,.,...0..+ 182 Ohm 1% TOW WW Resistor .......ccsssssscseceseees 4.00 | RWF-D30K-.5 .....sssceseseees 5 Ohm, 30w, Adjustable WW .......ccsccsssssssscseesene 5.00 | RWF-A16225-1 ....-ssccesere 1 ohm 50w Adjustable WW Restr ......csssssssrseeescee 10.00 
WE-RWR78S-.182 .......... 182 Ohm 1%, 1Ow, WW Restt, ..essosecscscoessssseceeceses 4.00 | RWF-E14-102-142 ........... 5 Ohm w/ 5 Tops VOQWatL ......ccsssoseesssssceenens 15.00 | RWE-ARH50-1 .......essssss000 1 ohm 50w(30w) 1% Alum. Body ........csccssssssssseee 5.00 


NE-CW2C-1-.196 sssnsee 196 ohm, 2w Wire W Resistor .......sessse Be 1.00 © RWF-HLIO-5 oes 5 Ohm 10% 11 watt Power Res ....sssssssscsosseesenen N05 2 RWETAGT, i iiscccscseenen 1 Ohm 40w Ohmite Flat WW Res .......ssssscee ees 6.00 
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Resistors: 1 - 9.025 Ohm 


PRICE 


sreceseceneenene EF UTTET  PUUW, PAUL. TERY GOT cccesneerercnsnsscecserencesseeee 2eUU | RPPESRNES UL cocccceeesereceecee & VEITL AIUIT. ANIL, LUWOTL, 1/0 .....cc00e 


Shae 1 ohm 5% 2250, id WW Res nis 
3 aa .. Ohm 10% 5w Square WW Res 
1 Ohm .25w .1% Daven Precison 


) | RWERSI/2-2.....20hm 1% / 
| RWE-RSIB-2 ..2 Ohm 5%, RSIBWWResistor 50. 
RWE-RS 2-2 c.c..cocssoscsesccesee 2 Ohm 15%, 3, WW Resistor ...ssssosssssscsssssecseseseens j 


1 ohm, 10w Alumi Res. .... = 
T ohm 120w 1% Alum. RH-250 .....csssssssssssssesecceee 


AE Sead T ohm 50w Aluminm. Body Res ...... RWF-RW24-2 2 Ohm, 91w, 5% Flat WW Res. ...secssseeeoe 

1 Paced. 10hm 1% Iw, Wire Wnd Res ........ 2 Ohm, 113w RW37V200 Res. . 

2 eae ORES 1 Ohm 3%, 3w, WW Resistor . Se 20hm 3w5' 

eh acco 1 Ohm 1%, 3w, WW Resistor..... sane be . eons : RE. A 
hee nw | Ohm 1%, while - 2 Ohm, 159w Adj Wi Res 400ppm w. 20. 


1 Ohm 1%, Sw, WW Resistor .........cccssssssceccesssceeseee d RWE-T7A-2 cessescssssssscssssses 2 0hm SO Tre ROL Wiehe ccccccscscsccssscctiocc ne 2.00 
IL AT 5. i nant i : RWF- RSIA- 3 92 


T ohm 5%. 12 WW Resistor .......ssscsossseseceesenee i RWF-WL2- Wo vi 0 ala 1053731 
T Ohm 14w Wire Wound Res .osessccosessccsssoseee : a2 
wo. | Ohm 38w 2% RW35G1RO Res....... ce 
1 Ohm, 113w RW37V100 Res........ 6 ay : 
1 Ohm 196, 5w, RW67 WW Resistr ....ssssoossssccscsecssssse 665 | RWE-AGF2.0T cseccccccsee 2.17 Ohm 1% .25w Bobb ID caesssssssssssssecsesseresesee \ 
10hm 3w 5% Wire W Resistor........ cle 2.15 Ohm 1% Iw, Wire Wed Res . 1.5 -CW10-4 .. 
1 Ohm 1%, 5w, RWR74S WW Res .....asssssssssceeseenee : WIC1-2.2 2.2 ohm, 2w Wire W Resistor aes CW 2C-1-4 on cessescseeee 
1 Ohm 1% Iw 20ppm WW Res .... oe . me 2.2 0hm 59%, 5w, WW Resistor ...scessssccsssssscsosoreene 1.75 | RWE-D5OK-4 oo essscsseene 4 Ohm 
1 Ohm 5% 225w, Adj WW Restr ... . 19 .. 2.2 Ohm 26w Wire Wound Resi’ ...... seveesee LED | RWE-HLZO-4 ooo ccscssesccreee 4 
1 Ohm 3%, 5w, ‘oxial Leads ...... cos tae RWF- RWS5VOR2 2.2 Ohm 1% TOw RW5S5 WW Resis ....ssssscsossseosesene 2.50 | RWF-1(9033B2C40 .......... i 
RW. WLA- 1 ear 1.01 Ohm 2w 1% Wire Wound..................... 1.00) | RWF-RW67-2.2 .0.....scssss0e 2.2 Ohim 5%, Sw RW67 WW Reis .asssssssccssssssceensee 79 | RWF-RH100-4................4 Ohm 1% 100w Alum Resistor ....ssssso0000- i 
RWF-RE80G-1ROS ............ 1.05 Ohm 1% 120w-Alum. RH250 ........sssssssssssseee 25.00 | RWF-RW69-2.2 oo. ..ressssseese 2.2 Ohm 3w 5% Wire W Resistor ......cscsssssssscssssenee 79 | RWF-RH250-4.. 4 ohm 250w .1% Alum. Body Res ........ 
RWE-RSTA-1.05 ..ssssssesseee 1.05 Ohm 1% lw, Wire Wnd Res ........... w» 1.00. | RWF-RWR84-2.21 ............ 2.21 Ohm 1% 7w, 20ppm WW Res .. ; -RS2-4 ...... 40hm 3% 3w WWResistor ........ 
RWF-CW2C-1- 1.1 ooacesssse 1.1 obi, 2w Wire W Resistor .....-cscsocssssssssssosseeeeeees 85 | RWF-14-101-940............. 2.26 Ohm 100w Milwaukee Res. ..... poe’. - an : : 
RWF-WLI.1-1000 ............ 1.1 Ohm, 1000w Wire Wound ...s.scsssssssssssceseeseee 45.00 | RWF-RW7OU-2.26............ 2.26 Ohm 1% 1W 30ppm WW...... : seceserevsensesee 4 OM 5% 12w WW Resistor .csccssssossseecee es: 
RWF-58844-1.13 a. 1.13 Ohm, 1000w,6 Top Edge W ..sscssssscssscccssssee 35.00 | RWF-RH100-2.32............. 2.32 Ohm 1% 100w ke ROIS soccccesscsecccsecoese 
RWF-4D1 2AB-1.2 .....sssssee 1.2 Ohm, 50w, Adj. WW RE. .casssesseseses ' RWE-RS1/2-2.4 cecesssssssson 2.4 Ohm 19% Sw RS-1/2 WW veccccsscccsssersereesseee 05 | RWF-RWRBOS-4 ....cccssseee 4 Ohm .19 Tw RWRBOS WW RES ecccccccecececsereseeee 2. 
RWF-CW2C-1-1.2 .sssssesee l ‘Dohm, 2w Wire W Resistor o.csccs0o00.- i RWE-RS2C-2.4 scecsssssseeseen 2.40hm 5% 3w WW Resistor ....... 4 40hm, 10w, Non-Inductive, 1” x 4”, threaded end 50 0 
RWE-HL51-1.2 scsssssssscsesee 1.2 Ohm, 51w, 5% Tubular Res ............se... J RWF-RW69-2.4 ....seseseeeeee 2.4 Ohm 3w 5% Wire W Resistor ...........scsssssssscsssee 90 | RWE-WB1S4 ...cceesssssssessee ; Ohm’ 1% Tw WBS WWRES .crcsccmnsennnn 1.0 
RWE-RH5-1.2 oocassscesesssssess 1.2 Ohm Sw 1% RHS Alum Body ..... ue : RWF-RER7OF2R43........... 2.43 Ohm 1% 20w RH25 Alumin .... 5s 
RWF-RW24-1.2 oo.sscssonseceee 1.2 Ohi, 91, Flat WW Res. ......-ssscsscesecssosscnasceseee 8.00 | RWF-RW79U-2.43............ 2.43 Ohm 1% 3W 2Oppm WW oceccccsccssscssssnsen ; 
RWE-RW67-1.2.............. 1.2 Ohm 1%, Sw, RW67 WW Reis ...-ssccccssssesnonee 1.45 | RWE-RBOBCE2.49 ............ 2.49 Ohm .25w 1% 20ppm WW Res . eye 
RWF-WL1.2-3W 2. ssssssessee 1.2 Ohm, 3, 5% Wire Wound .occcocceecee 90 | RWF-RER4OF2R49............. 2.49 Ohm 1%, 5w Dale RERAOF .........ccsscsssssssseonee 00 | RWF-BHI185........ 
RWF-RE75G1R21 ............. 1.21 Ohm Alum. RH50,30watt, 1% ... i RWF-RER45F2R49 ........-0 2.49 Ohm 1% 10w Dale RTO ccc terns 3.50 RWF- RBOBCE4R } a 
RWE-RS2-1.25 scessssssseseceee 1.25 Ohm 3% 3w WW bess osinideasetton es a RWE-RH25-2.49 vcrssvosonssee 2.49 Ohm 25w 1% RH25 Aluminum . were 4,50. | RWE-RERZSFAR22 ....sessnree 4,22 ohm 1% 30w(50) RH50 AlUIM ..essserncoccsesecsnesere 
RWF-RW70U-1.27 ............ 1.27 Ohm 1% IW sgt a pe RWE-RSIA-2.49 - 2.49 Ohm 1% Iw, Wire Wnd Res ....cccccssssonsossososeer 1.00 | RWE-RWR81S-4.22 .......... 4.22 Ohm 1% lw iy stieh alas EERIE ES: 
RNI- NH-250-1.3 ............. 1.3 Ohm 1% 120 w Dale Aluminum body RH250 . § a RWF-7001-2.5....... 2.5 Ohm .05w 1% TOppm WW Res ..escssscsscscsssnseee 5.00 | RWE-RS2C-4.3 oo secccsccccee 4.3 Ohm 5% 3W WW RSISIOE cscsssoscersseceseensee 99 
RWF-HL55-1.3 .. 1,8 Ohm, S5w: 5% Plot Res onc 7.00 | RWF-99-55700739........... 2.5 Ohm .1% Qw Wire Wind Res ....scsccssvssssssecssressen 2.00 | RWF-IC9033-45 ... 4.5 Ohm, 500w, 11 Tops WW ER. cecsccscssscscesssseee os 
RWF-RW67-1.3 . 1.3 Ohm 5%, Sw, RW67 WW ReSis ........cs-ccssecessssseees 79 | RWE-HL55-2.5 oan sssssconne 2.5 0hm, 55w, 5% Flat Res ............ vee 7.00 | RWF-RW47-4.5...... 45 Ohm, 210w, 10.5” rong tubular resistor 
RWF-G5C-1.33 oun...ccecesconee 1.33 Ohm 5w .25% WW Resistor ....sssssssssesesseeeseesees 1.50 | RWF-RS5-2.5 .oocessscsssesess 2.5 Ohm 3%, Sw, WW Resistor .........csssssecssssssssseceee 85 | RWF-RH250-4.53.. 4.53 Ohm 1%, 120w Aluminum WW ....scccsssssssssccee 
RWF-RSTA=1.33 coessessessenes 1.33 Ohm 1% Tw, Wire Wad Res ..essssssosossesssseseesesee 1.25 | RWF-RE75G2R55 ............. 2.55 Ohm Alum, RH50,30watt, 1% ...sssosooccesessnsrseser 6.00 | RWF-RH5-4.53 sccseseene 4.53 Ohm Swatt 1% Alum Body ...... Bs 
RWF-25CH-1R370 ......... 1.37ohm 12w .5% S50 ppm WW ReS. ..esssesssovsvsevssvene 20.00 | RWF-RWR89S-2.55 .......... 2.55 Ohm 1% 3w WW Resistor ........... wwe 1.65 | RWE-RH100-4.64............. 4.64 Ohm 1%, 75w Alum Resistr ......... 
RWE-RSTA-1.4 coeescsssessssses 1.4 Ohm 1% Iw, Wire Wnd Res ......csscccossosssccesseene 95 | RWE-RSTA-2.67 vooecsssvsssees 2.67 Ohm 1% Iw, Wire Wnd Res ........... eel RWE-RWR785-4.64 .......... 4.64 Ohm 1% 1Ow WW Res 20ppm ...... 
RWF-RWR80S-1.4........... 1.4 Ohm 1% 2w RWR8OS WW Res... 1.35) | RWF-CP20-2.7 on sessssse 2.7 ohm, 20wt Squ. Sand Res ook RWE-RWR815-4.64 .......... 4.64 Ohm 1% lw 20ppm WW Res ....... 
RWF-RSTA-1.43 occccssseessee 1.43 Ohm 1% Iw, Wire Wid Res .....ssssssecscecesseeeeseees 1.25 | RWF-CW2C-1-2,7 ............. 2.7 Ohm 2w Wire Wound Res ..............- j RWF-RWR89S-4.64 .......... 4.64 Ohm 1%, 3w WW Restr. ......... 
RWF-26-136-1.5 ..ecccsceeeee 1.5 Ohm, 400w, Ribbon Wound ........ccccccccccsssesseees 25.00 | RWF-K41887-2-7............. 2.7 Ohm, 300w Rib Wound Res. .. RWF-CP10-4.7 ....cesssesseeee 4.7 ohm 10wt 5% Squ. Sand Res ...... 
RWF-304-0012...... 1.5 Ohm, 40w, Adjustable WW ........ss:ssscsssssseeseen 10.00 | RWF-RW33-2.7 .....csssece.. 2.7 Ohm 26w Wire Wound Re...... RWF-CP22-4.7 ..cscsssvesosone 4.7 ohm 22w 5% Squ. Sand Res ...... 
RWF-CW5-5-1.5 ..... wo 1.5 ohm 5w 5% Wire Wound Res ...... vosweee 3S | RWE-RW37-2.7 |... 2.7 Ohm, 113w, Wire Wound R. ......scscssssee ; RWE-CW20-1-4.7 occas. 4.7 Ohm 2w Wire Wound Res ........... a 
RWF-PW3-1.5 .esssccsnseecee 165 Ohm 10% Sw Square WW ReS sccssscsesesseseeer 4S | RWF-RWRBIS-2.74.........2.74 Ohm .1% Iw ZO ppim WW ReS .sesossccecessesrsnesee 1.25 | RWE-HL26-4.7 0. cesseseee 4.7 Ohm, 26w, 5% WW Resistor .....seccsscsseesnssseesnns ks 
RWF-RS2-1.5 oo... coves V5 Oh 3% Sw WW Resistor ....cescsssesccccresersesseee 1.25 | RWE-RWR84-2.74 ........... 2.74 Ohm 1% 7w, 20ppm WW Res ..rescsssossssesevsnnen 1.99 | RWF-HL55-4.7 ...... 4] Ohm, 55w, 5% Flat Res ...... : 
RWF-RW23-1.5 ...csssssesoeee 1.5 Ohm 68w 5% Wire Wnd Res. ...sssssssssssssceseeseeeee 4.50 | RWF-1344420-2.8............ 2.8 Ohm, 11 Amps, Edge Wound. <..cissc-ttecnke! 35.00 | RWF-PW3-4.7 ooo 47] Ohm 10% 3w Square WW Res ° 
RWF-RW69-1.5 ...sccsccceceee 1.5 Ohm 3w 5% Wire W Resistor .......ccsssssssssssssssesee D9 | RWE-CP20-2.8 .sccccsnsen 2.8 ohm, 201 Squ. Sand Res ssc.ccsscau eae 4.00 | RWF-R1602-9-4.7. 4.7 Ohm 1%, Tw, Dover WW Re ..nsscsssssssssssoseeneee 4 
RWE-RWR71S-1R5 .....ses.e- 1.5 Ohm 1%, 2w,RWR71S WW Re ........csssscsssvoneee 2.40 | RWF-I(9033-2.8............. 2.8 Ohm 50 Amps, Open WW Res . . 25.00 | RWF-RW31-4,7..... -4.7 Ohm 14w Wire Wound Res ...... aoe LOU 
RWE-WLT.5-25 coscessosesssee 1.5 Ohm, 25w, 5% Wire Wound ...csssssscsscscscesseseeseeee 2.50 | RWF-RR155-2.8 28 Ohm, 155w, WW Resistor .. v0.00 | RWF-RW35-47 ................4.7 Ohm 55w RW35V270 Res. ....... ; 
RWF-RSTA-1.54 osccececssssee 1.54 Ohm 1% Tw, Wire Wid Res ....sccssccsccscsccscosessee BS | RWE-RS5-2.8 ... -28 Ohm 3%, Sw, WW Resistor ......scscscccssesscovsecesonees 1.75 | RWE-RW3B-4,7 o.....ssssssso04.7 Ohm, 159, Wire Woumnd ReS .....cccssscsscssrsnsonsese 5 
RWF-RWR71S-1R54 ......... 1.54 Ohm 1%, 2w,RWR71S WW Res .. 240 | RWF-RSIA-2.87.............. 2.87 Ohm 1% Iw, Wire Wn Res ...scsssossssscssssssesesese 1.25 | RWF-RW67-4,7..... 4.7 Ohm 5%, Sw RW67 WW Resis..... in ae 
RWF-2613 ou... acne 1.6 Ohm, 300W, Ohmite .......cscssssscsssecssvveeeeeseeeeeeees 25.00 | RWF-RWR81S-2. 94 Lica 2.94 Ohm 1% Iw 20ppm WW Res ccbidicess eee 95 | RWF-TS2W4.7 ....... 4.7 Ohm 5%, 2w WW Resistor ....sss..0.. : 
RWF-RW24-1.6 . vevwe 1-6 Ohm, 91W, Flat WW. ReS, ...ssssssssssssssssssssssssssesees 4.25 | RWF-05-508004.............. 3 ohm(1.5x2 Center Tap. 1OW 3% ....cccssssssssssesssssee 8.00 | RWF-3A4R75 ......sssseeceone 4.750 ohm, 4.25w 156 WW Res ..ssss....- . 3.00 
RWF-RW31-1.6 ..csssssescesess 1.6 Ohm 14w Wire Wound Res ...ssssssssssssssssssesssssses 2.00 | RWF-1-3/47-3....... 3 ohm 5w_ axial WW Resistor .........csssscsssssssssonsoee 1.50 | RWF-RE65G64,75 .............. 4.75 Ohm Alum. RH10 1Owatt,1% ........ 50 
RWE-TIA7O-1.6 soesssssesssee 1.6 Ohm 5% Iw, Wire Wnd Res ...esssssscssssssseseeseeerens 50 | RWF-1802C-3 ........ 3 Ohm 20W, Brown Devil Res .......cccsssssssssscssesnsee 1.65 | RWE-RER7OF4R87............ 4.87 Ohm 1% 20w RH25 Alumin ......... 00 
RWF-RH10-1.62 .....sscsscsce 1.62 Ohm RH10 1Qwatt, 1% Res ..eccssssssssssesseceeeeee 4.00 | RWF-210225P46-3 3 Ohm, 225w Ohmite WW ReSiS. econo. 15.00 | RWE-RWR81S-4.87 .......... 4.87 Ohm .1% lw 20ppm WW Res ....... : 
RWF-RSTA-1.62 o...ceccsssoee 1.62 Ohm 1% Iw, Wire Wnd Res .coecssssssvsenseneeveeees 1.00 | RWF-HL55-3 wo 3 Ohm, 55w, 5% Tubular Res .....csscssssssssssssesssssssssees 4.50 | RWF-RWR89S-4.87 .......... 4.87 Ohm 1%, 3w WW Rett. ..esssssvsssene . 1.00 
RWF-RWR89S-1.62 .......... 1.62 Ohm 1% 3w WW Resistor ........c.ccccsssocseesseeees 1.65 | RWF-HLA225-3 ...... 3 Ohm 5% 225w, Adj WW Restr ........sccccccssssssssssee 16.00 | RWF-RB52CE4R990 ......... 4.990 Ohm 1% .5w 50ppm Precis i 
RWF-WL1.69-2W 00... 1.69 Ohm 2w 5% Wire Wound ......ssssssssssssssssseeeeees AQ | RWF-PH-100-3 ...... 3 Ohm 100watt, 3% WW ReSISHOF oo ccseceeeenece 8.00 | RWF-RB54CE4R99 ........... 4.99 Ohm 1%, .Sw, Precision ........csscscsssssssssssssessee 00 
RWF-RWR84-1.74 oe. 1.74 Ohm 1% 7w, 20ppm WW Res ..........ssscsssssoeee 1.99 | RWF-RH10-3.......... 3 Ohm RH10 10w 1% Alum Body .....csssssssscssesssseees 2.95 | RWF-REGON4R99 ............. 4.99 Ohm 5w 1% RHS Nom-Induct «....sscscscssssvercesees 50 
RWE-304A60 .sessssssssesen 1.75 ohm, 25w 5% WW Resistor ...ssssoscsscsssscsseseeeene 2.50 | RWF-RH250-3........ 3 ohm 250w 3% Alum. Body Res .....cccscosssscsseeeese 19.00 | RWE-RE70G4.99 .............. 4.99 Ohm Alum. RH25 20Watt 1% ....ssccssossossesensenee 6. : 
RWF-235-0092-4 ............. 1.799 Ohm 3000 Watts 1/8" WW .....cseccccosssssecovee 15.00 | RWF-RI400-3......... 3 Ohm, 400w, Ribbon Wound R ........cssscccscssessvesess 25.00 | RWF-RERGOF4R99............ 4.99 Ohm 1% Sw Dale RH5 Type ....sssccssssscssecesnsese 2e ; 
RWF-CW20-1-1.8 ooccscessece 1.8 ohm, 2w Wire W Resistor ....ssssssosssscsssessscsseeeeeens 79 | RWE-RS2C3 .......... 3.0hm 5% 3w WWResistor enna 1.35 | RWE-RH5-4.99 oo. cccssssssee 4.99 Ohm Swatt 1% Alum Body .......sssssvsssessesnvnseee de ) 
RWF-HG5-1.8 ...cscssssoeee 1.8. Ohm Swt3% Aluminum Body ....ssssssssssssssssssssee 3.50 | RWF-RW2]-3......... 3Ohm 31w 5% Flat WW RS. ......ccssscsssssssssssssssse 2.95 | RWF-RH50-4.99 wu... 4.99 Ohm 5%, 50w, Alum Body R . we 49D 
RWF-HL55-1.8 o.......sssssceee 1.8 Ohm, 55w, 5% Flat Res ...esssssssssssssssssssssssssseeses 7.00 | RWF-RW35-3 ......scsssssssseee 3 Ohm 5%, 55w, RW35Memcor WW Resis. .............. 4.50 | RWF-W80S4.99 ..... .4.99 Ohm 5% 2w W80S WW Res : 
RWF-PW3-1.8 ....000 san 1.8 Ohm 10% 3w Square WW Res ..,.....ccssccesceseeeseres (45 | RWE-RWG7-3 ..seecssecscosese 3 Ohm 5%, 5w, RW67 WW RSIS, csrsssnseerevroree 79 | RWF-1824014-2.., 5 & | Ohm Tapped Resistor, 5w .. oe 5.00 
RWF-RH10-1.8”...... veoee 1.8 Ohm RHTO 1Owatt, 1% Res .....ccssssccsessvsscsneer 2.95 | RWE-T5-3 3 ohm Sw 5% Wire Wound Res. .. wu 65 | RWE-2B2IQVIT-SO 5 Ohm, 25w 5% Adj WW Resistor 5.00 
RWF-RH5-1.8........ 1.8 Ohm 1 5wt 3% Aluminum Body .srecvssssons sees 3,50 | RWE-VK200A-3 3 ohm 200w, Adj. WW Resistor .... 19.00 | RWE-2FXG-5 oc scscssseee 5 Ohm 5% 3w flex WW RES. occ ccncnn. 1.00 
RWE-RW31-1.8 oo.ccccscsessee 1.8 Ohm 14w Wire Wound Res ........ .. 2.00 | RWF-G2X000D3R01 ........ 3.01 Ohm 1% 1.5w WW 50 ppm ...cccccccssssssecccssvenee 75 | RWF-SOP5-5 ..... 5 ohm 50w Sand Block Resistor ........cccsssssssvsossosense 8.00 
RWF-RW47GIR8 .............. 1.8 Ohm,-145w WW Resistor 2% ....... 22.00 | RWF-RH25-3.01 .....sssssssee 3.01 Ohm 1% 20w Alum Body Res ......ccsscssscsscssnee 4.00 | RWF-72-0102-9..... 5Ohm Iw 1% wire Wound Re5 0 essnnennn 5.00 
RWF-RW67-1.8 o.o...cessseee 1.8 Ohm 5%, Sw, RW67 WW Resis ..........ssecsssvssecconee 1.45 | RWF-RW70U-3,01............ 3.01 Ohm 1% TW SOppm WW a cccsssssssssee 1.45 | RWF-760E5RO ....... 5 Ohm 5%, 50w, WW Resistor ..........cccccccsssscesssssee 7.00 
RWF-RWR89S-1.82 .......... 1.82 Ohm 1%, 3w 20ppm WW RéS ......ssssvsssssssvsrsee0 1.50 | RWF-RWR71S-3R01 ......... 3,01 Ohm 1%, 2w,RWR71S WW Res ...-.cccssssosessonee 3.00 | RWF-A5OE5-5 ........ 5 Obi, 50W, WW Rest ......cssccscsessssssssssesssnenseaeneens 3.25 
RWE-RS2-1.9 ceesssossoseccenee 1.9 Ohm 1% 3w WW Resistor .......ssssscscsesssssesseeene 1,25 | RWF-RWR89S-3.01 .......... 3.01 Ohm 1%, w ZOppm WW Res ...ascsecscsscsessereeee 1.00 | RWF-HLIO-5.......... 5 Ohm 5% 10 watt Power Res ...sscossscssssseeessrsereen 95 
RWE-115-2476 ooccsssssssssee 2 Ohm: 750 Watt Sx 3x Tee 15.00 | RWF-CW5-5-3.1 .esssesssnn 3.1 ohm 5w'5% Wire Wound Res .................... 75 | RWF-HLIOO-5 ........ 5 Ohm 5%, 100w, WW Resistor ....ssoossssssssrseensesee 7.00 
RWF-25960.4-59 2 Ohm 240w 6"L W Wnd Resistor ..........ccccsssessonon 69.00 | RWE-RSTA-3.16 vo oosecssssson 3.16 Ohm 1% Iw, Wire Wd Res .........cscsscscssesessone 1.00 | RWF-HLI2-5.......... veee 5 Ohm 5% 12 watt Power Res -.esssssssscsessssersescereens 1.25 
RWE-2AV2-2 .....cescecccseennee 2 Ohm, 25w 5% Adj WW Resistor .........csssveccssessssssee 2.75 | RWF-G3AP320 .......0......0.. 3.2 0hm 290 Watt DOW T 25: U vcsiclsiscsscto tte. 25.00 | RWF-HL26-S......... 5 Ohm, 26w, 5% WW Resistor ............ccscscssessssssseeee 2.45 ° 
RWF-70550-01118........... ZOhm 9iw Wire Wind Res ......sscesessccscccccsssosees 65.00 | RWF-RWR78S-3.24 .......... 3.24 Ohm 1% 1Ow WW Res 20ppm ........sssssssssssseee 2.50 | RWF-HLAI00-5 ...... 5 ohm 100w, Adj. WW Restr ............csccscscccsscecssssseee 9.00 
RWF-8713604 .....s.cccccccee 2 Ohm 2% Flat Nichrome Pwr Res .....ssssssssssscossssceee 25.00 | RWF-184A-3.3 ...sscsssssssses 3.3 Ohm 1% .125W WW RES, .ecccccssssssnen veer 1.00 | RWF-HLA225-5 ...... 5 Ohm 5% 225, Add] WW Retr ....scossecesseeseersnevsnes 19.00 
RWF-882-3 3 2 Ohm 3w 3% WW Resistor ........sccsssssessossscosceson 40 | RWE-CP22-3.3 cosssssnsescson 3.3 Ohm 22w 10% Squ. Sand Res .........ccsc0 ewe 900 | RWF-KMNOS5O ........ S ohm 5% IW WWRESISHOF cccscccccecncc-en 5 
RWE-BB4-3 os seccssonsosesconee 2 Ohm 1% 3w Ohmite WW ReS ...secsssscsssscosessesseeeee 7 | RWE-CW2C-1-3.3 vorcsssssson 3.3 Ohm 2w Wire Wound Res ....ccssccsscsssscssssseevsesonse 60 | RWF-KOOLIO-S...... 5 ohm 10w Koolohm Wire Wnd ...... casnsnee GOO 4 
RWE-AR-200-2 o..ccssosococeee 2 Ohm 10%, 200w, Adj. WW Res. .....sscccsssssssssseee 19.00 | RWF-HLZ-240-3.3 ............ 3.3 Ohm, 240w, 5% Giant Ribbon Wound Res. ...... 18. . RWF-PWI10-5 .......0. 5 Ohm 10w Square WW Resistor ....c...sssccssssoseseeees 1.45 
RWF-ARHI 0-2 ..ncsrnrnene 2ohm 10w 1% Aluminum Body... RWF- RS5- 3 cP rt 3.3 Ohm 5%, 5W, WW ReSISIOF ..cscsnsereensreeee RWF-PW20-5 ......... ~ 5 Ohm 20w 5% Square WW ReSi’r ......sscccsssseeessseee 1.50 
RWF-CH46T4-3AL........... 2 ohm .01% Dual Lead Julie R. ...... RWF-RH250-5 ........ 5 ohm 250w 1% Alum. Body Res...... . 25.00 
W2G-J-2)5, ate 2 Ohm 2w Wire Wound Res 5%...... ; 4 RWF-RH50-5 5 ohm, 50w Alum. Body Res. ..... . 4,50 
ROT. ss 2 Ohm, 50w, WW Tubulor Resi. ....... T5V- 25 | RWE-RS2-S ... 5 Ohm .5% 3w, WW Resistor . wa 1S) 
S62 fe 2 Ohm 50w WW Tubular Res 10% .....essssnsonccccssceseeee 6.00 RWF-RS2C-5 50hm .1%, 3w RS2C WW Res , 2.00 
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rs: 5.1 - 17. 8 Ohm 


DESCRIPTION 


HL W 25 | RWE-RHS-10.2. 10.2 Ohm Swatt 1% Alum Body. 
RWF-HL9 .... 8 Ohm 95w 5% HL-95 Flat WW I RWF-CP22-11 i “pane 
RWF-HLM-15-8 ........sc0-e- 8 Ohm, 15w, 10% WW Flat Res. 3.00 | RWF-HLM-T5-TT on. cscssoe : 

304 Wire Wound : RWF- RHTO-N1 11 Ohm RHIO 10w 1% Alum Body sextustace aes 3.50 

e 11 ohm 25w 1% Alum. Body Res. .. eevee 6,00 
L see VE ohm 5% 12w WW Resistor ...coosscsnccssnscscseee 1.50 

00 80hm, | ou } | RWE-SP1179 “11 Ohm 3w 1% Aluminum Body «cco 

v5.1] Ohm Alum. RH25 20watt 1% .. . RWF-RER75F8RO6............. 8.06 ; .. 6. RWF Wt BOS sscescuecet 1] Ohm, 5w 5% Wire Wound .........ssssssssssssceseesese 95 
5.11 1% 5w Dale RHS Type......... . RWF-RH25-8.06 t NIH Sees. 00 | RWF-185A6106095......... V1.2 Ohm 19% .125W WW RES. .....sscccssssssonsnccecseee 1.00 
| ohm 1% 30w(50) RHSt 00 | RWF-I 8. ! , lw WW Resistor .... 4. 1.00. | RWF-243E1205 cscs.» 12 ohm Sw 5% Wire Wnd 30ppm ........cossoscscssessse T5 

I ee 8.2 ohm 10% 20w Squ. . . 2.50 | RWF-281H155P45B ......... 12 Oh x 4 In Rack, 60WE orem vue 20.00 


RWE- a 1- 
RWF-GEA2H9-12R0 . 


i alt He we 12 Ohm 200 Watt 2" X 6" Res ...... 18.00 

Ne i -RW31-8.2 ....... F istor .... wy RWF-HL10-12 ... 12 Ohm 10 watt Power Resisto P25 
rf i Wie i ; ae, ag I - Ve .... 12 Ohm 100 Watt 5%, .75" X 6.5". .. 8.00 

... 8.2 Ohm 3w 5% Wire W Resistor ............ i RWE- 1D ccesessesvsssser 12 Ohm, 175w, Wire Wound .0.........csscssssessecceceeeee 12.00 


w= B.2 Ohm, 55w Adjusthl WW Res nnn sok “HL24-12 an . SSeS 5.00 


oS E 8.2 Ohm, 55w, Adj WW Reste ....-csescccscccessseecereeeeee 8.00 | RWE-PW3-12........... vue 12 Ohm 10% Sw Square WW Res ......cscesccscsceseeenees 50 
are i RWF-T6-8.2 ..sssccsssseeeesnee 8.2 ohm 5w 5% Wire Wound Res. . eee UR 1.00 iste. ISION Gs sst6sce4 se 150 
iS . RWE-WLB,2-TW ..essesssssons 8.2 Ohm, Iw, 5% Wire Wound ..........ccscccscsssesessssee 35 RW- RW31- 1 Same ca re Wound Res ..sssessossssssescsssssssesssee 1.50 
hake Y RWF-WL8.2-3 ..............8.2 Ohm. 3w, 5% Wire Wound......... servers OQ | RWE-RW33-12 .....scessssseee i Kipp 4950 
cae : RWF-RER7SF8R25............ 8.25 ohm 1% 30w(50) RHSO Alum... eee A oe ; ee 2 699 
90-5.62.. ¢ oe . 4.75 | RWF-RW70U-8.25............ 8.25 Ohm 1% IW 30ppm WW........... eek: Py Oe ee. 6.50 
RSTA-5.9 ..ecescccceeseeee 5-9 Oli 1% Iw, Wire Wnd Res ........... wwe 1.25 | RWF-RWR84-8.25 ............ 8.25 Ohm 1% 7w, 20ppm WW Res ... 00 | RWE-RW38-12 oe bee oe 8.00 
RWF-RW81S-5. " 35. 5.9 Ohm 1%, lw WWReSiStOr ......ssssss0sesecccscceeesee 1.25 | RWEF-RBR5218.45 ............ 8.45 Ohm .1% lw RBRS2L WW Res........ 00 | RWF-RW67-12 ............... , iS. cies 1.00 
See 6 Ohm, 1900 W, Edge Wound R....... nes, RWF RWRGOS-8.66 scseeeeee 8.66 Ohm 1% 2w RWR8BOS WW Res .... k ae: i istor ....... Leen aa9 
~6.0hm .25% Iw WW Resistor ...... 75. | RWE-1750S-9 ...ccscsssrecees istor ...... i VCSE-V2 csesscecererseee 12 Ohm 1% 5w Wire Wnd Res ...sossscssssecsssssseeees 1.99 
Sees wo» 35.00 RWE- Go. je WW Resis'r.......... : nye : oe 2200 
oo : RWF-RH10-9.09 .....covans 9.09 ohm 1% 10w Alum Body .......... : RW- RHVO-1.2.1 ccesssssosssees 12.1 Ohim RH1O VOwatt, 19 Res .....sccccscccscresesssocere 2.95 
8.00 | RWF-RH25-9.09.............. 9.09 Ohm 20w 1% RH25 Aluminm .... d RWE-RH25-1.2.1 vcecssssscseee 12.1 Ohm 1% 20w Alum Body Res .......sssssssssssceseee 4.50 
S Serre 6 Ohm 25w 1% Ee ‘len Body . ies 5.00 | RWF-RWR89S-9.09 ..........9.09 Ohm 1% 3w WW Resistor .... we V.665 | RWE-RS2-12.0 oanssscesssssssse 12.7 Ohm 1% 3w RS2 WW RES ......ccccsccscssssssssssee 1.65 
at Tipe te 60hm 3%, RSIB WW Resistor ............ sees 1.00 | RWF-RW38-9.1 ................ 9.1 Ohm, 159w, RW3BV9RT Res......... 9.75 | RWERE7SNI2.4............ 12.4 Ohm Alum. RH50,30watt, 1% . vvweee 9,00 
"6 Ohm 5% SW RSI/20" WW onccnesenseenne 95 | RWF-RER75F9R31............ 9.31 ohm 1% 30w Dale RH5O AIUM o...nccnsensee 6.00 | RWF-RWR78S-12.4 .......... 12.4 Ohm 1%, 10w, WW Restr. ..... .. 4,00 
v6 Ohm .5% .33w, Bobbin fhe ie 1.50 | RWE-RSIA-9.53 ............... 9.53 Ohm 1% Iw, Wire Wad Res .....sccscssesovconsoccose 1.50 | RWF-RWR89N-12.4.......... 12.4 Ohm 1% 3w WW Resistor ... 145 
.... 6.19 Ohm RH10 1Owatt, TI ROS it 5.00 | RWF-RWR81S-9.53 ......... 9.53 Ohm 1%, TW WW ReSIStOr osssonmcnsensesnse 1.00 | RWF-RWR89S-12.4 .......... 12.4 Ohm 19 3w WW Resistor .....cccccossssscooseccseee 2.00 
6.19 Ohm 20w 1% RH25 CALR A. ae 6.00 | RWE-RSIA-9.76 0.0.0... 9.76 Ohm 1% Iw, Wire Wrd Res. .ascsocsscsecsssssssocesee 1.10 | RWF-1239005 ....... 12.5 Ohm 5.8 Amp POWER Resis. .......sccsssscsocsceee 20.00 
i F RWB1S-6.19 ......... 6.19 Ohm 1%, 1w WW ResistOr ..........cscsssssssssssene 1.25 | RWEF-RWR82S-9.76 .......... 9.76 Ohm 1% 1.5w RWR82 WW RES «.cecneensen 1.75 | RWF-CP20-12.5 ..... 12.5 ohm, 2Owt Squ. Sand Res ......ssssssoscessceeeeseeeens 3.00 
R F-HLT-70-0921 ............ 6.2 ohm, 65w % Topped WW Res .......ssssssssseeeceeeeee 7.00 | RWF-I01A-3210............. 10 Ohm 03% .O51 wt 1Oppm .......ccscccscccssessseeesessee 75 | RWE-HL25-12.6 .....sccso0e 12.6 Ohm, 25w 10% WW Resistor ...........0.ssssseeeeee 3.50 
F RWE-RWI2-6,2 sresserserseree 6.2 Ohm, BSW. Clin Vi ROS oso cccacecraestrssrcretnaten 9.75 | RWF-11-3/4RIB-10.......... 10 Ohm 5%, 550w, Rib Wound Resistor ...........-.-- 25.00 | RWF-RWR74S-12.7 ......... 12.7 Ohm 1% Sw RWR74S 20ppm ........ccsoorseceesene 2.50 
WE-RW69-6.2 sccesessese 6.2 Ohm. Sw 5% Wire W Resistor ...seossssssssessesessn 1.50 | RWE-14-212-423............. 10 Ohm 100w 10% W Wound Res. ........s.cescssssoose 9.00 | RWF-RWR81S-13 ............. 13 Ohm .5% Iw 20ppm WW Res .........ccsecsssossesee 1.25 
RWF-RH10-6.25 .....escssosese 6.25 Ohm RHO 1Owatt, 1% Res ..n...-sccpesssssosesseseee 5.00 | RWF-210-50K-40.............. 10 Ohm, 50w Adjustable Ohimiite ...........ccsssoseccuease 6.00 | RWF-RS2B-13.2 ............... 13.2 Ohm .19% Sw WW RS2B Res .....sessvsossossoscecesee 1.75 
RWF-1600S6.3 ....ccccsoee 6.3 Ohm 3% Zw WW Resistor .........cccecsseccsessosessee 1.25 | RWE-2458-10 oe TO ohm .05% 5 watt WW Res. o.oc.cccccccccccceseesens 20.00 | RWF-RBR55L13R3 ........... 13.3 Ohm .1% .33W RBRSSL onn.ccccccesssssssnocossecee J0 
RWF-CW2C-1-6.3 ....sssssvee 6.3 Ohm 2w Wire Wound Res ............sccccssssssssssssssses 1.00 | RWF-25951.2-30 ............. 10 Ohm, 10w, Adj WW Resistor ...........ccccccsssssssssssee 2.00 | RWF-RH50-13.3........s0+2... 13.3 ohm 1% 30w, Alum Body R ..........cccssssssosseee 10.00 
IRWF-CW5-5-6.3 ...secscccssee 6.3 ohm 5w 5% Wire Wound Res. .........cccscsssssssssssss 1.50 | RWF-280-1109P4 ............ 10 Ohm, 50w 10% Adjsth WW Res ..........cssssssssssse0e 4.25 | RWF-RWR74S-13.3 .......... 13.3 0hm 1%, 5w RWR74S WW ......... eee 99 
-6. : ISO ss ccassacne cess 19.00. | RWF-719283-10............... 10 Ohm, 175w, 5% Wire Wound .........cssssvessssssee 10.00 | RWF-686-2400-24........... 13.64 Ohm 1% .5w WW Resistor .....csosssssosssccceeses 25.00 
-6.3 .... ok é WRG 6.00 | RWF-CPI0-10 2... 10 ohm, 1Owatt Sa, Sand ROS cocccscssectcsreosseerecscss 1.50 | RWE-RWR71S-13,7 .......... 13.7 Ohim 1%, 2w,RWR71S WW Res ..........csersooseeee 1.50 
| cS istor ..... 1.50 | RWE-CP2-10 ........... 10 ohm, CP2 Qwt Squ. Sard Res ....-csssceessescecceeseeeses 75 | RWF-RBI9CEI3.73 .......... 13.73 Ohm 1% Iw WO ppm Precis ....ecsesescecessesenseseee 8.00 
RWF-GNIXOOB6R34 ...... 6.34 Ohm 1% .Sw WW Resistor ..... .. 75 | RWE-CP20-10 oe 10 ohm, QOwatt Squ. Sand Res .......seccesecssecescesesese 2.75 | RWF-18-104-14RS............ 14 Ohm, 240w, Ribwound Restr .........-cscsossssssssseee 19.00 
RWF-RWR815-6.34 .......... 6.34 Ohm .1% Tw 20ppm WW Res .......sesssssssssssssee 2.50 | RWF-CP5-10 ...... ww 10 ohm, CP5 Swt Squ. Sand Res .... ve D5 | RWE-CW2C-1-14 14 Ohm 2w Wire Wound Res 5% ...cccscsssnssnsen 1.00 
RWE-1B5A-6.4 ....scccscecee 6.4. Ohm 1% .125W WWRES .......csssssssssssssssssssesees 1.00 | RWF-CW2C-1-10 10 Ohm 2w Wire Wound Res 5%... .. 75 | RWE-HLIO-14 ... vee 14 Ohm 5% 10 watt Power Res .....sscsssssscccccsssssnsees 1.25 
RWF-WX3125-6.4 ......-.00+ 6.4 Ohm 8.20 310w WW Resistor ..........ssssssesssss1« 29,00 | RWF-CW2C-1-10K............. 10k Ohm 2w Wire Woumd Res 5% ....-.csscsssssesvssesees 50 | RWE-HL24-14 on. essessesesees 14 Ohm, 30w, 10% WW Flat Res. .....sssssssssssseeeeeeeeeee 5.00 
RWE-RWR80S-6.49 .........- 6.49 Ohm 1% 2w RWRBOS WW Res .....-.scssesseserssnse 2.00 | RWE-CW5-5-10 ..o.ccesscee 10 ohm Sw 5% Wire Wound Res. ........cecsessrcseoseeee 1.25 | RWEF-KOOLIO-14.............. 14 ohm 10w Koolohm Wire Wn ........sssssssosseeseeee 3.50 
WE-RB17(E6.65 ............ 6.65 Ohm 1% .5w, Daven Prec. ......... eevee 2.00 | RWE-DIOWLB327 ............ 10 Ohm, 160w, Adjustable WW ........ccssssccccceeessese 9.35 | RWF-REB0G-14 .............. 14 Ohm 1% 120w Aluminum RH250 ......ssssoosss00e0e 19.00 
RWE-RER7 SFORGS ....s...000- 6.65 ohim 1% 30w(50) RHSO Alu ....essssscccsccsesssses 7.85 | RWE-FRI60-10 ...........000 10 Ohi 160w 5% 1-3/8°X 8.6L caccssnsnnnsnnen 9.00 | RWF-RS5-14 once 14 Ohm 5%, 5w, WW Resistor ..........cssssssvsssoseecseee 1.20 
RWF-T1 2WL25W ............. 6.7/3.53/1.77 Ohm tapped 25W .....escssssseseseesseee 8.00 | RWF-HLIT-10 ose 10 Ohm 5% 11 watt Power Res ..........cccsssssssssssenee £85 | RWE-SC9Z3T) .....ssscccccceee 14 Ohm .5% .25w Wood Bobbin .............ssssssssseseeee 4.00 
RWE-2732-6.8 ....sovevsesseee 6.8 Ohm, 3w 5% WW Resistor ........svsssesccsscscesssssseees 40 | RWF-HL225-10......,........ 10 ohm 225watt Power Resistor ...,.........sscsssevssesss 19.00 | RWE-WLI4-T on. ssssssssses 14.Ohm, Iw 5% Wire Wound ........ssscsssccssccecssseees 50 
RWE-PW3-6.8 sssscosrsrsrsses 6.8 Ohm 10% 3w Square WW Res ....ssscscsessssssssseeee 45 | RWF-HL70-10.......... veoe LO Ohm, 68w, 5% Flat ROS ....cssssssssssvsssnsensneeneseee 7.00 | RWF-CW2C-1-14,7 ........... 14.7 Ohm 2w Wire Wound Res 5% ...cscomenrenemnmen 85 
RWE-RW31-6.8 .......c.cccee 6.8 ohm 14w 5% WW Resistor .......-ccccccccccserceceses 1.50 | RWE-HLA100-10..... _..10 ohm 100w Adj. WW Resistor ........scscssssoccssesceese 9.00 | RWF-RWR74S-14,7 .......... 14.7 Ohm 1%, 5w RWR74S WW oc cccssesssosonsses 175 
RWE-RW33-6.8 .nesccsevsesees 6.8 Ohm 26w Wire Wound Res ........ccccssseyeeseeesseosens 2.50 | RWE-HLA225-10.............. 10 ohm 225w, Adj. WW Restr .........csscsssssosceceeseu 19.00 | RWE-W8IS14.7 oss 14.7 Ohm 1% Iw WB1S WW RES ..ccccseensnn 1.00 
: | Wire Wound R. ...sssssssssssesvess vee 9.00 | RWE-MISI7239/11.........- 10 0hm 1% Iw 4O ppm WW ReS ....scssesscoceecerensee 2.00 | RWF-243E1501 ............. 15 ofim, 5w 1% WW Resistor ......c..csccccscsssossessseese 2.00 
eee. 6.8 Ohm 5%, 5w RW67 WW Resis... vecceesusenseee 2.00 | RWE-NS-5-10 cccssscscccesoeeee 10 ohm 3% Sw WWNon-Inducti ....esscssccssscssccsseeee 4.00 | RWF-4020415-15............. 15 Ohm 1000W, adj Wire Wound........ vee 45.00 
- COB: cectacecas te 6.8 Ohm 3w 5% Wire W Resistor ........ssssssssesesessessees 1.25 | RWF-PW3-10...... vee 10 Ohm 10% 3w Square WW Res ........ssssseeseeeseeeeen 55 | RWE-99-557007-3............ 15 Ohm .1% 5w 20ppm WW Res .........sccssccsssssseee 3.00 
RWF-T2A69-6. als % Lw, Wire Wind Res .....ssssssessssssesvesessen 50 | RWF-PW5-10........... vee LO Ohm 10% Sw Square WW Res .....cssssssssseeeeeeens 165. |  RWE-AZ45-15. ..sssassnnssessess 15 Oh, 125w, Adjustable WW .........sscssesesssssseeee 16.00 
RWF-RB16(E6.81 ............ 6. j : . 1.50 | RWF-RBI7CEIO ...... seus 10 Ohm 1% .5w RBT7 WW ReS ........ccccscss0e vee 4.00 | RWE-CW2C-1-15 .... 15 Ohm 2w Wire Wound Res 5% ..........ccscscsecceseeeeree 79 
RWF-RER75FOR8I .........6. 1 6.00 | RWE-RCL-579 .....csscscescee 10 Ohm RCL 1% .}w Fuse Res’tr ....cssssssssssssssssssseseeee 1.00 | RWF-CW5-5-15...... 15 ohm 5w 5% Wire Wound Res. .............scceccsceeceee 1.25 
RH0-6.81 ..cscscsssseee “6.81 Ohm RH10 TOwatt, 19% Res ....ssccscsscccsesesessenene 4.00 | RWF-RER45FI0.......000.... 10 Ohm 1% 10w Dale RH5 Type . .. 4.00 | RWF-G3AP1500 15 Ohm 420 Watt 10% 7.25°L nssccssccscseseceesecees 25.00 
RWF-RH25-6.81 .........-000+- 6.81 Ohm 25w 1% RH25 AlUMINM ......scsccssssseeeoeee 8.00 | RWF-RERGOFIO................ 10 Ohm 5w 1% RHS5 Alum Body ..... ... 6.00 | RWF-GN5C-15... 15 Ohm 3w 3% Non-Inductive ..........cccssssssssesssseeeee 5.00 
RWF-RH250-6.81 .........-..+ 6.81 Ohm 1%, 120w Aluminum WW............ wae 22.00 | RWF-RER7OFIO .........-.000+- 10 Ohm 1% 20w Dale RH25 AlUM .........csssssscsssssse 7.50 | RWF-HLI5-15... 15 Ohm, 14w, 5% WW Resistor ..........sssesecsssseseeseee 1.75 
RWF-RW70U-6.81 ............ 6.81 Ohm 1% TW 30ppm WW oun... cssssssssseeseeee 1.65 | RWF-RER75FIORO............ 10 ohm 1% 30w Dale RH50 AlUM .,.....ssssssssssssssse 12.00 | RWF-HL20-15........ 15 Ohm 5% 20w# Tubular Res. .......scsesssesssceceeseseeee 2.50 
RWF-RWR82S-6.81 .......... 6.81 Ohm 1% 1.5w RWRB2 WW Res .....essssssssssos0eeee 1.75 | RWE-RHI0-10 oc. 10 Ohm RH1O TOw 1% Alum Body ........ccsccssssssssnee 3.50 | RWF-HLSO-15........ 15 Ohm, 50w, WW Tubular Res ......sccsssssssssesescesseee 3.95 
RWF-RB52(E6R98 ............ 6.98 Ohm 1% Sw SOppm Precis .....ccsovsosocseseesesesee 1.25 | RWF-RH100-10................ 10 Ohm 1% 100w Alum Resistor ............cccesssesseee 22.00 | RWF-PW3-15......... 15 Ohm 10% 3w Square WW Res ........sscsssscesseeen I 
RWF-RH50-6.98 .....c..ssse 6.98 Ohm 1%, 30w, Ht Body Ricccnciatseonccs 450 | RWF-RH25-10 oss 10 Ohm 25w 3% RH25 Alum Body ........o...--sccssss 4.00 | RWF-PW5-15.......... 15 Ohm 10% Sw Square WW Res ..n........cccccccceseesee 85 
RWF-RS1/2-6.98 cs... 6.98 Ohm 1% .75w RS-1/2 WW a.ececcccccccsssssseeeeeee 50 | RWF-RH50-10......0....0...0 10 ohm 50w 1% Alum. Body Res. ....,....cccssccccessssssee 8.00 | RWF-RER75F15 15 ohm 1% 30w Dale RH50 ALUM .....csccsssssssssssses 15.00 
RWF-RW74U-6.98 .........0+. 6.98 Ohm 1% 7W WW Resistor .......v....s.csccssssssssee 2.25 | RWE-RSTA-10 0.0... 10 Ohm 1% 1w, Wire Wid Res ............cccscssssssssseeess 85 | RWE-RH25-15......... 15 ohm, 25w Alum. Body Res. ........cc-sscccccccseseessees 4.65 
RWF-4-1/4P45-7 ..sscssvessss 7 Ohm 10%, 1OOW, WW Resist, .......-.ccrecsssseresrsessnse 6.25 | RWE-RS2-10 .....ssesccvsseerens 10 Ohm 3% wt RS2 WW ReS ........0-- 1.20 | RWF-RH50-15........ 15 Ohm 3%, 50w, Alum Body Res ........csccsscssssssseseen 4.50 
RWE-12-10A-7.5 cecsccssssssee 7.5 Ohm, 12W, Adjustable Res vvavee 00 | RWE-RS20-10 .cccssesonsoasees 10 Ohm 19 RS2C WW Res ......sessscsscscesenessssnnsensee 1.45 | RWE-RS2B-15 oocccsessesssseoe 15. Ohm 1% 3W WW RS2B Res ....-..ccccssersossesseee 1.00 
RWE-31OA-7.5 ceccccscsscscese 7.5 Ohm .1% precision ReSiSt ..........ccsscsssssesnsesseree 1.30 | RWERS5-10 ...essessscssecses 10 Ohm 5%, 5w, WW Resistor .........sccsccccsseesvasnseee 1.20 | RWE-RW33-15 oocceseosessose 15 Ohm 26w 5% WW Resistor .....csvssossonvoceocececees 2.90 
RWF-CP20-7.5 .cessesscsoness 7.5 ohm, 2Owt Squ. Sand Res ........ccesersessessossesesee 4.00 | RWF-RW12-100............... 10 Ohm, 1.25W, Clip tn Res ...ssseossscsceeessosssceeeseasen 9.75 | RWE-RW35-15 oe 15 Ohm, 55w RW35V150 Res. ......scssssvssesseccesecsese 7.99 
RWF-CW2C-1-7.5 «2.022.000 7.5 Ohm 2w Wire Wound Res .........svsssssesscccssssssesssees 95 | RWF-RW15-10 ......... eee 10 Ohm, 29w, WW Clip In Res ........csccssssssseeeessessee 2.50 | RWF-RW67-15 ....0.....c..00e- 15 Ohm 5% Sw, RW67 WW Resis. ..........:s.-ccsssseeese 89 
| RWF-HL1 60-042 . vee 7.5 Ohm 160w, Wire Wound ......ssssssssssssssssseeeeeseee 15.00 | RWF-RW21-10 ..........00.... 10 Ohm 31w 5% Flat WW Res. ........-ccsccssssssssesees 4.50 | RWF-RWR81S-15.............. 15 Ohm 1% Tw 20ppm WW Res .......ccssccseceeseneeee 1.25 
JRWF-PVSHC-7.5 .. 7.5 Ohm 5% 5w Radial WW Res... vee AO | RWF-RW33-10 .......cecrnesess 10 Ohm 26w Wire Wound Resi’tr .....c-..--rscsssssvessseees 4.00 | RWF-WLI5-25W10 .......... 15 Ohm, 25w, 10% Wire Wound ..............s-csccseeeeee 2.95 
JRWF-REZOG7.5 ...ssosesnsee 2. 5.50 | RWE-RW37-10 o.eessesssssssee 10 Ohm, 113w, Wire Wound R........... vevnveee B00) | RWE-WLV15-400 ..........0.0 15 Ohm, 400w Ribflex WW Res .......secseosssssscssseeeee 35.00 
ARWE-RERGSEZRS ..acssssseess 2 CEO 6.00 | RWF-RW47G10 ....sesssssosee 10 Ohm, 210w WW Resistor 2% .. 17.00 | RWF-RH100-15.4.............. 15.4 Ohm 1%, 75w Alum Resistr ................sc.ccsceee 12.00 
' RWE-RSIA-7.5 ... ere 1 Wire Wid Res .....ccsesessessvesonssnseen 85 | RWF-RWR78S-10 ............. 10 Ohm 1%, 1Ow, WW Restr. . we 2.50 | RWE-ERH50-15.8 ............. 15.8 Ohm .5%, 30w, Alum Body .........csssssssssssseeseee 8.00 
ARWF-RW67-7. a vee 75 Ohm 5%, Sw RW67 WW Resis. .......svssseesseseeeesssss 1.00 | RWF-RWR89S-10 ............. 10 Ohm .1%, 2w, WW ReSH .......ccsssesccccessnsesscsssnnee .60 | RWF-CW2C-1-16 16 Ohm 2w Wire Wound Res 5% ........svsesssssvessssssees : 
RWF-RWR78S-7. 5. aN 7.5 Ohm 19% Ow WW Res 20ppm ...........ccsccceceesee 3.00 | RWF-SAV45-10 10 Ohm 2%, 4.5w Axial Leads ............cccssscsscesssssee 1.00 | RWF-RS20-16 0.0... 16 Ohm 3% 2.5w RS2C WW Res ......... x 
ARWF-RWRB1S-7.5 ..eseccsoons 7,5 Ohm 1% Iw 20ppm WW Res .......-..scesseeesssssess 1.50 | RWF-T2A69-10 10 Ohm 5% Tw, Wire Wd Res ......ssssssssssssssssssssssve 50 | RWF-RW11V160 ... 16 Ohm 5%, 20w, Clip In Res. ...........0.. 
)RWF-W8157.5 ... 7-5 Ohm 1% Tw W81S WW Res ...... ewes 85 | RWF-T6-10 ........ 10 ohm 5w 1% Wire Wound Res. ..........sscssssssssssseee 85 | RWF-RW29-16 ...... 16 ohm 11w 5% WW Resistor ............. 
ARWE-WL7.5-2. essossssccsoos 7.5 Ohm, 2w 5% Wire Wound .......seosooccccssessnesee 50 | RWE-T6-10- : a 10 ohm 6w 5% Wire Wound Res. ........sssssssssssssssssss 90 | RWF-RW30-16 ...... 16 ohm 5% 10w WW Resistor ........... 
ARWF-ERH50-7.87 ....csssccsee 7-87 Ohm 1%, 30w, Alum Body ......cscssesssccecessenee 5.95 | RWE-VALD-10 ....cssssccscccees 10 Ohm 2% 2w Wire Wnd Res ......scsorsssssceseseenses 75 | RWE-RW38-16 ........ccccs0ee 16 Ohm, 159w RW38V160 Res........... 
TRWE-RSTA-7.87 ......ses-000e- 7.87 Ohm 1% Iw, Wire Wnd Res ........ veces 1.50 | RWF-VK200-WA1O ........... 10 ohm 200w, Adj. WW Resistor ........psssssssssssssssees 19.00 | RWF-RBR52L16.2 ............ 16.2 Ohm 1% RBR52L WW Res ...........-..s0e+- 
RWF-109033-7.9 ........0vees: 7.9 Ohm 500w Open Wire Wound ........sssssccsssssseeese 25.00 | RWF-VK200W-10 ............. 10 ohm 200w, WW Resistor ..........esss.csssseeeeseeeee 14.00 | RWF-RER7OFI6R2............ 16.2 Ohm 1% 20w RH25 Alumin .......ccccsscceccces0000 
RWF-102B3411P3 ........... 8 Ohm 500 Watt Ribwound 10.5 ...........csccsssssss00 25.00 | RWF-WLI0-25 ..............0.. 10 Ohm, 25w, 5% Wire Wound ,........,.ccsessseesseeseee 2.50 | RWF-RH25-16.2.........0.---- 16.2 Ohm 1% 25w Alum Body Res ........ 
TRWE-1200S-8 .....sssscsseeee B ohm 3% 2.5w Sage WW Res. ....ccessssssscsccegeensnse 1.25 | RWF-WLI0-75W .............. 10 Ohm, 75w, 5% Wire Wound ...........scccsccseeseeenees 5.25 | RWF-RH25-16.2/5 ........0- 16.2 Ohm 5% 25w Alum Body Res ........ 


JRWE-CP20-B .ascnssssne 8 ohm 20 Watt 5% Square Sond .......scsssssssssessonee 1.50) RWF-WLBSTTT essen 10 Ohm Flat 50w WW Resistor ........sosssccssssseesnsesee 6.00 © RWE-RH5-16.2 0... sso 16.2 Ohm Swat 5% Alum Body* ........cssssscesesnnees 
| 
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Resistors: 17.8 - 50 Ohm wee nd BLP > fh ee 


DESCRIPTION 


RWE-RWRBIS-17. ncsrsee 17 Oh RWF-0365- 

RWF-RH100-17.4 ........ee0- 17.4 Oh 1%, 75w : RWF-0366-25K . 25 ohm, 25w, Adj WW Restr i RWF-RH50-33/1 ... 
RWF-RWR74S-17.4 17.4.0hm 1%, Sw BURT4S WW... RWF-1-3/42239 ....sorereee 25 oh 10a al ROSEOM asccasnrceconsesstrscensstias ; RWF-RW31-33 . 
RWF-W80517.4 ..... 4 0hm 1% 2w 20ppm WW Res ... 2005-25 . Sage WW Ree. ... : RWF-RW33-33 . 
RWE-RWR8ON-17.8 i: +s % Iw WW Res. 


RWE-RWRB4S-17.8 nee 17.8 Ohm 19 Zw RWRB4S WW 
RWF-RWRB9S-17R8 178 Ohm 1%, 3w, WW Rest. . 


RWF-RWR81S-17.9 ; ‘ RWF-AW1651-7-25 .........25 Ohm 50w Adjustable WW R : YT f 
RWF-610-00136 i i : RWF-B25WL-8321 ........... 25 Ohm 50w Adjustable WW Res . HED. ; 
RWF-CW5-5-18 ...... 18 ohm Sw 5% Wire Wound Res. . 75 | RWF-D-25081-25 25 ohm 20 Ami Open WW R 

RWE-PW2-1B . sessssonssoscee 18 Ohm 10% 2w Square WW Res | RWE-DIOOK-25.... Jw, 

RWE-PW5-1B oo acessesssososeee 18 Ohm 10% 5w Square WW Res 65 | RWF-DIOOK-25-2 

RWF-RH50-18 ooo... ccsssseee 18 Ohm, 50w, Alum, Body Restr ... 50 | RWE-DI2K-25.. 0 ustable R 

RWE-RS5-18 un... sssscsssvveees 18 Ohm 5% Sy, Www Restor ttt al .. 1.75 | RWE-D25K-25........ 25 Ohm, 25w, Adjustable a = - - 34 
RWF-RW31-18 ......eccssssees 18 Ohm 14w Wire Wound Res ........... RWF-HL1 5-25 on. ccsssesssosee 25 Ohm, 14w, 5% WW Resistor .... eps s 5 - aT A 


RWF-RW35-18 .....secccconsees 18 Ohm 55w RW35V180 5% Res. ..... 

RWE-RW69-18 ..ressessssoee 18 Ohm 3w 5% Wire W Resistor .. 

RWE-RWBQU-18 ....ssssssseee 18 Ohm 1%, iw, WW Resistor . : z 

RWE-TIAZO-18 .cesssssosssece 18 Ohm 5% lw, Wire Wrd Res «....... oe F-KOOLS-25....... chm 5w Koolohm Wire Wnd .. 3.00 5 

RWF-RH25-18.2 ...s..ccssseee 18.2 Ohm 1% 25w Alum Body Res ........ ae 25 Ohm 550w, | "ys » 12] REN, oh j RWF- HIAI00. 35 .35 ohm | : 
RWF-RH50-18.2..........sssese 18.2 ohm 1% 50w, Alum Body R ........... re. RH IO-25 28. os conc. 25 Ohm RH10 10w 1% Alum Body .... 2 RWF-KOOLS-35 .......sssssseee 35 ohm 5w Neate Wee Wed é 
RWF-RW70U-18.2............- 18.2 Ohm 1% IW 30ppm WW........... 4 - Het ees 25 Ohm 1% 100w Alum Resistr areisricran 4 RWF-RW35-35 .. .35 Ohm, 55w RW35V350 Res 
RWF-EAGLE4I5B ............. 18.4 Ohm Horiz. Glo Gail fe : EDD ee RWF-WL35-30 35 n 
RWEF-RWRB4N-18.7........... 18.7 Ohm 1% 7w RWRB4N WW Res....... : -RW81U-25...... i ae 6 

RWE-WL19-25 occ cssesseosese 19 Ohm, 25w Brown Devil ......scccccssscose : RWF-T6-67-25 ....... els : e 
RWF-RER75FI9R1 ............ 19.1 ohm 1% 30w Dale RH50 Alu .......... . 9.00 | RWE-VP50KA-25 h j. WW Restr ....... a4 ~RW35-36 .....sssseeesnee 36 Ohm, Sow RW35V360 0S. «2. 
RWF-RBR53119.6 ...........- 19.60hm 1% .66w RBRSSL..... 1.00 | RWF-RS2-25.2 ....... StOligeesonisesctene eee E ~RW67-36 ..o.sssseecsenee 36 Ohm 5%, 5w, RW67 ww Resis. 
RWF-RH100-19.6... 19.6 Ohm 1%, 75w Alum Resistr .. 14.00 | RWF-RWR89S-25.5 .......... 25, 5 Ohm 19 3w WW Resistor ....sscsessssscseseeseenssee ; - dO a 

RWF-2524 ......... 20 Ohm 100 Watt Cor Rib ....cssssssscssscesseesvessnsenson 15.00 | RWF-RS5-26 oo 26 Ohm 3%, Sw, WW Resistor .............. aaeee AD | RWEAROT oc coccccscrees 

RWF-25962-1-11 20 Ohm 300w 10.5°L 10% WW Res .n..ssecccsssossnsee 20.00 | RWE-RER65F26.1............. 26.1 ohm 1% 10w Dale RH10 Alum ....... ceca Ad POE seeccicsiccs 

RWF-47D0146G07 ............ 20 Ohm 10%, 425W, 2° X 14"L ceccecessseon w- 125.00 | RWF-RH50-26.1 ............. 26.1 Ohm .5%, 50w, Alum Body........... Ras esrre 6.00 | RWF-RBR57L37.5 ............ 

RWF-8-1/2P46-20 ........... 20 Ohm 10%, 150W, WW Resist. ...........sccsssssssssee : RWF-RSE2X-26.1 ......s0eees 26.1 Ohm 1% 3w Metal OSB RES.........teanmeneen 4 RWF-CW10-38 ....... 

RWF-9-64-20X .....cssesesesnee 20 Ohm 5%, 50w, WW Resistor ....... d RWF-RW79U-26.1 :........... 26.1 Ohm 1% 3W 20ppm WW...... Rede - 38. .eeseeee 30 OHM 1% IW 20ppm’ WW....... 
RWF-CW2C-1-20 ...........00e 20 Ohm 2w Wire Wound Res 5%........ A RWF-RWR89S-26.1 .......... 26.1 Ohm 1% 3w WW Resistor .......-..sssssssssvsesssesee 95 | RWF-WL38-1W .........0....-. 

RWE-FRLIO-20 oo... essessssone 20 Ohm 20% 10w Tubular WW Res... : RWE-RSTA-26.7 ccessossonssee 26.7 Ohm 1% Iw, Wire Wid Res ..cssssscsrossoseseree 85 | RWF-PHIOQA-38.3.............. 

RWF-HL26-20 .....sssooseeeee 20 Ohm 26w, 20% WW Resistor........ : RWF-26-136-27R8 0.00... 27 Ohm 400W, sitet 35.00 | RWF-RER75F38.3............. 

RWF-HL55-20 oon cessssesssssese 20 Ohm, 55w, 5% Tubular Res....... : RWF-HLTO0-27 .oeesesossossee 27 Ohm 100 Watt BRIS KOS 8.00 | RWF-RH10-38.3....0.0..0..... 38.3 Ohm RH1O TOwatt, 1% Res .. 
RWF-J81-0373-20 ........... 20 Ohm 225w 10% Tubular Res........ ; SPWA=27 5 stccstesssodatee 27 Ohm 10% 3w Square WW ROS... ..nadtectamecines 55 | RWF-RW70U-38.3............. 38.3 Ohm 1% IW 30ppm WW....... 
RWF-KOOL10-20............... 20 ohm 10w Koolohm Wire Wn ...... : RWE-RS2B-27 .....sssccccsssess 27 Ohm 3% 3w RS-2B WW RES .......cccssccscsssseveeeee 1.75 | RWF-RWR84S-38.3 .......... 38.3 Ohm 1% 7w, RWRB4S WW Res .. 
RWF-KOOL3-20 ...........000e 20 ohm 3w Koolohm Wire Wn ....... i RWF-RW22-27 .....seesscoseess 27 Ohm 53w 5% Flat WW RES. ......cscccssscsssscessesese 7.00 | RWF-1634194-8............... 39 Ohm, 3w 2% WW Resistor ... 
RWF-KOOLS-20 0... ssscsce 20 ohm 5w Koolohm Wire Wnd ... : RWF-RW33-27 ....... ceo 27 Ohm 26w 5% WW Resistor ....scsccssossosccserenee 3.50 | RWE-CW5-5-39 oo oocccssessese 39 ohm Sw 5% Wire Wound Ri 
RWF-MIL20-50W-2 .......... 20 ohm 2%, 50w, WW Resistor .... RWERW35-27 ooaasaecsscree 27 Ohm, 55w RW35V270 Res. .oscesososccsesorcecssneee 6.99 | RWF-PW3-39 .... 39 

RWF-0H20-8W2 .............. 20 Ohm, 8w, 2% WW Resistor......... RWF-RW67-27 ....cessesecssoe 27 Ohm 5%, Sw, RW67 WW Resis. .. 1.00 | RWE-RW67-39 .. 

RWF-RB56(E20 ............... 20 Ohm .1% .5w RBS6CE WW .... RWF-RW69-27 ......cececssseee 27 Ohm 3w 5% Wire W Resistor . ve 1.25 | RWF-RW69-39 .................39 Ohm 3w 5% Wire W Resistor ....... 


RWF-RBR52120 ............... 20 Ohm RBR52L WW Res .............. : RWF-RWIK-27 ......sscssssssese 27 Ohm 5%, 75w, Clip In Res. . ; RWF-CW5-5-40 .......ssesees 
RWF-RER6OF20........ vs 20 Ohm Sw 1% RH5 Alum Body . . 7.00 | RWF-WL27-200 . 27 Ohm, 200w Wire WOUND oe rvocccocnoc 18.00. | RWF-D4-1/4-WSV ......... 40 Ohm 75w Adjustable 4-1/4" ors 
RWF-RER7OF20 .. ww. 20 Ohm 1% 25w Dale RH25 Alum . 8.00 | RWE-WX6-WFV23 27 Ohm 5%, 125 watt (2 per bracket) sold each ..... 8.00 | RWF-HL10-40 40 Ohm 5% 10 watt Power Res .. 
RWF-RH50-20..... vee 20 Ohm 1%, SOw, Alum Body Res ...,.ssssssssssescscossose 5.00 | RWF-WL27.2-SW ............. 27.2 Ohm, Sw, 5% Wire Wound ....scsssssssssscssesueenssose 90 | RWE-PH25-40 40 Ohm 25w 1% Hole Mnt Alumn. 
RWF-RS5-20 ...... ww 20 Ohm 3%, Sw, WW Resistor 1.20 | RWF-S8339-27.39 ........... 27.39 Ohm 1%, lw, WW Rest. ....... RWF-RBI9CE40 40 Ohm .1% Iw RB19CE WW Res ..... 
RWF-RW35-20 ........ ve 20 Ohm 55w RW35V200 BIOROS. :sscacssean eerie 6.85 | RWF-G5C-27.4 oes 27.4 0hm 3w 3% ww Resistor ....... RWF-RH25-40 uc esssssseeee 40 ohm 3% RH25 Aluminum Body ... 
RWF-ST20WL .......... vee 20 Ohm 5% 30w Flat WW Restr ........scscsccscccccsssssee 1.75 | RWF-RER55-27.4 ............. 27.4 ohm 1% 30w RH50 Aluminm .......cccssssccsssese000 4. 50 RWF-RH250-40................. 40 ohm 250w 3% Alum. Body Res .....oocssscsssseeesen 
RWE-T7A-20 .......ssssssesesnee 20 Ohm 5%, 7w, RCL Wire ............cssvsssesssesccsceseee 1.85 | RWE-RER7OF27.4............. 27.4 Ohm 1% 20w RH25 Alum Bdy ........ ; RWF-RH5-40 .......-csssseseeees 40 Ohm 5w 1% RH5 Alum Body ...... 
RWE-PW5364 occsssssososssne 20.1 (Taps 6.7/13.4) Ohm 10w ........ vue 95 | RWE-RWRB2S-27.4 .......... 27.4 Ohm 1% 1.5w RWRB2 WW Res........ : RWE-RH50-40 oo... cescessesess 40 Ohm 3%, 40w, Alum Body R......... 
RWF-RWR81S-20.4 .......... 20.4 Ohm 15 Iw 2Oppm WW Res ...scssssecsrsosssseean 1.50 | RWE-RBI9CE27.78 .......... 27.78 Ohm .1% |w 20ppm Precis...... A RWE-RS2C-40 oan cecssssasssos 40 Ohm 3% Pe Sw RS2C WW Res .... 
RWF-RER65F20.5 sss 20.5 ohm 1% 10w Dale RH1O Alum ....scsccsssssseeeoee 4.00 | RWF-RH50-27.8 o...oessssosse 27.8 Ohm 1%, 50w, Alum Body.......... : RWE-RW22-40 on. cessesessnes 40 Ohm 57w 5% Flat WW Res. ........ 
RWF-RWR78S-20.5 .......... 20.5 Ohm 1% 10w WW Res 20ppm .....scsssssesscesnn 3.00 | RWF-RH50-28 28 Ohm 1% 50w RHSO Alum Body .... l RWF-RW24-40 on... ssssssseees 40 Ohm, 91w, Flat WW Resistr........... 
RWF-RER75F21RO............. 21 ohm 1% 30w(50) RH50 Alum ..............c.sccsssssee 9.00 | RWF-W81S28 .... 28 Ohm 1% lw W81S WWRes ...... . RWF-K46252-4 oo... cceecssssee 40.2 Ohm, 400w, RibWound Res. ..........scsscssssesesee 
RWF-EC43-21.5, ....cccseseeee 21.5 Ohm 1% .5w Wire Wid Res. .cessssssssssssseseeeeseeee 1.00 | RWF-BH3528 29.26 Ohm .1% 5w W. Wd Res ........ RWF-RBOBCE40.2 ......0000 40.2 Ohm .25w 1% 20ppm WW Res ....... 
RWF-RH10-21.5 .ccsscssssee 21.5 Ohm RH1O TOwatt, 1% Res .....cccssscocssssssssesssse 2.95 | RWF-26517402-13.......... 30 Ohm .125w, 5600ppm WW Res ..... : RWF-RER65F40.2.............. 40.2 ohm 1% 10w Dale RH10 Alum .. 
RWF-RWR89S-21.5 00... 21.5 Ohm 1% Sw WW Resistor .........csssvvvseesessesseoe 2.00 | RWF-4-1/4D-30 ............ 30 Ohm 100W, WW Resistor ......... RWF-RER7OF40.2.............. 40.2 Ohm 1% 20w RH25 Alum Bay ... 
RWF-205A-21.65 sessssssssee 21.65 Ohm 4wt 1% WW RS. cecscssssssososssssesesseeeees 3.00 | RWF-41502-30 _.. 30 Ohm 75w Wire Wound Res ..... RWF-RER75F40.2 ... 40.2 ohm 1% 30w Dale RHSO Alum .. x 
RWF-995-10A2QR .........000 22 Ohm, 1 1w, 5% axial WW Res. .......ccccccccscscccccccosee 1.75 | RWE-4K40F-30 .000.......... 30 Ohm, 40w 5% Ohmite 4K40F ... a: RWF-RW70U-40.2 .. 40.2 Ohm 1% IW 30ppm WW a.....cessssssssseesessene uy 
RWF-CW2B-22 ........ssessenee 22 Ohm 5% 3w CW2B WW Res ........sscsscscssssesssssessseee 50 | RWF-8-1/2P46-30 30 Ohm 10%, 150W, WW Resist. .......sssssssssssssssssse A RWF-RWR80S-40.2 .......... 40.2 Ohm 1% 2w RWRBOS WW Re ......cessssessssssseeee 
RWF-HL50-22 ...csrccccecesees 22 Ohm 50w WW Tubular Res 10% ....ssssssssessseeseeeee 6.00 | RWF-D18/5200/54.........30 Ohm 400w Metal Enc. Ribbm.........ccccsevssvessssne . RWF-RWR89S-40.2 ......000 40,2 Ohm 1% af WW Resistor. ...-cesresss 
RWF-PW10-22 .....csscseseae 22 Ohm 10w Square WW Resistor ....... . 1.50 | RWE-D30WL 30 Ohm 100 Watt Tubular ........... : RWF-CW5-5-42 
RWF-PW3-22 22 Ohm 10% 3w Square WW Res ..... . 55 | RWF-D30WL8247 ............ 30 Ohm 300 Watt Tubular 10% ......... eas RWF-RS2-42 ....... 
RWF-PW5-22 vee 22 Ohm 10% Sw Square WW Res ......sscccccssssesenenne .65 | RWF-PH-100-30 ............. 30 Ohm 100watt 1% WW Resistor ...... : RWF-RS2B-42 ..crcsssonsosone 
RWF-RH50-22 22 Ohm 3% 50w RH50 Alum Body ............ssssssssse 6.00 | RWF-PH100-30................ 30 Ohm 100w 1% Hole Mnt Alum ........ssssssssssssss00 ! ROE ce AzR25 
RWE-RSTA-22 ....csesssssseeone 22 Ohm 3% Iw, Wire Wrd Res ........sccecscccccccssseesse 60 | RWF-RBR56L30 ............... 30 Ohm 1% .25w 15ppm ..eecssssossessees 
RWE-RSTA-22-1 .....cssecsseee 22 0hm 1% 1w, Wire Wnd Res .............. M85] RWE-RS 2-30"... sncons 30 Ohm 1% Sw WW Resistor ....csscsssssssssssecessseseee 2,00 | RWE-RS2-42.3 ...ccccssccccee 42.3 Ohm 1% 3wWW Resistor .-ccccosccccssccccccceceee 
RWE-RS5-22 ...cceseccresesnve 22 Ohm 5%, Sw, WW Resistor ..........cs.sscessscsscscseeeee 1,20 | RWE-RW33-30 ose 30 Ohm 26w 5% WW Resistor ........ RWF- RW33- 43 Bich 
RWF-RSE-10-22 .....sscssssee 22 Ohm 1 Ow Metal Case WW ReS ....csssscssossssssessesseee 3.00 | RWE-RW35-30 0... 30 Ohm, 55w RW35V300 Res.......... : RWF-RBOBCE4444 ............ 44.44 Ohm .25w .1% hee WW 00 
RWF-RW29-22 ..scscsssseceee 22 ohm 11w 5% WW Resistor ....cecessvccssssssceccseeees 2.00 | RWE-RW69-30 oo 30 Ohm 3w 5% Wire W Resistor .......ssssssvsvcscosseseee D5 | RWE-HLD 5-45 ooascesssssssone 45 Ohm, 14w, 5% WW Resistor......... 
RWF-RW31-22 ...cecscessecsnee 22 Ohm 14w Wire Wound Res .............. eee V20s5, |, RWESAL=5-3D csccescnssetacct 30 Ohm 3%, 5w, Axial Leads ............ ‘ RWF-RH50-45 ......cessssseees 45 Ohm 1%, 50w, Alum Body R.... 
RWF-RW33-22 ......secscsssees 22 Ohm 26w 5% WW Resistor .........svccvvececsecesssee 2.90 | RWF-12B79-30 ........0....... 30 Ohm 5% 2w, Wire Wnd Res .....scsssssssssssssssssssssees 50) | RWF-RW31-45 oun... 45 Ohm 14w Wire Wnd Resistor ... 
RWF-RW35-22 ........ssecconee 22 Ohm, 55w RW35V220 Res. ........ssssvsveveeveccessees 6.99 | RWF-WL30-5 ons cseesesoneee 30 Ohm, 5w 5% Wire Wound.......... RWF-HL51-45R3 ..... 45.3 Ohm, 51w, 1% Tubular Res ......... 00 
RWF-RW67-22 ...scsccccceee 22 Ohm 5%, Sw, RW67 WW Reis, ..escoscssossssseceseveeee 1.50 | RWF-RBI7CE-30.1 ........... 30.1 Ohm 1% .Sw RB17 WW Res......... RWF-RER7OF45.3........... 45.3 Ohm 1% 20w RH25 Alum Bdy 6.00 
RWE-RW69-22 orercsssscosear 22 Ohm 3w 5% Wire W Resistor ..eessssscsscsscscsseeceseee 1.25 | RWEF-RBR53130.1 ............30.1 Ohm 1% .66w RBRS3L........... : RWF-RH10-45.3 0. osssssssson 45.3 Ohm RH10 1Owatt, 1% Res ... 4.50 — 
RWE-RWIK-22. .ocssssonsosecser 22 Ohm 5%, 30w, Clip I Res, essssssscoscscosssssseseneere 5.95 | RWE-RH10-30.1 o..cesssessson 30.1 Ohm RH10 1Owatt, 1% Res ........ saws 3.50 | RWF-RWR78S-45.3 .......... 45.3 Ohm 1% 1Ow WW Res 20ppm .. . 2.50 
RWF-RH10-22.1 ......secssseee 22.1 Ohm RH10 1Owatt, 1% Res ..........sssseee ates 295° | RWE-RH25-30. 1i...sccecesseee 30.1 Ohm 1% 25w Alum BOG ROS. cccsoecscteeeee 4.50 | RWF-41731-47 .. woe 47 Ohm 10% 420w W Whi Reis ....ccssecceeceeceecesese 85.00 
RWF-RH25-22.1 ..cscssessssee 22.1 Ohm 1% 25w Alum Body Res ............s.cssssssssse 4.50 | RWF-RWR80S-30.1 .......... 30.1 Ohm 1% 2w RWR8OS WW Res .. . 1.10 | RWF-PW3-47 ..... woe 47 Ohm 10% 3w Square WW Res .......ccccssscsessssooe 45 
RWF-RSTA-22.1 oooeessseseseee 22.1 Ohm 1% Iw, Wire Wid Res ..........ssvcccscccsssseseee 85 | RWF-RWR74S-30.9 .......... 30.9 Ohm 1%, 5w 20ppm WW Res .. 1.99 | RWE-PW5-47 ..... 47 Ohm 10% Sw Square WW ReS .aaccssssssucseseeseevsee 65 
RWF-RWR84-22.1 .sscee 22.1 Ohm 1% 7w, 2Oppm WW ReS ...sseosccsesscseccereee 1.99 | RWF-RWR84S-30.9........... 30.9 Ohm 1% 7w,RWR84S WW Res ... oe 199 | RWE-RS2B-47 oo ccssssne 47 Ohm 3% Sw. RS-2B WW RES ....csccccssssoseececsenee 85 
RWE-RS2-22.5 oo. sccsscseseee 22.5 Ohm 1% 3w WW Resistor ......... 1.50 | RWE-HLIO-31 .... a 3} Ohm 5% 10 watt Power Res ............ ene 1.25 | RWE-RW31-47 ooaccesssesssesee 47 Ohm 14w Wire Wid Resistor .....cssccssssssssseesesene 1.25 
RWF-RH50-22.6 ...csscssssce 22.6 ohm 1% 50w, Alum Body R ........ 7.50 | RWE-HL25-31 .... 31 Ohm, 25w, 5% WW Resistor ...scssossssccssssnsoseeeee 2.45 | RWE-RW33-47 os sscsssssoan 47 Ohm 26w 5% WW Resistor .....ccssscsseseccssenneeee 3.50 
RWF-RH50-23 ......escscsseeone 23 Ohm 1% 50w RH50 Alum Body .........ssccsssssse 10.00 | RWF-HL60-3) .................. 31 Ohm, 55w, 5% Tubular Res................ ; RWE-RW35-47 .csccssseee 47 Obi, 55w RW35V270 Res. .....sscscecccssssnsssenesee 6.99 
RWF-RWR80S-23.2 ......... 23.2 Ohm 1% 2w RWRBOS WW Res .......ssccscescesessece 1.10 | RWF-RH25-31 .....essssesseoeee 31 ohm 3% RH25 Aluminum Body ........ssssssossssccsee 7.00 | RWF-RW67-47 ........ sees 47 Ohm 5%, Sw, RW67 WW Resis. ..........ccsssscsssesces 1.50 
RWF-RBR55L23R3 ........... 23.3 Ohm .1% .33W RBRSSL .u.......ssssssssscesscesecesee 1.25 | RWF-RW10-31 .........cssnee- 3] Ohm, 140w, WW Clip-In ......csccscssssee eee 14.00 | RWF-RW69-47 ... esceeee 47 Ohm 3w 5% Wire W Resistor .........cssesssssevseseree 75 
RWF-RWR89S-23.7 0.0.2... 23.7 Ohm 1% 3w WW ReSiStOr .cccccccssossscesccsecsoocoe 1.25 | RWE-RW30-31 oon 3} ohm 5% l1w WW Resistor ........... : RWE-W21-47 oon ccccsssssseese 47 Ohm 3w, 5% WW Resistor ....sssssvsvesvessssesvesessesee 1.00 
RWF-26517402-11 ene 24 Ohm 1% .25w 5900 ppm WW Res ....sssosssesssscson 1.00 | RWF-RW31-37 oooocsccscscsee 31 Ohm 14w 2% WW Resistor ............ : RWE-RH10-47.5 ..cecssssesssn 47.5 Ohim RH10 TOwatt, 1% Res ..scccsscscccnssssecnneee 3.50: 3 
RWE CW20-1-24 oonccessane 24 Ohm 2w Wire Wound Res 5% .......cccsccccsscsceseeceee .60 | RWE-RBI6CE31.35 .......... 31.35 Ohm 1% .33w Shallx Prec ..n.ccccccssscssososossee 1.75 | RWE-RS2B-47.5 ooo sss 47.5 Ohm .1% 3w RS-2B WW ReS .,..sccccccsssssevssesene 2.50 
RWF-D75-240) ....esscseooosee 24 Ohm, 75w, Wire Wound Res ......... 00 | RWF-RBR56131.7 ............ 31.7 Ohm 1% .25W RBR56L ..........c.ccscccee vee 1.50) | RWF-R340-060 000000... 48 Ohm 1% 5 Watt RSS WW Res ..........ssssssssssssessee 2.00 
17 veeae 24 Ohm 10% Tw Square WW Res 50 | RWF-NS2A-32 ou. .sseesseee 32 ohm .1% 2w WW Non-Inductiv ...........cscccccsceeesee 3.00 | RWF-RER6OF48R7............ 48.7 Ohm 1% Sw Dale RH5 Type ..sssssssscsosseseenneee 4.00 
... 24 Ohm, 91w, Flat WW Resistr ........... 95 | RWE-7040-32.3 ............... 32.3 Ohm .1% .5W 30ppm RCL ......ssssesececcsesseeeeee 3.00 | RWF-RER65F48.7............. 48.7 ohm 1% 10w Dale RH10 Alum sessases tae 4.00 
R 110-2 24.3 Ohm RHO }Owatt, 1% Res ........ | RWF-RH100-32.4............ 32.4 Ohm 1%, 75w Alum Resistr RWF-BX180A-49 .............. 49 Ohm .25% .5w Shallcross ..........cssesssssssssceseees 4.00 
RWE-RH25-24.9 cee 24.9 Ohm 1% 20w Alum Body Res 


~-RWE-RWRB9S-32.4 ..... 32-4.0hm 1% Sw WW Resistor een 1.65 | RWF-CP20-49.9......... 49.9 ohm, 2Owt Squ. Sond RES ....ccseseoesceeseeeneevee 3.00 4 
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RWF-RE75G84R5, " . RH5O, ; 
RWF-RSTB-85 ........c0000000e 859 Ohm 1% Tw, RS-1B WW Res .............. 
60 
VY Ohm .5% Iw 20ppm Prec 
RWF-RER45F88.7 7 Ohm 1% 6w Dale RHS Type......... 
RWF-RH10-88.7 .........00see- 88.7 Ohm RH10 10watt, 1% Res ......... 


RWF-RW80U-88.7 88.7 Ohm 1%, 2w, WW Resistor... 


RWF-RWR84N-88 88.7 Ohm 1% 7w RWRB4S WW Res . 2.25 
S RWF-7006-90 .... 90 Ohm .125w .5% 20ppm WW Res . 1.50 
nenonesennsteee| W Res ee evsenee 9 | RWE-(P22-90 .... 90 ohm 22w 5% Squ. Sand Res .... .2I9 
\ 67.5 Ohm 1% Sw WW Resistor ......sssossssssssseeessse : RWF-PH-100-90 . 90 Ohm 100watt 5% WW Resistor ....... : 
sevsseeseesereeeee 68 Ohm 10% 2w Square WW RS ...scsscssseceesnsneesen ‘ RWF-RS2B-90 90. os rie F 
: 68 Ohm 10% Sw Square WW ReS ....sssosessensssceesses « ww 90.6 Ohm 1% 15w, WWRES ....sssscccsssseeeenssseees 2.00 
Stas : RW. RS5 90.9 %, SL RE a eG eese 1.50 
i : as RWRB2S-90.9 ........90-9 Ohm 1% 1.Sw RWRB2 WW RES cc cnrann 175 


ae ee 50 | RWE-RH5S0-91 oes 9] Ohm 5%, 50w, Alum Body R .sessssssecsseesseseee 7.00 
is ; i -RW29-91 ...........91 ohm T]w 5% WW Resistor ..... Me Wh) 


srecsessereseesee OO UETTT QW 2/0 WITE WW ROSISIOL ..cccecceceecccceecerereeeees ©OD |  RYVE"QTUINI TE 1D cccccecseeeee FA ed UIT 1/0 OW, WWE RGOIIUL oceeeeeee 
sreecencenescerconenecreonery FD | DAVETIERS EEO cee ereeeee FEO UIE E/0 LOW RLS PU BUY oes, 


sereoneveerevees EU UTIL, PUY WUT UTE VOUT ....,. 


ee" 150 | RWE-TOOTASTSS ee 190 


La wees 50 Ohm, 25w, 5 ASOD ccccecatts L RW. REGOG-68.1....... 68.1 Ohm Sw RHS 1% Alum Body........ seveee 350 | RWE-T60E-100 .......ssssseee SENS 2.11 
: RWE-RH25-68.1 ...sssoeseseee 68.1 Ohm 20w 1% RH25 Aluminm ..........00-cceeee 4.00 | RWF-192723 .......ssscccsee 100 Ohm, 1O0w FLAT W/ Bracket ...........ssessssccsesen 2.00 
cvvseeeee. 68.1 Ohm 1% Zw Apo WW: Ress. cccspeuncttee ete 1.75 | RWF-210225P4613 ........ 100 Ohm, 225w Ohmite WW ReSiS .....c.csneoen 17.00 
; ae RWF-RH50-69.8 .. 69.8 Ohm 1%, 30w, ody ...... vee T.Q0 | RWE-2250-100 cesses 100 Ohm, 225w, Adj. WW Retr .....ssssssccssesescoseesee 19.00 
Bee y : RWF-12405-70...........70 Ohm 3w 5% Sage Resistor . . 1.50 | RWF-2405-100................. 100 Ohm 175W Ohmite WW Res. . scseeoccrses V400 
RWF-20S70WL-70 ........0.. 70 Ohm, 10w, WW Bolt In Res ........ ve 95 | RWE-270N175P-46.......... 100 Ohm 175watt Ohmite 270N .. a». 12.00 
RWF-ASTOM-70 esses 70 Ohm 1% IW VitrOhM ccnecsrrnnsernne 5.00 | RWE-4201 1 anne cceccecesson 100 Ohm Ikw 5% Ohmite W Wnd. i 
RWF-RB17(E70 .....ssosseese 70 Ohm .1% .5w, 20ppm WW Res ..........cssceccseeeeees 2.50 | RWF-5W201TV-100.......... 100 Ohm, 75w, WW Resistor .............c.....0006 
RWF-RH25-70 ....cccosssesessee 70 ohm,1% 25w ‘Alum. BOUY ROS cc ssencoersscseme et 7.00 | RWF-6080-9-100............. 100 Ohm, 5% 55w, Adj Flat WW 
RWE-RB16(E70.30 .......... 70.30 Ohm RBI GCE WW ReSiSt .cscnssesennesnen 2.00 | RWF-7200599 oes 100 Ohm .1% .5w WW Resistor 
RWE-185A6104185 ......... 70.78 Ohm .1% .125w WW ReS, ......sscescssnsssseceneens 3.00 | RWF-B7055) oo eee 100 Ohm 55w Flat Adjustable ..................... 
VF-RW33-' : RWE-CW5-5-71 on cessesccccece 71 ohm Sw 5% Wire Wound Res. .....secssseseseseeseee 75 | RWF-ANT5-100................ 100 ohm 15w1% 30ppm Non-in .............. : 
RWF-RWR715S-50 : RWF-RS2-71 ....... 71 Ohm 1% 2.5w RS2 WWRES .......ccccccesesseeeeeeeee 1.00 | RWF-AR-200-100.............. 100 Ohm 10% 200w, Adj. WW Res ............++. w.. 19.00 
-V50WL8239 ah) RWF-RS5-71 ....... 71 Ohm 1%, Sw, TS-SW WW ReS .......ssccscccsesseceeeeees 1.90 | RWF-CP10-100 ................ 100 ohm 1Owt 10% Sq. Sand Res ...........ssssssccssceeeee 1.50 
‘e i RWF-RW32-71 71 Ohm 17w 5% RW32 WW Res ..........sesssesseseeeee 1.40 | RWF-CW5-5-100.............. 100 ohm,5w 5% Wire Wound Res. ...... Bhat eh 
RWE-RWS6V710 ...sessesooe 71 Ohm 5% 14w RW56 WW Resis .......cecsecccsceeseese 1.5 | RWF-DIOOWL-100........... 100 Ohm, 100w, Adjustable WW oo........sccssseseesee 12.00 
- , : RWE-RW67-71 sccsseocee 71 Ohm 5%, Sw, RW67 WW Resis. .....csccceserseccsceseens 79 | RWE-D201TV-100 ........... 100 Ohm, 75w, Adj WW Restr............. woe 12.00 
... 50 Ohm 160w, Adjustable WW 5% ool RWE-RWR74S-71.5 ceeseoese 71.5 Ohm 1%, Sw RWR74S WW RS oocrncsonnne 1.65 | RWF-D284042B............... 100 Ohm 3Ow, Wire Wound Res ........csssssscsscccseseens 5.00 
0 Ohm, 25w, 10% Wire Wound ............. ve 3.50 | RWF-RWR84S-71.5 .......... 71.5 Ohm 1% Sw RWRB4S WW RES onsecnnsenner ns 1.99 | RWF-F216-100 ................ 100 Ohm 5% Fuse Resistor VW......ssssssssssssessssesseeee 2.00 
50 ohm, 5w 5% Wire Wound ..... vee D5 | RWE-RBR751L73.2 ............ 73.2 Ohm .19% .125w RBR75L WW .....essesseees veces O00 | RWF-FRLS-100 eee eon 100 Ohm 5w, Tubular WW Res .......-.cssssssssessssseeceeeee 95 
50 Ohm, 1000w WW Res 2" X 20" . 37.00 | RWF-10,5P140-75 ..ccsssxe- 75 Ohm 10%, 225W, WW Resist. ....scsssseceees seve 18.00 | RWE-G2-100 ....,esecssssnceee 100 Ohm 1w 3% Dale WW Resis’r .....s.csssssvsseeceeeses 15 
_..51 Ohm 40w 5% Oval W/Bracket . 3.95 | RWE-10.5P141-19 75 Ohm 10%, 225W, WW Resist. . 18.00 | RWF-HG10-100 100 Ohm, 20 Watt 3% HLIO WW we. ccssesecseeee 4.00 
i : RWE-210-25K-40 os .ssssescee 75 Ohm, 25w Adjustable .......... 4.50 | RWE-HLI1-100... vee 100 Ohm 1% 11 watt Power Res .....ssccssssccssesenssne 3.00 
51 Ohm 26w 5% WW Resistor ......... : RWE-2642268-1 ..cessssseoe 75 ohm, 10w 5% 20 ppm Resis ........ 2.25 | RWE-HL20-100 vee 100 Ohm 3% Wwe Tubular Res... .esssssscceceressneeee 2.00 
lee 51 Ohm 2% 10w Sage WW Resis ....... vee 1.50 | RWF-26517402-15 ........... 75 Ohm 1% .25w 5900ppm WW Res .........eeeeecceeeee 90 | RWE-HLATO0-100 100 ohm 100w, Adj. WW Restr ...... seve 9.00 
BD i seescanectlcacat 51 Ohm 5% 11w, RW68 WW Resis ..............00...000006 1.50) | RWF-57557-75 «esses 75 Ohm 1Ow 5% Ohmite WW Res .........sccscscseeeeenee 1.50 | RWE-K25-100 on... esses 100 ohm, 25w, Adj WW Restr .........cccessssssscscsseseceeee 3.50 
loperiess 51 Ohm 1%, 26W Wire Wound ......... = wi LY by scare f ssacoese ve 2.25 | RWF-MOR-20-100............. 100 Ohm, 12w, Flat, 5% WW Res......... oa ee OD 
5) Ohm 26w, Adjustable WW ....... eS: just WW Rest .........sscsscssssescerseseocone 5.25 | RWE-PHI0-100................ 100 Ohm 10w 1% Hole Mat Alumni .......scsssosssccccsceee 4.00 
51 Ohm 5% Iw 20 pom WW oo 65 RWF- HLAI60- 75 ceccscsseveere 75 ohm 160w 5% WW Restr ...... vee 19.00 | RWE-PW2-100 on. eee 100 Ohm 10% 2w Square WW Res ........-.cccscsccsseee AS 
RWE-RHTO-51.1 oe sscssssoes 51.1 Ohm RH10 Tat, VG RG 95 | RWEAHI-75 oo nsseseseesccreeree , sees 1.75) | RWE-PW5-100 oo ecsecseee 100 Ohm 10% Sw Square WW Res o...c.eccccscsccecseecee 65 
WF. RH25-51. 1 Bae 51.1 Ohm 25w 1% RH25 AIUMINUM ....ssssessssssssssssess 6.00 RWF-KOOL10.75 75 ohm 10w Koolohm Wire Wood ........... vee 9.00 | RWE-RBR71L100 ............. 100 Ohm 1% .25w TOppm WW ........ .ccsssssesesescseee 1.20 
RWE-RW70U-51.1 seen 51.1 Ohm 1% IW 30ppm WW own ccccccccccccccceee 1.25 | RWF-KOOL5-75...........0 75 ohm 5w Koolohm Wire Wnd ...........ssccsssseeeesee 3.00 | RWF-RE65(100................ 100 Ohm Alum. RH10, }Owatt,17%6 .......sssssssssesssseeee 2.50 
RW. RW78U-51.1 ......22-.-- 51.1 Ohm 1% TOW WW Resistor ........,.-.--.ccscceeesee 470 | RWF-P140-75..... ve 75 Ohm 200w, Clip Im Res. ........0000 w 12.00 | RWF-RER6OF100-5 .......... 100 Ohm 1%, Sw Dale RH5 Type ........ssssssssseceeeeeee 2.50 
RWE-RWRB4S-51.1 oo... 51.1 Ohm 1% Zw,RWR84S WW ReS ..esessccsccnsoseeees 2.50 | RWE-PW10-75 sccsscoscee. 75 Ohm 1Ow Square WW Resistor ........sssssssessoseeeen 1.50 | RWF-RHI0-100............... 100 ohm, 1Ow Alum. Body Res, ..no.nsnn:nnseano 2.65 
RWE-CG5-5.2.3 cesssssseee 52.3. 0hm 1% 3w WW Resistor ....... : RWE-RBR54S75 75 Ohm 1% Sw RBRS4S Daven .......sccssssescseserson 1.50 | RWE-RH25-100..............0. 100 ohm 1% RH25 Aluminum BOdY ...ccnooenarnn 5.00 
52.3 Ohm .1% .33w RBRSSL............. ceveee 2.00 | RWE-REZOG75 ...ccecceseee 75 Ohm Alum. RH25, 20watt, 1% .....scsscscssososeeseees 5.00 | RWF-RH25-100-13 .......... 100ohm 1% 30ppm RH25 Alum Bay ........csssssseseee 5.50 
53.6 Ohm RH10 VOwatt, 1% Res ....ssssssssssssessessesesees 2.45 | RWF-RHI0-75....... 75 Ohm RH10 10w 3% Alum Body .......cccsssssceseese 3.50 | RWF-RH25-100-3 ............ 100 ohm 3% RH25 Aluminum Body ...............c.....-0. 5.00 
... 54 Ohm AFRTI9E Spool WW Res... EMEOOR |) RWESRH 25-75 icscscscsscosossess 75 ohim,1% 25w Alum. Body ReS. .....sssosssssscecssseeeees 5.00 | RWF-RH5-100...........0000... 100 Ohm 5watt 1% Alum. Body ............ccsccssssccsseee 2.95 
56 Ohm 400w Ribbon Wound Res. .. 25.00 | RWF-RS1/2-75 ... “75 Ohm 1% Sw. RCLWW RS, sescssvnsensensene 1.25 | RWF-RH50-100.............2.. 100 ohm 50w 3% Alumin’m Res. .......s.s-ssseesseeeeeees 4.75 
56 ohm 5w 5% Wire Wound Res. .......scosssccsssseesen TS} RWE-RW24-75 .....csscoeseee. 75 Ohm, 91w, Flat WW Resistr...... v7.00 | RWE-RST/2-100 .....csonsee 100 Ohm 1% .5w RS-1/2 WW oun... ccesssssernnsseeee 1.25 
56 Ohm 10% 3w Square WW Res ...... cous 45 | RWE-RWR81S-75 750hm 1% Iw 20ppm WW Res ..... » 1.00 | RWE-RST/4-100 ........... 100 Ohm 3% .25w RS-1/4 WW uu... cescsssscesensscsens 50 
56 Ohm 20w 3% RH25 Aluminum ..........s.escsccccseee 8.00 | RWE-RWR84S-75 .......0.... 75 Ohm 1% Sw RWR84S WW Res .... : RWF-RS10-100 on. ecco 100 Ohm VOw 1% WW Resistor ........csccccscccscsssnenee 2.50 
56 Ohm 3% Iw, Wire Wnd Res .........sssssssssssseeseseeee .60 | RWF-RX35V750............... 75 Ohm 55w, Adjustable WW ............ 50 | RWF-RSTA-100 ................ 100 Ohm 1% Iw, Wire Wnd Res ....... .. 1.00 
56 Ohm 3% 2.5w RS-2B WW Res ........-ssssssssesseeseeee £B5 | RWE-WL75-25 ...ceeesscsssnne 75 Ohm, 25w, 5% Wire Wound ..........ssssssssccsseeseen 2.50 | RWE-RSE-10-100 ........s. 100 Ohm 10w 1% Metal Case Res....... .. 2.00 
56 Ohm, 91w, Flat WW Resistr ....................ccsssseceee 4.95 | RWE-WL75-5 ......ssscsscsssnee 75 Ohm, 5w 5% Wire Wound ...........sscscscssesseesen 1.65 | RWF-RW11-100............... 100 Ohm 150w, Clip In Res. .........essscssceseeeeees 11.00 
56 ohm 11w 5% WW Resistor ............:..sccsssessseesee 1.45 | RWF-RWR8IN76.8........... 76.8 Ohm 1% Tw RWRBIN WW ReS ...cccsscsnseenn 1.25 | RWF-RW15V101 .............. 100 Ohm, 29w, 5% Clip In Res ..... ZASESE 
56 Ohm 26w Wire Wound Resi’th ......sssssssscsoscessesesse 3.50 | RWF-RER50-78.7 ............. 78.7 ohm 1% 20w RH25 Aluminm ........ccsccseeseeeesns 4.50 | RWF-RW29-100................ 100 ohm T1w 5% WW Resistor 
56 Ohm, 55w RW35V560 Res. anecsecccsccscccecseseonee 7.99 | RWF-RWR84-78.7 ............ 78.7 Ohm 1% 7w, 20ppm WW Res .... vee 1.99 | RWE-RW31-100 .........0.... 100 Ohm 14w Wire Wound Res ...........:..0 
56 56 Ohm 3w 5% Wire W Resistor ...............ccccscsceseee 75 | RWE-RBO8CE78.84 .......... 78.84 .1% .25w RBOBCE WW Res ...........sssssseeesessnuee 4.00 | RWF-RW69-100 .............. 100 Ohm 3w 5% Wire W Resistor ..........ses++- 
2 F. RH10-56.2 ........s000 56.2 Ohm RH10 1Owatt, 19% Res ........ssscccsscscccseessee 2.95 | RWEF-RBR53L79.35 .......... 79.35 Ohm 19 .66W RBRSSL .uu......ccssssssseeeeesessee 85 | RWF-RW80U-100............. 100 Ohm 1%, Tw, WW Resistor .............s0e+ 


RWE-RH25-56.2 ...sooooosseee 56.2 Ohm 20w 1% RH25 Aluminum .........ss+.-sece 4.00 | RWF-RBR56L79R60 ........ 79.6 Ohm .1% .25W RBRSOL .....ssssssssssseseceeeeeeeeees 1.50 | RWF-RWR74N-100............ 100 Ohm 1% 5w 20ppm Non-Induc 
RWE-RW70U-56.2 .......... 56.2 Ohm 1% IW 30ppm WW... esecsssssseenneee 1.00 | RWF-RWR8IN79.6 ........... 79.6 Ohm .5% Tw 20ppm WW Res ....csosecccssseseesens 1.50 | RWEF-RWRB9N-100........... 100 Ohm .1% 3w 20ppm WW Res 
2WF-RWR815-56.2 .......... 56.2 Ohm 1% lw 20ppim WW Res .......ssssessscrssssee 2.00 | RWF-271H-8HA-40 ......... 80 Ohm 10 watt 10% w/Bracket .....sssssessssessseses 1.50 | RWE-RWR89S-100 ........... 100 Ohm 1%, 3w 20ppm WW Res 
XWE-RWR89S-56R2 ......... 56.2 Ohm .1%, 3w, WW Reste. ........ccsossescecnssseeees 1.45 | RWF-7060-80R008 .......... BO Ohm 1% WW Res os... ssscccesssssssecceessnsonreneee 10.00 | RWF-SA2W-100 ............... 100 Ohm 3% 2w SAZW WW Res .......... 

RWF-CAF-57.15 ....... wwe 5D.15 Ohm .5% .SW Res Prd. ....ssecsessssssseeeenseseee 1.00 | RWF-HLI0-80 ............s.0 80 Ohm 5% 10 watt Power Res .....ssssssssseseseseeeeees 95 | RWF-VK200WA100 .......... 100 ohm 200w Adj. WW Resis’r ...........s00000 
RWF-RBR71L57.6 ............ 57.6 Ohm .1% .125w 1 5ppm WW .......esssssseseeeeens 1.75 | RWE-RBS6CE8O . ve 80 Ohm 21% .5w RB5SOCE WW .....asssssssssssnssssneseee 2.00 | RWF-W21-100............... 100 Ohm 2w, 5% WW Resistor ..............ccscssseseeeeeee 1.00 


RWE-RS1/2-57.6 ..esseveeee 57.6 Ohm 1% Sw RS-1/2 WW .......sscccssssssseeseeees 1.25 | RWF-RW33-80 ... cove BO Ohm 26w Wire Wound Res .......s..ssssseessessseseeees 2.95 | RWF-WL100-10 .............. 100 Ohm 10w Adj., No Hardware 

RWE-RS2B-58 scsesesssoe 58 Ohm 1% Sw RS-2B WW Res ........scssssccecesssseee 95 | RWF-SRS5W-80 80 Ohm 3% Sw WW Resistor ..... . 1.50 | RWF-WL100-150 100 Ohm, 150w Wire Wound ............. 

RWE-AL25-58.7 sceecsssseon 58.7 Ohm 25w 1% RH25 Alum Bdy ......sscsssnesensee 6.00 | RWF-RE60G-80.6............. 80.6 Ohm 5w RHS 1% Alum Body .. ake RWF-WL100-2W .... 100 Ohm, 2w, 5% Wire Wound ........ ee 
XWE-RS2B-59 59 Ohm 1% Sw RS-2B WW Res .......scessssoccessssseee 95 | RWF-REOSGBORG ............. 80.6 Ohm Alum. RH10,1Owatt,1% ...... i RWF-WP22-10 ....... 100 Ohm, 2w, 5% Wire Wound ....s-versmsssrnsreene 2.00 


59 Ohm 1% 2w 20ppm WW Res .........sscsssseseeeen 2.00 | RWF-RWR78S-80.6 .......... 80.6 Ohm 1%, TOW, WW Restr. .......sssccssssssseeeeeessse 4.00 | RWF-WW100-100 


| RWF-RS2C-60 60 Ohm 1% RS2C WW ReS .......sessssssseecesnsnssnseseees 1.45 | RWF-11003H56A54......... 81 Ohm, 225w, Flat, 1.5" x B" oo... sessssssssseeeeeeess 14.00 | RWE-RS2B-102 .......sssssss 102 Ohm 1% 3W 30ppm NE a : 
XWF-RS5-60 .. 60 Ohm 1%, Sw, WW Resistor .......c.s-cesssssssseeseeeess 1.50 | RWE-PW3-82 o0.....sssccsosee 82 Ohm 10% 3w Square WW ReS ........sssecececesseeesen AS | RWE-RH10-107 ........oseee 107 Ohm RH10 10watt, 3% Res ....... 
XWE-RWRB9S-60 ....... 60 Ohm .1%, 3w, WW Resistor ..........-sssrssseecsssssee T.45 | RWE-RS5-B2 0... ssccscsesne 82 Ohm 5% Sw, WW Resistor .....s.sosscecsevsssserceresns 1.75 | RWE-RBR54L109 ............ 109 Ohm .1% Sw 1Oppm RBR54L 
XWF-RH100-60.4.............. 60.4 Ohm 1%, 75w Alum Resisth ......cscsssssssessssse 18.00 | RWF-RW29-82 oss BZ ohm TOW WWReSiIStOF ......ssssssscsessssnssseceseeess 1.25 | RWF-RE65G110............... 110 Ohm Alum. RH10, 10watt,1% 
RWE-GNSXOIRY oo... essnse 61.9 Ohm, Tw, 3% WW Resistor ........-sssssssorssensonsee 1.50 | RWF-RW31-B2 000s 82 ohm 14w 5% WW Resistor ........scssssccsessnsseees 1.50 | RWF-RE70G110 ...........0. 110 Ohm Alum. RH25, 25watt, 1% 
XWF-RER75F61R9.........00 61.9 ohm 1% 30w(50) RH50 Alum .........ssssssecsseees 9.00 | RWF-RW67-82 ...........sssee 82 Ohm 5%, Sw, RW67 WW Resis. .......sssssseeeseseeeres J9 | RWF-RER6SFIIO............ 110 ohm 1% 10w Dale RH1O Alum .......sccssssssseeeee D 
JRWE-RH10-61.9 0... sess 61.9 Ohm RH1O TOwatt, 196 Res .......scsssssesesssseceens 2.95 | RWF-RW69-82 ...........sse 82 Ohm 3w 5% Wire W Resistor ........scsssssreeeeeeesns 90 | RWF-RW10-110 ............... 110 Ohm, 140w, WW Clip-In ..cescsssseeenssssseees . 11.50 
(WF-RWR80S-61.9 .......... 61.9 Ohm 1% 2w RWRBOS WW Res .........-essesssseeeees 1.45 | RWF-CW5-5-82.5 .........00 82.5 ohm, Sw 5% Wire Wnd Res. .....ssssssseeeesssseeeee 75 | RWEF-RW31-110 110 Ohm 14w Wire Wound Res ..........cesssseseeeee 1.75 
-RWR89S-61. 61.9 Ohm 1% Sw WW Resistor ........ssccssssseeensessee 1.65 | RWF-RER6OF82.5............. 82.5 Ohm 1% Sw Dale RHS Type ...... RWE-RWSGVI TT ccssssssceeeee 110 Ofim 5% 14w RW56 WW Resis .....-ccccecnsnsercesen 2.00 
RWE-PW10-62 sssessseee 62 Ohm 1Ow 5% Squ WW Resistor .......ossccssseesnsee 1.25 RWE-RSTA-B2.5 o..ssssson 82.5 Ohm 1% Tw, Wire Wind Res ........sssessoseseesnsese 1.00 | RWF-RW67-110 110 Ohm 5% 5w, RW67 WW Resis. .......ssssosssceceeceeons 89 


246 Surplus Sales 


PART NUMBER DESCRIPTION 


M 
2.00 


RWE-RWRBON-1] 110 
RW RWRBTNI 110 Ohm Te De RLV 75 | RWEPW- 


BE AWRY 110 .- 110 Ohm 1%, 3w 20ppm WW Res .... 


111 Ohm 1% Radial Precision 


ceeneesee FEE UETTE 1/0 RUUIOE PI CCSION 0... cceeeeeeeesenereeeeesserere ol 


seeeneeneneyaees 


se etenernereee 


895-115 
RWF-W82S115 .. 


eens 
Poreretrettiersy 


Prererreett 


seen eenenne: 


oe Tap 
119.9 Ohm .1% 3w WW Resistor .......... 


seer 


RWF-1 2005-120 120 ohm 3% 3w Soge WW Rez. ........... 

RWF-5660-120........ w. 120 0hm 14w ren WW IRS. sccsscannnce. St ateeasd 2.25 
RWF-AS10-120 ....... 120 Ohm 1% TOW Sim To RWR78S ...ssssssssecccsssseeue 1.25 
RWF-HL15-120 ....... 120 Oh, 14w, 5% WW Resistor ..........scsssssccceeceee 2.50 
RWF-HLAT 20-120 120 Ohm 120w, Adj. WW Restr.......... we 9.00 
RWE-PW3-120 cccccsosonese 120 Ohm 10% Sw Square WW Res. eccsssssosssosesene A5 
RWE-PW5-120 nce ssvessees 120 Ohm 10% Sw Square WW Res ... 65 
RWF-RBR5SL-120 ............ 120 Ohm .1% .33W RBR5SL .....csscssssssccssssenecsees 2.00 
RWE-RS10-1.20 nn. .ssssseeee 120 Ohm 1 Ow 3% WW Resistor .......cssssssssccssssseseeee 1.75 
RWF-RS2A-120 0.2.2... 120 Ohm 1% 3w, WW Resistor ....ssssssosssscsscscesceceeee 1.65 
RWF-RW15-120 0... 120 Ohm, 29w, ww Cipinfs. 2 2.50 
RWF-RW31-120 ....... 00.2... 120 Ohm 14w Wire Wound Rs 1.85 
RWF-RW32-120 on .scssseess 120 Ohm 17w 5% RW32 WW Res ..nccscssesssocoscosseeee 1.40 
RWF-RW67-120 .0.........000 120 Ohm 5%, 5w RW67 WW Resis..... . 1.00 
RWF-RW69-120 120 Ohm 3w 5% Wire W Resistor .. 19 


RWF-WL1 20-2 ........ w. 120 Ohm, 2w, 5% Wire Wound ......... . 69 
RWF-RBR57L121 ............. 121 Ohm 1%). 5w 10ppm RBRS/L ........ 2.50 
RWF-RBR71L121 121 Ohm 1% .25w 1Oppm WW o..essssesscssnssseueee 1.50 
RWF-RE70G121 nn. sesses. 121 Ohm Alum. RH25, vat Vhs 4.00 
RWE-RS2-1.21 .cessesscessssee 121 Ohm 3% 3w WWReSiSIOF occ. 69 
RWF-WLI 21-3 coessssssssessese 121 Ohm, 3w 5% Wire Wound ...esssssssssscscessessee « 35 
RWF-RSTA-122 on... sceescsone 122 Ohm 1% Iw, Wire Wnd Res ..............ccssccsscsessee 1.00 
RWF-RS2-122.5 oc ccseseeee 122.5 Ohm .1% Sw RS-2 WW Res ......-.cccccscccsreseooeee 2.00 
RWF-RS2A-124 oo... 124 Ohm 1% Sw, WW Resistor .......ccecsoococccos-ccceseee 1.65 


125 ohm, 2w 10% WW Resistor 
125 Ohm 3% 2w, WW Resistor 
125 Ohm 3% 3w WW Resistor 
vw 127 Ohm .5%, 30w, Alum Body R 
127 Ohm 1% 3W 30pp m WW 


Sees 127 Ohm 1%, 10w Non Ind Res.......... 325 

RWF-RWR89S-127 ........... 127 Ohm 1% 3w WW Resistor ............ AS 
|: as 9? 128 Ohm 1% 3w, WW Resistor .....ssssscccscccscsssesceeeee 1.65 
RWF-900532-317 129.13 Ohm 03% .lw 10ppm WW 1.75 
RWF-1208RLBA 130 Ohm 3% Radial Resistor ....... J5 
RWF-BRN6-130.... . 130 Ohm, bw, 1% SOppm WW Res. ...acseossssscssecsesnee 1.25 
RWF-RE70G130 .. 130 Ohm Alum. RH25,25watt, 1% ..oscsccscccssscscseeeveee 8.00 
RWF-RER70F130 130 Ohm 1% 20w Dale RH25 Alum ......sscccsescsseccesee 8.00 
RWE-RSTA-130 os. ecssseee 130 Ohm 3% Tw, Wire Wnd Res .....ssssvssssesssssesesseees 75 
RWF-RS2A-130 .......sessseee 130 Ohm 1% 3w, WW Resistor ............csssvvsvceccccseee 1.65 
RWF-RW55V131 130 Ohm 1% 10w RW55 WW Resis .............cscesessre 2.75 
RWF-RW56V131 130 Ohm 5% 14w RW56 WW Resis ............cccccsssoene 2.00 
RWE-RW67-130 oon. ccsssee 130 Ohm 5% 5w, RW67 WW Resis. ....escscssossssessesceee 89 
-RWR7 45-130 ........... 130 Ohm 1%, 5w 20ppm WW Res .....acssssssseceeeee 2.50 
RWF-RWR80S-130 ........... 130 Ohm 1%, 2w WW resistor ...........sscscsssssssseseee 1.50 
RWF-RS2A-132 ......ccsssovee 132 Ohm 1% 3w, WW Resistor ...........ccsccvcccccsccsssee 1.65 
RWE-RS2-133 ......socccsonseee 133 Ohm 3% 3w WW Resistor ...........-..-ccccsccsccccseee 85 
RWF-RBR57L133.4 .......... 133.4 Ohm .1% 1.5w RBRS7L....... . 4.00 
RWE-RS2A-134 ..-ceccsscosee 134 Ohm 1% 3w, WW Resistor .....csosssscsscsesecsecee 1.65 
RWF-ALT-70-0922 ............ 135 Ohm, 66w, 5% tapped Res. ..... 15.00 
RWF-RWR89S-135 ........... 135 Ohm 1% 3w WW Resistor ....cccsecccscsvssesvevssesses 1.35 
RWF-RS2A-136 ......oecssseee 136 Ohm 1% 3w, WW Resistor ...........scsccccsssssesssee 1.65 


RWEF-RH25-137 
RWE-RW37-137 ....scosoecoe 
RWF-WL137-200 
RWF-(S10-140 ... 


137 Ohm 25w 1% RH25 Aluminum 
137 Ohm, 78w, Wire Wound R....... 
... 137 Ohm, 200w Wire Wound 
.. 140 Ohm 10w 1% WW Resistor 


RWF-RE756140 on... 140 Ohm Alum. RH50,30watt,1%....... . 6.25 
RWF-RH250-140.............. 140 ohm 250w 1% Alum. Res .......... 35.00 
RWF-RSTA-140 ...ssessssssee 140 Ohm 1% Iw, Wire Wnd Res ......... 95 
RWF-RS2A-140 eases 140 Ohm 1% 3w, WW Resistor .........c.c.ccscsscsscscsoosee 1.65 


140 Ohm 1% 3W 30ppm WW 
140 Ohm 5% Sw, RW67 WW Resis. ...... 
143 ohm 1% Iw Ax. WW Resistor 
RWF-RH50-143 143 ohm 1%, 30w, Alum Body R 
RWE-RS2A-144 oun. scssseeeee 144 Ohm 1% 3w, WW Resistor 
RWF-123A-145.3 000000... 145.3 Ohm .1% Precs'n WW Res. 
RWF-RER75F147 
RWF-RS2A-148 


147 ohm 1% 30w Dale RH50 Alum 
148 Ohm 1% 3w, WW Resistor ................ 
148 Ohm 1% lw 20ppm WW Res 
149 Ohm 1w 1% RBR52L WW Res 
150 Ohm 20W, Brown Devil Res 
150 ohm .02% .35 wi WW Res. .... 
150 Ohm, 75w, Adj WW Resistor 
.. 150 Ohm 40 watt 5% w/Bracket .... 
150 Ohm 160W, adj Wire Wound 
150 Ohm 5% 5w WW Resistor 
150 Ohm 5% 115w Adjustable 

150 Ohm 20w 5% W. Wound Res. .. 
150 Ohm 5% Sw WW Resistor 
150 ohm,CP5 Swt Squ. Sand Res 
150 Ohm 5% 3w CW2B W Wnd Res 
150 Ohm, 10w, Adjustable WW ..osccccssesseesnen 3.50 
150 Ohm 115w, Adj WW Restr 
150 Ohm, 10w, WW Resistor 


Info/Tech./Intnl: 402-346-4750 - 


Resistors: 115 - 250 Ohm 


PART NU} — 


IWEC9006- 91 


150 ... 


RWE-SX176N 
RWF-VAL7-150 


os 


RWE-VK200-WA1 50 ......... 150 ohm 200w, Adj 


RWF-WL150-10 


RWF-1102-143-6 


RWF-RS2A-152 . 


RWF-RW70U-158 .... 


RWF-HL12-160 . 


RWF-NRW13-160.... 


RWF-Q71254-49 
RWE-RS2A-160 . 
RWE-RSE-2-160 
RWF-RW21-160 
RWF-RW29-160 
RWF-RW31-160 
RWF-RW33-160 
RWE-RW36-160 
RWF-RW56V161 


RWF-RBR52L1 62 


RWF-RWR84S-169 ........ 
RWE-RS2A-170. ....roceceee 
RWE-RWR74-170 


seeees 


Ohm WW Re 
150 Ohm Alum. RH1O, 1Owatt, 1% 


~~. 150 Ohm Alum. RH10, 1Owatt, 1%... 


seen 


se neeearneneens. 


Seneeeseeneons: 


soveguensonenee 


RWF-WW170-4-3 0... sss 


RWE-RB17(E174 


RWF-HLM-10-180 


RWF-RH10-180. 
RWE-RS2A-180 . 
RWF-RS2C-180 . 
RWF-RW31-180 


RWF-RW37-180 .. 
RWF-RW67-180 ... 


RWF-RW69-180 


RWF-RWR29-180 


RWF-RBI7(E182 


| RWF-RBR5S6LI85R1 
RWF-RWR84S-187 
RWF-RWR89N-187 


RWF-RS2A-190 . 


RWF-RWR80S-191 
RWF-RW70U-195.1 .......... 195.1 Ohm .1% Iw 20ppm WW Res ... 


RWF-RH25-196 .......secssese 


RWF-25F200 


RWF-26026022-02 .. 
RWE-2AWFV239T 


| RWF-HLA225-200 
| RWF-K47572-200 


RWF-KOOL10-20 
RWE-KOOL5-200 


0 


ve 156 ohm 
158 Ohm 1% 1W 20ppm WW... 


. 169 Ohm 1%, Sw,RWR84S WW Res 


~..180 Ohm 3w 5% Wire W Resistor 


.. 200 ohm, 25w 5% WW Resistor .... 
.. 200 ohm, 20w 3% WW Resistor .... 


150 Ohm RH10 Sw 1% Alum B 
50 ohm 1% RH25 Aluminum 


150 Ohm 10% 7w Wire Wnd Res 
j. WW Restr 

150 Ohm, 10w, Wire Wound...... 
152 Ohm 1% .25w Daven Precis... 
152 Ohm 1% 3w, WW Resistor 
154 0hm 1% Iw 20ppm WW Res ... 
154.28 Ohm .1% 3w WW RS2B Res .... 
155 Ohm 25w 1% RH25 Alum Bdy ... 
250w 1% Alum. Res. ... 


freee eeeeereereereres be: 


eee aeeweneeneenes 


wee 160 Ohm 5% 12 watt Power Res ..cessssssscosssssscscceeese 1.25 
.... 160 Ohm 50w 5% WW Tubular Res 4.95 
.. 160 ohm 1% 1Ow, WW Resistor ......cscsscsssccsssseeeue 1.75 


162 Ohm RBR52L .1% .5w then 
162 Ohm, 30w Alum. Body Res. ......... 
162 Ohm 3% 3w WW Resistor 
162 Ohm 1%, lw WW Resistor ... 
162 Ohm 1% Sw 20ppm Non- Induc 
169 Ohm 1% lw 20ppm WW Res ... 


170 0hm 1% 3W, WW Resistor 
170 Ohm .1%, Sw, RWR74 WW Res .... 
170 Ohm, 4w, 3% Wire Wound 
174 0hm 1% .5w, Daven Prec. ......... 
174 Ohm 1% lw W81S WW Res 
175 Ohm RH10 10watt, 1% Res 
175 Ohm 3% 3w WW Resistor 
178 ohm 5% 5w WW Res axial 
178 Ohm 1% Iw, Wire Wnd Res 
178 Ohm 1% Iw 20ppm WW Res 
178 Ohm 1%, 3w 20ppm WW Res 
180 Ohm, 10, WW Resistor 


180 Ohm RH10 10w 1% Alum Body 
180 Ohm 1% 3w, WW Resistor ............c..0.-- 
180 Ohm 3% 3w RS2C WW Res. . 
180 Ohm 14w Wire Wound Res . 


180 Ohm 1%, 11W Wire Wound 


182 Ohm 25w 1% RH25 Aluminum ................... 4.50 
182 Ohm 1%, Sw,RWR84S WW Res 
184 Ohm .1% .75w 20ppm Precis 
185 Ohm 1% Radial Precision 
185.1 Ohm 1% .25w RBRS6L 
187 Ohm 1%, Sw,RWR84S WW Res ... 
187 Ohm 1% 3w 20ppm WW Res 
190 Ohm 1% 3w, WW Resistor 
191 Ohm 1% 2w RWR8OS WW Res 


196 Ohm 20w 1% RH25 Alum Body .... 
196 Ohm 3% 3w WW Resistor 
196 Ohm 1% IW 20ppm WW... 
200 ohm, .Sw .1% Fluke, Gold 


200 Ohm, 25w 5% Taps, CtrBolt 
200 ohm 5w 1% Wire Wnd Res 


200 Ohm 25 watt 1% WW Resistr 
200 Ohm 15w, Center Tapped 
200 Ohm Iw 1% Dale WW Resis’r 
200 ohm 5% 5w 200ppm WW Res 
200 Ohm 5% 10 watt Power Res 
200 ohm 100w, Adj. WW Restr 
200 ohm 225w, Adj. WW Restr 
200 ohm 5% 2w WW basi 


ORDERS: 800-244-4567 Fax: 40: 


eens 


Sreeneesereener, 


200 Ohm 5%" 20ppm WW Res . 
200 Ohm .5%, Sw 20ppm WW Res ... 
200 Ohm 1% Iw 20ppm WW Res ... 


RWF-RWR74S-200 . 
RWF-RWR74S-200D 
RWF-RWR81S-200 


RWF-RX36V20-200 200 Ohm, ad Adj WW Restr . 

RWE-T1A70-200 o..ccccsessse 5% Iw, Wire Wnd Res 

RWF-W200WL90W1 ......... 

RWF-WL200-10 

RWF-WL200-200 ............. 200 Ohm, 200W — Wire Wound ..........sssccssssssssssees 

RWF-WWP-225-200 ......... 200 Ohm 1% Radial Precision BES 

RWF-HAO4H2010F............. 201 Ohm 1/8w 1% 20ppm WW 

RWF-RWR71S-205 ........... 205 Ohm 1%, 2w,RWR71S WW Res .. 

RWF-WB1S205 o....csscsen or 1% Iw WBIS WWRes .......... 

RWF-107A-209.64 ........... ce 

RWE-125767 .nescscccsccceeeeee 210 ofr .5% .25w Spool Prec .......csscccccesee 

RWF-RB15E210 ............... 210 Ohm .5% .5w, Bobbin Type ......... 

RWF-RS2-210 ........ 

RWF-RWR78S-210 210 Ohm 1% 10w WW Res 20ppm ‘ 

RWF-SATW-210.3 ...scss.s 210.3 ohm .05% Bitte es 

RWF-RCL-213 ........ fas 

RWF-RH5-215... 

RWF-RS2-215 ... 

RWF-WL215-2 0-0... 

RWE-102P-220 .. 

RWF-BWI-2-220 

RWF-CW2C-1-220 220 Ohm 2w Wire Wound Res ....... 

RWF-G5C-220 «nn. .ansseseseese 220 Ohm 3w 3% WW Resistor ..........cscssssssssrsssee 

RWF-HL1 20-220 220, 113wt 5% Power Resistor ......... 

RWE-N1135933 w- 220 ohm 5% 10w WW Non-Induct...... 

RWF-PW5-220 ........ .» 220 Ohm 10% 5w Square WW Res .... 

RWE-RS1A-220 ....... 220 Ohm 5% Iw, Wire Wnd Res ........ 

RWF-RS2C-220 ....... 220 Ohm 5% 3w WW Resistor ... 

RWF-RS5-220 .......sseseseesee 220 Ohm 1%, 5w, WW Resistor-.... 

RWF-RW15V221-29 ......... 220 Ohm, 29, 5% Clip In Res ...... 

RWF-RW33-220 220 Ohm 26w Wire Wound Res ..... 

RWF-RW35-220 wee 220 Ohm, 55w WW Resistor .....ccssssree 

RWE-RW55V221 we 220 Ohm 1% 10w RW55 WW Resis.... 

RWF-RW67-220 220 Ohm 5%, Sw RW67 WW Resis..... 

RWF-RW69-220 ..0.....0se..- 220 Ohm 3w 5% Wire W Resistor ...sssssssscscssessssssessee « 

RWE-TM1-220 ....sesececeeeese 220 Ohm 1%,, lw, WW Resistor ........cssssscscseccssnneee 

RWF-TM1-550 .......sssssseee-- 220 Ohm 1%, Iw, WW Resistor.......... 

RWF-REG5G221 ooo cessssssssne 221 Ohm Alum, RHIO, 1Owatt,1% . 

RWF-RS1/2-221 ..... ve 221 Ohm 1% .5w RS-1/2 WW... 

RWF-RW29-221 ...... a 221 ohm 10w WW Resistor........ 

RWF-RWR81S-221 221 Ohm 1% Tw 20ppm WW ReS .ecsessssssesessssssee 

RWF-RS14U225-.4 ........... 225 Ohm 1%,.4w, WW Resistor ......cscscccessssssssessessees 

RWF-WL225-10W ............ 225 Ohm, 10, 5% Wire Wound .........-....... 

RWF-WL225-5W nn. scssoneee 225 Ohm, Sw, 5% Wire Wound .........cscsscsecssseseseene 90 

RWF-RWRB9S-226 ..........- 226 Ohm 1% 3w WW Resistor ......... : 

RWF-W81S226 ......ecesseece 226 Ohm 1% Iw W81S WW Res..... : 

RWF-E2S7-230 .2.....ssssse 230 Ohm 280watt Adjustable ............ ! 

RWF-RER75F232 .........00++- 232 ohm 1% 50w Dale RH50 Alum ......... ; 

RWF-W80S232 .......-..2..--- 232 Ohm 1% 2w 20ppm WW Res ......... 4 

RWF-RBR56L234R6 ......... 234.6 Ohm 1% .25w RBRSGL ...........nn Le 

RWE-RCL4067 ......acsccsonene 237 Ohm .1% .25w Rad’! WW Res .......... = 

RWF-RWR81S-237 nee 237 Ohm 1% Iw 20ppm WW Res ......... : 

RWF-RWR89S-237 ........... 237 Ohm 1% 3w WW Resistor .......ess00- 3 

RWF-HL100-240 .............. 240 Ohm, 100 Watt 5% HL100 WW......... ; 

RWEF-HLW20-240 ...eceeceeee 240 Ohm 20w 5% Radial WW Res........... : 

RWE-RW14-240 on. eccccsee 240 Ohm 58w WW Clip In Res .......... : 

RWF-RW22-240 ...... 240 Ohm 53w 5% Flat WW Res. .. 3 

RWF-RW69-240 ................ 240 Ohm 3w 5% Wire W Resistor 1. 

RWF-RX32V241 .. ve 240 Ohm 17w, Adjustable WW ..........ccccssee , 

RWF-WL240-10W 240 Ohm, 10w, 2% Wire Wound ................. y 

RWF-4001-143-48 ........... 242.56 Ohm Special Ra 2 ee ; 

RWE-RH5-249 na ccscscccceee 249 Ohm 5w 1% RH5 Alum Body ...... 00 

RWF-RWR89S-249 ........... 249 Ohm 1%, 3w 20ppm WW Res ..... : 

RWF-W81S249 onnn.n-scsee 249 Ohm 1% Iw W81S WW Res... : 

RWF-60076 ....sesssssscccsssone 250 Ohm Radial 25 Watt 5% ........scccccssssssssesesesee 4.00 

RWF-B250WL-7943 ......... 250 Ohm 50w Adjustable WW Res .. ; 

RWF-CP20-250 250 ohm, 20wt Squ. Sand Res...... i 
-HL15- 250 Ohm, 14w, 5% WW Resistor .... : 
-HL25- ... 250 Ohm, 25w 5% WW Resistor .................. 4.00 
-HL26- 250 Ohm, Zw, 5% WW Resistor .....cssssssssssssessensssees 2.45 
. 250 ohm 10w Koolohm Wire Whd ...... . 5.00 
. 250 ohm 5w Koolohm Wire Wo ........ . 2.50 
-PW5- 250 Ohm 5w Square Sand WW ReS ..esccscscssssssveeeeseere 75 

RWF-RBOBCE250 ............. 250 Ohm .25w .1% Daven Precin ........ .. 2.00 — 

RWE-RCL-250 on aecesecessseee i : 


Bsistors: 250 - 510 Ohm 


See eeneenenenereneereneesen: 


sreveeseceesenees AIV VITTE 1/0, LW VVYE ROOISIUL cscceceseeee 


aeeeeeenenenee 


ese 


ra enerees 


renner 


rau ates 332 Ohm 1% lw WIS WWRes ................. 1.50 

= S10: 340 Ohm, .1w, .1% WW Resist ..........ccsssssseescceesese 6.00 

iui ; -2289- 345 Ohm, .1w, .1% T5ppm WW Re .....cosssscssseeseeee 3.00 

a ~ 8 Ohm .25w 1% 20p WW EROS .ecsessssccecensnsons 3.00 

— 348 Ohm Sw 1% RHS Alum Body ....sccscccssnccecsnee 3.00 

ees Se B 348 Ohm 1%, Tw WW Resistor ......cscsoossscssersecees 1.50 
swe 270 Ohm 10%, 3w Ohmite WW Ses fe 60 50 | RWF-RWR80S-348 348 Ohm 1% 2w RWR8OS WW Res ............... 1.75 

oe 270 Ohm 10% 2w Square WW Res 45 | RWF-RWRB9S-348 ........... 348 Ohim .1%, 3w WWReStt. ....cccsosscccccsssssseeeeeeeee 1.75 

270 Ohm 5% 3w Square WW Res .....ccsssecsssessssssees 50 | RWF-1523-350 ................ 350 Ohm Zw 5% Ohmite #1523 ec cccnencmn 95 

270 Ohm 1% 2w WW Resistor ..csccssssseccsnscesesee V.75 | RWE-SES2U 7 csscessecosseee Dual 350/50 Ohm 50wt Special ............ .. 550.00 
RWF-CA063066E ............. 350 Ohm SOW 10% Clip tm Res ......c.ssccssssoccesecceres 8.00 

sevvessrscees 2E0 Ohm 14w 5% WW Resistor .......cesooooee : RWE-(P20-350 ..esereseee 350 ohm, 2Owt Squ. Sand Res ....cscccoocscccssnceeeeene 4.00 
ake ht oe i RWF-CW2C-1-350 ............ 350 Ohm 2w Wire Wound Res 5%........... Beep Bt) 
Jam noretsh f RWE-HLT 5-350 ....esssesoss0e 390 Ohm, 14w, 5% WW Resistor-........... eS 
sesscsssveeeeee 220 Ohm 5%, 5w RW67 WW Resis ..... 4 RWF-HL55-18N ................ 390 Ohm, 55w, 5% Tubular Res............ wees 10.00 
65 | RWE-KOOLIO-350........... 350 ohm 10w Koolohm Wire Wnd .- 5.00 

1.75 | RWF-KOOLS-350 350 ohm 5w Koolohm Wire Wnd 2.50 

ce 4.00 | RWF-PW5-350 ... .. 350 Ohm 10% Sw Square WW Res 65 

. 2.95 | RWF- RBI6CE350 .. 350 Ohm .1% .33w Shallx Prec. .. 2.25 

-eempoae ose , RWF-RB16CE3508 ........... 350 Ohm .01% .33w Shallx Prec ...... .. 4.00 


pats : RWF-RBR54L350 .............350 Ohm 1% .Sw RBRS4L WW Rs........ vee 2.00 
ees : RWF-2289-356 ................ 356 Ohm, .]w, .1% 1Sppm WW Re........ Sc 350 
SOE 7.00 | RWF-AGS-5-7-357 ...........357 Ohm, 5w, 1% axial WW Res. ...... oo 300 
ee ~ 6.00 | RWF-RER6OF3S7.......... 357 Ohm 1%, 5w Dale RH5 Type........... .. 2.50 


sesesceessesesesee 280 Ohm 1% 3w WW Resistor ............000000» : RWE-RWRB2S-357 ........ 357 Ohm 1% 1.5w RWR82S 20ppm....... Sis 
Lae 280 Ohm, 55w WW Resistor .............ccscsssesse H RWF-RWR89S-357 ...........357 Ohm 1%, 3w 20ppm WW Res ........ 25 
Roper 280 Ohm 3w 5% Wire WReSiStOF scenes. .69. | RWF-HL24-360 .............. 360 Ohm 30w 5% Flat WW Resitr ..... ... 5.00 
... 280 Ohm 1%, 5w 20ppm WW Res ......... ween 1.50 | RWE-RSTA-360 .......2..2..... 360 Ohm 3% Iw, RS-1TA WW ReS ...csseseesesssssesesseseee 1.00 

ook. 280 Ohm 1% 3w 20ppm WW Res .......... : RWF-RW39V361 .............. 360 Ohm, 240w 5% WW Resistor... sees 18.00 
ee 985.8 Ohm .1% .33w RBRSSL............ weve 2.00 | RWF-RW47V361 ..............360 Ohm, 210w WW Resistor ............... vee 15.00 


287 Ohm RH10 10w 1% Alum Body .......sssssscessees 5.00 | RWF-RH25-375 .............0- 375 Ohm 25w 1% RH25 Aluminum .......ssosscosseeee 5.00 
287 Ohm 3% Sw WW Resistor ......ssossssesssseeerees 85 | RWF-RWR84S-383 ........... 383 Ohm 1%, 7w,RWR84S WW Res ...... me 99 
287 Ohm 1% Tw 20ppm WW Res .....s.essseceeeeeeeee 1.25 | RWF-RB5S6CE390 ............ 390 Ohm .1% .Sw RBS56CE WW .......... .. 2.00 


—— 292.6 Ohm V5pprn 1% TW WW ER .scssssssesseeeneee 1.25 | RWE-REG5G390 .............. 390 Ohm Alum. RH10,10watt,1% .... ee 10 
ort 294 Ohm 1% 2w RWR8OS WW Res ......... wen 1.65 | RWE-RH100-390............... 390 Ohm 1%, 75w, Alum Resist ........ seer 12,00 
OO 295 Ohm .1% .33w Shall WW Res............ veoeee 2.00 | RWE-RSTA-390 .....receoeeee 390 Ohm 3% Tw, RS-1A WW Res ..... ceo VOU 
- 300 Ohim.5%, Sw, WW Resistor ........ssssseseeessseseees 2.95 | RWF-RS2C-390 .........s.00 390 Ohm 1% RS2C WW Resistor .....ssceseesssssssessee 1.50 

SS 300 Ohm 1Ow 1% Thrd Terminals ......csssseeseeseeene 1.90 | RWF-RW12-390 .........ce 390 Ohm, 125W, Clip In Res........ 9-75 
a 300 Ohm 100w 5% W Wound Res. .......... woes B00 | RWF-RW36-390 ............... 390 Ohm, 78w, Wire Wound R.......... 7.00 
300. Ss 300 Ohm, Tw 5% WW Resistor .....ssssecsseesesernt 50 | RWF-RW38-390 esseoee 390 Ohi, 159w RW3BV391 Res. ....eeescsorsesesesene 9.75 


eens 300 Ohm, Sw WW Resistor ............:.0. eee 1.75 | RWF-RW47N391 .............. 390 Ohm, 210w WW Resistor .......... see. 18.00 

aoe 300 Ohm, 50w, Flat Adjustable ............ vee 6.00 | RWF-RW67-390 ...............390 Ohm 5%, Sw RW67 WW Resis ... eo ASD 

setae 300 Ohm 3w 3% RCL WW Resistor ........... vee 90 | RWF-RW69-390 ............... 390 Ohm 3w 5% Wire W Resistor ..... pa Bh 

Jabeane 300 Ohm 75w, Adj WW Rest .......s+..0000 ve 12.00 | RWF-505R-390.3 ............. 390.3 Ohm .01% .5w WW Res........... e675 

eerie: 300 Ohm 5% 200w Clip In Res. ........ w. 18.00 | RWF-RBR71L390.4 .......... 390.4 Ohm 1% .25W RBR71L WW... .... 3.00 

IWE-F1 18-300 ................ 300 Ohm 10w 5% Ohmite F118 onn.csssssssssssssssssee 1.50 | RWF-RW69-391 ...............391 Ohm 3w 1% Wire W Resistor ..... 150 
HWE-FR25-300 ..scsnsssee 300 Ohm, 25w, WW Resistor ............. 5 RWF-GL3X-392 ....nsccsonves 392 Ohm 1% 2.25w Rad. WW Res ... vw» 2.00 
\WE-HLM-20-300 300 Ohm, 20w 5% WW Flat Res. .. . 4.00 | RWF-RE70G392 ............... 392 Ohm Alum. RH25, 25 watt, 1% ........ccscssesssscessseee 400 


300 ohm 10w Koolohm Wire Wnd 5.00 | RWE-RER7OF392 .............. 392 Ohm 1% 20w Dale RH25 Alum .........sssssscsessesee 5.50 


. - 300 ohm 7w 5% Koolohm WW .. . 2.95 | RWF-RW70U-392..... 920hm 1% IW 30ppm WW.......... 2.00 
WF-RB18(E300 300 Ohm .1% .75w, Daven Prec. .. 15.00 | RWF-RWR8ON-392...........392 Ohm 1% 2w RWRBON WW Res 25 
F-RW13-300 .....sscsesee 300 Ohm, 72w, ww Clip In Res ... 4.25 | RWE-RWR89S-392 ...........392 Ohm 1%, 3w 20ppm WW Res 1.25 

(WE-RW22-300 ......sesecsees 300 Ohm 53w 5% Flat WW hee 6.00 | RWF-1200S-400 .............. 400 ohm 3% 2.5 watt WW Res. . 95 
ae 300 ohm 5% 12w WW Resistor ............. : RWF-2A2 11 esocsseseseeeseee 400 Ohm 25w 5% Wire Wound Res ... sear 2.65 


~~ 300 Ohm 25w, Tap @ 100ohm WW ....... wee 4.75 | RWF-BD-400-20W ...........400 Ohm , 20w Wire Wound Res. ..... ... 4.00 
trttroameh 300 Ohm 2% Iw Old Cloth Res .........sscssssssseessssee 5.00 | RWF-CA063067E ............. 400 Ohm SOW 10% Clip lit Rest SR 8.00 
dosh 300 ohm 25w, Adj. WW Restr ........... severe 5.00 | RWF-CP5-400 ....-sscseneeeee 400 ohm,CP5 5wt Squ. Sond Res ...... NOE TS 
Bees 300 Ohm, 60w, Wire Wound............. ne 3.95 | RWF-D211TV-400 ....... 400 Ohm 175w, Wire Wound Res ..... cue 199 
300 Ohm, 25w, 10% Wire Wound ........ssossscccsesesees 2.50 | RWEF-HL65-400 0.0... 400 Ohm, 50w, 5% Tubular Res ............scsesssseseeeeee 4.50 
300 Ohm 25w 10% Radial Cerin ......ssssssssceeccnsee 1.50 | RWF-HP430B-26B............ 400 ohm’ 2w 10% HP Spelt Res 8.00 


300 Ohm 5w, 10% Wire Wound ........ vee 1.25 | RWE-PW20-400 ...........00 400 Ohm 20w Square WW Resis’r ........sssscccsseceeeeeee 3.00 
300 Ohm, 50w Wire Lead W Wd .........ssssscscesessee 4.00 | RWF-RB56CE400 .............. 400 Ohm .1% .Sw RBS6CE WW .....sccosscscssssseeeees 2.00 
WF- 300 Ohm 10% 200w Clip In Res ........ wees 15.00 | RWF-RH50-400 sesso 400 ohm, 50w Alum. Body Res. .......s.ssssssssusseeeeen 6.00 
WF-RH25-301 svoos BOT Ohm 25w 19% RH25 Aluminum .........scccccssessee 5.00 | RWF-RS1B-400 ............. 400 Ohm 1% 1w RS-1B WW Res ....-.sssocsceessssesees 2.00 


'WF-RH250-301 .............. 301 ohm 250w 1% Alum. Res .......... we 30,00 | RWF-RS2B-400 ................ 400 Ohm .19 Sw RS-2B WW Res .....cccsssesccsessssseeee 1.75 
'WF-RS5-301 ... 301 Ohm 1%, Sw, WW Resistor .........ccccsccscssssesssesee 1.10 | RWEF-RS5-400 ........... 400 Ohm 3%, Sw, WW Resistor ...........c.ccsscsessescccceee 1.00 
\WF-RWR89S-301 301 Ohm 1% 3w WW Resistor ......... vee 1.25 | RWF-RW69-400 ............... 400 Ohm 3w 1% Wire W Resistor .o.ccccccssoscsen 1.50 
(WF-W81S301 ..............+. 301 Ohm 1% Tw W81S WW Res .........cccsssssecsssnee 1.50 | RWF-S883206 ................. 400 Ohm 420w 10% 2” x 12” Wire W Resistor .... 65.00 


es 304.5 Ohm .1% WW Resist.............. ve 10.00 | RWF-WL400-10 ...............400 Ohm, 10w, Wire Wound ...........ccccccccsssssssseeee 1.75 
WF-9121 13-307 306.5 Ohm .1% .1w 15pm WW Re .....sessssssseossosseee 6.00 | RWF-WL400-20 ............... 400 Ohm, 20w, Wire Wound ............ccssssssosssssese 2.50 
WF-RS14-309 309 Ohm 1% .4w, 20ppm WW Res .........cecseevesene 50 | RWF-WL400-200 ............. 400 Ohm, 200w Wire Wound .......-..ccsssssessssesee 18.00 
WF-1550S-310 310 Ohm Sw 3% Sage Resistor ........essscccssssseesnee 1.00 | RWF-ERYIS402R20........... 402 Ohm .125w .1% VOppm WW nnn..cccssccccccscsee 20.00 
WF-HL10-310 310 Ohm 5% 10 watt Power Res .......ccccssssssssssssssse 85 | RWF-RW70U-402............. 402 Ohm 1% IW 30ppm WW... cccceeeeee 1.25 
WF-HL1 5-310 310 Ohm, 14w, 5% WW Resistor......... veces 3.00" | RWF-RWR80S-402 ........... 402 Ohm 1% 2w RWRBOS WW Res .........sssscecccsccoee 1.45 
WF-RS2C-310 310 Ohm 3% 2.5w RS2C WW RES ..naecececsssssssesvsso0e 95 | RWF-RWR89S-402 ........... 402 Ohm .15%, 2w, WW Restr .......cccccssssssssseesecceceen 1.50 
WE-RS5-310 ....cssssssonseee 310 Ohm 1%, Sw, WW Resistor ........s.cssssssesesssosenee 1.10 | RWF-D163158B............... 410 Ohm 1% .5w Radial Leads .......cssvssorsssssecseseeeec 1.00 
WF-RW33-310 000... 310 Ohm 18w Wire Woumd Res ...........sccsssessosessosee 2.00 — RWF-RS2(-410 ................ 410 Ohm 1% RS2C WW Resistor ...........ccccccsecseeeesee 1.50 


| RWE-HR42-721 .. 


sera Sarp LU aealee: com eernail: Shinn eH e@aivplussaies! com _- Fax: 402-346-2939 247 


PART NUMBER DESCRIPTION 


pave 2w WW Resistor. 

RWF-RWR825-422 ...........422 Ohm 1% 1.5w RWR82S 20ppm 50. 

RWF-RHO-424.17 ............ a 17 Ohm .05% .5 Watt Prec. ..sssossssessssssseesee 8.00 

RWF-RS2B-425 ...............- 425 Ohm 1% 3w RS-2B WW Res... 
.... 428 Ohm .1% .1w WW Res Axial .......... 


sete nenneneee 


RWF-RW69-430 ee: 430 Ohm 3w 1% Wire W Resistor .... 
RWF-RBR52L432R ........... 432 Ohm .1% Iw RBR5QL ............. 
RWF-RWR8O0S-435 ...........435 Ohm .1% 2w RWR8OS WW Res 
RWF-W81S442 ow 442 Ohm 1% lw W81S WW Res ....... 
RWF-1-3/4A-450.............450 ohm 5% 12w WW Resistor ..... 


RWF-1200S-450 450 ohm 3% 2.5 watt WW Res. ..... 
RWF-BX172-450 ....450 Ohm 5% .5w Shallcross .......... 
RWE-EL2-450 .......ssssssssee 450 Ohm 2w 3% Wire W Resistor .... 
RWF-RBR521450 ........... . 450 Ohm Iw 1% RBR52L WW Res .. 
Dahl RSTA- vee feiss 450 Ohm 1%, lw, WW Resistor............ 


450 Ohm 5%, Sw RW67 WW Resis . 
.... 450 Ohm, 10w 5% Wire Wound....... 
450 Ohm, 5w 5% Wire Wound......... 
455 Ohm .5% Iw 20ppm WW Res 
460 Ohm 1% RS2C WW Resistor ......... 
.-- 463.500 Ohm .1% 15ppm .}wt WW .... 
... 464 Ohm 2w 3% Wire W Resistor ........ 
vw. 464 ohm 1% 2w WW Non-Inductiy ...... 
vee 464 Ohm 3% RS2C WW Resistor .....scovvscsecsscsecsssosens 1.25 
464 Ohm 1% IW 20ppm WW oun ccccccccsessssssee 1.45 
470 Ohm 2w Wire Wound Res 5% 
470 Ohm 2% 10w WW Resistor 
470 Ohm 17wt 1% Tubular Res. ......ccssssssossssessosss00 3.00 
470 Ohm, 25w 10% WW Resistor .......c.sssssssssssssss0 4.00 
470 Ohm 15w 5% Square Resis’y .......ssssssssesecsseeseeee 1.45 
470 Ohm .1% 1.25w 20ppm WW ......cccccssssssseceee 4.00 
RWE-RFH3-470 ................ 470 Ohm 2w 5% Wire Wound Res ............svsevevsessesee 60 
RWE-RW21-470 . wee 470 Ohm 31w 5% Flat WW Res. .....cssssessecscsssseseoee 7.00 
RWF-RW67-470 470 Ohm 5%, Sw RW67 WW Reis .....ssssssssessossssess0ss 19 


RWF-WL470-7 ... 470 Ohm, 7w 5% Wire Wound... 85 
RWF-RBR53L475 475 0hm 1% .66w RBR53L .. 1.00 
RWF-RE65G475 ............--: 475 Ohm Alum. RH10,1Owatt, 1% ......cccscsssssssssseseee 3.50 


RWF-14-201-941 ............. 476 ohm, 1OOw 7 Taps W Wh ..........ssscccssseosoe 68.00 
RWE-RS2C-480 ....ccscsosseese 480 Ohm 19% RS2C WW Resistor ..........cssscossseosssssse 1.50 
RWF-RWR89S-481 ........... 48] Ohm .19%, 3w WW Rete, ......cccsccscscsssossosssssssee 175 
RWF-RWR81S-487 ........... 487 Ohm 19% Tw 20ppm WW Res .........oosss0s00000000 1.25 
RWE-2567 A onan ccsnccccnsestene 490.9 Ohm .1% 1/2w WW Kelvin .........ssssssseeeeeeeone 1.95 
RWF-2289-496 .... 496 Ohm, .1w, 1% 15ppm WW Re ............... 5.00 
RWF-RE756499 ..... 499 Ohm Alum. RH50,30watt,19% .....ccssssssssssesossssoe 7.00 
RWF-RER60F499 499 Ohm 1%, 5w Dale RH5 Type ........sccsecssssvernsee 5.00 
RWE-RS1/4-499 cscs 499 Ohm 1% .25w RS-1/4 WW nn cecccccsecseessesssoe 1.00 
RWF-RWR785-499 ........... 499 Ohm 1% Ow WW Res 20ppm .....csosvvsssvsses0000 2.50 
RWF-900532-1 .......e...0e-- 499.85 Ohm .03% .1w 1Oppm WW ........csssssssssssse 1.50 
RWF-0776-500 .......csossesss 500 Ohm, 75w, Ohmite 0776 ........ccsvvvvcssessseeesessesee 5.00 
RWF-100J-500 «0.0.0.0... 500 Ohm 100w 5%, WW ReSist. ....-..oe.s-coveesccsoveese 10.00 
RWF-12-80-500 ............... 500 Ohm, 60w, ww Resistor ......s.-cnee-0» vane 9.00 
RWE-12AB-500 .o....ssssessess 500 Ohm, 50w, WW Resistor ......sssscossscsscscsssoneees 3.95 
RWE-1361-500 ...2....e...00es 500 Ohm 200w Adj. WW Resistor ............. ... 18.00 
RWE-TA-500 .......e.ccsseeovees 500 Ohm 1% 3w WW Resistor ............ssecssssssessssees 1.45 
RWF-283A412 ......csssseceees 500 Ohm 30w Wire Wound Res ......... e104 50 
RWF-3-1/2E-500 ............. 500 Ohm 5OW, Tubular/Cir Bolt ......... ve 5.00 
RWF-30S500 .......-cseecsvees 500 Ohm 3% 30w WW Resistor ..........scsesecesssssseseee 1.35 
RWE-335474 ....cecsccsesssveee 500 Ohm 10W, adj Wire Wound..... wae 4.00 
RWF-40-192-5000........... 500 Ohm 500w Wire Wnd Resis......... ... 85.00 
RWF-800A1 3F05 ............. 500 Ohm 25w 10% adjustable ..............ssssssscssssssssee 8.00 
RWF-AS10-500 ...........00--. 500 Ohm 2% 1Ow Sim To RWR78S .........c.csssececs0see 1.25 


RWF-B500-500 ...........-.. 500 Ohm, 60w, WW Resistor ........... se 3.95 
RWF-CA063227E ............. 500 Ohm SOW 10% Clip In Res....... 
RWF-CP10-500 «0.000... 500 ohm 1Owt 5% Squ. Sond Res ........ccsssesssssnseseee 175 
RWF-CW5-5-500 oon. eccssseee 500 ohm 5w 5% Wire Wound Res. ..............s.scsssesss0e 75 
RWF-D50K-500 ................ 500 Ohm 50w, Adjustable WW ....... wu. 9.00 
RWF-HL1 1-500 ........2...0--- 500 Ohm 5% 11 watt Power Res ..........scscsssessseeeessee 85 


RWF-HL1 20-500 .............. 500, 113wt 5% Power Resistor ...... ee 9.99 
RWF-HL15-500 . 500 Ohm, 14w, 5% WW Resistor ..............cssscccssssees 3.00 
RWF-HL60-500 ...... 500 Ohm, 55w, 5% Tubular Res ...........csovsossocscseeee 4.50 
RWF-IRC500-65SL............ 500 ohm ‘65w IRC 4-1/2 WW Adj... . 8.50 


RWF-KOOL10-500............ 500 ohm 10w Koolohm Wire Wnd . 5.00 
RWF-MEN5O0-10W .......... 500 ohm 1%, 10w, WW Resistor ......... . 4.00 
RWF-NTA13AB500........... 500 Ohm 5% 8 watt Power RES cccscscensemusn 2.25 
RWF-PW10-500 ............... 500 Ohm 10% 1Ow Square WW Res ........cssssssssssonee 1.50 
RWF-PW5-500 os sessone 500 Ohm 10% Sw Square WW Res ........ssscccsccscssee 65 
RWF-RB71CE-500 ............ 500 Ohm .05% .2w RB71 WW Res .....ccssssssssecsecssosen 8.00 
RWF-REO025-3500 .......... 500 Ohm, 110 Watt 220 1/4"S ......ccccsscsssssssssssssee 9.00 
RWEF-RH5-500 .....2.....--.--- 500 Ohm 5w 3% RH5 Alum Body ...........cssssssssssss0 2.50 
RWF-RH5-500-1 .............. 500 Ohm 5w 1% RH5 Alum Body ..............ssosscssee. 3.00 
RWF-RS2(-500 .....encsecesee 500 Ohm 1% RS2C WW Resistor ..........s..ccosevsessseee 1.20 
RWE-RSE-2-500 ....ceseeossses 500 Ohm 1%, 2w, WW Resistor .........-....c.-ccssesssssess 1.50 
RWF-RW21-500 ...........2..- 500 Ohm 31w 5% Flat WW Res. .......svsvvccscssessseseee 2.95 
RWF-RW22-500 .............- 500 Ohm 37w 5% Flat WW Res. ............ccccsssssssseees 3.70 
RWF-RWR78-50010 ......... 500 Ohm 1%, 1Ow, RWR7B-TOWT .......cccccccccceeee 4.00 
RWE-RX38-500 ............... 500 Ohm, 159w Adjusthl 400ppm .............sssssss0ee 15.00 
RWF-VK1QONA-500.......... 500 ohm 100w Adj. WW Resistor ................ eens 11.00 
RWF-WL393-500 500 Ohm, 2w, 1% Wire Wound ..........:.ccccsssssssssees 1.00 
RWF-WL500-10 ..... 500 Ohm, 10w 5% Wire Wound ...........:-cccssse-- 2.00 
RWF-WL500-25 ..... 500 Ohm 25w, Fixed WW Resist. ..........ccssscscccesssseee 4.00 
RWF-WL500-25W .. 500 Ohm 25w, Adjustable WW on... 6.00 
RWF-WL500-5 ....secscceons 500 Ohm, Sw 5% Wire Wound ........ccccccccccceces 1.25 


RWF-RBR54L505 ...........- 503 Ohm 1% .5w 1Oppm RBRS4L oo essssssssecnseee 1.50 
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Resistors: 510 - 1,082 Ohm mii Ot - OCS aiamm 


RWF-15505-510 ........... 50th 5 5S te oe 
RWF-270N-12D510 ‘10 On T2watt 5% Wid Res oo 


= : 3 95 | RWERS2.667 
RWF-HLM-20-510 510 Ohm, 20w 5% WW Flat Res... RWF-RS2C-670 ....... 670 Ohm 3% RS2C WW Resistor ...... 
RWF-IHJ-510 510 Ohm, 12w Mallory 50 | RWF-SP12WO11319......679.73 ohm .03% .Iw 1 
: e é 150 RWE=T11B2 sree, 0 Ohm .5% 3w 3M 


sesereee 


510 ohm 05% Sw RBSGCE WW... 
cneareenee 510 Ohm 3% 2w, WW Resistor .... 
ES. 510 Ohm 3% Iw, RS-1B WW Res 


RWF-RS2C-510 .............510 Ohm 1% RS2C WW Resistor .... . 1.20 wth Be sages Sten 
RWF-RS5-510 ... we 510 Ohm 3%, Sw, WW Resistor ...-.scsrcescsorsesconersees 1.50 sesesssssereeee 680 Ohm 26w Wire Wound Res ........ 
RWF-RW21-510.. 510 Ohm 3lw 5% Flot WWRes.. «2.50 | 25 WW 
RWF-RW69-510 .............- 510 Ohm 3w 5% Wire W Resistor ..ccccsscnrsseenen 85 
RWE-RXSSVSTT oes escsseee 510 Ohm 55w, Adjustable WW .... anes 
RWF-NH25-51 1 oo... .ssesccee 511 ohm 1% 25w WW Non-Induct................ 10.00 | RWF-RW69-680 ........ 680 Ohm 3w 5% Wire W Resistor ............. 1.00 | RWF-900(350-5.... 
RWF-R346-110 ..........00ee-- 511 Ohm 1% Fuse Resistor .5w...... ! 
RWF-RCL7601 .--sssoseseeeee 511 Ohm 1% 2w WW Resistor ....ecsoocesc-secsssssesee 85 | RWF-WL680-7 .................680 Ohm, 7w 10% Wire Wound ........ccscsccscceseeseee 1.25 | RWF-RBR541859 ............. 
RWF-RER6OF511-5 ......... 511 Ohm 1%, Sw Dole RH5 Type 
RWE-RH10-511 511 Ohm RHIO TOwatt, 1% ag in 6.00 . 681 Ohm 1%, Tw WW Resistor «2... ..-sceo-e 
RWE-RST/2-51 1 cs SUT Ohm 15% Sw RSA/2 WW ocr 1,00 ce 
RWE-RS2-51 1 cssssosecceseens 511 Ohm 3% 3w WW Resistor cssossssesosssssessseeeen 85 | 698... seoseeeeeee 698 ohm 120W 1% Alum. Res. .......cccccsossssseceseee 25.00 | RWF-RS2(-880 .....cccceseeee 
RWF-RS2B-511 511 Ohm .25% 3.75w WW Res. .esccsesssooseeecenssee 1.75 RW67-698 ssceseee 698 Ohm 5% Sw, RW67 WW Resis. ..... 00 | RWF-RWR74S-880 ........... 
RWF-RWR81S-511 .......... 511 Ohm 1% Tw 20ppm WW Res... cssssecseeee 1.75 | RWF-RWR78S-698 ........... 698 Ohm 1% 10w WW Res 20ppm ........ SRD! -RWR81S-898 ........... 
RWF-RWR89S-511 ........... 51] Ohm .1%, 3w WW Restr. ............. wore 175 | RWE-W81S69B o..esnsens 698 Ohm 1% Iw W81S WW Res .............. - = 
RWF-RER70F536 ............. 536 Ohm 1% 20w Dole RH25 Alum ................ 5.50 | RWE-D-D/S7F on .sesssseeenne 700 Ohm 5% Axial Ohmite Resis ...... Sh 
RWF-RH10-536 «o-oo sscee 536 Ohm RH1O 1Owatt, 1% Res. eccscscossscnsssenon 6.00 | RWE-2SX-700 on ceecccse ers 3% | watt Wire Wound .. : “HLOO-900 ........sesseee 900 Ohm, 55w, OK Wil Basco 
RWF-RWR815S-5386 ........... 536 Ohm 1% Iw 20ppm WW Res, ceccsinc tee 1.75 | RWF-KOOL10-700.............700 ohm 10w Koolohm Wire Wnd ..... : - 900... a0 900 ohm 10w Koolohm Wire Wnd ................ 
RWF-RBO8CE549 ............ 549 Ohm .25w 1% 20ppm WW Res .... . 3.00 | RWF-KOOLS-700..............700 ohm 5w Koolohm Wire Wn ............ R RW12-900 ...ccsseccee 900 Ohm, 125W, Clip In Res........ 
RWF-140215...... ... 550 Ohm -0/+15% .25w WW Res vvseee 9.00 | RWE-RW30-700 ...nenressens 1 eee ; . 4 (aa 900 Ohm, 10w 5% eNom, 
RWF-900(350-550 .......... 550 Ohm 1%, 20w, WW Resistor-.......... wwe 3.00 | RWE-WL700-25W10 ........ 700 Ohm, 25w, 10% Wire Wound .. : RWF-RWR89S-909 ........... Ohm 1% 3w WW 
RWF-RBISESSOR ........... 550 ohm 1% lw Daven WW Res... 1.50 | RWE-HLI5S-710 710 Ohm, 14w, 5% WW ier. 1.99 | RWF-CW2C-1-910 .......... 
RWEF-RS20-550 oo aaseeesscnnne 550 Ohm 1% RS2C WW Resistor .... vse TQ | RWE-RS1O-710 ececessssssns 8 RSZA-D1O osc ccsscesenee oe 
RWF-222S-560 ...ossssoossee 560 Ohm 5% Tw, WW Resistor ..........scsssocssccssseeee 75 | RWF-RW30-710 ....sossosseee . RS2C910 ceessssccseesee 910 0hm 1% 3w WW Resistor ete 
a 560/360/200 Ohm tapped 75w Re .... v. 10.00 | RWF-RBR5S4L712 ; RWE-RS5-910 ..aeessssssssosee 910 Ohm 3%, Sw, WW Resistor.......... 
RWE-95)560 ..sesssssossoseee 560 Ohm 5w 5% Wire Wound Res ............esssssseeeeoe 1.00 | RWE-R303B-714 RWF-RW32-910 ..sesessoresee 910 Ohm 17w 5% RW32 WW Res 
RWE-RS5-560 asses cccssceuee 560 Ohm 3%, Sw, WW Resistor .....cssccscscsssscusscoe 1.75 | RWE-IDS7F-715 RWE-RW67-910 soso sscsce 910 Ohm 5% Sw, RW67 WW Resis. .. 
RWF-RW30656) ............ 560 ohm 5% 10w WWResistor........... 1.50 | RWE-RBS4CE715 RWF-RBO8CE927 ........... 927 Ohm .25w.1% 20ppm WW ..... 
RWF-RW33-560 560 Ohm 26w Wire Wound Res ......... cae 4.00 | RWF-RE70G715 ou... 5 : RWF-RH5-950 oo cssosee ..950 Ohm 5Swatt 1% Alum Body...... 
RWF-RW69-560 ............... 560 Ohm 3w 5% Wire W Resistor ....-.ssssssscssssseeseeeee 85 | RWF-RWR8IS-715........... 7150hm 1% Iw 20ppm ww ROS vaceconedeeannls 1.25 = RS2C Ho See 970 Ohm 1% RS2C om Resistor . Zivetbscadeene 
RWF-RWV4J-560.............. 560 Ohm 5%, 4w, Wire Wound ...........sscccsssossseeeee 50) | RWF-W81S715 ..........2..... 715 0hm 1% lw W81S WWRes ...... 00) | RWE-T2A79-970 ..............970 Ohm 1% 2w, Wire Wnd Res ........ 4 
RWF-WL560-7 .........se-----. 560 Ohm, 7w 5% Wire Wound ......ssssssvescsscseseeesees 685 | RWE-RH5-716 .....cocovsseeeees 716 Ohm 5w 3% RH5 Alum Body ....... : -W8B1S976 0... .sseeseore 
RWF-RWR81S-562 ........... 562 Ohm 1% Tw 20ppm WW Res .......ccccessssecsee 1.75 | RWE-RS2C-720 2. 720 Ohm 1% RS2C WW Resistor .... : Ro Ww 
RWF-RER75F5760R........... 576 ohm 1% 30w(50) RH5SO Alum .ounaa.seessssssssosseoee 8.00 | RWF-150P750 ow. 750 Ohm 150 We flat 5-3/4" oo cesccsescecsene 12.00 | RWF-0368-1K... _ 1k ohm, fen Adj WW Restr 
RWE-TSI W576 ooassssesssosone 576 Ohm 1%, Vw, WW Rest, ..ccccsscscscersnssseseeee 1.25) | RWE-TAV750 es. 750 Ohm Ow, Adj WW Resistor ......ccsccscsssecsnon 2.00 | RWF-1023-1000 1K Ohm, 12 Watt Ohmite 1023 sone 
RWF-RS2(-580 ................. 580 Ohm 1% RS2C WW Resistor ............. vee 1.50 | RWF-270N750-50W......... 750 Ohm 50w 5% Ohmite 270N ..... wees 1.00) | RWE-TO6P-TK on. ccssssssseee Tk Ohm 1% 
RWF-RWR82S-580 ........... 580 Ohm 1% 1.5w RWR82S 20ppm..... - 1.50 | RWF-B12J-750 ........ ... 750 Ohm 10w 10% WW Resistor .. veveee 1.50 | RWE-1250-1K un. ccccsssssenee 1k Ohm .05% .25w 10ppm WW cai scenes 
RWF-RCL-588.1 a... seee 588.1 Ohm .1% .1w WW Resistor ...... . 1.25 | RWF-B852039-750.......... 750 Ohm, 100w, WW Clip In Res .........-..-sc-seseseneeren 7.00. |. RWF-1282-10000B........... 1k .1% .125w Daven Res. 20ppm... 
RWF-RS2(-590 .. ve 390 Ohm 1% RS2C WW Resistor ....cccecsscssssessvesee 1.50 | RWF-HLA225-750 ........... 750 ohm 25, ‘Adjust WW Restr ... coe 22.00 | RWE-1362-1K oc eesseee Tk Ohm 200w Adj. WW Resistor ..... 
RWF-RW33-590 ... 590 Ohm 26w Wire Wound Res ............... wee 4.00 | RWE-HLASO-750 0. 750 ohm SOw Ad. WW Resistor ....sccccscecssreeersonee 6.50 | RWF-1532-1000 .............. 1000 Ohm Sw 10% Ohmite 41532 ccna 
RWF-SP42W-11310 ......... 590.00 ohm .03% .1w 10ppm WW........... vows 2.00 | RWF-KOOL25-750.000.. 750 ohm 25w Koolohm Wire Wad ....... ce 5.50 | RWE-2OTE-1K Tk 1% .5 watt Wire Wd Res. ....sscccsssssnsseornssoe 1.50. 
RWF-247E6015 wo. sssee 600 ohm 10w 5% Wire Wnd Res ............cccccccsoseneoe 1.75 | RWF-PW10-750 uw... 750 Ohm 10w Square WW Resis’r ...........ccccssssoosseoe 1.50 | RWF-205RP-1K Tk ohm 1% .25 watt WW Res. ...... 
RWF-GV13-600 os... onsen. 600 Ohm, 25w, WW Resistor ............sssssssssssssenssesee 2.95 | RWE-PW5-750 ns sesssssosne 750 Ohm 10% Sw Square WW Res .....ssssssssccssssesee .65 | RWE-20F-1K ..«. 1000 Ohm 20w clip-in arg ped 
RWF-HL100-600 .............. 600 Ohm 100w, 5%, .75"X 6.5" ......... seeeserersnyerr 8:00 | RWE-RH25-750 .......covvseeee 750 Ohm 25w 5% RH25 Aluminum ....sssosoocececsesrs 4.25 | RWF-270-8D-57 1000 Ohm 5watt 5% Radio 
RWF-KOOLI0-600............. 600 ohm 10w Koolohm Wire Wad ................ wee 3.50 | RWE-RH250-750............ 750 ohm 250w 3% Alum. Res. ......... .... 30.00 ma SS) Shunt Resistor, 1k 05% SW ..ccsnsec 
RWF-KOOL5-600.............. 600 ohm 5w Koolohm Wire Wnd .....-.sssssesse vevee 2.50 | RWE-RS5-750 ee cccncsenee 750 Ohm 3%, 5w, WW Resistor............ ; 
RWF-PW5-600 ow... 600 Ohm 5% 5w Square WW Res ....ssscsscscsceroveene 95 | RWF-RW22-750 ww... 750 Ohm 53w 5% Flat WW RES. ...cccssenssccessesee 8.00 | RWE-PC/SOFIK wcccssscesnee EK Ohm 10%, 50w, WW Restr ..... 
RWF-R1590-600R ............ 600 Ohm 1% .5w WW Resistor ..........ccccsss.-- veoee 2.00 | RWF-RW24-750 esses 750 Ohm, 91w, Flat WW Res. ........scccsscssssssssssseee 4.95 RWF- A1O0G1OOOEA ......... 1k Ohm 5% 100w, WW Resistor 
RWF-RSE-2-600 .............-- 600 Ohm 1%, 2w, WW Resistor ..........cccscccssscssssessee 1.50 | RWF-RW30-750 ............ 750 ohm 5% 10w WW Resistor ......... veces 2.00 | RWF-BH1569-1K Tk Ohm 1% ae Wire Wd Res .... 
RWF-VAL3A-601F .........-« 600 Ohm 1% 3w Memcor WW Res vaascsussasossssseeeeeee 75 | RWE-RWR74S-750 ...r.00000 750 Ohm .1% 5w 20ppm WW Res ..... . RWF-BW1-2-1K Tk Ohm 5% .5w WW Resistor.......-. 
RWF-WL600-3 600 Ohm, 3w, 5% Wire Wound .......sccccsesussesenee 1.25 | RWE-RWR81S-750 ......... 750 Ohm 1% Tw 20ppm WW Res ..... wee 1.45 | RWF-CW5-5-1K................. 1K ohm Sw 5% Wire Wound Res, 
RWF-WL600-5 600 Ohm, 5w 5% Wire Wound .......csccsessosonsoreeee 1.25 | RWF-RWR89S-750 .......... 750 Ohm 1% 3w WW Resistor .......... wee 1.45 | RWE-ERHSO-IK... ... 1K Ohm 1% 30w Aluminum Body 
RWF-WL600-8 ................. 600 Ohm, 8w 5% Wire Wound ......csssssssosoccosesse 1.25 | RWE-VK100-750...........750 ohm 100w, WW Resistor... 9.00 | RWF-FRLIO-IK ................ 1000 Ohm 10w, Tubular WW Res... 
RWF-NRC602-1W ............. 602 Ohm, Tw .1% WW Resistor ........csssssssssssssssssses 1.65 | RWF-WL750-5W .............. . 90 | RWF-HL100-1K Tk 100 Watt, 10%, oT SUA eee 
RWF-242EX604 ............... 604 ohm, 3w 1% WW Resistor ..........ccssssssssssecsssee 1.45 | RWF-RBR54L759 . AS 1%. ssensnaeeoorrcea 3.00 | RWF-HLO5-TK oo... 1k Ohm 95w_ 5% HL- 95 Flat WW..... 
RWF-RWR89S-604 ........... 604 Ohm 1% 3w WW Resistor .........ccecscssssssssssses 1.65 | RWF-RB54(E768 ..... 3 JAK, es ALAS 2.00 | RWF-HLA225-1K ..........-.- 1K Ohm 5% 225w, Adj WW Restr..... 
RWF-360950-2 0.0... osesee 619 Ohm Iw 1% Radial WW Res..... we 1.50 | RWE-RWR8IS-768 ......... veces LAS | RWE-KOOLIO-TK 000... Tk ohm 10w Koolohm Wire Wnd ... 
RWF-RH10-619.... 619 Ohm RH1O TOwatt, 19% Res ......eecssssssvscsssssseses 2.95 | RWF-9000389-7 ou... eevee 9.00 | RWF-KOOL25-1K 000000... 1k ohm 25w Koolohm Wire Wnd ... 
RWF-RH25-619 .... 619 Ohm 25w 1% RH25 Aluminum ..... vecesseree 5.00) | RWF-RBI7(E777 00... 777 Ohm 1% .Sw 20pm W WW Res .......... wee 1.25 | RWE-KRLP-5-1K oc csssseese 1K ohm 5% 5w WW Resistor ........ 
RWF-RWR74S-619 619 Ohm 1%, 5w RWR74S WW Res .......cscssceecsssssee 1.99 | RWF-RS2C-780 ..............0 780 Ohm 1% 3w WW Resistor .............. SEO59 | RWEALR-PSA cccctcennen st 1K Ohm 5%, 5w, WW Resistor........ 
RWF-RWR89S-619 ........... 619 Ohm 1% 3w WW Resistor .........sssesssssssssssseee 1.45 | RWF-RBO8CE787 ............. 787 Ohm .25w 1% Ww Resistor .......cscsssssssseeeeesneee 1.90) | RWF-PWIO-TK oes 1k Ohm 10w Square WW Resistor ........ 
RWF-HL175-620 .............. 620 Ohm, 175w, Wire Wound ..........ccccccccecssseesesessee 9.00 | RWF-RW79U-787 ............. 787 Ohm 1% 3W 20ppm WW oo cccccccscseeesee 1.65 | RWF-PW5-1000............... 1000 Ohm 10% 5w Square WW Res .... 
RWF-RH10-620................ 620 Ohm RHTO 1Owatt, 9% Res .....scccscssscesecccssese 2.95 | RWF-RWR89S-787 ........... 787 Ohm 1% 3w WW Resistor .....csssssssssses. vee 145 | RWERBIOCEIK ............... Tk Ohm 1% .33w Shallx Prec. .......... 
RWF-RS2€-620 2... 620 Ohm 1% RS2C WW Resistor ........sssssscssssessessese 1.50 | RWF-AS7-800 oo. 800 Ohm 3% 7w RW6B WW Resis .......cccccssosssoooee 1.95 | RWF-RBS3CEIK .............. 1k Ohm 1%, .66w, Precision ........ 
RWF-RW24-620 ............... 620 Ohm 91w, 5% Flat WW Res. ....csecss-cccccsscssssesees 4.95 | B00 Ohm, 25w, WW Resistor ......ccscssssossssossose vee 5.00 | RWE-RCLB208 oo. ccccccsee Tk Ohm 5% .Sw WW Resistor... 
RWF-RW35-620 ..............- 620 Ohm 55w 5% RW35N620 Res ............sescssssee 9.00 | - - 800 ohm 25w Adj. WW Resistor ..............ccssssessesee 5.00 | RWF-RH10-1000.............. 1000 Ohm RH10, 1 Owatt, 1% Res ........ 
RWF-RW67-620 ............... 620 Ohm 5%, Sw RW67 WW Resis .......eescsesscsssssseeee 79 | RWF-KOOLI0-800............ 800 ohm 10w Koolohm Wire Word ..............cccssssere 5.00 | RWF-RH10-1K-3%............. 1000 Ohm RH10,10watt, 3% Res ........ 
RWF-RW69-620 ............... 620 Ohm 3w 5% Wire W Resistor .......ssssssvsvsssssseseee 1.25 | RWF-KOOL5-800.............. 800 ohm 5w Koolohm Wire Wrd ............-cs.ccsssress 2.50 | RWF-RH25-1000.............. 1000 Ohm 25w 5% RH25 Alum Bdy .... 
RWF-101A-013 ou... 620.15 0hm .03% .1wt 1Oppm ......... woe 2.00 | RWF-RBS4(E800 800 Ohm .05% .25w 2Oppm Prec. ......sscsscscsessseersoe 5.00 | RWF-RS1/2-1000 ............ 1000 Ohm 1% .5w RS-1/2 WW......... 
RWF-RBO8CE625 ............. 625 Ohm .Sw 19% WW Resistor ........ccssscsssssessseessese 2.00 | RWF-RCL7020...... 800 Ohm .05% .25w WW Resistor ....... vestessenseneee 2.00 | RWF-RS2C-1000 ............... 1000 Ohm .1%, 3w WW Res. ....... 
RWF-280MR188P07 ........ 630 Ohm 2.5w 3% Wire Wnd Res ........ vee 40 | RWF-RH25-800.... 800 Ohm 25w 1% RH25 Aluminum .o...ccccocssccesesone 4.00 | RWF-RWI10-1K.... ... lk, 203w Wire Wound RW10V102...... : 
RWF-CW5-5-630 .............. 630 ohm Sw 5% Wire Wound Res. ..........ccc.cccccsesssseee 75 | RWF-RH50-800.... 800 Ohm 3%, 50w, Alum Body R...... 475 | RWF-RW13-1K.... ... 1K Ohm 72w 5% cartridge body, 3/4” La 
RWF-RH50-630 630 Ohm 3%, 40w, Alum Body R.......... vee 4.50 | RWF-RS2C-800 800 Ohm 1% 3w WW Resistor ..... 0 35% || IK Ohm 29w 5% cartridge body, Wire Wnd Res. ... 
RWF-RS1/4-630 .............- 630 Ohm 1% .25W RS-1/4 WW ..-secscsssrosesseeeeeseer 50 | RWF-RW16-800 ... 800 Ohm, 14w, WW Clip In Res .....sssccssssssoceseceseene 2.50 | TK Ohm 68w 5% Wire Wnd Res. ...sssss»ssrsoserseeceseeee 4. 50 4 
RWF-RW29-630 ............... 630 ohm 10w WW Resistor......... 1.25 | RWF-RW30-800 ... . B00 ohm 5% 12w WW Resistor .....cccccecsecccccccccsssses 1.65 1000 Ohm 17w 5% WWound Res 00 
RWF-RW30-630 630 ohm 5% 10w WW Resistor ..... 1.50 | RWF-RW35-800 800 Ohm, 55w RW35V801 Res. .. ..... 8.00 1k Ohm 43w 5% WW Resistor........... 
RWF-RW31-630 ... 630 Ohm 14w Wire Wound Res ..........-..--cseseseeceove 1.35 | RWE-RWR74S-800 ........... 800 Ohm .1% Sw 20ppm WW Res .... vee 300 | 1K Ohm, 55w WW Resistor ...............- 
RWF-RW47G631 .. .. 630 Ohm, 145w WW Resistor 2% .............. .. 18.00 | RWF-WL800-10 ............... 800 Ohm, 10w 5% Wire Wound......... 2250 1K Ohm, 113w, Wire Wound R ................ 
RWF-RW56V631 630 Ohm 5% 14w RW56 WW Resis ...........c.ccccsscseee 1.95 | RWF-21017F-805 ............ 805 Ohm 1% 3w WW Resistor ....... 2R41:25 1000 Ohm, 159w, RW38V102 Res............ 
RWF-ULT-630 ......sneseceececee 630 Ohm 2w 5% Wire W Resistor ............... wee 05 | RWF-RBI6CE806 .............. 806 Ohm .1% .33w Shallx Prec. .......cccccsessssssesenee 2.25 | RWF- Tk Ohm, 210w WW Resistor .....-...ssse»s»» 
RWF-WL630-100 ............. 630 Ohm, 100w Wire Wound ................ - 9,00 | RWE-RB56CE806 ............. 806 Ohm 1% 1/8w RBS6CE WW oon. cccccccessoseoee 2.00 | RWF-RW70U-1000........... 1000 Ohm 1% IW 30ppm WW............ 
RWF-Y45-630-5 oc ssessooe 630 Ohm 5%, 5w, WW Restr. ......sssssssssccessescosereeee 1.50 | RWF-RWR74S-806 ........... 806 Ohm 1%, Sw,.RWR74S WW Res ..... vee 199 | RWF-RWRBIS-IK ............. 1K Ohm 1% Iw 20ppm WW Res 
RWF-RBR531634 ............. 634 Ohm 1% .66w RBR5SL oo csccscccescseeseee 1.00 | RWF-RWR84S-806 ........... 806 Ohm 1% Sw RWRB4S WW Res oa ccccsesessson 2.50 | RWF-RWR89S-1000 ......... 1000 Ohm 1% 3w WW Resistor .............. 
RWF-RH25-634 ................ 634 Ohm 25w 1% RH25 Aluminum ....................... 5.00 | RWF-RWR89S-806 ...........806 Ohm .1% 3w WW Resistor ........cssssssssssssssssssees 1.60 | RWF-TSIW1000............... 1000 Ohm 5% Iw “RSTA” WW... 
RWF-W81S634 ................ 634 Ohm 1% Tw W81S WW Res .u.nn..cssssssscseessee 50 | RWF-RW36-810............... 810 Ohm, 78w, Wire Wound R. .............ccccccsssssononee 7.00 | RWF-VPRIOFIOOO............ 1K Radial 10w 5% WW Resistor ...... 
RWF-SA20-637.3 ............. 637.3 Ohm .1% 2w SA20 WW Res ...........ce.-- ... 3.00 | RWF-SP42W-810 ............. 810 ohm .03% .1w 10ppm WW Res....... vee 1.50 | RWF-WL1000-10 ............. 1000 Ohm, 10w, Wire Wound....... 

F-RS2-637.6 ....csecoceesee 637.6 Ohi .15%, Bw WW RES. ..cccscsocssssnsosnesessssaveen 4.00 | RWE-36275-820.............. 820 Ohm 5%, Sw, WW Resistor............ ma 90 RWF-WL1000-7 «000020... 1000 Ohm, Tw 10% Wire Wound ... 


nue 649 Ohm .1%, 10, WW Rest... 3.00 | RWF-PW7-820.......... 820 Ohm 5% 7w Square WW Res... "1.50 | RWF-WLIOOORSOW ..... 1000 Ohm, 50w, 5% Wire Wound ................ 4.00 j 
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seneenenesnennereeneneeresaes 


eeesenceceesees AR OIL D/O LLIWUI TOWEL ROD 2... eee ceeeeeeeeeeeeeee, 


PW7-2000 ............... 2000 Ohm 10% 7w Square WW Res ... i aeg i 
WE REOG2 Jee Dk Ohm Alum. RH25. 2Owatt 1% .....ssccsssssseseeseersee 6.00 
RWF-RER65G200 .......... 2k ohm. 1% 1Ow Dale RH1O Alum oo... ccccsssssscecene 4.00 

g : m 5w Koolo RWE-RS1/2-2K cesessoon Dk Ohm 1% Sw RS-1/2 WW on eccccccssccnscseene 

F- : 4 6 2w Square WW Res...... se RWE-RSTA-2K ccccccscnee 2K Ohm 1% Tw, Wire Wind Res ....ssscsscssssdecocseee 1.00 
VE-RH25-1070 nerve 1070 20w 1% RH25 ‘Num Body .... cevseeseee 4,50" | RWE-PW5-1500 ....csscsssee RWF-RWI3-2K esscesesssees 2k Oh, 50w, WW Clip ln Res ...scseescsssecsseeeeeeee 6.00 
F-R 0805 cs . 1080 Om 1% RS2C WW Res. : -RH10-1500............... 1500 Ohm RH10,1Owatt, 1% Res ....... a} RWF-RW23-2K .......ssseceeee- 2K Ohm 68w 5% Wire Wnd Res. ... 3.95 
1% R56L 00° |. 13 eA RWF-RW29-2K .. 2000 ohm 10w. WW Resistor . 1.25 
RWF-RW31-2K wu 2k ohm 14w 5% WW Resistor 1.75 
RWF-RW35-2000 ............. 2000 Ohm 55w RW35G202 Res. . 7.00 
RWF-RW37-2000 ............. 2000 Ohm, 78w Wire Wound R. ... . 10.00 
#51) RWF-RW67-2000 ............. re Ohm 5% Sw RW67 WW Resis .........s:..cccssseseeeee 79 
oan <BR ini 4 RWF-RW69-2K ................. 2K Ohm 3w 5% Wire W Resistor ......... S469 
sessssaseeres 1500 Ohm, 29w WW Clip In Res ....... 4 RWF-RWR78S-2000 ......... 7000 Ohm 1% 10w WW Res 20ppn ... wey B11 
es : RWF-SA30-2K ... 2000 Ohm .1% 3w SA20 WW Res ....... 258 
RWE-RWR29-1500 ......... "1500 Ohm 5%, 11W Wire Woe ee ces RWF- SAGESRSW2K cen Rt te 3%, Sw, axial Leads .....cesssssssoscesseceeesersnens 1.45 


ww. 1123 Ohm .1% Sw : RWF-RWRBOS-1500 ....... 1500 Ohm 1% 2w RWRBOS WW Res... 1.25 | RWF-TS3W-2K uuu 2000 Ohm 3%, 3w WW Resistor .. we 1.00 
1124.7 Ohm 1% .051wt 10pm . OES DARA ON 1.50 | RWF-RWR89S-1500 ........ 1500 Ohm 1% 3w WW Resistor ....cccsccseccsssccscsssee 1.35 | RWF-VK200N-2K.............. 2k ohm 200w, WW Resistor ...... ... 14,00 

. 1150 Ohm 1% 3w WW Resistor ‘ RWE: VK100N- 1500 Wises 1500 ohm 100w, WW Resistor ........ocscsosescecessssee 9.00 | RWF-VP25KA-2K «ss... 2K ohm 25w, Adj. WW Restr ........ ve 4.00 

: au RWF-WL1 500-10 ....rssseose 1500 Ohm, 10w, 3% Wire Wound .... A RWF-VPR10F2000............ 2k Radial 10w 5% WW ResistO” .ccreennenennn 2.50 
RWF-WL1500-1000 .......... 1500 Ohm, 1000w Wire Wound ........sssccssesesue 45.00 | RWF-WL2000-200 ........... 2000 Ohm, 200w Wire Wound .... .. 16.00 

RWF-WL1500-1W ............ 1500 Ohm, Tw, 1% Wire Wound .....csssssscsoccecseseee 1.00 | RWF-WL2000-2007........... 2k, 200w, 9 Tops, Clip In Res .......... .. 20.00 

190d S RWF-WL1500-5 00... 1500 Ohm, 5w 5% Wire Wound .... ve 1.00 | RWF-WL2000-20¥ ........... 2k Ohm 20w 10% Radial Ceramc....... wee 1.00 
sesseeeerre 1200 Ohm 5w 3% Sage Resistor ......csssssecssssesnceee 1.45 | RWF-WLI500-7 ............0 1500 Ohm, 7w 10% Wire Wound ... : RWF-WL2000-25 ............ 2000 Ohm 25w, 10% Wire Wound....... wore 4.00 
12k ohm, 20wt Squ. Sand Res .....ssssssesecssssseesenee 3.00 | RWF-RBO8CE1540 .......... 1540 Ohm .25w 1% ZOppm WW unn...ssssssccscccceeeees 3.00 | RWF-WL2000-50 ............. 2000 Ohm 50w W Wound Gip- Insc. oes 9.00 


Peds 1.75 | RWF-RBSBCE1540 .......... 1540 Ohm .1%, Iw Precision ....s.ecsseesseersererserwe 5:00 RWE-RBR5GL2015 .......0-- 2015 Ohm .05% .125w 10ppm........ von 3.00 
eee svocensssvernrere O00 | RWE-RWR74S-1540 ......... 1540 Ohm 1%, 5w 20 ppm WW ReS oarserssscescerssnnee 1.99 | RWF-SA20-2040.............. 2040 Ohm .05% 2w SA20 WW Res ....-ssrseccseseeneser 6.00 
Soe ale sessersersseeeeeever 10.00 | RWF-WLI580-1W ............ 1580 Lond Iw, 1% Wire Wound ..... veseewe 125 | RWE-R1290-2050............ 2050 Ohm 1% Sw WW Resistor ......... vee 1.00 
boo weve 12,00 | RWE-912105-69 ............. 1595.3 Ohm .1% WW Resistor ......esesscsccecsnssseeeseerns 5.00 | RWF-RS2C-2050 .............. 2050 Ohm 1% RS2C WW Res .....ssssesssseeesneeeensee 1.25 
sevvsvveeeeee 1200 Ohim, 140W, WW Clip-In ......cssscsesssssseeeeesens : - jn Sa 2 veces O59 | RWF-RW79U-2050............ 2050 Ohm 1% 3W 20ppm WW........ e195 
cevnssssseeee 1200 Ohm 31w 5% Flat WW Res. ......ssccsssssseeeeesee 2.95 | RWF-CW2C-1-1600 .......... 1.6k 2w Wire Wound Res 5%........ vesvsvuseeeee D5 | RWE-RWR80S-2100 .......... 2100 Ohm 1% 2w RWR8OS WW Res .... ee 125 

Re oc 14.00 | RWF-PH25-1600............- 1600 Ohm 25w 3% Hole Mnt Alum .. seceseseereee 7,00 | RWF-RBR5GL2.12K .......... 2.125k Ohm 1% .125w RBRSOL ....... SRN | 
wwe 1.25 | RWF-RBI9CE1600 ........... 1600 ohm 1% Tw RB19 WW Res ........sccssceeeeseeenn 3.00 | RWF-NS2AX-2.15K...........2150 ohm .25% Iw Non-Inductiv ........ heey a 
cee 1.35 | RWF-RBR56L1600 ...........1600 Ohm .01% .125w 10ppm ... seveervsereer 300 | RWE-RST/2-2150 ............ 2150 Ohm 1% .5w RS-1/2 WW......... vere 1.00 


sessssesees 1200 Ohm, 125w Wire Wound ........ ... 16.00 | RWF-RW31-1.6K .............. 1.6k ohm 14w 5% WW Resistor ..........ccccccc... 2.25 | RWERBOSCE2161 ...........2161 Ohm .25w .1% WW Resist...... uve 8.00 
sca 1200 Ohm, 5w 5% Wire Wound........ eves 2.00 | RWF-RW33-1600 ........00000 1.6k 26W Wire Wound Resistor ..............cccscccssseeeeeee 2050 | RWF-205A-2.2K ...ccssscsooee 22K 1% .25 watt WW Res. .......... eee 1.00 
tes 1210 Ohm 1% .125w 10 pm WW ... see 1650 | RWF-RW38-1600 ............. 1600 Ohm, 159w, RW38V162 Res ......cccccsssssvssssseeee 9.75 | RWEF-2550-2200............... 2200 ohm 5w 3% Sage WW Res. ... wee 1.00 
see 1210 Oim 156 Sw. RS-1/2 WW crscssossrsosscceccsscssese 1.00 | RWF-RW67-1600 ............. 1600 Ohm 5% Sw RW67 WW Resis ..........ccsscvsvsesees 95 | RWF-CW5-5-2.2K .............. 2.2K ohm Sw 5% Wire Wound Res .........s-.sccscoccsesssose 95 
secscereeeueee 121K Ohm 196 Sw WW Resistor .......sccscsescceseseeeeenne 95 | RWF-WLI600-175 ........... 1600 Ohm, 175w Wire Wound .........csssssssssssssse0 16.00 | RWF-RBO8CE2200 ........... 2.20k Ohm .5w 19% WW Resist .......ccsscssssccssessssesssee 5.00 
1210 Ohm 1%, 5w 20ppm WW Res ........ vee 1.99 | RWF-RH25-1620............... 1620 Ohm 25w 1% RH25 Alum Body .......ccccsoo000-... 6.00 -RSIA- 2200 Ohm 1%,1w, WW Resistor... ve 1.00 
eos 1210 Ohm 1% 7w RWRB4S WW Res... 2.25 | RWE-RSI/2-1620 .......... 1620 Ohm .5% Sw RS-1/2 WW onc ccccssennene 1.00 | -RS28- ww. 2.2k Ohm 1% 3w WW Resistor... ee 9S 
ee oat 1210 Ohm .1% 3w WW Resistor ........ i RWF-RER65F1651 ............ 1650 ohm 1% 10w Dale RHI0 Alum .........ccccc..0.00 3.25 | RWF-RW20-2200 ............. 2200 Ohm 21w 5% Flat WW Res. ...... Cae a50 
3.00 | RWF-RWR74S-1650 .......:. 1650 Ohm 1%, 5w 20ppm WW Res ........sssssssssseseee 1.99 | RWF-RW33-2200 ............. 2200 Ohm 26w W Wound Resistor ..............ssssssssse-- 2.50 


ise Ohm .1% .25watt RBRS54L .. 


15.00 | RWF-RS2C-1670 ..... 1670 Ohm 1% 2.5wt RS2C WW Res | RWF-RW68-2200 ............ 2200 Ohm 5% 11w RW68 WW Resis ...........ssesossseen 1.50 


95 | RWF-RS2C-1680 . «. 1680 Ohm 1% 2.5wt RS2C WW Res | RWF-RBR53L2.21K 2.21k Ohm 1% .66w RBRSSL.......... Roe 

. 9.00 | RWF-RW79U-1680........... 1680 Ohm 1% 3W 20ppm WW... RWF-RE65G2210 ... 2210 Ohm Alum. RH10,1Owatt,1% . 4.00 

cs “1.25k 10% 25w, Adjust. WW Res ........ ! RWF-RBR8OL1690 ........... 1690 Ohm .1% 10ppm RBR8OL WW | RWE-RW70U-2210. 2210 Ohm 1% IW 30ppm WW. . 1.00 

Beas 1250 Ohm Sw 5% W/Brackt Hisnk ..... i RWF-RWR89S-1690 ........ 1690 Ohm 1% 3W WWRESiStOF occ 1.65 | RWF-WL2250-5 .............. 2250 Ohm, Sw 5% Wire Wound .. . 1.00 
WF-HL25-1250 1250 Ohm, 25w 5% WW Resistor .........ssssscssecsseees 4.00 | RWF-BH1570-1700.......... 1.7k Ohm 1% 2.5w Wire Wd Res .....ssssesssscssssssseseee 1.25 | RWF-RBR53L2.26K .......... 2.26k Ohm .1% 33W RBRSBL .ecccscscsrenmensen 1.75 
F-WL1250-10 1250 Ohm, 10w, 3% Wire Wound........ vevveee 2.00 | RWF-RBR5S6LI700 ........... 1700 Ohm .1% .25w RBRSGL .....csesseosccscccesssssceee 3.00 | RWF-RS2C-2320 ............. 2320 Ohm 1% RS2C WW Res ........sscscssssrensnsnesnees 1.25 

PWLE 250-5 oo 1250 Ohm, 5w, 3% Wire Wound ........ vues 1.50 | RWF-RBI7(E1740 ........... 1740 Ohm 1% .Sw WW Resistor ........ccscssocseccseseuee 1.50 | RWF-1500S-2400 ............ 2400 Ohm 5w 3% Sage Resistor ...........csssssssssseeee 1.00 
ees: 1265 Ohm 1% .25w WW Resistor .....-ssssscssesssseseen 50 | RWF-RBR54L1740 ............ 1740 Ohm 1% .25watt RBRS4L 0... essssssecesesesenee 1.50 | RWF-KOOL25-2.4K .......... 2.4k ohm 25w Koolohm Wire Wnd ............sssssssssee 175 

U -1270 1270 ohm 1% 50w Dale Alum Body ........ssscsssssee 10.00 | RWF-62-19330 uo... 1750 Ohm, 3w 1% WW Resistor ...........ccsesssessosee 1.60 | RWF-NT3-2.4K wu... 2.4k 3w 1% Wire Wound Res. ........csccsccccsssnnssee 95 
F-RWRBSS. | |\ roves 1270 Ohm 1% 3w WW Resistor ......cssossssccssecsssene 1.35 | RWF-RW14-1750............ 1750 Ohm 40w WW Clip In Res .........cssssseseceessenee 3.50 | RWF-RW21-2400 ... 2400 Ohm 31w 5% Flat WW Res. ........cccscsssssssoeee 2.50 
WF-J110-1.28K 0.0... 1.28k .01% .15w WW Res Axial ......ccssssscssssescesnee 2.00 | RWF-S2W1-1.75K ........... 1750 Ohi 1%, 2w, WW Resistor ......essssssssesesenseseee 1.75 | RWF-RW24-2.4K .......ssceee 2.4k Ohm,91w, Flat WW Res. ........ssccccsesseseesseessee 4.95 
a RS2C- a0 ee 1.29k Ohm 1% Sw WW Resistor ......essooscecsvereceeeer 1.25 | RWF-WLI750-10 .........000 1750 Ohm, 10w, 5% Wire Wound ..........es-sscsssssseeee 4.00 | RWF-RW30G242 ... 2400 ohm 5% Bw. WW ResistOr ...nronnennnr 1.50 
BEERS 1290 Ohm 1% Iw, Wire Wnd Res ....... vevesee BS | RWE-ASTOM ..cesccccoceeeee 1756 Ohm 196 TW Vitrohm ....csessuccccsseesseceree 35.00 | RWF-RW34-2.4K ne 24k Ohm, 43w, Wire Wound Res .....scscssseneeene 3.50 

as ial Wi 175 | RWF-RER75F1780........ 1780 ohm 1% 30w Dale RH5O Alum... 6.00 | RWF-RW35-2400............2400 Ohm 55w RW35V242 RES... ccnnnenee 6.99 

ee hm 1%. eet veeeeee 1.00 | RWF-1065409 occ...ccc.. 1800 Ohm 19% Sw WW Resistor .cessccscccsseccccsnseee 2.00 | RWF-TS1W241408........... 2414 Ohm 05% Tw WW Resistor ......ssesessssceneee 7.00 

-RBOBCET 300 ........... 1300 Ohm .25w .1% Daven Pre. .....sssssssssecscesesseeeee 3.00 | RWF-1700S-1800 ............ 1800 Ohm, 10w 3% Sage WW Res .........sssscsssesssnee 1.90 | RWF-RTI9E-2430 oo... 2430 Ohm .19% Iw Wire Wd Res ......sosossssesssssseeee 1.50 
F-RB17(E1 300 ............ 1300 Ohm 1% Sw RBI7 20ppm Nese Ae tel 1.75 | RWF-93NTKB ..........csec000 1.8k 5% 3-1/4, WW Resistor ........csccssssssccesssssssee 80 | RWF-RBO8CE2490 ........... 2490 Ohm .25w 1% 20ppm WW Res ...........ccssosesee 1.50 
F-RBR53L1.3K .........0 13k Ohm 1% .66W RBRSSL ......ssscssscceeessreeceres 1.75 | RWF-CW2C-1-1800 ........... 1.8k 2w Wire Wound Res 5% ....scsssscsecnssceseessseeee 75 | RWF-RBR52L2490 ........... 2490 Ohm .19 Tw RBRSZL WW .......sscsccsseessnsvesee 2.50 

: : vee 4.95 | RWF-D612WT-1800 ......... 1800 Ohm Tap@ 1k,800 Ohm, 125W .....cccssseecceene 7.00 | RWF-RBR54L2490 ........... 2490 Ohm 1% .25w TOppm RBRSAL .........sssssssnseee 1.50 

ce , 1Ow, : von 4.00 | RWE-RSTA-1800 .......... 1800 Ohm 1% Iw Wire Wnd Re5 ssccsosensonnmonee 80 | RWF-RWR71S-2490 ........ 2490 Ohm 1%, 2W,RWR71S WW RES oeccnccccnens 1.50 

ae senee 1.00 | RWE-RSTA9O-1800 .......... 1800 Ohm 3% Iw Wire Wnd Res ..eccscsccccncceee 20 | RWF-1540-2500............. 2500 Ohm Bw 5% Ohmite #1540 on ccssnsne 95 

1325 Ohm, 160w, Adj WW Restr ........csssssssssececeeen 12.00 | RWF-RS2C-1800 .............. 1800 Ohm 3% 2.5wt RS2C 30pm .........cssssceeseeeeeee 1.00 | RWF-243E2525 0... 2.5k Sw 5% Wire Wd 30ppm ........sssscsssesessseseeee I5 

ste 1330 Ohm 1% .75w RB57CE WW ...... veeeee 5.00 | RWF-RW36-1800 ............. 18k Ohm 60w Wire Wnd Res. ...cssccsossccesssscceseee 10.00 | RWF-50990 o...s.eccscccsseeeee 2.5K Taped@ 2508 500 Ohm 1 OWE .....ssseeccssseeeeene 5.00 

erat 1330 Ohm 1% 3w WW Resistor ........ verses 1.35. | RWE-RW67-1800 ......c..e0e0 1800 Ohm 5% Sw RW67 WW Reis ......ssssssssseeeseee 1.00 | RWF-5SX-2500 seve 2500 ofim Sw 5% Wire Wnd Res. ....csscsssccseeesrnnseee 1.50 

Se 1334 Ohm .1% .25w RBRSOL...... vee 3.00 | RWE-RW79U-1800............ 1800 Ohm 1% 3W 2Oppm WW o..cccsoccccsccsewseece 150 | RWF-AS7-2.5K ccesscssseceeee 25K 5% Jw RW68 20 ppm ReSi ..essecessreenreerenee 1.50 

ee 1370 Ohm 1% .33w RBRSOL....... veces FO | RWE-RBRS4LT.B2K «182k Ohm 19 SW RBRSAL ..cssscssssercccnseeeereeee 20 | RWF-D61/8WFV252 ......... 2500 Ohm 5% 1] Ow Film Res. .....scssscsssseesnseeese 18.00 

Le 1370 Ohm .1% .25w RBRSOL.......... sees 3.00 | RWE-RS1/2-1820 ............ 1820 Ohm 1% Sw RS-1/2 WW aarcescssccsssscccoeseeeee 1.00 | RWF-FI28-2500 .............. 2500 Ohm 10w 5% Resistor Ohmi .......cssssecnrenee. 2.00 

sevceceee 1370 Ohim 1% 2w RWRBOS 20ppi .......ecssssreeseeeeeeee 1.25 | RWF-RS200-1820 ............ 1820 Ohm 1% 3w WW Resistor ....sccssscccccssssccceee 1.65 | RWF-FR200-2.5K ......ccs0- 25k Ohm 200w Wire Wound Res .........ssssseeeeesseee 15.00 

eee J vee 3.00 | RWF-RW70U-1820............ 1820 Ohm 1% TW 30ppm WW ...ccsscsccssscecseeee 1.00 | RWF-HLTT-2.5K ..cccsceceee 25K, 17 watt Power Resistor .....csecssseessseesnseesnse 89 

. 1393 Ohm .2% .25w RCL WW Res .... sews 2,00 | RWF-RWR71N-1820.......... 1820 Ohm 1% 2w 2Oppm Non-Indu .......srsosccsesrseee 2.00 | RWF-HLI5-2.5K .... 2.5k Ohm 14w 5% WW Resistor ..........ccccesescsseeesee 1.50 

. 1400 Ohm 3% 2w WW Resistor .. . 1.90 | RWE-RWR78S-1820 1820 Ohm 1% 1Ow WW Res 20ppm .........sscccssesors 2.50 | RWF-HL225-2.5K o..esessooeee 2.5K, 225watt Power Resistor ..........ssssseeeeseensssse 18.00 

. 1400 Ohm .1% .125w 10ppm . 2.00 | RWF-RWRB9N-1820.......... 1820 Ohm 19% 3w 20ppm WW Res .......crsovecesseseee 1.25 | RWF-HL24-2.5K oo... 2.5k Ohm, 30w, 5% WW Resistor ..........-yecscssrersssee 5.00 

14k .1% .25w Rad’! WW Res ... .. 2.00 | RWF-RWRB9S-1820 .......... 1820 Ohm 1% 3w WW Resistor... scsssssesessseone 1.60 | RWF-HLAIOO-2.5K........... 2.5k ohm 1OOw, Adj. WW Restr ...........sccsssossesescee 18.00 

1400 Ohm 25w 3% RH25 Alum Bdy sesso ech 8.00 | RWF-RBR54L1840 ........... 1840 Ohm .05% .25watt RBRS4L... vee 3.00 | RWF-HLA225-2.5K .......... 2.5K ohm 225w, Adj. WW Rest .....ssccsssssccessnsessee 22.00 

1400 o.eeesessee 1400 Ohm 1% .5W RS-1/2 WW ....essssssecessesseeen 1.00 | RWF-RS2C-1850 .............. 1850 Ohm 1% 2.5wt RS2C WW Res . 1.00 | RWF-KOOL10-2.5K -2.5k ohm 1Ow Koolohm Wire Wn ...ccsn.enene 4.00 
WF-RWR80S-1 400 .......... 1400 Ohm 1% 2w RWRBOS WW Res ......sessosececeseeens 1.25 | RWF-RE65G1871.............. 1870 Ohm Alum. RH10, 1 Owatt, 1% .........ssccssesssoseee 4.00 | RWF-KOOLS-2500. . 2500 ohm Sw Koolohm Wire Wnd ...........scccceeeeeseees 2.50 
WF-W80S1.42K ............ 1.42k Ohm 1% 2w W8OS WW ReS .......scsssssceeeeeers .60 | RWF-RSIA-1870.............. 1870 Ohm 1% Iw Wire Wnd ReS ...csccnsneemnnn 80 | RWF-KOOL7-2.5K ........... 2.5k ohm 7w 5% Koolohm WW .........sscsssssenseeeeee 2.95 


Sse 1430 Ohm 1% 3w WW Resistor ...... ue 95 | RWE-RWR78S-1870 ......... 1870 Ohm 1% 1Ow WW Res 20ppm o....ccccocsconeceese 2.20 | RWF-L25I2KS ....ccsceeeneee 2500 Ohm 25w 5% Radial Tab 2.50 

Sica 1430 Ohm 1%, Iw WW Resistor ...... veces 1.50 | RWF-RWRB9S-1870 ......... 1870 Ohm 1% 3w WW Resistor ..sccsessscsscssscerenee 2.00 | RWF-PW7-2500 .............. 2500 Ohm 10% 7w Square WW Res ... veer 1.60 

seittetesss 1437 Ohm .1% .125w 10ppmm ........... veoveee 3.00 | RWF-RW70U-1900............ 1900 Ohm .1% Tw 20ppm WW Res ...ccccssosssecccnseee 1.25 | RWF-RBR55L2500 ........... 2500 Ohm .05% .15w 10pm i ccctenieiea ne <0 

RS2-1450 o...eessseseee 1450 Ohm 1% 3w RS2 WW Res ........ccsccscceseseeeeees 1.45 | RWF-RS2(-1930 .............. 1930 Ohm 1% RS2C WW Res ..........sccscsssesssseenseee 1.25 | RWF-RH10-2500.............. 2500 Ohm RH10, 1 Owatt, 1% Res .............ccccsssssssee 3.95 
WE- RBS3CE1470 ati 1470 Ohm 1% .33w 2Oppm Precis .....s.reccesssseeeeesee 5.00 | RWF-10-5-13-10 .........0.. 2k .02% Iwt large Vertical mt .........scsssseescerssseeee 10.00 | RWF-RH25-2500............. 2.5k ohm 25w 10% AlUM. RS, .r-nnsnrenmnnnne 4.00 
WF-RH20-1.47K ............ 1.47K Ohm 1%, 20W Alum ote eveeee 2.90 | RWE-115-0747 on ceeeeeeee 2k Ohm 5% 3w Wire Wound Res ........scoccssccsseseeees 50 | RWF-RS5-2500 ................ 2500 Ohm 5%, 7w WW Resistor ........sssssssssssessssesee 1.90 
WF-RW70U-1470............ 1470 Ohm 1% 1W SOppm WW ..u.....sssssssssesssssssene 1.50 | RWE-12/1OF2K .......ssccn 2K Ohm 10w 1% WW Resistor wee 2.25 | RWF-RW37-2500 ............. 2500 Ohm, 78w Wire Wound R. .........cccsscsssscsssssee 6.99 
1192-1501B nase 1500 Ohm .1% .75w Daven Precs .....cssoccccesenssseeeens 1.50 | RWF-15-80-2000............. 2k Ohm 75w WW Resiste "x5" .....sssssssssscsscsseseeeene 3.95 | RWF-W2500-100............. 2500 Ohm 100w W Wound Clip-tin .........cssssssssssssee 17.00 

+57 scssseseeeee 1500 Ohm | 2watt 1% W Wha Res ..... ee, RWF-44477P-2K ......sesseees 2k Ohm 15% 75w WW Resistor ......ssssssssescssssesseseeen 3.95 | RWF-WL2500-100 ........... 2500 Ohm, 100w Wire Wound ............. patch 9.00 

DP ccssssecct i eit Rese RWF-6-1/2NE-2K ....so00eeee. 2k Ohm 10%, 100W, WW ReSiSt. ..sessessenerneesenn 8.95 | RWF-WL2500-35 ............. 2500 Ohm 35w W Wound Clip-In .........s.cssscee 9.00 

ne tele : RWF-(572 al RWE-RS2B-2550 cosssosssseoee 2950 Ohm 1% 3w WW Resistor ........cccsccsssvsssesesee 2.00 

SERRA CAG RWF-CP7-2K | RWF-RW70U-2582 ........... 2582 Ohm .1% Tw 2Oppm WW Res .......cccecseseveree 2.00 

See RWF-FLK243030 RWF-RH50-2.6K ccsceosesseses 2.6k Ohm 5Ow 5% Alumin’m Res. ......cccccccesssssennee 6,90 
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Resistors: (2.7K - 8k Ohm 


DESCRIPTION 


eee ; RWEWLSOOD150~— Sk Ohm TSOW Car WW Ress 

ie 1. RWF-WL3900-7 ..... ‘ RWF-1014-5001 2D seeoeeee 5001.1 Ohm .03% .051 SP 2 
RWF-RB53(E3.92K W10-510 
RWF-RBR7153920 


Aeterneeeeneene 


seneenernenenne 


senses 3920 Ohm 1% .Sw RS-1/2- 
RW. RW 85 3920" wnnes3920 Ohm 1%, 5w 20ppm WW Res... RWF-RBOBCES} 10 sco MED AY 
pee Bas + RWF-RWRB9S-3970 ...... 3920 Ohm 1% 3w WWRSiSIOF nn enennne 1.25 | RWERBR7ILSIIO ........51100hm 1% .25w 10 ppm 
RW ae, 7H | eee a ee Be Seat .- 3940 ohm .25% .35 wt WW Res. RWE-RWR74S-5110 5110 Ohm .1% 


RWF- SAL- 52750 .. “F : ial Leads ....... we 1.75 | RWF-0381-4K....... k ohm, 25w, Adj WW Reste ....sssssssssssesensseeeee 3.50 - eco a 

RWF-RS1/4-2800 . . 2800 Ohm 1% .25w RS-1/4 WW ae -210-25K1-4K............ 4k Ohm 25 Adjustable ....... - 4 

RWF-ALT-70-0973 ............ 2860 Ohm, 65w, 5% tapped Res. ........-ceeocsecesnon 15.00 | RWF-560A52-4K............... 4k Ohm 5%, 5, WW 1 Tap : 2 -RH25-5500....... 

RWF-RB43K-2930........... 2930 Ohm 1% 4w radial WW Res... 95 | RWF-D12K-4000............ 4k Ohm 12w, 5% Flat WW Res. oe TS | RWE . 

RWF-RBOBCE2940 ........ 2940 Ohm .Sw1% WWResist.............. 3.00 | RWF-HLT1-4K Ww... 4k Ohm 5% 11 watt Power ROS cee 89 

RWF-RWR78S-2940 ......... 2940 Ohm 1%, 10w, WW Restr. .. we 5.50 | RWF-KOOLTO-4K ............. 4k ohm 1Ow Koolohm Wire Wnd ....csssosssccscsssnoees 7.00 

RWF-RS2C-2950 ..-csvveees 2950 Ohm 1% RS2C WW Resistor ........ wee 1.00 | RWF-KOOLS-4K ..00000........ 4k Ohm 5w Koolohm Wire Wound ............scscsssssessee 4.00 | RWF-MRC5600-15W ........ 5. 

RWF-10XM3000 .............. O00 Oba, TOW Axicl .ssssscsssccsssescsecsceceeeeeeee 1.90 | RWF-RBIGCEAK ... 4k Ohm .1% .33w Shallx Pret. es ea RWF-RH10-5600............- 

RWF-120179-3000 .......... 3000 Ohm, 4Ow, 4 Tops WW nnn.a..sssssececccesceceseeseeeees , RWF-RCL-4000 ................ 4k Ohm RCL 01% Tw WW Res’tor ........ccssssesseceeseee RWF-RH50-5600 .........-.+-- 

RWF-17A83436 ............... 3k 25W Radial WW Res Ohmite........... 2 RWF-RS2-5600 .... 

RWF-2353KO oe scoweeeeeee 3k ohm 3w 5% Wire Wnd 30pm ........... oS fe BEE eS RWE-RS2B- 5600 .. . 5600 Ohm 3% 

RWF-8E16B-3K ............. 3000 Ohm .025% .5w 5ppm WW .......... shee - RS5-5600 oe eecossee 5600 Ohm 5%, 7w WW Re 

RWF-995-3 sccseonssceeeeens 3K Ohm, Tw WW Resistor .........-ssssssssssseecessssssseeee 4 -RW32-4K ...... é .65 | RWF-RW30-5600 ............. 5600 ohm 1% 12w WW te 4 
RWF-B1 21-3000 .............. 3k Ohm 12w 10% WW Resistor....... al - AR csciseman dt 1 : - SEMIN) cssenecosssts 5600 Ohm 14w Wire Wound Res .....sccsssssesessccesene .{ 
RWF-HL225-3K .........coo0ee- 3k ohm 225watt Power Resistor ..........ssosssssssssssser d RWF-RWR74S-4K ............. 4000 Ohm 1%, SwRWR74S WW Res .accssssossesesesone 2.40 | RWF-RW33-5600............. 5600 Ohm 26w Wire Wound Res 5 
RWF-HLAI00-3K .............. 3k ohm 100w Adj. WW Resistor ....tcco-cscccsessson : RWF-WL4000-10 0... 4000 Ohm 10w, 10% Wire Wound ......scccoossscsssecone 2.00 | RWF-RW35-5600 .. Sw RW35V562 

RWF-KOOL10-3K ............. 3k ohm 10w Keaiohm Wire Wad 2... ‘ RWF-WL4000-5 ............... 4000 Ohm 5w, 5% Wire Wound . .. 50 | RWE-RWR84S-5600 

RWF-KOOLS-3K 3k Ohm 5w Koolchm Wire Wound .............. .. 3.00 | RWF-WL4000-75W . 4k Ohm, 75w, Adjustable WW....... . 12.00 | RWE-RBO8CES6200 .. é 

RWF-L25J3K0....... 3000 Ohm 25w 5% Radial Tob ...... 2.50 | RWF-WL8813........ 4k Ohm, 75w, Arg WW Ress) oo Bee 9.00 | RWF-RSIA-5620.............. , Wi 

RWF-PW10-3K 3k Ohm 10w Square WW Resistor .. 1.65 | RWF-RBR7514068 ........... 4063 Ohm .05%  RBR7SLWW................. 4.00 | RWF-RS5-5620 ou... 5620 Ohm 1% 5w, WW Resistor....... 

RWF-RB52(E3K 3k Ohm .19% .5w 2Oppm Precis .........ssssssseneseeeee { RWF-RS2B-4100 .............. 4100 Ohm 1% 3W 20ppm WW ounnnacccessesscccceseee 1.45 | RWF-RW79U-5620 5620 Ohm 1% 3W 50ppm° WW... 

RWF-RS1A-3000 .............. 3000 Ohm 1%, Iw, WW Resistor ................ veces 90) | RWF-ERH50-4120 2... 4120 Ohm 1%, 30w, fas Bolly oo ce 5.95 | RWE-202A611 5.6294k 02% .125watt WW Res. ... 

RWF-RS2-3K ......... 3k Ohm 1% 3w RS-2 WW Res ................. sees 1.50 | RWE-RS1/2-4220 4220 Ohm 1% Sw RS- 1/2 WW ..... eccessve 2D | RWE-RBR7515650 ........... 


RWF-RS2C-3K ....... 3k Ohm 3% RS2C 2.5w WW Res .....oncue 30) RWE-RW15-4.3K ow. 4.3K Ohm 29w 1% Clip Im Res .ssssesoeenseeenerenerene 2.50 | RWF-912115-16............. Sppm WW Re...... 

RWF-RW10-3K ...... 3k, 203w, 9 Tops, Clip-Im ......sssssscsssseesseeenseeeenee 00 | RWF-RW38-4300 4300 Ohm, 110w, RW386102 Res ... . 9.75 | RWF-RWR74S-5760 ......... 5760 Ohm 1%, ‘Sw, RWR74S WW Res ... 

RWF-RW31-3K ...... 3K ohm 14w 5% WW Resistor .......sssocssssseeesseeee 2.00 | RWF-RS1/2-4320 ........... 4320 Ohm 1% Sw RS-1/2 WW... ..essscescreseeenees 15 | RWE-RS5-5895 sss 5895 Ohm 1% Sw, WW Resistor .........pece 
RWF-RW33-3K ...... 3k, 26w Wire Wound Resistor .....socssssssnseesseeee 3,00 | RWF-RWR74S-4320 ......... 4320 Ohm 1%, Sw 20ppm WW Res ...cccscecsseeeseees 2,00 | RWF-RB52AE59100 .......... 5910 Ohm .1% .5w 20 pm Preci 

RWF-RW35-3K ...... 3K Ohm, 38w RW35G302 Res. ..ercesosenesneeneee 9.00 | RWF-12-10A-4.5K............ 4.5k ohm, 10w Adjust WW Restr ......... wre SDD | RWE-1750-6K o..cesesseee 6k Ohm, 12w 10% WW Resistor... 

RWF-STOW-3K ......sssssceee 3k Ohm 10w 3% Sage WW Resis. ............sssssscccsese 1.95 | RWF-1550-4500 ......... 4500 Ohm Sw 3% Sage Resistor. .-essccmncscocune 1.450 | RWE-3D-6K on essessseenson 6k ohm: 1%, 35w WW Resistor .......ssonse 
RWF-WL3000-10 3000 Ohm 10w, 10% Wire Wound naan 2.00 | RWF-25F4500 .... .. 4500 ohm 25w 5% WW Resistor ....... wee DOO | RWEABAS 6k Ohm 5% Ow WW Resistor .....esceue - 
RWF-WL3000-15 ............. 3000 Ohm 15w, 10% Wire Wound ........occcssssceeee 2.50 | RWF-HL5~4.5K essen 45k, 5w 5% HL5 WW Resistor ............. we 2.45 | RWF-912047-6K ............. 6k Ohm .1% .05w 1 Sppm WW Res .....sseccsseesneeene 30 00 
RWF-WL3000-150 ........... 3k Ohm, 150w Wire Wound .......ssoossssssssenee 14.00 | RWF-WL4500-10 ww... 4500 Ohm 10w, 10% Wire Wound ....... ww 2.00 | RWF-CA063265F ............. 6k Ohm 200W 9 top 10% Clip In ...eseessssesseeene 20.00 
RWF-WL3000-225W ........ 3k Ohm 225w, Adjustable WW ....occcsocsssaccerunne 12.00 | RWF-WL4500-5 ............... 4500 Ohm 5w 5% Wire Wound.......... wee 1,50. | RWE-CW5-5-6K ....sesessee 6K ohm 5w 3% Wire Wound Res. .... 0. 
RWF-WL3000-25 ............. 3000 Ohm 25w, 10% Wire Wound .........cssssssnsosees 2.50 | RWE-RER75F4530.............4530 ohm 1% 30w Dale RH50 Alum ..... we 95 | RWE-ELZ-OK on cesssecee 6k Ohm 3w 1% Wire W Resistor .. 

RWF-RLS-2A-3010 ........... 3010 Ohm 1% 3.25w 30ppm Radil .... : RWF-RW78U-4530 ........... 4530 Ohm 1% 10W WW Resistor ......... w- 4.50 | RWF-MD17-6K 6k ohm 3%, 50w, WW Resistor .. 

RWE-RSTA-3010 ..........s.0 3010 Ohm 1% 1, WW Resistor .......... 25 | RWE- 4600 Ohm 1% Iw, Shallcross...... 2.00 | RWF-PW5-6000 ... 6000 Ohm 10% Sw Square WW Re 


4640 0hm1% Iw WWRes.. 


. 35 | RWE-RBI7CEOK ............ 6k Ohm 1% Sw, RCL Pret. nnn cae Nees 17 ) 


RWF-RWR89S-3010 ......... 3010 Ohm .1% 3w WW Resistor ....... i -RBR5614.64K ........... 4.64k Ohm 1% .25w RBRSOL............. swoee JO | RWF-RHIO-6K ............... 6k Ohm RH10 10w 1% Alum. Body .. 
RWF-RW70U-3090 ........... 3090 Ohm 1% IW 20ppm WW..... 25 | 4640 Ohm 1% Iw, Wire Wid Res .......cssosce-cessnense 1.00 | RWF-RW31-OK .........cscccee 6K Ohm 14w Wire Wound Res ....... 
RWF-HLD5-3.1K oss sscssssee 3.1k Ohm 14w 2% WW Resistor....... | 4640 Ohm 1% 3w WW Resistor ......cccosscccssnceessee 1.50 | RWF-SAGEGK5W1 ............ 6k Ohm 1%, Sw, axial Leads ........... 
RWF-RW35-3100 ............. 3100 Ohm 38w RW35G312 Res. ..e..ceccsscssesnsesseee 9.00 | -ULT-4640 ...... 4640 Ohm Tw .5% WW Resistor ....sscsosscccssssesernn 1.50 | RWF-RWR78S-6040 ......... 6040 Ohm .1% 10w WW Res 20ppm 
RWF-RW38-3.1K ......sccccee 3.1K Ohi, 159w, Wire Wound R on.esscccsccsocsssesssseee 9.75 | RWF-242F472S................ 4.7k ohm, lw 1% WW Resistor .....ssccsocsscssossseensoe 1.00 | RWEF-RS2B-6100 6100 Ohm 1% 3W 20ppm WW.... oes 
RWF-TSIW3100 ssc 3100 Ohm 5% TW 20ppm WW o.n...cesssssssssssseeeceeee 75 | RWF-561A831ZF47 ......... 47k 2w 3% WW Axial Resistr ............. wee 95 | RWF-RSE-2-6100 ............. 6100 Ohm 3% 2w, WW Resistor ......sesoossceysseeseene 
RWF-WL3100-25 ..........0 3100 Ohm 25w, 10% Wire Wound .........ssssosososcesseee 4.00 | RWF-HLI00-4,7K.............. 4.7k Ohm 100 Watt 5% HL100 WW....... . 10.00 | RWF-RW29-6110............. 6110 ohm: 10w WW Resistor........ 
RWF-M57-3104 .....-scssec 3104 ohm 1% 1w WW Resistor ..........-.-sssssocecceeone 3.00 | RWF-RCL7006 ..............000 4700 Ohm 1% Tw WW Resistor ......ssoccccssnsescoense 1.10 | RWF-RB17(CE6.15K .......... 6150 Ohm 1% .5w, Daven Prec. ...... 


=~ 
a] 
> 
Qo 
oS 
i 
| 
_ 
3 
= 
= 
© 
= 
co) 
a 
=~ 
& 
> 
Qo 
= 
= 
“i 
= 
NS 
=. 
a) 
oa 
pa 
w 
o 


RWF-RBO8CE3140 ........... 3.14k Ohi Sw 1% WW Resist ......cccscsscecssessnnee 5.00 | RWF-RSIA-4700 ... ae. -RWR74S-6150 ......... 6150 Ohm .1% 5w 20ppm WW Res ...... 
RWE-RS2-3.1 6K ......essseees 3.16k Ohm 1% 3w RS-2 WW Res o....eeccccesescscccnsnsees 1.50 | RWF-RS2-4700 ................ 4700 Ohm 3% 3w WW Resistor ...esccsscoocssasseensoe 75 | RWF-RWR74S6150P ........ 6150 Ohm .5% Sw 20ppm WW Res ...ccssccsseceeneeese 
RWF-RWR89S-3160 ......... 3.16k Ohm .1%, 3w, WW Rest. ...ceoscccccssscescssseesen 1.75 | RWE-RW31-4,7K .......0...... 4.7k ohm 14w 5% WW Resistor ........... we 1.90 | RWE-RS5~6190 ns cessseee 6190 Ohm 1% Sw, WW Resistor ........... 
RWF-R1290-3180............. 3180 Ohm 1% .05w Sppm WW Res .......ssscsccsosseeen 2.00 | RWF-SAIW-4700 ............. 4700 Ohm 3% Tw SAGE WW Res .......ccsoocsccsseesene 89 | RWF-101A-6198.4........... 6198.4 Ohm .03% .051wt ey pee 

RWF-CP5-3300 ........ vevseee 33K 5% CP5 Swt Sq. Scand ROS ....ssssooscscessscsecnnsee 75 | RWF-WL4700-10 ............. 4700 Ohm 10w, 10% Wire Wound ..........scsosssssseee 1.50 | RWF-RH25-6.2K ............. 6.2K Ohm 1% 25w Alum Bdy Res ........ssscecssseeene 
RWF-CW5-3-3300 ............ 3300 ohm Sw 3% Wire Wound Res .......seosscssnooceen 90 | RWF-WL4700-5 .............- 4700 Ohm Sw 5% Wire Wound ........sssoossssscesose 1.25 | RWE-RW13-6.2K .......ssosee 6.2K Ohm, 72w, Clip In Res .......-ee. 


RWF-HL10-3300 3300 Ohm 5% 10 wott Power RES .....scescscossenseee 4.00 | RWF-WL4700-7 0... 4700 Ohm, 7w 10% Wire Wound .........ccoossccssseeu 1.50 | RWF-WL6200-200 ........... 6200 Ohm, 200w Wire Wound ..... 


RWF-HL15-3.3K ..... vee 3.3K Ohm 14w 5% WW Resistor ........-csscscsccscscccsooe 1.50 | RWF-RBR5214750 ........... 4750 Ohm .1% |w RBR52L WW ....... SAR 2.50 | RWF-RH50-6201.1........... 6201.1 Ohm .05% 50w Alum Body ... 
RWF-RS2-3300 ...... vee 3.3K Ohm 1% 2w. RS-2 WW ReS os cececeesesvescscesenseees 1.25 | RWF-RH10-4750.......0...... 4750 Ohm RHI1O,1Owatt, 1% Res ..... -- 4.50 | RWF-101A-6201.5 . 6201.5 Ohm .03% agers, 
RWF-RS2B-3300 .... 3300 Ohm 1% 3w WW Resistor ........ccccscssscsscen 2.00 | RWF-RWR84S-4750 ......... 4750 Ohm 3% 7w,RWR84S WW Res 1.99 | RWF-1750-6300 .............. 6300 Ohm, 10w 3% WW Resistor .. 
RWF-S9022-4E ...... 3300 ohm, 2w 1% WW Resistor ...................ssscsssee 1.00 | RWF-RWR84S-4870 ......... 4870 Ohm 1%, RWRB4S WW Res ........ssssssssssssnssese 1.99 | RWF-C10-6300 .........00..... 6300 Ohm 10 watt Tubular Res. ....... eed | 
RWF-TS2W-3300 ......-.ss0ee 3300 Ohm 3%, 2w WW Resistor ........csssvvccessssseseoe 1.00 | RWF-2289-4900.............. 4900 Ohm,.1w, .1% 15ppm WW Re ....csssssseecsessones 3.50 | RWF-RH50-6.3K .............. 6300 Ohm 3% 50w, Alum Body R .......cscsssssssssvseeseee . 
RWF-1000S-3320 ............ 3320 Ohm Iw 1% Sage Resistor ......:......sesccssssseenee 35 | RWE-PRCSX123 .........4.99k Ohm 1% . T66W Precision ........sessccsescssosveceonee 1.50 | RWF-RS2C-6.3K .......000..... 6.3k Ohm 5% RS2C WW Resistor ...... ecowsieca Le 
RWF-RB56(E3320 ........... 3320 Ohm .1% .Sw RBS6CE WW onan cescsccscsecee 2.00 RWE-RBR5SL4991 Sei 4.99k Ohm 1% .33w 1Oppm RBR5S ..secscsceccesnnee 1.50 | RWF-RW29-6300 ............. 6300 ohm 10w 5% WW Resistor ...... ides 2 
RWF-RER60F3321 ............ 3320 Ohm 5w 1% RH5 Alum Body ......sssssssssossssee 4.00 | RWF-RWR78S-4990 ......... 4990 Ohm 1% 1Ow WW Res 20ppm ........scsssssseree 2.50 | RWF-RW38-6300 ............. 6300 Ohm, 62w, RW38H632 Res v.osccsvssvesvevesseseese fc 
RWF-RS1/4-3320 ............ 3320 Ohm 1% .25w RS-1/4 WW oun cc ccssseecceseee 75 | RWF-0578-5K.................. 5k ohm, 50 watt Adj WW Restr ..........:ccsccssssssssssssee 6.00 | RWF-RW39G632.............. 6.3k Ohm, 166w 5% WW Resistor ......ssssssssssssssssssee 
RWF-9-32-3500 ..o....seesone 3.4k x2 Dual 25wt Res, 3.6°L ce. ssccsssssceccesssssseees 8.00 | RWF-0614-5K 5k Ohm, 100 Watt Ohmite 0614 o.o.......cccccsscseesseee 9.00 | RWF-WL6490-10.............. 6490 Ohm, 10w 5% Wire Wound......... S55 
RWF-RS2(-3450 no. e..oeee 3450 Ohm 1% 2.5w RS2C WW Res ......vuceessccceecesses 1.00 | RWF-10.5H-5K 5k Ohm —225W, WW Resistor ............cccsssesessescesee 18.00 | RWF-RD39P-6500............ 6500 Ohm, 115W resistor .......s.sssssssssssssssssssesssssee 18.00 
RWF-RWR74-3480 ........... 3480 Ohm .5%, Sw 20ppm WW Res ....... veovseee 2AQ | RWF-2D12AB5K-5K ......... 5K Ohm 1%, 25W Wire Wound ..........scssssssessesseseose 3.75 | RWF-RS5-6650 ....cossesssees 6650 Ohm 1% Sw, WW Resistor .....csecosoceccecssensesee 1.65 — 
RWF-RWR84S-3480 ......... 3480 Ohm 1% 7w RWRB4S WW Res .......-.s.-c..-..000- 3.00 | RWF-78ESA5SO2-KS .......... 5k Ohm 1.3w Resistor ..naa..az..sssssscssescececcescecesserees 89.00 | RWF-45F6K8 oe 6800 Ohm 5% Sw WW Resistor ..........cscsccsssessssone 7 
RWF-RWR89S-3480 ......... 3480 Ohm 1% 3w WW Resistor ........... (65 | RWF-800A254 oon 5000 Ohm 25w 1% Tubular Res. ......scscssovssssososceee 8.00 | RWF-RWR74S-6810 ......... 6810 Ohm 1% Sw 20ppm WW Res ...... vee 2.00 
RWF-HL12-3500 .............. 3500 Ohm 5% 12 watt Power Res ..... : RWF-(A0630856 ............. 5k Ohm SOW 10% Clip Im Res ........ssscsssssssssseecesee 8.00 | RWF-R1590-6.9K............. 6.9K Ohm 1% .]w WW Resistor ............. .. 8.00 
RWF-HL60-3500 .............. 3500 Ohm, 55w 5% Tubular Res........ i RWF-(A0631 49E 5k Ohm 113W 10% Clip In Res ........cccccccsssssssessoe 12.00 | RWF-KOOLS-7K ............... 7k Ohm 5w Koolohm Wire Wnd........... .. 3.00- 
RWF-K45146-3500.......... 3500 ohm 5% Tw WW Resistor ..........ccvscusesesccccssesee 50 | RWF-CW5-5-5K 5K ohm Sw 3% Wire Wound Res. ..............scscsccessse 1.20 | RWF-WL5895-7K ............. 7000 Ohm +1% -5% 10w WW Res....... t 
RWF-RBOB8CE3500 ............ 3500 Ohm .Sw 1% WW Resist............... w. 2.00 | RWF-FR200-5K 5k Ohm, 200w ,Wire Wound Res ....scsscoosssssssersoree 18.00 | RWF-WL7K-10 oo... secs Tk Ohm, VOw 5% Wire Wound .....cscssssssscessssssose 1.95, 
RWE-RS1B-3.5K .scsscse 3500 Ohm 1% RS1B WW Resistor .......... RWF-HL24-5K 5k Ohm, 30w, 5% WW Resistor .........cccssssesossosson 5.00 | RWF-185A610-417........... 7053 Ohm .1% .125w WW Res........ . 10.00 
RWE-RS2-3500 oo sscseeene 3500 Ohm 1% 2.5w RS2 WW Res ......... ; RWF-HL6-5K Sk ohm 5% 6w WW Resistor ..........-..cssssesossosooee 1.20 | RWF-RW23-7.1K .........0.... 7.1k Ohm 47w 5% Wire Wnd Res. 4.50 
RWF-WL3500-10 ............. 3500 Ohm 10w, 10% Wire Wound .......... j RWF-K43596/5000 .......... 5k ohm, 25w, Adjust. WW Restr ............csscscscscsssssses 3.50 | RWF-RBI7CE7.15K .7150 Ohm 1% .5w, Daven Prec. ...... .. 2.00 
RWF-WL3500-25 ............. 3500 Ohm 25w, 10% Wire Wound .......... i RWF-KOOL5-5K 5k Ohm 5w Koolohm Wire Wn .............ccccccsccs0000 3.00 | RWF-1250-7182.... .7182 Ohm .03% .25w TOppm WW ......aseccsossesesseses 2.50 
RWF-WL3500-5 .............. 3500 Ohm, 5w 5% Wire Wound........... : RWF-P141-19F 5k Ohm 200w, Clip in Res. .........ccccccosssssssssessee 12.00 | RWF-1700S-7320 ............ 7320 Ohm, 10w 1% Sage WW Res ......scscs-seeyoneeee 2.25 
RWF-59058381881 ......... 2 Section WW .25%W 3.535k/2k ..... . 20.00 | RWF-RBS3CESK 5k Ohm .1% .33w DO ppm Precis ........c.ccscorseceseesesee 1.90 RWF-RS5-7320 ....csseseee. 7320 Ohm 1% Sw, WW Resistor ........ccscssessscsssssseeees 1.85 
RWF-884-3-3600 Pre 3600 Ohm 1% 3w WW Resistor .. .- 1.25 | RWF-RS2C-5000 .... 5K Ohm 1% 2.5wt RSZC WW Res ....eessessosseccsseeeee 1.20 | RWF-RWR78S-7320 ......... 7320 Ohm 1%, 10w, WW Resifi oc oe 4.00 
RWF-RB16CE3.6K ............ 3600 Ohm 1% .33w Shallx Pree. ........... | RWF-RS5-5000 ........ sce 5000 Ohm 1% 5w, 30ppm WW Res ..n...eecssesssossonen 1.95 RWF-3775A-7.5K on... csossese 7.5k Ohm 1% 33w WW Resistor... ees 5.00 
RWE aA 3630. ereenee 3630 Ohm .1% 3w WW RS28B Res ......... yj RWF-RW118F502............. 5k 140w, Clip In, Ferrule ............sccccsssssssssossscsee 14.00 | RWF-CW5-5-7.5K 0... 7.5K ohm 5w 3% Wire Wound Res ......ssssssssssesssssssseee 5 
RWE 6104047 .......3.73k Ohm 1% .1 De WW Bas... cc eet 2.00 | RWF-RW29-5K ou... 5000 ohm 10W WW Resistor ..............scssscsseseesssses 75 | RWF-RS2C-7500 7500 Ohm 1% RS2C WW Resistor ........cccccosssssesseeee 1.25 
ME ped 3740 ........ 3740 Ohm 1%, 10w, WW Rest. .......ccccoessee-. - 5.50 | RWF-RW33-5K ................ 5k, 26w Wire Wound Resistor ............cccccccsceceesessee 4.00 | RWF-RS5-7500 ................ 7500 Ohm 1% 5w, WW Resistor ....-......-.--ccecceceeseeee 1.85 


NF-1485528-8 orem 3827 Ohm 1% 0750 WW RES cncannnennnene 7.00 | RWE-TMI/8-5K con Sk Ohm 5%, 1w, WW RESstOF neon 35 | RWF-RW24-7.5K.... 


RV 7.5k Ohm,91w, Fa WW Res. .. 
FRB] 9AE3830 ........... 3830 Ohm .5% .75w Precision .............ccssuecescecseee 3.00 — RWF-VK200-WASK ........... 5k ohm 200w, Alp WW Rest ccc ces 19.00 — RWF-WL7500-10 
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| RWE-RBRSSLI6.5K . 
75 | RWF-RB52CE16660 
a 10k ‘00 | RWF-RB52CE16900 ..... 
Ok Ohm, 35w 10% Wire Wound RWE-RBRS6LI7000 
‘| RWE-RBRS2L17400 . 
‘| RWE-RBRS4LI7681 
: RWERBRSAL7G00 78k Ohm 5-25 RBRSL Rs... Ene 2.00 


{ - I oes anti BN ee eT: RWF-CAQ63094E ............. 18k Ohm 5OW 10% Clip In Res .s..sscoosssosesenseeensee 8.00 

wee 4) Sf. wee 15.00 | RWF-CP22-18K n.sessssone 18k ohm 22w 10% Squ. Sand Res ... wu. 4.00 

.00 | RWF- Us Ie LS eet || 1% RH25 Alu Bod ....... rede F RW: HL 00-18K ee 18k, 100 Watt, 5%, 75" X 6.5"....... 8.00 

4.00 | RWF-RS5-10. 5k Ohm R RWF-R1590-18K ........ 18k Ohm 1% Wire Wound Res. .... . 4.00 

RBR7 400 | TWF WRBOSIOS00 «a 10.5k Ohm 11%, 3, WW ReStE cesesernn 2.50 | RWF-RSE-5-18K........... 18k Ohm Sw 1% Metal Case WW... . 6.00 

Alum Body R sccscscscnseevceeeee 4.05 | RWF-REBOG-10.7K........... 10.7k 1% 120w Aluminum RH250 once. 22.00 | RWF-RW33-18K............... 18k, 26w Wire Wound Resistor ........... sever 4.00 

mM 5% 3W 30ppm WW ecescceccceeee : RWF-RS2B-10.7K ............. 10.7k Ohi .1% 3w WW Resistor .....cocsssoceessecsesse 1.65 | RWF-TSIWI8K uu... pases 18k Ohm 5% Tw 20ppm WW .......ssccsosseceessssee 15 

8K Ohm, 72w, WW Cipin In Res ... f RWF-RBR54L10900 ....... 0.9k Ohi 1%, .5W, Precision ........csssooscescssseseeeen 2.00 | RWF-WLI8K-100 ............. 18k Ohm, 100w — Wire Wound .........scsosccssseeeeo 12.00 

Ohm, 1 10w, Wire Wound... RWF-681 5476-3 .............. 11k Ohm 1% Sw 20ppm WW Res . ve 1.20 | RWF-VA59-18.2K ............. 18.2k Ohm. TG 2wSnanK Prec a. eee 5.00 

‘Alum, RH50 RWF-RW33-11K ............... 11k, 26w Wire Wound Resistor .... sees 3-50 | RWF-53060-18.7K ........... 18.7k Ohm Iw 3% WW Resistor. ecccnnseennoes 95 

RWF-23-330005 .....--ccee. 11.062k .25w, 01% © 10ppm WW... svssssserusacseeunasee 20,00 | RWF-RB58(E18700 ......... 1B.7k Ohm .1%, Tw Precision ......ocssssssecsensseseeee 3.00 

RWE-RT] 3E-11.2K sseos 112k 1% 3/4wat Wire Wd RES oo cccsnear 1.50 | RWF-RBS9CE18700 ......... 18700 Ohm .1% 1.25w 20ppm WW cnn 8.00 

RWE-RS5-11.5K ...-.ssssneeee 11.5k Ohm 1% Sw WW Resistor ..........ccsssssssssesseee 1.50 | RWF-RW74U-18700......... 18.7k 1% 7W 30ppm RW70U WW ou... ccceccesenee 2.00 

5% Sage ww Resistor 2.00 | RWF-RWR84S11500 ...... 11.5K Ohm 1% 7w RWR84S WW Res ... vee 2.25 | RWE-RBI7CE-19K ............ 19k Ohm .1% Sw RBY7 WW Res ..0........ssscsscccseceeeee 4.00 

: fi: 3w WWResistor .. 1,90 | RWF-202A6114167 ......... 11.729k .1% .125 watt WW ReS. .......ccccssssssssssossee 3.00 | RWF-RBR54L19K ............. 19k Ohm .1% .5w VOppm RBR54L .sssesccsceeens 1.50 

2k RHIO 10w 3% Alum i RWF-1 5005-1 2K .............. 12k 5w 1% Sage .2ppm Precison 3.00 | RWF-RBI9CE19.6K .......... 19.6K ohm 1% Iw RB19 WW Res ... .. 15.00 

2K Ob, 10w, WW Resistor ....cccoosccsnseceeseeceens RWF-632046-10 .............. 12k Center Topped, 35 Wott .........cscsssoosssesceeseneeee 4.00 | RWF-0388-20K................ 20k ohm, 25w, Adj WW Restr ..... 3.50 

 camecersecsene Be2k Ohm 1% Dw RS-2 WW ReS oc cccccseoseseoreene RWF-FW146-12K ........... 12k Ohm 40W 10% Clip tn Res .....scsesscsccsssssceenn 8.00 | RWF-HL20-20K .... 20k Ohm 5% 11wt Tubular Res . 1.65 

1.) 8200 Ohm 1% Sw, WW Resistor ................ RWF-KOOL10-12K ........... 12k ohm 10w Koolohm Wire Wn... cc.cccnocnn 2.35 | RWF-HLAI00-20K............. 20k ohm 100w, Adj. WW Restr ..........ssssssssosseecee 10.00 
8200 Ohm, 20w ww Clip In Res ...... d RWF-KOOLS-12K ..........+-- 12k ohm Sw Koolohm Wire Wnd ........ssssssssssssseeesee 2.50 | RWF-HLA225-20K............. 20K ohm 225w, Adj. WW Restr ...........c..cscccccecseeeee 19.00 

.. 8200 Ohm, 43w, Wire Wound Res f RWF-RBR7 ILI 2K .......00.--- 12k Ohm 1% .25W RBR7IL Resis .......sssssssssoseecee 4.00 | RWF-KOOLI0-20K ........... 20k ohm 10w Koolohm Wire Wn .........scssssooscseeee 4.00 

W38-8.21 omens he 8.2K Ohm, 1 159, Wi ire W ~~ RWF-RE70G1 2K .............- 12k Ohm Alum. RH25 2Owatt 1% ....esssoosccccseseseeee 4.50 | RWF-RBIBAE20K ............. 20k 1% Tw 2Oppm Precision ........c..cccccccsceceeseee 5.00 
W 3-19 oocccseernee 8.2K Ohm’ 1% .25w 30ppm RWE-RSTO-12K ose scessnoee 12K Ohm 10w 1% WW Resistor ......coosooscccseesssseeceers 1.75 | RWF-RER75F2002R........... 20k ohm 1% 30w Dale RHSO Abu ..n..-.ssccessssosesee 8.00 
| -101A-8250......... 8250 Ohm .1% ‘OSIwt (ee RWE-RS5-12K o.seseccccscee 12k Ohm 5%, 5w, WW Resistor ....csoooccccccssesnsoceceers 79 | RWF-RH50-20K .............. 20K Ohm 5%, SOW, Alum Body Ro ...ssssscsssssoseecee 6.99 
F-M40-8250 EES 8.25k ohm 1% .1w WW Resistor Pap RWF-RW10-1 2K ... 12k Ohm, 140w, Wiens. 11.50 | RWF-RS2B-20K ................ 20k Ohm 1% 3w WW Resistor .............ccsscccsceceseee 95 
pee. 25K nas 381 8.25k Ohm 1% .25w RBRS6L ou t RWF-RWI 2K .......oevssseeeoee 12k Ohm 1% 33w, bath We -..:=....eraaes 70 | RWE-RS7-20K .o......ossseeees 20k Ohm 5% 7w, WW Resistor ................ 2.93.00 
ees ..8 } bes : RWF-RW35-12K o.eevesssvseee- 12k Ohm, 55w RW35V123 Res...... vevevevsee 0.99 | RWF-RWI0-20K ..ecsssssssceee 20k Ohm, 203w, WW Clip-In ......ssscsseeoee eh 1i50 

: RWE-RW37-1 2K .-.scesosese 12k Ohm, 113w, Wire Wound R. .sscsssssssssccssossee 12.00 | RWF-RW78U-20K............. 20k Ohm 1% TOW WW Resistor ............. w. 5.90 

RWE-RW39G1 23 .........ssese 12k Ohm, 166w 5% WW Resistor .............ccsessosoe 18.00 | RWF-WL20K-10 ............... 20K Ohm, 10w 5% Wire Wound............. vee 2.00 

RWE-RW47V123 0... -eosseee 12k Ohm, 21 0w WW Resistor ........ccsccesssssosssseceee 16.00 | RWF-WL20K-30 ............... 20k Ohm, 30w Vert. Mnt Milwau .............. peat 2 

yi gel RWE-WLI2K-5 ...sssooseesee.. 12k Ohm, 5w, 1% Wire Wound ...... esse 175 | RWF-889G3-20.5K........... 20.5k Ohm 1% 3w RS2 Type Res ........... reas 

.66k Ohm 1% 25w Opp. Bari RWF-RE7OGI 2.1K ..........-- 12.1k Ohm Alum. RH25 20WE 1% ......ssscccssssssssessee 7.00 | RWF-RBO8CE20500 ......... 20.5K Ohm .25w 1% 20ppm WW ............ ae alt50 

. 8660 Ohm 1% 5w, WW Resistor . ; RWF-RBOBCE] 2380 ......... 12.38k Ohm .25w,1%,Daven Pre. .....sssssvsssssssssessssees 1.35 | RWF-RB58(E20500 ......... 20.5k Ohm .1% Iwt 20ppm WW ........... . 4.00 

.. 8750 Ohm, 20, WW Resistor ... 2.50 | RWF-1600S12.5K ........... 12.5k Ohm 1% 7w WW Resistor..... 1.25 | RWF-RS2B-21K ... ve ZUK Ohm 1%, Sw Wire Wound .........ccsccccssccssesnsnssee 1.65 

.. 8852.2 Ohm 03% Iwi bates ORS vee 2.00 | RWF-KOOL5S-12.5K 12.5k ohm 5w Koolohm Wire Wnd ... 3.00 | RWF-R922-28.......... .. 21.5k Ohm 1% .Sw WW Resistor..... . 85 

vvoees 8980 Ohm .5%, 1w,Daven Precis. ....oocsoon ww. 5.00 | RWF-RB40B-12501 .......... 12.5k .1% .4w radial WW Res ....... sevsssseceeseee 4,00) | RWF-RWR78S-2152 ......... 21.5k 1% 10w WW Res 20ppm .. . 3.00 

Rerhoe ess t 9k ohm 5w Wire Wound Res .....ssssssss0000 w. 60 | RWF-RBO8CE1 2560 ......... 12.56k Ohm .25w,1%,Daven Pre. .... cevsssvessevere 2000 | RWE-RBR5S5L21700 ......... 21.7k Ohm .05% .15w 10ppm ........... we 5.00 

peiectati ee 9k Ohm 5w 1% Wire W Resistor ............00- w. 1.65 | RWF-CA0631022E ........... 12.7k Ohm SOW 10% Clip In Res .........sscssssssssssssee 8.00 | RWF-RH50-22K ............... 22k Ohm 5%, 50w Alum Body Res ...... weve 4.50 

Sasa 9k ohm 10w Koolohm Wire Wnd ............. seen 5.00 | RWE-G15-13K s.esssocsscesosee 13K Ohm 1% 15w, WW ReS. .ccssscsssseccessscesesrneee 5.50 | RWF-RW37-22K ....on0eeeee. 22k Ohm, 113w, Wire Wound R........... w. 15.00 

oun 9k Ohm 20w WWound Resistor .............. vee 1.65 | RWF-RH25-13K ... 13K Ohm 25w 1% RH25 Aluminum ....ccccossccccsosneee 8.00 | RWE-WL22K-7 ................. 22k Ohm, 7w 10% Wire Wound........ weve 1.00 

ID csocesseseeeee 9K Ohm 1% 10w RW5S5 WW Resis .. vee 3.00 | RWE-RS2B-13K 13k Ohm 1% 3W 30ppm WW oun... essseseone secs 2.00) | RWE-RS2-22.1K o...cessosseee 2D.1k 1% 2W RS2-42 Resist .....cccccocsesessesessessessee 1.50 
FRBRSZ19090 seeseeeee 9090 Ohm .1% Tw RBRS2L WW .....cscccccoue we 2.50 | RWF-RBR54L13300 ......... 13.3k Ohm .1% RBRS4L WW Reso... esesesesee vee 4.00 | RWE-RH25-22.2K ............ 22.2K Ohm 1% 25w Alum Bady Res ...... .... 10.00 
secssveeeceee 9200 Ohm 17W 5% RW32 WW Res .........seeescssseeeeone 3.00 | RWF-RBR75L13340 .........13340 Ohm .05% RBR75LWW..... seccrveseeveee 4,00 | RWF-1250-22.5K .......----. 22.5k Ohm 1% .33w Daven Prec. ....... vee 2.00 

Bribe, AX Eee 70 | RWF-DI78619A14K......... 14k Ohm 19% Sw WW Resistor ...csscscccccccssssoseeeeeee 1.00 | RWF-R1590-22.5K ........... 22.5k Ohm 1% .Sw WW Resistor ......... verse 4.00 

sesseneeee 9320 Ohm 1% V25W — DOVEOM «...eeesessssecssnseesesssees 1.75 | RWF-RS2A-14K .cesceccesnee 14k Ohm 1% 3.25W 20ppm WW u...cscsooscccsoeeccere 1.65 | RWF-RBI7(E22920 .......... 22.92k Ohm 1% .5w, Shalx Prec ...... J... 1:50 

REO. : ne ww. 3.50 | RWF-900020-6036 .......... 14.2k Ohm 1% .125w ia DOVeM ...ccsssccssereerevvevere, 2.00 | RWE-MAW-9K23,7K .........23.7k Ohm 2w 1% WW Resistor... wu. 6.00 

sevsoneveee 92.00 Ohm 1% .66W RBRSSL 0... secsssseescscarenseses 1.00 | RWF-RBR52L14200 ......... 14.2k Ohm .1% RBR5S2L WW Res .cessocccccsrseceeveeeee 4.00 | RWF-BD-24K-25W ........... 24k , 25w Wire Wound Resistor ...... icone 

var. 9.8k Ohm, 100w 10% WW Resis. ..... bis ve 9.50 | RWF-RH25-14.3K oo... 14.3k Ohm 1% 25w Alum. Body .......sscssssssssoonesee 4.95 | RWF-RBR52L24K ............. 24k Ohm — RBRSZL WW Res oa ececscscccccsccecsceseeecee 3.50 

git 10k Ohm 25W, WW Resistor ....ocsscovesecssnveesnee 2-25 | RWF-WL14.3K-10 20.00... 14.3k Ohm 10w, 5% Wire Wound ......ccccssccscecseeee 3.00) | RWF-RW12-24K ........ee0 24k Ohm 125W 5% Clip In Res ....... eves 6.95 

. 1OK 100 Watt Adj. Ohmite 0965 v 12.00 | RWF-RBR71L14.5K 14.5k Ohm 1% .25W RBR7 TL WW o.aa..sccsssssssssseseees 4.00 | RWF-SAL-5-24K 0000... 24k Ohm 5%, 5w, Axial Leads ...........scsscssssssssssesee 1.25 

.. Ik Ohm, 10w 10% WW Resistor... 1.00 | RWF-1282-14628 ........... 14.6k 196 .125w WW Res. 20ppm ...rscrscsccssnsrsereeees D5 | RWE-VLIO-24K ....assesessee 24k ohm 10w, Memcor WW Res ......srsoccsecesesseeeee 175 

veee WOK 019% .15 watt WW ReS. .....cccccccsccscssesseseenssnses 3.00 | RWF-RBR54L14700 ......... 14.7k Ohm .1% RBRS4L WW Res ........-sessesccsesccccesee 4.00 | RWF-RBRS7L24.3K .......... 24.3k Ohm TV V.5WRBRSTL oe ceecnsrsenensrne 3.00 

Sisk 10k Ohm 1/4watt .01% WW Res .............. . 20.00 | RWF-P116-14,78K ........... 14.78k Ohm .02%, Sw, Shall ......-.sccscsece .. 20.00 | RWF-RBI7(E24.6K .......... 24.6k Ohm 1% .5w, Shalx Prec. . Se ctid bo 

oS 10k ohm Sw 5% Wire Wnd Res... .60 | RWF-IT79A-15K............ 15k Ohm .05% Iw Daven Pres cnn ve 8.00 | RWF-RB58CE24900 ......... 24.9k Ohm .1% Iwi 20ppm WW . un. 4.00 


10k ohm, 225w, WW Resistor .........sssssssecssssseeeees 18.00 | RWF-2D-15K........ 15k Ohm 25w, Wire Wound Res ......s..ssssssesssesseeseee 3.75 | RWE-TOF25K .....sessssssssses 25k Ohm, 1Ow 10% WW Resistor ...........sssesessssseeees 2.50 
iGehdss wAS SOM 10k/90k/900k .01% Tw Mat. Set .....sccseccsssseeeeee 25.00 | RWF-479E153J .... 15k ohm 1Ow Koolohim Wire Wid ......sssossssessecconee 5.00 | RWF-1700SE-25K ............ 25k Ohm, 10w 1% Sage 30ppm .... a0 
Fale iticteren 10k ohm 20w, Adj. WW Restr .......-+ veer B50 | RWE=CP7=-T5K cecceeonsecnseeee 15K ohm Zw CP7 Squ, Sand RES croreeccreseeseerseeseee 1.50 | RWF-18104-2500 ............ 25k Ohm, 115w, Adj WW ......-..eee Boe 7,00 


ae 10k Ohm .005% W Wound Res ............. vee 7.00 | RWF-CW5-40-15K ........... 15k ohm Sw 5% Wire Wound Res ....accscccscescereee 1.00 | RWF-243E2535 .............. 25k Sw 5% Wire Wnd 30pm ..... Ret aay > 
assis 10k Ohm 1% Sw RW67 WW Resis....... weer V5Q | RWE-ELS-15K ..scsneceeneee 15K Ohm Sw 1% Wire W ResistOr ..ccorsccreeseenererse 3.00 | RWF-25525K .acrresvenen 25k 5w 5% Wire Wound Res........ x ene 100 
cnaes 10k ohm Sw 3% Wire Wound Res .ccscscsseeeseeee 1.00 | RWE-HIW1O-15K .......... 15k Ohm 10w 196 Radiol WW ReS ..cscsnscrsesrnrneer 6:00 | RWF-ASC-15-25K ..ncseoee 25k Ohm 5% 15w Wire Wd Resis ... Leoian 3.00 


10k ohm 5w 5% Wire Wound Res ............. ve 80 | RWF-KOOL7-15K ............ 15k 7w 5% Koolohm non-Induct ...............- ve 3.50 | RWF-CA063220F ............. 25k Ohm SOW 10% Clip In Res ........sssssssssssssss+sss0« 8.00 
TOK Ohm, 25w, Adjustable WW .........c.ccccccccceeseee 3.50 | RWF-MZ15-15K 15k Ohm 5% 7 watt Power Res ................000 vee 05 | RWF-CP1O-25K ................ 25k ohm TOwt 10% Sq. Sand Res ......cccccssssssscssssesee 3.00 
10k Ohm .1%, 2w,National Res. ........ssssssssssseeeeeee 9.00 | RWF-RS2A-15K 15k Ohm 1% 3.25W 20ppm WW ........ccsssssscssssssee 1.65 | RWF-HL100-25K............... 25k, 100 Watt 10%, .75" X 6.5" ouunn.eessecececsssssssseeee 7.65 


10k Ohm 1%, 50w, Alumum Body ...... ve 8.00 | RWF-RS2C15K 15k Ohm 1% 2.5w WW RES. ....ecssccsrsoeee wevee 2.00 | RWF+HL26-25K .cesnssee 25K Ohm, 26w, 5% WW Resistor .........-sscosoccecesscee 2.85 
NF-FR200-10K ..........0-- 10k Ohm 200w Mire Wound Res ........ vee 18.00 | RWF-RS5-T5K oe ceecseee 15k Ohm 1%, Sw, WW Resistor ...........s00. wwe 2.00 | RWF-HLAIO0-25K............. 25k ohm 100w 1% Adj. WW Res .......ccecsscesessssseee 12.00 
F-HL100-10 .. 10k 100 Watt, 10%, oe) Ge iescoects tear etisiae 8.00 | RWF-RWI1V153 .............. 15k Ohm 225w Clip dn Res -.......sscseeson w~ 18.00 | RWF-HLM-15-25K ............ 25k Ohm, 15w 5% WW Flat Res. .......sccccccscseeesceeee 4.00 


AWF-HL15-10K 10k Ohm 14w, 5% WW Resistor ........-scssssseeeensesee 1.75 | RWF-RW12-15K 15k Ohm, 125W, Clip Im Res .......ssoseceen vee 6.95 | RWEF-K5SO-N-25K ............0 25k Ohm 50w 5% WW Tubular Res ............ssssssssesee 6.00 


XWF-ML3-10K ...... «10k Ohm .05% .5w ML3 Spool ........ssosecsecccsssssnseee 5.00 | RWF-RW13-15K ....cccssseee. }SK Ohm, 72w,WW Clip In Res ..soeeseneee vee 4.25 | RWF-KOOLTO-25K .......... 25k ohm 10w Koolohm Wire Wn ..........ssssssssssssseee 2.35 
AWE-PWIO-TOK .....sssssesees 10k Ohm 10% 10w Square WW Res ..........cccscceseenes 1.25 | RWF-RW33-15K............... 15k, 26w Wire Wound Resistor .. © 2.95 | RWE-NTS-25K .....csscscccceee 25K ohm Sw 3% Wire Wound Res. ..........sccsesssesvesen 1.20 
F-PW5-TOK ..sessssscsecsee TOK Ohm 10% Sw Square WW Res ......sssoscccesesseesee .65 | RWF-RW35-15K 15k Ohm, 55w Wire Wnd Res. . . 5.99 | RWF-OB25K....... veow 25k Ohm 1/4 .19% WW Resistor ........csccecesesessennnen J5 
{WF-RBRS4LIOK ............. 10k Ohm .05% .25watt RBR54L......... vee 4.00 | RWF-RW36-15K WWW... 15k Ohm, 78w Wire Wnd Res. ............ .. 10.00 | RWF-OH25K225W P5k Ohm: 2250: FS VA 2S ccscccccecscorcenttaase 14.00 
{WF-RER7OFIOK............... 10k Ohm 1% 20w Dale RH25 Alum ......sssssscccscesesee 5.50 | RWF-WLISK-12 0... 15k Ohm, 12w, Wire Wound .......cosossscsssoseeeeser 2.00 | RWF-R827-5-25K 25k Ohm 15% .Sw Wire Wd Res ......sessoccsessnsecncereee 65 
RILZB-TOK ss ssssseee 10k Ohm .1%, .2W WW Res. .....ssssss00 sever BOO | RWE-WLISK-5 on. cccscseceee 15k Ohm, Sw 5% Wire Wound ........s..ssssccsesssssee 1.50 | RWF-RBO8CE25000 ......... 25K Ohm .25w .1% 20ppm WW .. PR BONS. |. 1.50 
eet 10k Ohm 10w 5% 30ppm WW Res ....... ve 4.00 | RWE-RSE-2-15.1K cceccssccee 151K 1% 2w Metal Case WW .aaccccsscssenessscecsseeete 1625) | RWE-RHTO-25K ..ccccccnee 25k Ohm RH1O 10w 5% Alum Body ......ecsvseenseenvee 4,00 
RLS As 10K Ohm 1% Iw, Wire Wnd Res .......... vee BO | RWE-RSTO-15.4K .occoveneee 15.4k Ohm Ow 1% WW Resistor ..ecsvecenesseseeeenee 2.50 | RWF-RH25-25K25W.......... 25k Ohm 3% 25w Alum. Body RES ...--.rccenenenrene 4.50 
oo 10k Ohm 1% 3wt RS2 WW Res ......... cee 1.35 | RWF-RBOSCE15580 ......... 15.58k Ohm .5w 1% WW Resist........... veoeee 2.00 | RWF-RW10-25K n.ccsoo-.-.-.. 25k Ohi, 203w, WW Clip-H .essssossceecersnsnseeees 
MF. RS2C- OR, 10k Ohm 15% RS2C WW Res ........seeseee wee 1.65 | RWF-SC006-316 .............. 15.88k Ohm .2% .25w WW Rest .........sccsssesssseesee 3.00 | RWF-RW12-25K ............... 25k Ohm 125W 5% Clip In Res 
terion 10k Ohm 3%, 5w, WW Resistor............. vee 1.65 | RWE-RBSACEIOK ............. 16k Ohm 1% .25w 20ppm Precis......... vee 1.50 | RWF-VKIOON-25K............ 25k ohm 100w, WW Resistor 
IWE-RSS-10K-SW. iis 10k Ohm .15%, Sw,WW Resistor ...........ccssssssssssseesee 2.50 | RWE-RS2B-16K ........-c00000 16k Ohm 1% 3w WW Resistor ...........-cccssssssssseseeee 95 | RWF-VK200W-25K ........... 25k ohm 200w, WW Resistor : 
{WE-RW12-10K ns essseseos 10k Ohm, 125W, Clip In Res .........ssssee ve 6.95 | RWF-RWIO-16K ............... 16k Ohm, 140w, WW Clip-In se ww 11.50 | RWF-RBR55L2552 ........... 25.5k Ohm 1% .33W RBRSSL ...sssssssessssosssnssee 1.50 
{WF-RW21-10K .......eeseoe0 10k Ohm 31w 5% Flat WW Rez. ......... vee 2.95 | RWE-RW14-16K esse 16k Ohm 40w WW Clip Im Res .........csscssssssssssesseee 3.50 | RWF-RBR54L25600 ........ 25.6k Ohm 15%, .5W, Precision ..........occcssssseesseeesee 2.00 
WE-RW22-10K o...aseesesees 10k Ohm 53w 5% Flat WW Rez. .......... vee 5.00 | RWF-RW32-16K ............ 16k Ohm 17w 5% RW32 WW Res .........ccescsssssessee 4.00 | RWF-3308P4-2560 .......... 25606 Ohm .03% .25w Speci ........ssscseneesee 35.00 
IWE-RW24-1OK .....ccccsooes TOK Ohi, 91 w, Flat WW. Res. ....ssoossscsssseeeesssseeeees 6.00 | RWF-RW35-16K............... 16k Ohm, 55w RW35V163 Res. .....sccsccccsseteneeeene 6.99 | RWF-P62924 on... seen 26k (25k & 1k Tapped) 40w 
(WE-RW33-10K .. 10k, 26w Wire Wound Resistor .. ve 4.00 | RWF-RW39G163.............. 16k Ohm, 166w 5% WW Resistor........ .. 18.00 | RWF-G15U-26.1K ........... 26.1k Ohm 19% TOW, WW Res. ..n..cccsccscessnasenseee 5.50 
WF-RW35-10K........... 10k Ohm, 55w RW35V103. Res...... veer 6.99 | RWE-WLIBK-10 .....ccscon.. 16K Ohm, TOW 5% Wire Wound .......sssscsesesssseeesn 2.00 | RWF-RB58(E26400 ......... 26.4k 20ppm .5% TW Precision ..........-.ssssssssseeeen 12.00 
WE-RW39-T0K ...essssseeoee : IStOF ......... - 18.00 | RWF-MIS17266/21...........16.1k Ohm 05% .Sw WW Res. .... 2.50 | RWF-RBR71L26.6K .......... 26.6k Ohm 15% .25W RBR7TL Ele ....soocesseseeenseeee 4.00 
(WF-RW39V103 .sssessossose TOK Ohm, 240w 5% WW Resistor ..........ssssssssssessee 18.00 | RWF-RCLB249 .........sssess0 16.2k Ohm .5% .Sw WW Resistor ... 1.50 | RWF-RW35-27K 27k Ohm, 55w Wire Wnd Res. ............-.ssssseeceveeee 9.99 
(WE-RWA7N103 ....ssssos000e 10K Ohm, 210w WW Resistor ...........+.0 12.00 | RWF-RS2-16.2K 16.2k Ohm 1% Sw RS-2 WW Res ......sscsccssseecesneeen 1.65 | RWF-RW56V273 «2.2.2.0... 27k Ohm 5% 20w RW56 WW Resis ......socesscsnsseses 2.25 


(WF-RW74U-10K ..........- RWF-RS2C-16.2K ......-.seee 16.2k Ohm 1% Sw WW Resistor ........-sscssscsssensssee 1.65 © RWE-RX4A-27K ..ssooeeeene 27k Ohm .1%,4w,Victoreen Gloss .........s.-sseeesussee 10.00 
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Resistors: 30k - 100M Ohm 


See 28k Ohm, 78w Wire Wnd Res. | -160 50k Ohm, 160w — Wire Wound .......sssosse. 
anes 2OIK Ohm 1% .33w RBRSSL. 
28.7k Ohm 1% ie in| Bod 
‘Ohm .5% .75w 


29k es 
serseseaneeseenees OK Ohm, 750 51. 
RWF-1OF30K an. 30k Ohm, 10w I setsserstereesneees 150 | RWE-202A-51K 1% .125watt Wire Wd 
phe’ eat Pees SS EAI -G10- cevseneee 51K Ohm 1% 5w Dale G-10-125 .... 
sessssseeeeee 30K 7w 5% Koolohm non-Indutt ...... casos - 1 1k Ohm 168w, Clip In Res. ..... 
os .. 30k Oh i S ; -SR5W-51. 11k Ohm | Resi 


ateetereerenen 


or ) iii ae 14.00 | RWE K 
Sts. - 3 .25w | i RWF-1192-248870 ... 


Bes : T1T1-60K os seseeee A RWF-RB16(E249K .... 
RW. RSIA- 30357... 3.00 6 __RWF-RBRS7L249K 
RWF-900532-205 ....... 32.7k 03% .]w 10ppm WE -KOOLIO-60K ........... 'L250K 
RWF-ERHS0-32.8K ....... 32.8k Ohm 1%, 30w, Alum Body ....ecsovscorsvsnsere 9:95 ‘ 
RWF-2548591-16 seo 33k 25% .125w 20ppm Kelvin coe ww 2.00 
RWF-RBR53L33200 ......... 33.2k Ohm 1% .66w RBRSBL... 95 | RWF-RW37-62K................ 62K Ohm, 113w, Wire Wound R. ..... Rese pss 
RWF-25955.5-39 ....---see 34k 50w, Adj WW Resistor 5" ... woe 9.00 | RWF-RW47V623 .............. 62k Ohm, 210w WW Resistor ..... BATH Ms 
RWF-RBI7CE34K ........ 34k Ohm 1% .Sw 20ppm WW ee: 1.25 | RWF-RBRS5SL62R5K ......... 62.550k 1% 33w RBRSSL......... 25 | RWF-AFRTI9E26/K .......... 
RWF-1172-35K.......... .- 35k Ohm 1% Tw Daven Precis, ..-escsoesssesetenetreee 3.00 RWE-RB42- 64K .. 64k Ohm .05% .Swt Daven, Radial... .eesececrneer 4.00 oe 
RWF-D35KWL-75W .......... 35k 75 Wott Tubular 1" 5° seesssntsnescesrsensenee 9.95 | RWF-RBR7ILO4K ............ 64k Ohm .125w 05% RBR7TL WW o...eccsccesoreneee 4,00 -RBRS4L272K ........... 
RWF-G10-125-35K .......... 35k Ohm 1% 1Ow Dale G-10-125 on eeecsnesnsrnee 2.50 | RWF-RBRS7L64.9K ........ 64.9k Ohm 1% V.SW RBRSZL ss sscncsneesecerstn 3.00 | RWF-RBRS3L274K ... 
RWF-HL120-35K ............. 35k, 113 Watt Power Resistor ......ssscssssessssessssenee 9.99 | RWF-RW10-68K.............. 68k 203w Wire Wound RW10V683 A RWF-1016200-65) .......... 
RWF-KOOL10-35K ........... 35k ohm 10w Koolohm Wire Wd .....s.ssssccssenee 3.00 | RWF-RW47N683.......... 68k Ohm, 210w WW Resistor .....o-ssccseees 20: RWF-CRC2300K .............- 300k 5% 2w Axial Wnd Res... 
RWF-RB58(E35700 ......... 35.7k Ohm 1%, 1W Precision .....csssccseeessseeseessee 5.00 | RWF-RBR52L68101 ......... 68,100 Ohm .1% RBR52L WW Res RWE-RBI7CE301K 0... 301k .5% .5w, Daven Prec. .. 
RWF-RWR78S35700 ........ 35.7k Ohm 1% 10w WW Res 20ppm 2.50 | RWF-RBR56L69180 ......... 69180 Ohm 1% .25W RBRSGL oes 1.50 | RWE-RBISCESOIK ...... 301k ohm 1% Iw RBI9 WW 
RWE-K747-35.97K soe 35.97k Ohm .1% .3W Sppm WW on. esessenceseeeseee 4.00 | RWF-912105-0134 ......... 69818 Ohm 01% Sw WW Res on eecccssessceseenee 6.00 | RWE-RBRS4L325K ......... 325k Ohm 1% .Sw RBRSAL....... 
RWF-RWR78S37400 ........ 37.4k Ohm 1% 10w WW Res 20ppm ... oo 2.50 | RWF-160A-70K.............. 10k Ohim, 160w, Adj. WW Reste ...-eccsscsceesseeen 11.35 | RWF-RBS3CE332K ...... 332k Ohm .5% .33w, Precision ......... 
RWF-RB57(E38.3K ......... 38.3K Ohm 1% .75w RBS7CE WW ...cssosecsoseeesnseen 8.00 | RWF-KOOLI0-70K .......... 70k ohm 10w Koolohm Wire Wad «sec 2.35 ; i 4 Be 
RWF-RBR52L38300 .......... 38.3k 1% TW RBRS2L WW ..essssssescsssesceensetnse 2.50 | RWF-RBOBCE7OK ............. 70k .1% .25w RBOBCE WW Res ! . 5% 2w W8OS WW Res ...... 
RWF-RER75F38.3K........... 38.3k ohm 1% 30w RH5O Alum Bd ...sssessssscscesseeen 7.00 | RWF-RBR56L70000 ......... 70k Ohm 1% .25W RBRSGL ...s.esceeceeseeneeereee 375k Ohm .1% .25w RBRSAL...... 


..75k Ohm 1% 7w, WW Resistor..................... 3.00 


RWF-RW70U-38.3K........... 38.3k Ohm 1% TW 20ppm WW aun escecscnseneeee 1.45 | RWF-RBR57173160 ......... 73160 Ohim 19% V.5W RBRSTL ...eseocescecncesneesee 6.00 wwneeees 376.9k Ohm 1% Sw RBRSAL....... 

RWF-RW78U-38.3K.......... 38.3k Ohm 1% TOW WW Resistor .......csesoccsnseene 450 | RWE-0924. 75k Ohm 225W Ohmite 0924 WW ; 00 
RWF-RB17(E38.6K .......... 38.6k Ohm 1% .5w, Shab Pree. ..sssesssscessessssennee 2.00 | RWF-RBSSCE/S5K ............. 75k Ohm 1% .15w 20ppm Precis...... ~ 1.00 “4 i secaavaesend 
RWF-HL1 20-39K ............0 39k, 113 Watt RW37 5% RHF onscreen 8.95 | RWF-RBR8IL75K .. 15k Ohm .1% Sppm .1wt RBR75L ... 6.00 475k Ohm .1% 1w wire wad Re. sscooanee 00 


500k Ohm 1% .5w Daven Pretis....... 


RWF-RW35-39K ......... . 39k Ohm 55w RW35V393_ Res. . .... 6,00 75k Ohm, 225w 5% Wire Wound ......sssssssssssssssse»es 15.00 500k Ohm 1% .5w Daven Prec. 

RWF-RB53(E39.2K .......... 39.2k Ohm 1% .33w Precision ....ccoosoocccessessesseseeese 2.00 78.7k Ohm .1% Tow RBRS/L 6.00 500k Ohm .1%, Iw, Doven......... 

RWF-RBR71L39.2K 39.2k Ohm 19% .25W RBR7IL Ele ......-.-.scsscsessoveooee 4.00 79312 Ohm .1% Tw WW Resistor .....ccccscoscscsseeoveon 5.00 500k E5753 wt 1% WW Resistr ........... 
RWE-101AL-39708 .......... 39708 Ohm .01% 1W WW Resist .....cscsscccccoccseese 10.00 | 80k Ohm, 75w Adj, Ohmite 0795 oo csoossssceseee 10.00 500k Ima HY Cartridge 3W 3°L oo csssssee 
RWF-100A-40K ..cessssee 4Ok Ohm 115w Adj WW Rest ....cccccsscsssssccsnssee 12.00 | BOk Ohm .1% .25w Shallcross ...ssorcssccssonceseenseee 5.00 | 500k Ohm .1% .5w 2Oppm Precis ...seceoreesseeessee 3.00 
RWF-1750S-40K .............. 40k Ohm, 10w 3% WW Resistor .........-sscccccccsccsesssee 1.00 BOk ohm .1% .]w WW Resistor ............csssssssssseseeee 1.50 | 500k Ohm .1% 1.5w RBRSZL na 
RWF-200DRV40K ............. 40k Ohm 200 Wt Wire Wd Res .....-.....----sce-csees 12.00 B0.7k Ohi 05% .15w VOppm ..nncssssassescccerersesereene 4.00 500320 Ohm .01% .25w Ultronix........... we 
RWF-6-1/2HA-40K .......... 40k Ohm 5% 1OOW Adjustable WW ......sseosssscssee 20.00 82k 10w 3% Sage WW Resistor ...... wanes 200 - 506k Ohm .1% 33w RBR5SL .acesssosos itnercasnes 
RWF-BD-40K-25W ........... 40k , 25w Wire Wound Resistor .....sscsss-s-sesssseonsesee 2.50 RWE- 107AL- 82480 .......... 82480 Ohm .01% Iw WW Resist .....cccsccsssossorcccere 10.00 | RWE-RBR53L51IK ........... 511k Ohm .1% 33w RBR5SL ...scccsosscessneeseeens - 


RWF-KOOL10-40K ........... 40k ohm 10w Koolohm Wire Wh .....cccocnone 3.00 | RWF-RBR54182500 ......... 82.5k 1% .Sw VOppm RBR54L ......cessecsoreeneeens 1.50 | RWF-2205-6051 .............. 523k Ohm .1% Prec. WW RESIS s-ssvssesensesensensee ae 0 
RWF-KOOL5-40K ............. 40k ohm 5w Koolohm Wire Wn .......... v2.50 | RWF-RBR54L83330 ......... 83.33k 1% Sw 1Oppm RBR5AL .....ccsscssccessseeeee 1.50 | RWF-RBI7CEGOOK ........... 600k Ohm .1% .5w 2Oppm WW Res .....csesacceseeeee 2. 
RWF-L225J40K .....ssososenee 40k Ohm 225w 5% WW Resistor .......sscsccccossesee 15.00 | RWF-RB16CE84.5K .......... 84.5k Ohi 1% .33w Shallx Prec ..sccssesocecsnseeenee 2.00 | RWF-RBR53L673K ........... 673k Ohm .1% .33w RBR53L co 2.00- 
RWF-RW47G403 ............. 40k Ohm, 145w WW Resistor 2% .........ccssscecssereee 22.00 | RWF-BX14087.75K.......... 87.75k Ohi .1% .Sw Shallcross ....sreceseseseesnesen 15.00 | RWF-59050000548 ......... 674k Ohm 1% .Sw WW Resistor .....rcseseseesseeneen : 
RWF-SP20/11040K .......... ADK obi .01% .25w WW RES .ereocsosssoseoneeeeseen 14.00 | RWE-RS7-90K oe eesseee 90k Ohm 1% 7w, WW Resistor........ cwvseees 1.05 | RWF-1242243-679 .......... 679k Ohm .1% .Sw WW Resistor...... 

RWE-TS5-40K oon... scssscccee 40k Ohm 1%, Sw WW Resistor ........0. vow 1.650 | RWE-RSE-7-90K oo.sessoseee 90k Ohi Zw 1% RSE-7 WW ROS ...cscccsecoeesoreenree 1.90 | RWF-CMHS.5-680K .......... 680k Ohm 1% .5w CMHS 1/2 WW 

RWF-WL40K-1 50W .......... 40k Ohm 150w Adjustable WW ............ vw 8.95 | RWE-RBR55L95301 ......... 95.3k Ohm 1% .33w 10ppm RBRS5 . vos 1.50 | RWE-RBI8CE69642 .........696,400 Ohm .1% .75w, Precis. .. 

RWF-WL40K-25 .......sssscee 40k Ohm 25w, 10% Wire Wound .......sssosssscsnssene 2.99 | RWF-RB5S4(E96.5K 96.5k Ohm .5% .25w 20ppm Prec..... 1.00 | RWF-1171-750K.............. 750k Ohm 1% .Sw Daven Pretis. .... A 
RWF-RBO8CE42730 ......... 42.73k Ohm .25w,1%,Daven Pre ...scseocssccsssescesnseee 2.00 | RWF-1250-97200...... .97200 Ohm .1% .25w 10ppm WW . we 1,00 | RWF-229-2604-12........... BOOK 1% TW AX. WW Resistor .....ooccesocesneresseense 85 
RWF-RW24-43K ....ecsessen 43k Ohm, 91w, Flat WW Res. ..... wre 900 | RWF-RBRS4L97.6K ..........97.6k Ohm 1% .25W RBRSAL .rcsnscccnnneesessernne 2,00 | RWF-RBR53L890K ........... 890.9k Ohm .1% .33W RBR5BL ...sorcsoccscesereseees 275 
RWF-RW37-43K ns ssoeooce 43k Ohm, 113w, Wire Wound R. .. . 10.00 | RWF-RBRS7L97.6K 97.0k Ohm 1% V.5w RBRSZL ceccscsssnsennsnecenee 1.10 | RWE-RB52CE898K ........... 898k Ohm .5% .5w pst Preis a 00 
RWF-RBR52143330 ......... 43,330 Ohm .1% RBRSZL WW Res ......scsocscsocsrenee 4.00  RWF-9984423-117.......... 98k Tw .1% VOppm WW Resis. ....ccoccsocsscsessoren 2.00 | RWF-900494-4032.......... 965k Ohm .1% .5w radiol Daven ....ssoccuee 

RWE-44KS oo. sssosorsoneses 44k Ohi 5% Tw WW Resistor ....ccoosssocecssteneeenees 85 | RWF-RBR52L99950 ........99950 Ohm .01% IW RBRS2L oo ccenrsonn 5.00 | RWF-207A-990K.............. 990k ohm .1% 25 wh WW RES. ..esenscsercneenerennee 300 
RWF-RBOBCE44120 .......... 44.1 2K Ohm .25w 19% 20pm WW ...sccoosscccessee 2.50 | RWF-10.5H-100K ............ 100k Ohm 225W, WW Resistor .......sscsssscssreesnsee 18.00 | RWF-1460PSR1 T Meg .5% 2wt Resistor ........scsssssocceccsssstarsscsoneers 9.00 
RWF-RBOBCE44250 ......... 44.25K Ohm .25w .1% 2O0ppm WW .......sssscsccsoseee 3.00 | RWF-20HJ-100K............. 100k, 225watt Power Resistor ...cccnnnennne 15.00 | RWF-1252-1M TM Ohm 1% — Daven Prec. ....s.sssesscesesssseeseseeenee 5.00 
RWE-RW12-45K ......ecseceee 45k Ohm 86W 5% Clip ti ROS ...esesocessonoesesosesnnne 12.00 | RWF-BI3EI00KS5WS ........ TOOK ohm, 5w .5% Wire Wnd Res, .....aeoccssccsssrsacee 2.00 | RWF-138(467H0) ........... 1 Meg 250wt 1-1/8" x 10-1/2°L ..ssrsesseesnsecssesne 22.00. 
RWF-101A-45.4K ............. 45.4k Ohm 03% OST wt VOppm .csscsccnessenocssennee JS | RWF-HLIO0-100K ............ 100k, 100 Watt, 5%, 75° X 6.5" osescssssssesessecnnnee 8.00 | -RWE-DAV-TM-T oneness 1 Meg Ohm 1%, Iw Daven Resis. . 00 
RWF-RW78U-45.9K........... 45.9k Ohm 1% TOW WW Resistor ......ssosscesseccsneee 4.50 | RWF-HL225-100K........... 100k, 225watt Power Resistor .......... vee 18,00 | RWE-XLDF8B-1M ............. Meg .05% Tw Ultronix Presi oo nsnnecnen 5.00 
RWE-RBR71L46.4K .......... 46.4k Ohim 1% .25W RBR7TL WW o..secscssssesnscsenne 2.50 | RWF-HL51-100K.............. 100k Ohm, Siw, 5% Tubular Res ......seessseesncesnsee 8.00 | RWF-1252-1.04M............. 1.04M Ohm . 05% Daven Prec ...csecsnsecsesennee 10.00 
RWF-SO9A-47K .......sscsssee 47K Ohm 1% WW RES Scns 2.00 | RWF-RBI6CEIOOK ........... 100k Ohm 1% .33w 20ppm Prec ..... w- 1.00 | RWF-RBR53L1.05M........... 1.052M Ohm .1% .66W Precision ......ssscsssesssseeenn 5.00 
RWF-RBOBCE47K ...........- A7K Ohi .5w 1% WW Resistor .....csssssccssossssesnsseeen 2.00 | RWF-RBI7CEIOOK ......... 100k Ohm .1% .Sw RBI7 20ppm ......... v1.75 | RWF-RBI7CEI.07M.......... 1.07M Ohm 1% .5w Daven Prec. ....ssssoccssscsesseeeee 2.50 
RWF-RBI7CE4ZK soo... ATk Ohi .1% .5W, RCL Precis. ...cscoosscssssssossessneeee 3.00 | RWF-RBSSCEIOOK ........... 100k Ohm .1% .15w 20ppm Precs.......... ee 1,00 | RWE-A3775-1.5M ou... 1.5 Meg .03% .Sw WW Resistor ........ccssssssscecessesee 1.50 
RWE-RS5-47K ...c-ssescessvee A7k Ohm 3%, 5w, WW Resistor .....oscssocscssessnsseese 1.50 | RWF-RH25-100K .......... 100k Ohm 25w 1% RH25 Alum Body ....cccsscseseoe 5.00 | RWF-PWI719B ............... 1.5M Ohm .05% Special Resis. .....soccccssccesasseeae 25.00. 
RWF-RW36-47K ..... 47k Ohm, 78w, Wire Wound Res. ......ssoocssnsscssneee 6.00 | RWF-VK200WAI00K ........ 100k ohm 200w Adj. WW Resis’r .....sscssocseosscscensee 19.00 | RWF-7070-1.6M .............. 1.6M Ohm Sw .1% RCL WW Res... wwe 5.00 
RWF-RW37-47K 47k Ohm, 113W, Wire Wound R. .scssssoscsenssesneee 9.00 | RWF-WLIOOK-7 ............... TOOK Ohm, 7w 3% Wire Wound ......csccsosceensesen 1.25 | RWF-RBIBCEI.64M.......... 1.64M Ohm .5% .75w Daven... 8.00 
RWF-RB56(E47500 ......... A7.5k 1% .125w 20pm — WW...sssssscccssssesesnssseee 50 | RWF-RB7OCE-10IK .......... 101k Ohm RB7O Prec’st WW ReS ....sseossssseecssseeee 8.00 | RWF-RBI8CE1.81M........... 1.81M Ohm .1% .75w 20ppm Davn.. .. 3.00 


RWF-RBR57L47500 ......... 475k Ohm 19% 1.5W RBRSZL acssssssscsssssccsssscee 6.00 | RWF-1252-102K.............. 102k Ohm .25% Daven Prec. .. v5.00 | RWF-LEK-1.91M.... . 1.91 meg 1% 1.2w WW Resistor ....... 


RWF-9984423-121 .......... ABk Tw 196 Axil WW Resis ....scssocscccssssesesnsesers 4.00 | RWF-900258-986............ 102,420 Ohi .01% Ultromix .....sesoressseesesereeseseee 2.00 | RWF-RB58C-1.91M ........... 191M Ohm 1%, Tw,Shallx Prec ...eeccessnreesssnneesese 20.00 
RWF-BX1 BO4BK .............. 48k Ohm .5% .5w Shallcross ....... . 6.00 | RWF-RBI7CEIOZK .......... 107k Ohm 1% .5w RBI7 20ppm ........... » 1.75 | RWE-RB18BE20003 ......... 2M Ohm .1% .75w 20ppm Precis ..... mies 900 
RWF-RB16CE48K ............. 48k Ohm 1% .33w, Shallx Prec. ... vw» 2.00 | RWF-K815P-111K............ 111k ohm .03% .5w WW Resis. ......... ... 3.00 | RWE-305R2.3M ......-sseceee 2.3 Meg Ohm 1% .35w Radial ......ccrssscenecesne 1.00 
RWF-RBIBCEABK ............. 48k Ohm .1% .75w 20 ppm Precis .....sccsscsscersseesenee 7.00 | RWF-RBI7CEI15K ............ 115k Ohm .1% .Sw 20ppm WW Res ...... ve 2.50 | RWE-M16-2.4M ones eseese 2.4 Meg Ohm .1% Bobbin WW........... vevwee 10,00 
RWF-RBR711L48.7K 4B.7k Ohm 1% .25W RBR71L WW .....ssscosssccesssseeee 2.50 | RWF-RBRSOLI 20K ........... 120k Ohm 1% .25W RBRSGL .....ecscsooscccscsesnseeen 1.50 | RWF-RB58€E2.4M............ 2.4 Meg .1%, IW Precision ........ssssssssesssssiscsseesee 7.00 
RWF-101A-49020............ 49020 Ohm .03% .O5Twt VOppim ......ssccosssscssseessen 75 | RWF-WLD20K-7 ose 120k Ohm, 7w 10% Wire Wound .........sssosscsnesen 2.00 | RWF-210A-3.2M ..cecesccsoe 3.28109 Meg 05% 2Wt WW RES. .....-ssesecsssssseeseense 4.00 
RWF-RBR5514992 .......... 49.9K Ohm .1% .33W RBRSSL .....cecscosssesecnnseeesn 2.00 | RWF-RB52CE1 24K ........... 124k Ohm 1% .Sw SO ppm Precis ....esesssorcsseseeeeseeees 95 | RWF-RB59CE4,02M.......... 4.02M Ohm .1% 1.25w 20ppm WW...... wn 7,00 
RWF-0420-50K ......essssonen 50k Ohm, 50w, Ohmite 420 Flat ......csssscsccsessessen 6.95 | RWF-RBSSCEI25« ........... T25k 1% 1Sw-RBSSCE WW ns cessssnsosnscessene 2.00 | RWE-5TOA-5M o..scssscsesne 5 Meg 1% Tw, WW Resistor ........sssscccssssserceser 10.00 
RWF-6-1/2HA-5OK .......... 50k Ohm 5% 130W Adjustable WW .......soscsunsee 15.00 | RWF-RB27-1 27K oo. cesensenoe 127k Ohm 1% Sw Wire Wnd Res .....cccsssseccnsesensee 665 | RWE-DCH=5 on csecseseseee 5.36 Meg Ohm 1% Sw ,PEOCUSIOR ...-ccoccccoosssoresterssac 50.00 
RWF-FR50-50K ......ssssssse 50k Ohm, SOw, WW Resistor .....cssoccccsscceseesessesen 7.00 | RWF-102P-130K.............. 130k Ohm 1% .125W WW RES. ...scccocscsescnseenssen 1.00 | RWF-GA534-6.52M......... 6.52M 1% Dw Inert Glass TUDE nnn 10.00 
RWF-HL100-50K ............. 50k Ohm 100w, 5%, .75"X 6.5" ...csssssseccsseseeeen 9.00 | RWF-RCL4062M............... 132.6k .1% .25w Rad'l WW Res .....cccsoccsnsersssseee 3.00 | RWF-C177ANA7504 ......... 7.5 Meg Ohm 1% Glass Env'lpe ....... jl 
RWF-HLT20-50K ........sseeee SOK, 11.3 Wott RW37 5% R’SHOF ...sscseosecccsnsesecsensee 17.00 | RWF-RW11G144............. 140k Ohm 116w Gloss Clip-tin ......scsssscsssesssesen 14.00 | RWF-9050-10M ose 10m Ohm (1ma/10kv) 1" X 16"... .. 50.00 
RWF-HL225-SOK .........000 50k 225watt 5% Power Resistor .......-.sscsssesrseeee 18.00 | RWF-SC006-45) ............... 140k Ohm .2% .25W WW Resth. ....cccscccssneecsseseen 1.75 | RWF-CIEIOOSP............... 10 Meg Ohm 1% 1 Watt WW Res... 4 
RWF-HL70-50K ........esssesee SOK Ohim, 7Ow, 3% Flat ROS ctsessscsccscsssssseesees 10.00 | RWF-RB70C141.9K.......... 141.9k .1% 2Oppm .25W Precise .....sscocssessecesersnn 2.00 | RWF-DPWI-10M............. 10 Meg Ohm 5%, 150w, Clip Mat ......... woe 39.00 
RWF-HLAT00-5OK ............ 50k ohm 1OOw 1% Adj. WW Res oo... ssccssseenssesee 12.00 RWF-RBSSCEV47K .......... 147k Ohm 1% .15w 2Oppm Precis ....soscsescsrsenssee 1.00 | RWF-X2059-12M10......... 12 Meg Ohm 10% 100w, Clip WO ccc eee 18.00 
RWE-KOOLI0-5OK ........... 50k ohm 10w Koolohm Wire Wid ......ocsccsssseseen 2.35 | RWF-RS10-148K ...........0. 148K Ohm, 1% TOw WW Resistor ....ccccoccesnsenseen 1.75 | RWF-9858-MFE156.......... 15M Ima @ I5ky, 15, VDE 50.00 
RWF-KOOL25-50K ........... 50K ohm 25w Koolohm Wire Wri .......ccsssssssssseesee 6.00 | RWF-1180-149K.............. 149k Ohm .5% Tw Daven Precis... cnn 2.00 | RWF-9858-MFF206.......... 20M Res. Ima @ 20ky, 1x39, . 50.00 
RWF-M53-50K un... 50k ohm 1% .66w WW Resistor ....:....scsscccccsssseeecn 2.35 | RWF-ES753-150K ........... 150k ES753 .Swt 1% WW Resiste .......oosssssseeseseeen 75 | RWF-EPW-1-1-40M .......... 40M Ohm, 100w,3% Encapsulated . 45.00 
WE-RH50-50K ............... 50k 50w RH50 Aluminum Body 3% .....2...scsssssssessee 5.90 | RWF-RBSSCEI5OK ........... 150k .1% .15w 20ppm Precisn ....... .- 1.50 | RWF-MF300W-40M -40Meg 15% 300W, 2° x 20" ......ssesecececssssseseseernses 95.00 
RW10-50K on nssseee 50k Ohm, 140w, WW Clip-tin ....ccsccsarseesnseesn 10.00 | RWF-RW38-150K 150k Ohm, 159w, RW38V154 Res 14.25 | RWF-912113-453............ 74.1M Ohm .1% Sw WW ResistOr sss 1.00 


RYWE-RW12-50K oo... seers SOK Ohi BOW 5% Clip tm Res .esessssevonssserenssoeee 9.00 — RWF-RW47V154 150k 210w WW ReSIS1OC oennncnrnennne 20.00 — RWF-MG720-100M........... 100 Meg, 2w, 1%, Okv Resistor .....sssessessnssenseee 8.90 
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Dual row pins, isolated, in- 
dividual resistors each with 
2 adjacent pins, ie. 1-14, 2- 
13, etc. Total pin and resis- 
tor count given for each part. 


ingle row, isolated, 


EF ee ~ Saal eet. dvidoe resistors, 


each fa | 2 pins on 


the aly Total pin 
and ‘resistor count 
given for each part. 


$1 Each 75¢(10-49) 50¢ (50+) 


- DIP - 


$1.50 Each $1.25 (10-49) $1 (50+) 


a Di pS r Dual row pins, ONE common 
pin with all resistors bussed 


to remaining pins. Total pin 
and resistor count given for 
each part. 


Single row, ONE com- 
mon pin with all resis- 
tors bussed to remain- 
ing pins. Total pin and 
resistor count given 
for each part. 


$1 Each 75¢€(10-49) . 50¢ (50+) $1.50 Each $1.25 (10-49) $1 (50+) 


*ART NUMBER VALUE PIN CONFIG. TYPE PART NUMBER VALUE PIN CONFIG. TYPE 


DFOOO000T ORODA................ 10 ohm.............. 14 pin DIP 7 Isolated .....-evsrereren C RDFOOOO3000ROSA ............... cabs OR OE 10 pin SIP 5 Isolated ....................000 B 
DFO0000020ROSA ............... 20 ohm ............. 8 pin SIP 4 Isolated, |.) Sisateet sesso A RDFO0004700RODA............... CW | eee oe Bee 14 pin Flatpak 7 isolated ................. C 
DFOOOOOO2Z5R5DA............... 25.5 ohm .......... 16 pin DIP 8 Isolated .......evsveresen RDFO0004700RODB............... | Seen 16 pin DIP 8 Isolated ............sssssseeesees C 
DFOOOOOO33RODA............... 33 Oui 16 pin DIP 8 Isolated ...........sssssssesesee C RDFOO004700RODC............... AIM ccassccctteae 16 pin DIP 15 Common .................. D 
DF-B99-1-R39 oooneceeccsssseee 39 Ohm............. 14 pin DIP 13 common.................00- D RDFO0004700ROSA ............... a a 10 pin SIP 5 Isolated .........seesescccsssee A 


Bees... 68 Ohm.............. 14 pin DIP 13 common ............00. D RDFOOOO470OROSB oun... 4.7K ceeccccsccccceceee 6 pin SIP 5 COMMON .......ccesssscscseeeeeee B 

ae 68 Ohm............. 10 Pin SIP 9 COMMON .........:.ese0eeeee B RDFOOOO499OROSA ....assssesses 4.99K ...cccccceseeeee 8 Pin SIP 4 isolated ..........ccscscsseeeeeeeee A 

NSS 100 Ohm............8 Pin SIP 4 comMON ........sseseeeeeeeseee B RDFOOQO5O00ROSA ......s.ceee. SK ceecceccccceceeeeeeee B Pin SIP 4 isolated 00... .essssssssssenseee A 

SEL Ie Ee 133 Ohm...........8 Pin SIP 4 common .......c.sscccesseeees B RDFOOOO7 SOORODA ..........00.. 725K ..sssseeceeseseeee 14 pin DIP 13 common.................00 D 

scot: 180 Ohm............16 pin DIP 15 Common ..............0..... D RDFOOOTOOOORODA .0u.......cse TOK ..cccseccsssccessee 14 pin DIP 13 common... D 

tices 180 Ohm..........8 pin SIP 4 Isolated .......vrvassesrenee A RDFOOOTOOOOROSA ........esssee. TOK ......csseccceeeeee 10 pin SIP 5 Isolated «0.0... A 

LS 220 Ohm.........14 pin DIP 7 Isolated ......-reseeenee C RDFOOOTOQQOROSB ooua....ccese. TOK ceeccsssssccccceeee 1 Pin SIP 9 COMMON ..........ccsceeeseeee B 

DFO0000220ROSA ............... 220 Ohm............ 8 pin SIP 7 Common ...............ssseesee B RDFOOO1 0000ROSC ............... 10k 2 ee 8 pin SIP 7 Common ..........ssssesccsseeees B 
DFOO000220R0S8 ............... 220 Ohm........... 10 pin SIP 5 Isolated .......sascreren A RDFO001 5000RODA................ 15k Saas 16 pin DIP 8 Isolated ...............cccscceee D 
DF00000270RODA............... 270 Ohm........... 16 pin DIP 8 Isoberted «.a....sccccorcetecesees C RDFOOO1 5000ROSA ............... 15k; eee 8 pin SIP 7 Common .............sssesceeees B 
DF00000270RO0SA ............... 270 Ohm............ 6 pin SIP 3 isolated ......ervsrseertne A RDFO001 5O0OROSSB ............... 15k. Sereeeeeee 8 Pin SIP 4 isolated ................scccee0000 A 
DFOOOOO330RODA............... 330 Ohm............ 16 pin DIP 15 Common ......-..esrene D RDFOOO1 8000RODA............... 18k... ee 14 pin Flatpak 7 isolated ..............seee. C 
DFO000033OROSA ............... 330 Ohm........... B pin SIP 4 Isolated ........-vsesrsree A RDFOOO20000RODA............... | ER 78 14 pin DIP 13 common ..........cs.csseeee D 
DFOOOOO360RODA............... 360 Ohm............ 16 pin DIP 8 isolated .......esvsveren C RDFOOO22000ROSA ............... DING loon: hecer 8 Pin SIP 4 isolated .........scsssssscssccseee A 
DFOO000390RODA............... 390 Ohm............ 16 pin DIP 8 isolated ...............ccsc0000 RDF00024000R0SA ............... 28k Oe Sx. AR 8 Pin SIP 4 isolated ............-..scccceseee A 
DF00000390RO0SB ............... 390 Ohm.......... 10 Pin SIP 9 common ...........ssseeeee B RDF00024300RODA............... | renee 16 pin DIP 8 isolated .............sssees- C 
DF-899-1-R390 oes 390 Ohm.......... 14 pin DIP 13 common ......-.sescene D RDF00026100RODA.............. Eb. Watton 6 pin DIP 3 Isolated ...........essssscssssseee C 
DF00000470RODA................ 470 Ohm........... 16 pin DIP 8 Isolated .........vscesesee D RDF00026100ROSA .............. D6 Vk saci ot 6 pin SIP 3 isolated .........ssscsssscssseccee A 
DFOOOOO560R0SA ............... 560 Ohm............ B pin SIP 7 Common ......eveoeereereen B RDFO0029400ROSA .............. Me as 8 Pin SIP 4 isolated ..........ssssssssssssss« A 
DF00000620RODA............... 620 Ohm........... 4 pin DIP 7 Isolated ...............ccccccceeee C RDFOO033000R0SA ............... O3k ..smtheis ke 10 Pin SIP 9 common, ...........ccsscsceee B 
DF-4310R101608................ 680 Ohm............ 10 Pin SIP 9 comMON .........ses-eeseee B RDFOOO33000ROSSB ............... a B pin SIP 7 Common ........ss.sssssssssceee B 
DFO0001000RODA............... Tk Ohm.............. 14 pin DIP 7 Isolated ...............cccss0000 RDF00033200RODA............... Dg 2K ae ake 16 pin DIP 8 isolated .............ssseseeeee- C 
DFO0001000RODC............... lege cohen: 16 pin DIP 8 Isolated ............ssssccccsee C RDF00047000R0SA ............... OE hae ate B pin SIP 7 Common ........sssssesseeeseeee B 
DFOO001000RODO .............. |e cae ae 16 pin DIP 8 Isolated .............cssccccesee RDF00047000R0SB8 ............... || oat eee eaae 6 pin SIP 3 isolated ..........sssssssssssseeee A 
DFOOO01000RODE............... | ae 16 pin DIP 15 Common ...............00000 D RDF00051000RODA............... BAK 5 tease 14 pin DIP 13 common ...........ssse.. D 
DFO0001000RODF ............... [Risetacsstectncets 14 pin DIP 13 common................004-. D RDFOOOS6000RODA............... pbk Lat LAlotk 14 pin DIP 13 common ............00000. D 
DFOQ001 5OOROSA ............... Tok eens 6 pin SIP 5 COMMON ..........sccscscceceeeee B RDFOOOS56000ROSA ............... DGlee sora 2 B pin SIP 7 Common ..........ssseeeeeeeeee B 
DFOO001800RODA............... LB cee eet) 16 pin DIP 15 Common ......vseresvsve D RDF00056200RODA.............. 007 Sparen Sakon 16 pin DIP 8 isolated .............cssssssse C 
DFO0001 800RODB............... RB, 282013 16 pin DIP 8 Isolated .........vsveresee ( RDFO0061 900ROSA ............... IR] ore ted Ba 6 pin SIP 3 isolated ...............sssesseseee A 
DFOOOO2000RODA............... 11 RE 14 pin DIP 7 Isolated ......eessesrsee C RDFOO100000RODA............... Li, 14 pin DIP 13 common ...........ss0s0000 D 
DFOOOO2000RODB............... 11 aa lie eae 16 pin DIP 8 Isolated ........nssrsvsve C RDFOO1O00000RODB............... TOOK Bes22 445: 14 pin DIP 7 Isolated .............scsseseeee C 
DFOOOO2000RODC............... #1 Ne cet i 14 pin DIP_ 13 comMON .......rarersve D RDFOO1 21 000ROSA ............... keith t sc3! 6 pin SIP 3 isolated ...................s..000 A 
DFOOOO2000RO0SA ............... Laminate B pin SIP 4 Isolated .....seeseseesese A RDFOOS60000RODA............... BOUK <p eit 16 pin DIP 8 isolated ............s....00.0 C 
DFOO0O2000ROSB ............... Kee onsite 8 pin SIP 7 Common .......-sssssresee B RDFO}O00000RODA............... Meg .......ssseee-- 16 pin DIP 15 Common .........-.-...0000 D 


DFOOOOSOOORODA............... Se LR As. 16 pin DIP 8 Isolated ............sssssccsseee D A AS I 
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: Surplus Sales 


Chromalox 300° 550° F 
Temperature Controller 
(SWH)AR-5529 Thermostatic switch has 
DPST 30 amp, 277v switch capacity that re- 
mains open until probe reaches temperature 


set at dial, from 200°F to 550°F. 10” probe 
length, 8’ long tubing. $75 


Ranco -35 F to +15 F 


Refrigeration Controller 


(SWH)010-1433 Commercial refrigeration 
temp controller covers -35 to 15°F with an ad- 
justable differential of 3-25°F SPST switch 
closes on temp rise, opens on low, great ac- 
tion for freezer. 76” long cap tube. $24 


Info/Tech Anta: 402-346- 4750 


ET soba ge i se i ee 


aA ety 
oa aoe: 


_ ORDERS: 5: 800-244-4567 


DPST 440v switch capacity that is ope sy ha 
low 100°F and closes somewhere between 100 T 
and 150°F. Use for cooling fan control. $5 


White-Rodgers 1947 
Antique Pressure Controller 


(SWX)1533-10 No, we’re not kidding. These 
controls are new-in-the-box, which is dated 
7-25-47. This is a complete low-side (25 inches 


Johnson -30'F to 50°F 


Temperature Controller 


(SWH)A19AGF-20C Thermostatic control has 


SPDT switch adjustable -30°F to 50°F with a 
fixed 2.5° differential. 7’ long cap tube. 


$19 | 


Behold! Bellows _ se 


(SWX)10-6008 This is the bi-metal bellows 
for a temperature sensitive pheumatic device. The bel- 
lows will expand / contract with heat/cold, causing a pres- 
sure Or vacuum on Line 1/8” flare. 9-1/2” long. $5 


. “ GM Vehicular 


_ Sender Unit 
+) (SWH)J1513240 Unit 
: y stamped AC230B. 1/2” NPT. 
ircuit is terminal to body and is closed at room 70°. $2 


to 50 psi w/ 3-35 lb diff) / high-side (125-250 
psi w/ 40 lb diff.) refrigeration set for Freon, 
Methyl Chloride or Sulpher Dioxide. Each con- 
trol has high and low dials for easy pressure 
setting. 1/4” flare fittings. A real relic. $85 


Antique Pressure Controller 


(SWX)277BP20AN Here we go again. This 
PENN pressure control has a sealed box for 
placement in unfriendly environment. Lid is 
sealed with rubber gasket. Round diaphragm 
on lid is a rubber seal safety feature that will 
blow if leak develops. 60-240 psi settable 
range. DPST 19 amp contacts. 3/4” electrical 
thread. 1/4” flare fitting. Old but new. $45 


Thermal Switch 


(SWH)17343-62-450 Thermostatic switch ha: 
SPST 2a, 28v switch capacity that is open unti 
probe reaches 450°F This Fenwal sensor i: 
used as a fire detector. Factory spec indicate: 
probe is adjustable from -150°F to 600°F with < 
max temp of 1500°F. Probe is 5/8” dia. x 3” long 


3 hole mount flange on 1-1/16” centers. $34 
Klixon 
Hermetic 
Thermostatic 
Flange Style Switches 


(SWH)M1140100272 Thermostatic switch has 
SPST n.o. 5 amp switch capacity that close: 
@ 120°F to initiate a cooling fan or such. $1C€ 


(SWH)C4344-192-11 Thermostatic switch has 
SPST n.o. 6 amp switch capacity that is closec 


above 40°F and open below 20°F. SIC 
(SWH)MI300255481 N.O. as above but 
switch closes between 255°-300°F. $15 


(SWH)F210110470 Thermostatic switch has 
SPST n.o. 50ma switch capacity that closes 
200°F-220°F (boiling?) Made by Stemco. $5 


Dual Pressure Controller 


(SWX)10-6008 We saved the newest for last. 
This dual pressure limit switch is of modern 


| origin. Each switch has an adjustable range 


of 0-16 psi and will handle over pressure to 
400 psi. Electrically, each has a SPDT 10 amp 
switch. As shipped, the switches are piped 
together externally with 1/4” copper tubing 
and high-low DPDT switching is achieved.$29 


Klixon 


Hermetic 


Thermostatic 


Stud Mount Switches 


(SWH)11041-32-130 Thermostatic switch has 
SPST n.c., 5 amp switch capacity, that acti- 
vates @ 175° F and deactivates @ 205°C. $10 


( SWH)C4344- 64-2 Thermostatic switch simi- 
lar to above, SPST n.o., 5 amp switch capac: 
ity, that closes @ 50°F, opens 42°F $8 


(SWH)554T227A240 Thermostatic switch 
similar to above, SPST n.c. 5 amp switch ca- 
pacity that opens between 227'-240°F $5 


(SWH)504N227A240 Same as above 5547 
but HI-REL, gold contacts. | 


Resistors, Switches 
"RESISTANCE, DESCRIPTION ‘TYPE 


ome vn ..5a Switch Open 20°, 3/8” x 1-1/4” mounting plate . 


Be eee ee eeereseressseeeees 


. 
POPC eee eee eeeeeeeeseseeseseeeeese 


i eae ROH ASAE TTS One oe es ehh 5.00 
39 Ohm, 0°C= 34.3ohm, 100°C= 60.5 varnnnnnrnrnnen eobeiee 300 
25 Des C, Rac i 


SOOO RCO RHEE EOE EO EEE RE OEE REEEERESEERESEERSEESESEOS 


-714-3264-02 pu toil Th i 
-TM1/4-50 ............000 i EPUSECHEK IAL sitenccssscclissioes iecdsceveste 
=517-6324 .................20 Ohm Thermistor RES Up/Temp Down....................sseseeee0 
100 ohn -20°C= OBARa be i 

0 Ohm @ 25°C, 25 Amps- Mounting Bracket . 
100 Ohm -20°C= 750hm; 70°C= 132, axial .........ccsccccseees 
Rerreiecss 180 Ohm, -15°C= 1350hm, 100°C= 299 PRE FOO UE 
es GUSTO SOG 1 022 1 ear ere coe 
lied oe 200 Ohm @ 25°C, 150°C= 5Q, -40°C = 8.4KQ TCC= 11sec .H........... 15.00 

oe _ 220 Ohm @ 25 C, 36902-1.8k, TCC = 35 sec, axial ............... Ao 4.00 
ee hn 10 C= 11k 1400 = 429 cc. Bo... 2.00 
| 240 Ohm © 250, 1W 5% Radial oo. cicccccisccccccdecscsssscssesctesscsves Bo. 5.00 
el Me PEIRE Ne ICMAISAUIAN 1c. sescecicili cc ssadesdeoctesccisedadeecsscesueee Bees. 2.00 


Pere eeeeereeereeseees 


RS) 13:.. APO monrar el hermistor, Axial 1 25MW.25,0i.35..cscstsdcleccdoseacccccedeoo Ah socseeses.. 9.00 

{ES te aa Disc G= 500: $25-C= 300. 50° Ca 102 5... uticeicevccseceoteetes ae 3.50 
Lite 1... MOU ON e250 8 25 Walls cc HH ... 15.00 
-932-304-001 ........... A700 Thernistoy Radial icc iccsceeeesnecs Bo 3.00 
©114-1735001 ........... 500 Ohm (range: 100Q-2.6k) TTC= 10 sec, radial ............... Bo 2.00 
-TG1-8-501............... MOM G20. =F Ca OUSCC AXIAL Sete o fcddsesnievasscenscesectese Se 1.00 

| 500 Ohm (range: 225Q- 1kOhm) TTC= 34sec, axial .............A .....0024- 9-00 

ene Ur eiar oC, LLC= O0SEC AXIAL trcscsctsncon.seersnteterscnseFer Ph seecssoseee 2-00) 

|... Disc, 0 C= 2.5k 25 C= 760 50 C= 275, NO LEADGS............... D ............4.00 
tos “OU C= tik onm. 300 C= 0.6 Ol, fadial ..........o0.ccccccsccussose) acooserssea de OO 

UB es ae 1k @ 256 15mw/Des TIC=110 sec, axial .............sccecnseoseeess A... 3.00 
MV 250102) .....:.....:. 1k @ 25°C, TCC= 54 sec., axial, 250 mw, 100°C max............ 1 eps each 3.50 
RIV-714-156400.............. 1.2k @25°C (range: 170 Ohm -3.9k) Radial ...........ceeeseeseees Derr. 1.50 
BT V-9129-1500 ............ Dale (07 et OADONITS 125 Ge Si OK eo itacccssieetleszesscscscsesseszies Dh ects Sore 1.50 
M2 oc eensinses ak (range: §/00)-4.5kQ)) TTC= 35 sec, axial 0... es A 2.00 
Be 2k @25C 300°C= 6.4Q, -40°C=44KQ TCC= 135sec...... Doo. 3.00 
BT YV-KIOSA4A ...............:... 2k @ 25°C. Resistance drops and temp rises. 2”L probe .....G .......... 35.00 
RT V-RDL2R5K220.......... BORA 25 ACSC, Radial Lead sesusssssecescacunsh odeetecaetevscavspenuvenses Diss. 4.00 
BT V-TM1/4-272 .............. 2700,Ohm Thermistor TTC= 60 sec, axial ..............csscccssssoees AM: oho) 8.00 
ee tN BKG-60 G42) KO O00 GSD A. cssic..s tesesdapD ei sensescsncttes Diteedetesoss. 0.00 

oe 3900Q @25C, -75 C= 1.8k, 0'=3.2k, 75 =5.7k, 150 =8.2k A ............5.00 

eae. Mo00 One TTC= 82 Sec Radial .cccscccccicccocssece cheers DB encerssese 2.00) 

es Ee S000 Ohi Fadial only U8 long DOV. ..iccccesseccseseccceeeeecs D oreersenees 2.00 

RRS 8200 Ohm Thermistor TTC= 60sec, axial ........cececceeseceeseseee A cesseeeeseee 0-00 

Re tee resi oooccseee -40°C= 1.7M 300°C=6000hm TCC 2 sec .04” micro bead.D............ 5.00 
eT V-F0960383 .............-.. 10k @25°C (range: 3.6k-33k) TTC= 45 sec, axial ..............0000 Ahh tees 2.00 
RTV-714-156600............. 10k Gare Fy Radial ake cccescoeeess De 1.50 
RITV-GB41J46 ................. LOK OF iy Er FeriWal TCT ISLOL§ocicosccoscsenensasecosebaccsnence Do... 3.00 
GAIA ooohoiccessicccseesse PA Or) @ 25 ded C WIE RANG. oo... cscecsesseccconscostaccoseeseces So ciel: 45.00 
Be Vo BAZLS ...f...ckee resins OU HITTIN HEHWANs | DICTINISLOL fesscccsscoocccseas-.oncseesdscoceddeiooetes Baek: 9.00 
B1V-714-1756000 ........... 50K (range: 6k-300k Ohm) TTC= 10sec, radial ...............00. Bie, 5.00 
RTV-15-50K29251 .......... AO a0) Cael Gokep0 Gey hieSk a 125 C21 7k... Siseeccndecocess A“ tae 2.00 
BEV 2000 Stud 3.76 @ 110 deg C: 678k @ 95des ...c....c.cccsececsccponeonstees Bees 19.00 
Bi Tpeo HOOK Oli TIC 23 stc Radial cc ccic.c..csncseaceseccarcsescesetecee Cea. 2.00 
BITY-103H18 (oh ccclhce ccc 100k Ohm @ 25 deg C Thermistor, axial ...........:.ccccscescsseseees Ro, 1.50 
BIV-S14R02 tie ARR 4 Meg @ 25 Deg C; 500mw Radial... esseesscesceesereceeees De. 3.00 


BVO IMAG.)... acs Tyuates e Ue 3) WY 2 Od MO Sas Te A a ae saskedeeins 2.00 
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www. surplussales.com ‘e-mail: grinnell@surplussales.com Fax: 402-346-2939 255 
_ Thermistor 

_ Body Styles 
Type A: Axial Leads 
I 
i 


Type B: Radial Leads, 
Tubular Body 


Type C: Radial Leads, 
| Flat Body 


Type D: Radial Leads, 
Disc Body 


CS 


ee poe “a & oe 
eee § » 


ice o 
a 


Type E: Probe Type, 
Cap Tube 


- Type F: Stud, 
with Leads 


| Type G: Immersion Probe 
_ 2-Insulated Terminals 


Type H: Disc Wafer 
7/8” Diameter 


,? = 1 a we wa ee! 5 es . ot, 4 —) COC * 
eat nis ae 
+ 


ra 


Surplus Sales 


Min / Max Thermometer 
(MTT)ITM-3-18A4 — A mil-spec, 
shock resistant thermometer with 
a memory. Indicator needle pushs 
red stop points to high and low tem- 
peratures thermometer reached 
since last reset. All stainless steel. 
Extra thick glass lense. 2°/subd. 3” 


diameter dial. 5” long stem. 
$19.95 Each $18 (3+) 


Angle 
Mercury 
Thermometer 


(MT T)NI5A-7426 
30-240°F, Weksler in- 
dustrial mercury angle 
thermometer. Fits 1” 
well. 3-1/2” stem. $30 


(MTT)9AU35 50-550°F, Weiss 
industrial mercury angle thermom- 
eter. 2-1/4” x 10” face. Fits 1” well. 
5” stem. Great for the barbie-cue. 


$22 Each $19 (3+) 


(MTT)N15L-9370 200-1000°F, 
Weksler industrial mercury angle 


‘Info/Tech//Intnl: 402-346-4750. 


ey 


- WEKSLER- | 
Remote Bulb 
ey Thermometers 


(MTT)413ECOORJ22 40-220°F, 5” dia. surface mount ther- 
mometer dial w/ black on yellow face. Remote bulb in 264” 
armored stainless jacket, 1” NPT mount. Mercury actuated. 
Zero adjustment. 2 “/subd. Also MM2-9-45- 15A. ‘$145 


(MTT)41GKKYOOUFO 20-240° F, 4. 5” dia. ate mbdht 
thermometer dial w/ black on yellow face. 11” remote bulb 
(3.5” tip), 60” armored stainless jacket. Gas actuated. Zero 
adjustment. 2 ‘/subd. Red needle limit set point. $125 


(MTT)41GKYOORA10 100-800°F, 5” dia. surface mount ther- 
mometer dial w/ black on yellow face. 20” remote bulb, 
480” armored stainless jacket. Gas actuated. Zero adjust- 
ment. 10 subd. Red needle limit set point. $245 


(MTT)41CLNOORR4O 200- 950° F, 5” tite. suite mount ther- 
mometer dial. 480” remote bulb, armored stainless jacket. 
26” long sensor bulb w/ 4 pole ai dia. mounting flange. $295 


(MTT)41GJYOOLW10 400- 1200" F, 5” dia. suriace mount thes 
mometer dial w/ black on yellow face. 19” remote bulb (1/2” 
NPT bushing), 120” armored stainless jacket. Gas actuated. 


Zero adj. 10°/subd. Red needle limit set point. $195 
ASHCROFT 
Remote Bulb 
Thermometer 
| (MTT)5HA-4885 50-300°F, Dresser / Ashcroft 5” dia. 


| surface mount thermometer dial w/ black on yellow face. 4” 
| remote bulb in 360” armored stainless jacket, 1” NPT mount. 


thermometer. 1” NPT bushing. $75 | Gas actuated. 2°/subd. 1% accuracy. $185 
200-1000°F | 
Thermometer | 
(MTT)GGT321-1000 Military | WEKSLER 
nuclear sub quality angle Giant 
mount stainless ther- Remote Bulb 
® mometer. 8” bulb on Thermometer 


5” 4 hole flange. 
$235 


Front View 


Side View 
m (MTT)E31802 


peck: 


| Adjust zero from 


40 to 180°F Pk 
Thermometer 


ther- | 
mometer w/ 3” 
> dial, stainless, | 
resis- 


| o*/subd. . 3” stem. 


| Gas actuated. 10°/subd. Red needle limit set point. 


(MTT)81GNNOORW75 400-1200°F, Large, easy to read 9” 
_ dia. surface mount thermometer dial w/ black on yellow face. 
_ 3/4” dia. x 8” long stainless sensor bulb with 6” dia. 4 hole 
mounting flange. Remote bulb 800” armored stainless jacket. 


$475 


$35 


30-180°F 

Remote Thermometer 
(MTT)2CAC06500AG 72” re- 
mote lead. 1/2” NPT bushing. 


subd. Made by Marsh. 


i 


5000# Force Gai eo 
(MTG)816124-1 Dillon mech h 
cal force gauge is highly accu 
and compact while measuring force 
exerted against it from 0- 5000 
pounds in 50#/sudb. Base can be 
secured by 1/2” hole. Loading bal! 
at top revolves, tending to keep line 
of force vertical. Currently sells for 
over $900. Our price: $495 Boat 


AMES 
Shaft 

Position 
ba] Indicator 


(MTG)S793 
Ames shaft position indicator is zerc 
center scale, +100 thousandths. All 
stainless steel, 3-3/4” diameter 
flange. Currently sells for ove 
$1000. Our price: $425 Each 


50 - 750°F _ 


(MTT)B5S6S_ 5” face. 10°/subd. 1% 
accuracy. Shock resistant, stainles: 


steel. $38 Each $32 (3+ 


50 - 550 F 


(MTT)30AI60R040 3°% 
dial. 5°/subd. 1% accu- 
racy. Ashcroft. Stainless steel. Bi- 
metal action. 4” stem. 1/2” NP1 
bushing. $19Each $17 (3+ 


2-1/2” face, flush mount. 2°/ 
$39 


-40 - 180°F 


(MTT)PITM-3-18A4 _ Red line 
pointer registers high temp in given 
time. Resettable from front knob. 3” 
dial. 2°/subd. 1% accuracy. Palmer. 
Stainless steel. 4” stem. Calibrate 
from rear. $35 Each 


» 0-10000 
psi 


Pressure 
Gauge 


(MTG)E4690B_ High pressure, high quality, 
0-10,000 psi, 7-3/4” face, 6” dial. 100 psi/subd. 
( ase fits 6-3/8” hole. 1/4” NPT. 316 stainless 
steel tube, alloy socket. Marsh Mastergauge. 
Lift front to recalibrate. $149 Each 


is Sales =www.surplussales.com 


Pressure 
Gauge 


| (MTG)DA243PHWRWA Cleaned for oxygen 


use (Grade A clean), this 0-200 psi surface 
mount meter was designed for use in the 
“Trident” Class Submarine System. 5” dial. 2 
psi/subd. 1/4” NPT stem 7” long. Gray metal 
housing. Weksler. $125 Each $109 (3+) 


0-800 psi Test Gauge 
(MTG)2482217 0-800 psi precision test gauge 
has a ctedible 1 psi/subd resolution and 1/10th 
of 1% accuracy. Surface mount case is 10-1/ 
2” diameter. 1/8” NPT. 316 stainless steel tube, 
alloy socket. Mensor model 2780 made for 
Navy MK-50 Torpedo System. $395 Each 


30” Hg 
to 

© 30 psi 

) Pressure 

Gauge 


/ : G Compound gauge registers 
from 30” vacuum to 30 psi. Black dial with 
white letters. Red limit pointer. 5” diameter 
surface mount metal alloy gray case. 1% ac- 
curacy. Fitting for remote cap tube on back. 


$65 Each $55 (3+) 


e-mail: grinnell@surplussales.com 


0-200 psi 
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, Differential 


MTOC\190 


(MTG)1201PG1A2L Measures the difference 
in pressure between 1/8” NPT side ports. 2” 
dial. Maximum operating and overload pres- 
sure is 3000 psi. Balance two gas or liquid 
sources, each maintaining isolation from 
other. 1-1/2” x 2” x 3-1/2”. $49 Each 


0-60 psi 
Double 
/Bourdon Tube 


2 Two in- 

+ dependent Bourdon tubes with 
stacked needles (black & red). 5” face. 1 psi/ 
subd. Metal surface mount case. Fitting for 
remote cap tubes on bottom. Weksler $249 


0-150 psi 


Pressure 


30” Hg to 
15 psi 
Pressure 


Gauge 


oe syle for d gauges below 

(IV 5 TAZ Compound gauge reg- 
Beers bein 30” vacuum to 15 psi. 3-1/2” di- 
ameter surface mount plastic, black case. 
1/4” NPT stem. 1”/. 5 psi per subd. $25 Each 


0 to 15 psi 


case. "24/ subd. Red limit pointer. $35 Each 


Similar to above. Gray | 


30” Hg to 
200 psi 


Diaphragm 
Chamber 


Compound gauge has 
diaphragm chamber hanging on back. 5” dial. 
1/4” NPT stem. Red limit pointer. $275 Each 


| pointer. 20#/subd. Weksler. 


30” Hg 
to 
300 psi 


Gauge 


Body style for 3 gauges below 


! Compound gauge registers | 
from 30” vacuum to 300 psi + R12 -150 to | 


170°F temp scale. Red limit pointer. 5” diam- 
eter surface mount metal alloy gray case. Fit- 
ting for remote cap tube on back. $45 Each 


30” Hg to 400 psi 


Similar physical con- | 


struction to above. Compound gauge from 30” 
vacuum to 400 psi. 10”/5# per subd. Zero | 
meter with unique scale rotation from front 


| set screw. Includes flush mount kit. $75 Each | 


36” Hg to 600 psi 
Similar physical con- 
struction to above 


10”/5# per subd. Weksler. $57 Each 


0 to 3000 psi 


Similar to above. Red limit 


$95 Each | 


Pressure. 


. Compound gauge registers | 
| from 36” vacuum to 600 psi. Red limit pointer. | 


Gauge 


0-150 psi, 5” face. 1 psi/ 
| subd. 5% a accuracy. Plastic hole mount case 
| fits 4-7/8” hole. 1/4” NPT. Multi colored scale 
| (yellow, green, red). Perma-Cal see Each 


0-100 psi 
Pressure 
Gauge 


Crosby 
Premier gauge. 5” dial, 
handle on top, gas actuated, 
1/4” NPT stem on bottom. 1/ 


| 2 psi / subd. 1. 3% i accuracy. $95 Each 


0-100 psi 


Pressure 
Gauge 


psi, 7-1/4” face, 6” dial. 


0-100 
| 1/2 psi/subd. 1/8” female pal Black wrinkle 


finish. Helicoid. $145 Each 
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surplus Sales 
3 _ Pressure 


| ;Regulator 


7000 psi in 
3600 psi out 


(MTG)607208312G Adjustable pressure regu- 
lator reduces + 7000 psi down to + 3600 psi. 
Gauges are 5000 psi and 7500 psi. 1/8” flare 
in and out. Mil-spec. Dynareg. $675 Each 


0-300 psi 
Pressure 
Gauge 


Resettable 
“max” needle 


(MTG)4-1/2IDP14B 4-3/4” dial, 5#/subd. 
Marsh. 1/4” NPT on bottom. 2% accuracy. 
Max needle resets from front. $19 Each 


0-100 psi 


Pressure 
Gauge 


(MTG)25-1001H02B 2-1/2” dial, 2#/subd. 
Marsh. 1/4” NPT on back. 1ABC03500 $5 Each 


0-10,000 


Pressure 
Gauge 


(MTG)45-1379D04L High pressure, alumi- 
num case, 0-10,000 psi, 5” face. 100 psi/subd. 
Surface mount. 1/2” NPT. 316 stainless steel 
tube, alloy socket. Ashcroft Dresser. $75 Each 


(MTG)540-009-8-1 Ex- 
tremely Low Pressure Full 


fold, etc. $8 Each 


Info/Tech. Intnl: 402-346. A750 — 


scale for measuring gas mani- | 


0-60 psi 


Pressure 
Gauge 


(MTG)P844U-B43 Hole mount top class 
gauge w/ brass trim. 2-1/2” dial, 2#/subd. Back 
bracket included. 1/8” flare on back. $15 Each 


0-23 k Pascal 
0-3 psi 

Pressure 
Gauge 


(MTG)83K — Standard Marshalltown gauge. 
2-1/2” dial, 1/4” NPT. $ 5 Each 


0-100 psi 


Pressure 
Gauge 


(MTG)Z100B1X3232 Gauge housing is un- 
painted shiney brass. 2-1/2” dial, 2#/subd. 
Continental. 1/4” NPT on bottom. $4 Each 


(MTG)403 Complete sight glass assembly for 
observing liquid level in vessel. 1/2” MIP shut 
off valves, glass guards and 6” glass. $20 Each 


(MTG)MILI-20037 Sight glass as above but 
larger. 3/4” MIP shut off valves have 3-1/2” 
handles. Includes red line heavy duty glass, 
3/4” diameter X 22” long. $125 Each 


(MTG)5ABG72 Sight glass: ‘anily: Renlackt 
ment for assembly above. Red line heavy duty 
glass, 3/4” OD (3/8” ID) x 22” long. $75 Each 


Fuel Meter 


MTG)1700-1155-0 Petro/ 
Fuel meter indicates liquid 
evel in remote tank. Re- 
quires air supply. Made by 
‘Petrometer Corporation”. 
New Hyde Park, NY. Fac- 
| tory packaged in wood 
| crate per graphic. 7” wide 
| x24” high. $495 Each 


ORDERS: 800-244-4567. 


S re as aes a ik: 


(SWX)PEC-525 Pressure guard for monitof 
ing continuous feed cable pressure systems. 
Pneumatically operated switch. $25 Each 
_ Pneumatic 
i to Electric 

Switch 


(SWX)PNUELESW_ Vacuum switch operates! 
single electrical contact. N.Open $2 Each) 


Vacuum 
Operated 
Lever 


(SWX)PAW Lever retracts when vacuum! 
reaches operating level. This device can be 
used to trigger external mechanisms to the 
engine. Actuation is variable with vacuum. 
1/4” hose nipple. $5 Each $12(3+) 


7-150 psi range 

16 amps 120v 

2» Pressure 

eS Switch 
sibnedh Controls 


(SWX)P20CA-75 Pressure limit control. 
Opens on pressure increase of 30 psi. Range 
is adjustable from 7 to 150 psi (50-1100 KPA). 
36” long cap tube. 1/4” flare nut. $15 Each 


Miniature 
3 way 


Valve 


(AHD)AL048 Air, water or gas. 5 vdc opera- 
tion. handles to 100 psi. Made by Angar Sci- 
entific. 1/16” hose ports. .75”x 1.5” $15 Each 


Surplus Sales 
Chokes: Power 


Sealed transformer, 
terminals out bottom, corner stud 
mounting posts, sharp square corners. 


10 Hy 375ma 


(CPW)L217210-1 Power Choke. 10 Henry, 
375 ma, 100Q DC resistance. 2,500vrms 60 
‘Hz Test. 4” x 4” x 5-1/4". Hermetic. $49 


10Hy 200ma 


(CPW)C51396 Power Choke. 10 Henry, 200 
ma, 100Q DC resistance. 500wv. 3” x 3-1/2” 
x5". Hermetically sealed. AtlasEng. $25 


4.3 Hy 210 ma 


CPW)14101 ALTEC LANSING Corp. Power 
Choke 4.3 Henry, 210 madc, 65Q DC resis- 
tance. 1500v Test, 536 WV. 3-1/4” x 3-5/8” x 

4-5/8". Hermetically sealed. 9 


16.7 Hy 90ma 


30-16 Power Choke. 16.7 Henry, 90 
ma, 1102 DC resistance. 100-120 Hz, 280 
WV. 3-1/4” x 3-3/8” x 4-1/4". Hermetic. $30 


9-25 Hy 0-180 ma 


€ Swinging Choke. Swings 
from 25 Henry @ (adc to 5 Henry @ 180 
madc, 110Q DC resistance. Max 1200wv. 3” 
x 3-1/2” x 3-3/4". Hermetically sealed. $25 


www.surplussales.com 


! 


Sealed transformer, 
teminas out bottom, corner stud 
mounting posts, rounded, soft corners. 


96 Hy 25 ma 


Y1774 Power Choke. 56 Henry, 
25 ma, 19300 DC resistance. Hot end to gnd 
4,300vrms Test. 3” x 3-1/2” x 4-3/4". 45 


10 Hy 170ma 


Power Choke. 10 Henry mini- 
mum @ 170 ma, 120Q DC resistance. 2,500 
vrms Test @ 25k feet @ 120 cps. Made by 
National Coil. 3” x 3-1/2” x 4-3/4". $35 


e-mail: grinnell@surplussales.com 


Power Choke. 6 Henry, 
400 ma, 55Q DC resistance. 3-3/4” x 4” x 4- 
5/8" high. Open / end bells. $35 


Fax: 402-346-2939 259 


Th 


‘PW)TF4RX04LB High Voltage Power 
Choke. : 15 Henry, 165 ma, 50Q DC resis- 
tance. 3-5/8” x 4-1/4” x 4-1/2". Insulator 
height 2-1/2”. Try and find one of these when 
you need one. Save 50% over our normal 
price. Now onlly.......s00es $135 


Freed #14578 Power 
Choke. 4 Henry, 200 ma, 70Q DC resistance, 
325wv to ground @ 50k feet. 2-5/8” x 3” x 3- 
1/4", Hermetically sealed. Very nice! $25 


20 Hy 
20 Hy 


Dual Choke 


Raytheon Power 
' Choke. Dual 
section,each 20 
Henries @ 75 ma, 
450Q DC resistance. 
1780vrms Test. 3-” x 3-1/2” x 5-3/4". Hermeti- 
cally sealed. $45 


860 LH 100 amp 


High Current Power 
Choke wound with rectangular copper wire 
3/32” thick x 3/16” wide. It should handle 
100 amps but please do the calculation to be 
safe. 860 WH, 0.01 DC resistance!! 3-3/4” 
x 4-1/2” x 4" high. Open frame. $49 


32 Hy 
40 ma 


Power Choke. 32 Henry, 
40 madc, 540 DC resistance. 1500 vrms 
test. 2-5/8” x 2-5/8” x 3-1/2" oes Sealed. $35 


High Current Power 
Choke. 10 mH, 10 amps, 0.1 DC resistance. 
3-3/8” x 3” x 2-3/4" high. Open frame. $19 
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Surplus Sales 


20 Hy 130 ma 
Power choke, 


30 Hy @ 130 ma. 6309 DC resis. 
tance. 3”x 3-1/2” x3-1/2"H. $45 


7-1 Hy Swinger 


UTC Swinging 
choke 0.7 Hy @ 425 mato 1 Hy @ 
325 ma. 35Q DC resistance. 
535wv, 1500vrms Test. 2-3/4” x 


2-1/2” x 2-1/2"H. $19 | 


Info/Tech./Intnl: 402-346-4750 - 


United Transformer Con 
25-2 mH o; 100-8 mH 
Dual Swinging 
Choke 


(CPW)S81 A real UTC swinger! 
Dual i in fact. Each choke is 50 mH 
@2.5 amps. 0.30Q DC resistance. 
In series you get 100-8 mH @ 2.5 


ria Frame 


(CPW)C27X Triad .7 Hy @ 290 
ma epaey ‘Choke 30Q DC resis- 
tance. 1-1/2” x 2” x 1-1/2”H: $15 


(C < Triad 10 Hy @ 90 ma 
Powet Choke. 270Q DC resis- 
tance. 2-3/8” x2” x 2”high. $22 


( < Triad 12 Hy @ 75 ma 
Putt Choke 390Q DC resis- 
tance. 1-1/2” x 2-3/8” x 1-7/8”H. $19 


~ORDERS: 800-244-4567 


pes AOS 
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Auto Modulation 


(COL)677-0334-00 25 watt Class 
C Modulation Transformer. 
10.4kQ ct, 70 ma balanced to: 


2600Q @ 220 ma. 750wv. Chi- 
cago Transformer Collins surplus. 
2-1/8” x 2-3/8” x 2-3/4"H. $24) 


amps, parallel 25-2 mH @ 5 amps. 
1500vrms to ground, hipot. 2- 
1/8” x 3-3/4” x 2-1/2"H. $34 


130 ma 


UTC Power Choke 
2 Hy @ 130 ma. 
A50wvde. 1-3/4” x 2-1/4” 


4 Y . 
tance. 


U T C 


| Power Choke 630 mH @ 35 ma. 
| 10.80 DC resistance. 1-7/8” x 1- | 
| 7/8” x 1-7/8”. Epoxy coated. $35 


630 mH 35ma 


Westinghouse 


5.6 Hy vine 


Freed Power 
Choke 200Q DC resistance. 2” x 
2a So nigh $15 


1-3/8” x 


50 uH 20 amps 


500-053 EF Johnson 
*0085Q DC resistance. 
1” x 1-3/4” high. $6 


chokes 


100Q DC resis- | 


| resistance. 1500v test. Shielded. | 
bi O 6X 2-Dieee $25 


30Hy 25ma 


Power Choke | 


x 2-1/4"H. Funky mnt plate. $25 | 30 Henries @ 25 ma, 1058Q DC | 


24Hy 80ma 


Power Choke 
350Q DC resistance. 2-1/2” x 2- 
1/2” x 3” high. $18 


| x 1-1/4” x 1-5/8” high. 


1.5 Hy 
-13. UTC Choke 
130Q DC resistance. 350wv. 5/8” 
$20 


2Hy 50ma 


9 UTC Power Choke 
2 Hy @ 50 ma. 100Q DC resis- 
tance. 300wvdc. 1-1/4” x 1-3/4” 


x 1-1/2"H $19 


20s haze on fe Choke, | shy 5; 500v... 


PW. -1633438 on... Power Choke Hughes Aircraft ..cscsstescsesesne 65.00 
(PW-169049-01 ............. Power Choke 40QHZ ...essssssssssssssssssssssssssseee 175.00 
CPW-1772A29 0.0... Choke 6Hy 400 Mao 55 Ohm... 35.00 
CPW-1800954 seen Power Choke@?:.....:.eree the nunca oohacls. 35.00 
CPW-217210-2 ....ersssesees Choke, Power, ]OHy, 3751A .......ssssssccssssssees 58.00 
ePW-217384-1".......... 24 Hy 35ma 2kv Test, 520 Ohm ..............00000 25.00 
BPW 23545 sons sesseneee Choke, 6-2 Hy:30-140ma 140ohm................ 45.00 
CPW-240006P1 .............. Power Choke 150mH 350ma 13ohm............. 25.00 
CPW-27047-4 oooeescccsssssees Swg Choke 50mH 3a -530mhy Ome ............. 45.00 
CPW-27099 .....e..coscssoseeees Choke, Pwr 8Hy 300mA 1790wv ............... 125.00 
(PW-292-36826) ........... Choke, Power, 5Hy, 60mA 355wv «0.0.0... 20.00 
(PW-292-368361 ........... Choke, Power, 8Hy, 90mA 300wv ...............0.. 25.00 
CPW-2930-16 .0.......seseeee Choke, 16.7Hy 90mA 10wv 110ohm............. 30.00 
CPW-294M .on..ceecseecsseceoee Choke 14.3mH 15.7ma 2.3ohm ......00......00. 65.00 
BPW S05 2 Reitisccetsonsi-: Choke 30Hy 25mA 1500v 870 Ohm.............. 45.00 
CPW-31740-023 ............. Pwr Choke, 18Hy .130 225 OhIM........sssssseeee. 25.00 
ih Choke 45 mHy 16 amps .2 Ohm...............00 75.00 
CPW-37268 un... Choke, 400 mHy 1 amp 2.1DCR ................... 25.00 
CPW-3(323-6263 ........... Pwr Choke 15 Hy 60ma 260 ohm...............0. 35.00 
CPW-50006001 201 ........ Choke, Power, 10 mHy, 10 Amps ..............00e+ 25.00 
CPW-50367 0......eessseeeee OT 1 eR I TE 2 SRR 125.00 
CPW-521-101-174 eran Choke, 300amp++ Exide Electric ................. 300.00 
CPW-5E1810/16-1 ......... FOO HOKE aad... 95.00 
CPW-5E1810/18-1 ......... POE ORE coe cceeceetcccsscctesesceseoettesssseees 95.00 
CPW-96089-502C........... Choke, 400uH/100uH 45 AMPS .................... 25.00 
CPW-9821-125 ..ssssess... Choke, Power, 14 mHy 2.7 amp ........s...c.sssee. 35.00 
(PW-9T35Y1774............. Choke, Power, 56Hy 25mA 1485v ................ 45.00 
CPW-9T35Y633 ........s.00e.. Choke, Power, ]OHy, 150mmA ......cesssccsssssesseees 38.00 
CPW-A11249 ooo cccesseesseee Choke, 5.6 Hy 641 MA 29 ohm ou... 65.00 
CPW-A19756 won ccseeecsseessee Pwr Choke, 30Hy 25ma V.5kV......seseccccsssees 25.00 
CPW-A9T 2-1-1 oon. eeseeeseee (COG eS eo an 200.00 
CPW-B9G4AS oan. .sssssssseees Choke, 5 Hy 120mA 50 ohm .......scccccssssssssess 24.00 
(PW-BBA-LWEE28 ........... Choke Power, 12.1mH 22 amps .............00++. 165.00 
CPW-BC-4366 .............00:. Choke, Pwr 630mH 35mA 10.8ohnz.............. 95.00 
CPW-BX-1708 .........c..00:. Sw Choke 5-25 Hy; 0-180mO..............sssseec 25.00 
CPW-BX2296 ........csossseese Choke Power, 5 Hy 225ma 200vdc .............+.. 39.00 


a. a 
at 


(PW-C.2685 be me 
CPW-C-5340 so eccsccscsen "choke Pore: 10 Hy 50ma 300ohm.............. 35.00 


(PW. (NA30939 .. 


CPW-FC2O1ACEF on. ane eet Choke, 20Hy .130 630ohm ............... 225.00 
CPW-G4017 ..senssssssssese Choke 2 Hy 130ma 100 ohm 450v.............. 35.00 
CPW-GAI0524 oon....cssssone Swing Ch .33-1Hy 250ma 24.4ohm............ 125.00 
CPW-GS466A .....ssssssseese Sw Choke .7-1 Hy 325-425m0........secsccsccseeee 19.00 
CPW-GS61022 o..cessessssse Sw Choke 50-500mHy .1-1.05amp............... 55.00 
CPW 8 icc UTC Pwr Choke, 5.5Hy 5c 7KV oni....ecssssseesseess 70.00 
CPW-HL20154 on... csssssee Toroidal Choke, 155uH, Samp ..........ssssssssssss 8.00 
CPW-HSM319 ...esccsssccsoes Pwr Choke 10 Hy 300ma 85 ohim.................. 35.00 
CPWHHWT SIC oe cssssnsees Power Choke, 1.8Hy .70 1600v .................... 85.00 
CPW-JB1 24064 oo. cssscssse Power Choke, 14mH 50w 500v ..00....00.........e. 10.00 
CPW-JB1 24066 oun... Power Choke, 300mH 1.30 300v................... 16.25 
CPW-JBV24C67 oun... .csssee Power Choke, 1OHy 35a 1300v.............sssse.. 47.00 
CPW-JB124(68/69 ......... Power Filter Choke; 3-5mH ..............sssecssssseeeen 7.00 
CPW LET OS4 Go oi0-thec.tss0e.s: Swing Choke .25-.1Hy .1-2.50........sssssssseeee 95.00 
CPW-L217210-1 ............. Choke, 10Hy 375mA 2500v 100ohmn ............ 45.00 
CPW-L23638 «0... esses Choke 2Hy 400mA 2500tv DCR 30................ 25.00 
CPW-L303594 oceans Choke, 12 Hy 240 mA 126 ohm........0......... 39.00 
CPW-L386936 .......ssses.00- Choke 10 Hy C.T.,.30 64ohm 5kv....0........ee... 95.00 
CPW-LOSGLS 2.020: scan Swing Choke 6.8Hy-0Hy 750w ................ 125.00 
CPW-M1 242 oon. sesscccssssen Swing Choke 1-13mHy 0-30amp ................. 85.00 
CPW-M5610 ..ncccsesessoscoone Choke, 10mHy 175wv 4.9ohm..............0.... 20.00 
CPW-MQA-13 o.....seesseeeeee Choke 1.5Hy 350wv 130 ohm.................... 20.00 
CPW-MQB9 ...ceessecccssceeenn Choke UTC 7.5 Hy 231ohm 350vdc ............... 39.00 
CPW-N2- 157s ccsccccoecssestess Choke, 12Hy 110mA 725wy 140ohm........... 45.00 
CPW-NT301632 .............. Choke, 32Hy, 40mA 20v 1500vT.................. 40.00 
CPW-PAG044 ........sssecoeee Choke 500 mHy 15ma 500 Ohm................ 10.00 
CPW-PED 1407 cn..csssss.ses0ne Soturable REO 5c cies... csccsessscceee 75.00 
CPW-PT 1348s eciscsescssnncese Choke, 50 mHy 2 amp .948 ohm.................. 20.00 
(DWASB IF ht coca sees Dual Sw. Choke, 2-25mH 5a Max ..............0... 25.00 
CPW-SRAT 250 ......ssesscso0ee Power Choke 1.25mH 1.2amp ...............sse 62.00 
CPW-SRC-2500..............+. Choke, 2500-2000uH, 0-2. 2amp ............seec-s00e: 6.00 
CPW SIO comes cs Choke, Pwr 1OHy 170mA 120ohm................ 39.00 
CPW-TFISB scccscs.sscsstecsstes Choke 11.4 Hy 125ma 250 ohm ...............0 40.00 
CPW-TFIRXO4YY ............. LOH ye 2am Chok0g.siessi.::....-..seftbmoncnoae 35.00 
(PWR 2B Fenn Choke Power, 30 mH 1.2 amps .............s0-00 25.00 
CPW-TF4RXOALB ............. Choke, Pwr 1.5Hy 165mA 7kww .u.........se... 245.00 
CPW-TF4RX04YY ............. 4Hy .2a 70ohm 352v Freed) 4578 ............000 19.00 
CPW-TF4SXO4HB ............. Choke, Pwr 18Hy 130mmA uu... ccsseccssseeecen 35.00 
CPW-W397 1 oc ceesseesseeeees Choke 1/1.75/3Hy :20ma-225mo.............. 95.00 
CPW-WX5138A ..........- Choke Pwr 2 x 20Hy 75ma 375ohm.............. 45.00 
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Trat 1storm 


Driver Transformer 

- Specified for 2A3, 
45, 6F6, 66, 6N7 tubes.2.8:1 or 
3.1:1 ratios. 2-1/2”D x 3-1/4”H. $75 


Audio Output 


Freed 17042 audio out- 
put. 20kQ @ 5ma : 600Q, 500v. 
3dB 50-12 kHz. 2”D x 2-1/4”H. $45 


ices mae » Info/Tech./Intnl: 402-346-4750 


s: Audio 


Audio Transformer 


600Q : 3k 


114 Freed mil- grade au- 
dig aiisfofiner 600Q primary 
with shield to dual 1500Q 
(3,000Q total) secondary. 0.5dB 
.3-3 kHz. 1-7/16”D x 2”H. 

Each 3-9 


$45 $39 


10+ 
$35 


Audio Output 


Thordarson 4kQ: 8Q 
2 watts, 250 Hz to5 kHz, 175wv. 
1-1/4” diameter x 1-1/2”H. Me 


Ferrite cored 
ES 470uH pce mount audio 


Input Transformer 


ADC audio input 
transformer. 2500Q primary to 
25002 / 4600Q 100 mw second- 
ary. 1-1/8” x 1-5/8” x 2-1/4” high. 

Each 3-9 10+ 
$10 $9 $8 


Audio Transformer 
(TA)14795 Freed dual primary 
audio transformer. Primary 1: 
333Q / 500Q Primary 2: 50Q / 
125Q. Secondary: 120kQ c.t. 

60Hz-10 kHz. 1:15-1/2 ratio. 2- 
5/8” x 2-1/4” x 3” high. $35 


Audio Transformer 


Freed audio output 


ORDERS: 800-244-4567 — 


- (TA)MMT11M 4000QCT: 6000CT 
Microtran audio transformer. 


Fax: 402-34€ 9 
Mini — a 
Molded | 


PC 


(TA)SMB528032 8002: 800 7 i" 
Torotel audio transformer. 500mw 
max. 3/4’ x 7/8” x 5/8” high. i B 


5madc, 28 dBm, 200Hz-15 kHz. 

175wv to gnd. 3/4’ x 7/8” x 1/2” high. 
Each 3-9 10+ 
$10 $9 $8 


Audio Transformer 
(TA)23160 200Q Split : 200Q 
Pico miniature audio trans- 
former. Mounts in 5/16” hole. 5/ 
8” diameter x 3/4” high. 
Each 3-9 

$12 $10 


10+ 
$9 


transformer. Primary 4000Q CT: 
Secondary 120Q-135Q-150Q- 
165Q-180Q. Primary rated at 
10kvw (19,286pwv-gnd). 36kw power 


level. 6-3/8” x9” x 11-1/2”H. $495 


60002 


6000 
9002 


ao sformer. 0.05Q DC resistance, 
2.2 amps. 7/8” x 3/4” x 3/4” high. 
Each 3-9 10+ 
$3 $2.50 $2 


Audio Transformer | 


—250Qct : 600Qct 


ADC mil-grade au- 
dio transformer. 60 Hz-10kHz, 
82ma, .25w. Balanced 600Q out- 


| put. 1-1/16” square x 7/8” high. | 


$15 


175wv. Blue epoxy case. 


1500 


Coupling Transformer 
/ 16 600Q2:600Q mini 

coupling transformer. 65022 DCR 

primary, 55Q secondary. 


25002 


Altec Lansing audio 
transformer. 20 dB power max., 
100Hz - 10 kHz. 100 ma. 12 pin 
base. 1-1/2” x 2” x 3-1/2” high. $22 


Each 10+ 
$1.50 $1.25 
500Q CT 
to 
6002 CT. 


: UTC audio trans- 
former. 100 mw, 10 ma. 175 wv. 
1/2” x 3/4” x 3/4” high. $4 


Raytheon audio 
transformer. 600Q primary 
(1302 DCR) : 1000Q secondary | 
(25Q DCR). 9mw. 175 wv. 1-3/4” 
x 1-5/8” x 2-5/8” high. $19 


Audio 
ransformer 


7.5kQ : 200Q 2 watt 
audio interstage. 280wv. 0.001 
adc. 1-1/4” square x 1-3/4"H. $29 


ag tec aN <i ~limeal ge te oa 
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1 COME ln 00 Nb Transformer,Audio, Set ....scsscssscssssssessssssesee 185.00 
Bes hciitoe A . Audio 2500:2500/4600ohm 100mw.................. 10.00 
45.0) 07 Audio 15kct: 600ct +24dbm UTC ..0.......sccecccssseees- 15.00 


[A-| ; - Transformer, Audio 500:600ct ........ee.ssccsccsscssseeee. 14.00 
DV42B 20D essen Audio 500 Ohm:500ohm CT 300mw : Transformer,Audio, 500:5K ........ssccssssscccssssssseees 18.00 
M1752 ooacsccsssessssse.... Audio 7.5kct:200 Ohm 2w 280v .. . 134. Transformer, Be ee ke 175.00 
ot ain Audio Pri 5k 40ma:500 Ohm 5wt TA- D5820 ... oe Transformer, Audio 50:600 ohm ........0.......s0e.. 50.00 
=... 2x 30k 4ma Pri: 4x 300 Ohm Sec... -GA511 Trans., Audio 240:240ct 420B on.....eeea.csesesesesseeee 125.00 


aa Audio 250ct:600ct 10Khz 82ma ............ssessee..-.. 15. . 

ie fee nt Motorola Bebe LES: . Aud 7600ohm (:600chm qr Pew tesa ICe 95 99 

seseessssseeeeeee TONSformer Audio VOK:600Ct ........sccsscssccccseseess : : Audio Xfmr 975ct:750ct 105m ..........cccccsssssseee. 19.00 
M237 na : -HSM- Audio Xfmr,4500:500-250-125-0 o...........ssssssessee. 95.00 


ee i : Transformer, Audio .............cccsccssscscccsssessssssseseeee. 30.00 
svssseessseeeeceeee AUCIO 600 Ohm: 1.5k+ ket VOW! .....ssccccssssssnsssees - Transformer, Signal 10K-:10K .........sssssssssesseeeeeeeeee. 2.00 
TTT Ge GM - Audio Skct: 600/2000hM 2WE ......sssssscssesessssesee 20.00 
vweweee Audio 5k:4-200-600 Ohm +30dBm ...........essseseee . Transformer, AUdiO .............cssssssssssccssssssssssesseesees 29.00 


Soe io Ik: Be 20. - -|: Audio 8kct:500/1250ohm 80ma......................... 20.00 
PEGI STOT ROL FUMIO! ois huccscctrscacascccccStuccdercsesssss 25.00 
TEOMSEOPMER ROCIO oo ecccccocsesessscsssssceccnstscessdl 50.00 
Audio Interstage 20k:80k 19¢B ...........sssssssssssseeee 35.00 
ole Audio Out 20k 5ma:6000hm 500v ...............seeee.. 39.00 
PS ie Transformer, Audio,400:3.2/150 ........ssssseces-s0000- 11.00 Transformer,Audio 400:200C7 ...0.......s.e...ssseeee--- 20.00 
Se Audio 10k Ohm: 5k Ohm 500mw .................... 160.00 Audio 10kct: 330 Ohm 1 5watt ....................000.--.. 45.00 
cue..... Audi TRU Oe ae ees oY - Audio 30kct: 80kct 60wt TMC ..0............sseeeseseeee.-. 85.00 
erie, Audio 1k:1. oe . Transformer, Audio, 82:1200 ........ssscsscscssssseeeeeee.. 12.00 
seveesessaseeeeres AUGIO 15k: 600 Ohm SKHZ Tm uu.....ecccsseeecccoeee Transformer, Audio, 100:15/15 ......s.c...scsssseeseeee... 11.00 
as Sewer ta Audio 8k:50/300/600 Ohm 30mw ...................-. 35.00 Audio 5ket: 500ct 300mw TOKhZ..........ssssseeee.--... 15.00 
pated. Meu. ADC 5w 20k:50 Ohm 10B 30 KHZ... 24, -WE- Transformer,Audio 420-6000hm ..u..............sssese-.-- 
HLT e TG... Audio 15kct: 80kct +1 5dbm UTC 


secccccccvococcooos EEMETOEUEITIUE PLUME LUN ET MEIN UEEELE wccsesncconevscensecccess 


5 Fates Transformer,Audio 20k:16000hm ......................0 12.00 
A ore, ll Xformer, 5kohm- For Pair 81 1A.......ssssssssessessccse 90.00 


“ For Contr 95-1 ee 


ner: Nokgem ieee: ee eee. we 100,00 TM-73386-41712 ....... Transformer, Signal 1: 1/1 ......sssssssssssccsceessssssees 

bd ete Lh COHAR EI BhacstGOh deiisinsrcncehcceecies 25.00 TM-85059 oun.esccsssssssees Transformer, 1). A hee ee oe 

om Coil ElStiTiCl fcaitieeeetaastiak i. abe scee.... 40.00 PPE By 2 EM fas Siete Sa Eine beacseemin li  it ae Dose cea ihe =. oft 

ite: COMBSDL GIO ..cccccccncse’saol,dcdeesees.csscdecaostevsiecveeate 45.00 TM-99-61 26 ............... Transistor Driver 10K:2k .........sessssssccssesssssescsseeen 

Pe... Cit SIMA <rcocns-2enssseceessescececncoscttactensn ene 150.00 TMAS04A/G1). ccccerese. UROMSEOFIMON sectsscscocseecocccsocrwcetestetaccctsssdoconeseseonts 

af Solenoid, For Teletype ............sssscsssssssssseseseeeeeeeee 17.00 TM-BOZ 7A sieegs cause IPONSTONIMEL PULSE... asec sscdcoseessceryoreevensdopsee 

at ERASE ITE toys fcecscserccarsodnceeerccscocseee 125.00 TM-B52-1220-1 .......... Transformer, Current 2080p .........sssssssssssssseeeeee 9D. 

oe POMP R OMY IE I. loos. cccthccsapapidbstenncscoreconn 40.00 TM-BALLAST-15V ......... 15vde Ballast For 8watt Lamp ..........scssssssesssseeeeeeee 9.00 
. ae. OO) Se Se ea 297.00 TM-(44609-17............ Coil, Solenoid 17-30vde 60 Hz ..............ssssccceceee 800.00 
IM-18B1958-1 ........... Transformer, Current ........cssssscecssssssssscccccssseeesee 135.00 TM-CA6015/DT113..... Transformer, Decade, Dekatron ...................ss000 125.00 
IM-2936-S21-G12 ...... Coil, Magnetic .......sssssssscsscccssssssssssssssssssssssecsseseee 50.00 TM-($60-050.............. Xformer, Current 50 amp 50/60H ............scccsseee 10.00 
IM-31169-12952 ......... Transformer, Current ........c...cssssssesscsssssseesscssssssees 93.00 TM-D26MAS1 .............. Coil, Electrical Mag. Brake .............csscssssccseseeeen 25.00 
[M-315D2839 .............. Xformer, Current 277:1 3phase ............ssssssseeee 350.00 TM-EP7016A............... Transformer, SCR Trigger, Pulse ................ccssseeeeeeeeee 2.00 
'M-4034691 ............... Rone HOCIICH eee ceniary tam 75.00 (1G 1s] | Paiva eri Transformer, Pulse, Mil-Spec .......sssssssssvsessseeeeseeeee 10.00 
'M-455-665-3 ............ Coil, Solenditad ®. Ga eet ee. 20.00 TM-PE-61364.............. Pulse Trigger, 2:1 Ratio, 2H ......:......ccccccssssssssssee 1,00 
M-464901 ocean Transformer, Pulse ..i.........ccccssccsssssssssssssssesssseee 240.00 TM-SA1063 ................. Amplifier Subassembly .............cssssssssssssssscsceceeee 25.00 
TM-54695A...cccssssssssen NORGE ete tenia T a ev Oe Pe 45.00 TM-ST286339 ............... Transformer, Current ..............scsssssssccsssseececeeseees 225.00 
IM-5CV2D cosccccsscssece Pico Module Transformer .............c...-..cvessssssveeesee 40.00 TM-V215/5D .............. Modulatn Transformer, 37/42W4 .............cssssseee 100.00 
‘M-6661 93-917 .......... LOS staan bho een iia aie iamanlantal 10.00 TMW LSID, sapeecsseons-aes Transformer, Current 15000:50............scsssseeses 395.00 
M6627... assssssscessseen Transformer, SCR Trigger, Pulse ....................s0c0ss00000 2.00 : | nS aL 


264 Surplus Sales 


Info/Tech./Intnl: 402-346-4750 


Transformers: High Voltage 


11.1kv 8kva 


(TP)5272 Los Alamos Lab surplus. Elma 
Engineering transformer. 3 phase 220v in- 
put. 30kv insulation. Soft rubber insula- 
tion on leads cracked at epoxy housing. Rec- 
ommend placement of terminal posts on 
housing to remedy. 11-1/2"x 23"x 17". $950 


12kv 1amp 


(TP)HP12KV-1 Los Alamos Lab surplus. 
Hipotronics transformer for giant power sup- 
ply. 3 phase input. 9"x 16"x 20". $1350 


1400 vet 300 ma 


(TP)37393 FREED High Voltage Trans- 
former. Primary: 115 vac, 50/60 Hz 
with 21 vrms 150 ma primary tap. Hermeti- 
cally sealed. 3 holes in side flanges/ mount 
at bottom. 17 pounds. 4-1/2” x 5” x 6” high. 
A real quality piece. It should handle rated 
power full duty cycle and intermittently 50% 


more. 31 10 
1100 vct 212 ma 
(COL)672-0004-00 FREED transformer 


made for and pr ss “COLLINS RADIO CO.” 
Primary: 115/ 230 vac, 50/60 Hz. Hermeti- 
cally sealed. 3 holes 1 in side flanges/ mount 
at bottom. 5”x 6” x7” high. 21 pounds. Truly 
Collin’s quality, running at 212 ma this iron 
should double as a cooling plate for your soft 
drink. Plan on squeezing a little more out, 

ven at full duty cycle! 2500v test. $95 


; . : : 
920 vct 700 ma 
(TP)TR81739 Primary: 115 vac, hermeti- 


cally sealed. 5-1/2” x 4-3/4” x 6-1/2” high. 
Weighs 19.2 pounds. 1/4-20 posts. $149 


1040 vct 250 ma 


(TP)41920 Primary: 115 vac. Secondary 
1040 vct @ 250 ma with tap @ 395v, 35 madc. 
Hermetically sealed. 4-1/2” x 5-3/4” x 4-3/8” 
high. Weighs 11.5 pounds. 1/4-20 posts. 
Made by Freed. Electrostatic shield. $65 


4800 vct 475ma 


(TP)D3221B Primary: 117/141 / 234 / 282 
vac, 50/60 Hz. Secondary: 4800 vct @ 475 
ma or 5760 vct @ 321 ma. We loaded this 
beauty down to 1 amp on the 4800v winding 
with no appreciable voltage drop. Let’s just 
say she is verrry conservatively rated. Her- 
metically sealed. Stud mount at bottom. 
9-11/16” x 11” x 8-3/4” a 102 Ibs. $395 


11,500v 10 kva 


(TP)9TZ8A5701G13 Primary: 11,500v or 
13,200v, 60 Hz. Secondary: 120 / 240 vac @ 
10 kva. This is known as a dry pole pig. If 
you reverse feed, that is use the secondary as 


| a primary, with a variac, you now have 0- 


| (TP)70-20772-01 


13,200v @ 10 kva!! 11” x 17” x 15” high, 
weighing in at 314 pounds! Warning: 50 


| amps @ 220v or 100 amps @ 120v will be 
| required for full output. 


$975 


ORDERS: 800-244-4567 


Fiyback Tranny 


Digital Equipment Com- 


_ pany flyback for monitor CRT we suspect. 


A healthy voltage supply for some low cur- 
rent project. NSN 7025-01-000-7525. $19 


ane 
past 402-346 -293 


. Lf 
fan Ji 


> Runs 3-500Z 


690/1047v@ .4a Volt. Doubler 
22vet@1.5a 


5.2vct @ 15a filament 


(TP)406-1109-2C Brand new transformers. 
Great for homebrew amplifier project. This one: 
will power a 3-500Z amp, including filament. 
The 690 / 1047v winding is designed for a volt- 
age doubler circuit and requites two 40 mfd/ 
capacitors. 5-1/2” x 6” x 5” high. 110/220 vac} 
primary with 16v buck/ boost winding. 26) 
pounds. Quantities available. 125. 


1500vde @ .5a intermittent | 
6.5 vct @ 16a filaments 


12vdc @ 1a accessories 


(TP)406-1532 Brand new transformers. 
Great for homebrew amplifier project. This one 
will power a 4x 811A amp, including filaments. 
The 1500 vde winding requires 55 mfd capac- 
ity. 4-1/2” x5” x 6” high. 110/220 vac primary 
with 10v buck/ boost winding. 17 pounds. $95) 


(TP)2-168594 An ignition transformer for a 
boiler works well for Tesla projects. 5kc @ 


20ma output. Primary: 120 vac , 50/60 Hz. 
4-1/4” x 6” x 4” high. Other models may be sub- 
stituted as needed. $75 Each (3+)$65 


440 vet @ 40 ma 
or 
135 vct @ 200 ma 


(TP)CE93256 Multi tapped sec- 
ondary has common center tap 
with four outer windings: 
440 vct@ 40 madc 
135 vct @ 200 madc 
80 vct @ 110 madc 
65 vct @ 500 madc 
_ + stand alone extra winding of 130 
vct @ 30 madc. Primary 115/230 
vac, 45-65 Hz. 3” x 3-1/2” x 4”H. 
-Hermetically sealed. $19 3: $16 


1200 vct @ 200 ma 
| or 
740 vct @ 235 ma 


(TP)39740 FREED transformer 
is very similar to above. Second- 
ary has common center tap with 
two outer windings. 3200v test. 
Primary 117 vac, 50/60 Hz. 3- 
3/4” x 4-1/4” x 5-1/2”H. Hermeti- 
cally sealed. Corner posts. $95 


310 vct @ .35adc 


+ 
275 vct @ 1.15adc 


(COL)672-0825-00 Transformer 
as pictured above. Secondary 
marked “For Non-Continuous Duty 
Only”. Primary 115/230 vac, 50/ 
60 Hz. 3-1/4”x4”x4-1/2”H. Her- 
metically sealed. Corner posts. $95 


560 vct @ 145 ma 


(TP)290798 Transformer as pic- 
tured above. Secondary: 560 vct 
(w/ 50v tap) @ 145 ma + 6.3v @ 


5.2 amp. Primary 105/115/125 | 


vac, 60 Hz. 3” x 3-3/4” x 3-3/ 
4”H. Hermetically sealed. Corner 
posts. $45 


iy aa Pix? 


550 vet @ 200 ma 
(TP)052-000032 Multi tapped 
secondary has filaments too: 
5.0v @ 5 amps 
6.3 v @ 5 amps 
Primary 120 vac, 60 Hz. 3-1/2” x 
4-1/2” x 4”H. $49 


625 v @ 100 ma 


(TP)135-B-2005 High voltage 
transformer rated at 100 marms, 
1680wv insulation @ 10k feet. 
Primary 115 vac, 50-1000 Hz. 3- 
1/8” x 2-1/2” x 3-3/4”H. $29 


920 vct @ 125 ma 


(TP)9100-0080 Filaments incl: 
5.0v @ 3 amps 
6.3 vct @ 5 amps 
6.3v @2.5a &la 

Primary 120 /230 vac, 60 Hz. 3- 

1/4” x 4-3/8” x 3-3/4"H. $115 


| sealed. Flange to mount. 


7.5 vet @ 12a 
(TP)25F72 Thordarson filament 
transformer has 2,500v test on 
| secondary, 1,500v on primary, 
which is 120/240v, 60 Hz. 3” x 3- 
| 1/2” x 4-1/4”H. Hermetically 


$49 


720 vct @ 200 ma 


| (TP)553P7 Stancor transformer is 
| very similar to above pictured 
| CE93256. Secondary has a hv wind- 
| ing 720 vct @ 200 ma + filaments: 


12.6v@ 3 amps 
5.25v@ 3 amps 
6.6 vct @ 10 amps 


| 2000vrms test. Primary 115/230 


vac, 50/60 Hz. 4-7/8” square x 


| 5”H. Sealed. Corner posts. $109 


Amir et eater. rn an! 7. : et) Mawr 7 wt 


15 “email: grinnell@surplussales.¢ com> | 


= a HV, Filament, W 


Sealed transformer, #% 
terminals out bottom, corner posts. 


12.6 vct @ 5.5a 
6.3 v @1.8a 


(TP)CE78990 FREED 28130 fila- 
ment transformer is hermetically 
sealed, hipotted to 1065v. Primary 
115/230 vac, 50-65Hz. 3-3/8”x 
3-1/8” x 5”H. Corner posts. 


Each 6-24 25+ 
$22 $19 $17 
2x 6.7vct @ 12a. 


(TP)KS8570 Western Electric 
manufactured transformer is very 
similar to above. Two separate 
secondaries can be wired in series 
or parallel. Primary 115 vac, 60 
Hz. 4-1/4” x 4-1/2” x 5”H. Cor- 


ner posts. Hermetically sealed. $65 | mary 100/115 vac 


| 1/2” x. 4-1/2” x 5-1/2"H. 


Filaments 


(TP)9842 Triad trans. manufac- | 
tured for RCA is very similar to above. | 


5 vct@ 6 amp 

6.3 v@ 6amp 

6.3 v@ 2 amp 

6.3 v @ 1.2 amp 
6.3 vct @ 1 amp 

54v/69v @ .5 amp 

Primary 115 vac, 60 Hz. 3- 
1/2” x 3-3/4” x 5”H. Corner posts. 
Hemet, SAME 


440vac: Filaments 


$25 


(TP)M1806 Sealed transformer is | 


very similar to above but no cor- 


ner posts. Primary: 420v/440v/ | 


460v, 60Hz. Secondaries: 
12.6 vct @ 1 amp 
12.6 vct @ 250 ma 
12.6v @ 2 amps 
54v/69v @ .5 amp 
3” x 3-1/2” x 4-3/4"H. $15 


6.3 vet @ 2a 


ae 402-346-2939 


265 
more hermetically 
sealed transformers like 
my neighbor to the left. 


5v@ 3a 
(TP)N585A UTC filament trans- 
former, lky test. Primary 105/115/ 
125vac, 60 Hz. 2” x 2-1/4” x 2-1/ 
2”H. Hermetically sealed. $19 


2.5v@ 10a 


(TP)N584A UTC filament trans- 
former, 1kv test. Primary 105/115/ 
125vac, 60 Hz. 2-1/4” x 2-3/4” x 
2-3/4”H. Sealed. $23 


6v@ 10.5 amp 

6v@ 10.5 amp 

13.5 v@ 2.6 amp 

16 v @ .6 amp 

32 vct @ 1.5 amp 

115v @ .08 amp 
(TP)BTC-7940 Berkshire low 
voltage transformer, 700v test. 
Primary 220/460 vac(w 20v buck/ 
boost),47-63 Hz. 3-1/2” x 4” x 4- 
7/8”H. Sealed. $49 


5 vct @ 10.5a 
5 vct @ 3a 
6.3 vct @3.5a 


(TP)SCC23930 Filament trans- 
former is hermetically sealed. Pri- 
50-60 Hz. 4- 

$45 


17v @ 28 amps 
34vct @ 14a 


Dual 17v secondary to series or 
parallel connect. Use either for re- 
placement part or to build your 


| own 12v power supply. Primary 


volts: 105/115/125/210/230/ 
240 / 250vac 50-60 Hz. 14 
pounds. 3.75” x 5” x 4.5” High. 


| (COL)662-0650-010 Standard 


| transformer for KWM-380. 


(TP)27F33 Thordarson filament | 


transformer, 2kv test. Primary 


105/115/ 120vac, 50/60 Hz. 2” x | 


1-3/4” x 3-1/4"H. Sealed. 


$19 | 


$42 
(COL)662-0650-020 Revised edi- 
tion with copper EMI shield too! 
(as pictured) $49 


Surplus mai 


Info/Tech./Intnl: 402-346-4750 


Iranstori ;; Low Voltage 


Open frame 
transformer, mounting feet 


aS 5 vct @ 20 amps 


D5 Lambda open 
frame transformer. Teflon leads. 
Primary 120 vac, 60 Hz. 3-3/4” x 
4-1/4” x 4-1/2”H. $35 


2x 14vac @ 4a 
= 28 vct @ 4a or 
14 vac @ 8a 


Stancor open frame 
transformer as above. Dual inde- 
pendent secondaries can be run 
in series or parallel. Primary 117/ 
230 vac, 50/60 Hz. 3-3/16” x 4” x 
4”H, Collins #662-1028-020. 

Each 6-24 25+ 


34 s] aed 


204 vet @ 5 amp 
Open frame trans- 


former. Primary 115 vac, 60 Hz. 
2-1/4” x 2-5/8” x 2-1/4”H. Woe 


10 vet @ 8 amp 


Stancor open frame 
transformer. 2500v test.Primary 117 
vac, 50-60 Hz. 3-1/8” x3” x 4”H. p22 


34 vet @ 3 amp 


Open frame trans- 


former. Primary 120 vac, 50-60 Hz. | 


1-5/8” x 1-5/8” x 2”H. 


48 vet @ 22 a 
17/32 vet @1a 
54/40/18vct @ 5a 


Multi tapped sec- 


ondary has 3 sections. Two have | 


common center tap with outer 
windings. For example, on the 
2nd winding, it can be used as 
32vct or 17 vct. The currents are 
estimated as no factory nomen- 
eG was available. ey 
230 vac, 45-65 Hz. 3-3/4’ 
Qn ’ x 3-3/4”H. Mfd. by J.B. Elec. | 
nic. Feet on top/bottom. $45 | 


5 vet @ 22 amps 

86077 Hypersil core. Vary the 
primary from 117v-150v (with a 
variac) to achieve desired output 
from 4.7v @ 18 amps to 6v @ 22 
amps. 120 vac gives 5.0v. Epoxy 
coated. 50/60 Hz. 500wv insula- 
tion. 3” x 4-1/4” x 4-3/4"H. $65 


| has 1/4-20 threaded sockets. 


4x 13v @ 15 amp 


General Radio trans- 
former. Four individual 13v @ 15 amp 
(very conservative!) windings can be 
run in series or parallel if needed. Pri- 
mary is dual 68v @ 5 amps. If run in 
series, 136 vac would be required to 
obtain full 13v out. By using a 0-140v 
variac, one could vary the primary up 
or down. 4-3/4” x 5-1/4” x 6”H. 25 
pounds. Bottom (opposite terminals) 
$175 


Topaz ¢ 


High Isolation 
(TP)TOPAZIL 8.3 amp Topaz 
Line 2 high isolation transformer 
with duplex outlet & cord. 90- 
135v input, 120v +6% -8%. $225 


(TP)91905-68 5 KVA Topaz 
Ultra Isolation transformer for 
hard wire installation. 0.005 pF 
coupling!! 220v/440v input, 120v 
/2A0v output. Brand new. $1200 


We recently ac- 
» quired many used, 
B low voltage CV 
ae transformers... too 


© late to list! Call 


Sola 118v CV 


Sola Constant 
Voltage Transformer. 90-130 vac 
input, 60 Hz. 118 vac @ 1.02 
amps out, solid as a brick. 3” x 5” 
x 4- 3/4", Includes cap. New $99 


Sola 6v CV. 


5-015 Sola Constant 
Voltage Transformer. 95-130 vac 
input, 60 Hz. 6 vac @ 2.5 amps 
out, solid as a brick. Great fila- 
ment supply. 2-3/8” x 2-3/8” x 4- 
1/4”H. Includes cap. New $45 


ORDERS: 800-244-4567 


Fax: 402-34 > 93 


ec gulated 
Power Supplies 
Made by CEA and Technipower, — 


most of these high quality sup- — 


plies are regulated to +.05%! In- 
puts 105-125v, 50-420 Hz. Sealed 
cases have studs, terminals and 
voltage trim pot on bottom. All 
are previously owned but checked 


out & vente 100%. 
PS)NP3.0-6.0 3 vde @ 6 amps, 
AX 1 5/8” x eH. $45 


3)2 5 5.1 vde @ 6 amps, 
4- 1/4” X 3. 5/3” x 5-5/8"H. $55 


°S)PB2874 6.3 vde @ 3 amps, 
5” x i 1/4” x 5-1/2”H. $55 
? 6.8 vde @ .5 amps, 

4- 7/8”: X y XH: $25 
17.5-1.5 17.5 vde @.1.5 

amps, 4” x / 4" X 4. 5/8” x 6H. $65 


160 vde @.1 amps, 
5” x 4-1/4” x 5-1/2”H. $95 


6.3v @ 3.6 amp 


Triad filament trans- 
former. 117 vac input, 50-60 Hz. 
Hermetically sealed, 2kv test. 2- 
3/8” x 2-3/8” x 3”H. Stud mnt. $35 


| 


51 vct @ 15 amp 


59/51 or 29 vet 
depending on how primary is config- 
ured. Racal power supply is a “trans- 
former in a box” with a fuse, power 
switch, EMI filter / 3 blade ac socket 
and nice heavy aluminum carry case. 
Primary 100/ 115 / 230 vac (switch- 
able from exterior), 47-65 Hz. 20 
| pounds. 7”x7”x6”H. Don't oe 
to pick up a3 blade cord. 5 


115v:115v 150va | 


Thordarson isolation 
transformer has 2 prong, non- 


cord in, grounded 115v cord out. 


12.6vct @ 6 amp 

Stancor filament trans- 

former. 117 vac input, 50-60 Hz. 

1.5kv test. 2-3/4” x 3-1/4” x 3-3/8”H. 
Each 6-24 25+ 


$15 $13 $12 


230v:115v 1.74a 


High Stability — 


i 
i 


Triad autoformer. 230- — 


6+ $8 


Signal open frame 
hard-wire isolation transformer. 
. 5- 


1/8” x 3-3/4” x 3-1/8"H. 85 


| 115 reduction, 1 winding. 2-3/8” | 
7 x 2-3/4” x 3-1/2”H. $10 


-230v:115v 750va 


Stancor isolation | 
transformer has 3 prong 220v | 
| Base 3 hole flange mountin 
3-1/8” x 3-3/4” x 3-3/4”H.New $47 | 


; Sales + www surplussales.com e-mail: grinnell@surplussales.com Fax: 402-346-2939 267 


300 vac @ .4adc 


(TP)T9750 Open frame trans- 

former rated 400 madc FW 

Bridge, Choke Input. Primary 

115vac, 60 Hz. 3-3/4” x 3” x 3-1/2”H. 
$49 3+ $44 


260 vac @ 90 ma 


(TP)35423 Freed Hypersil trans- 
former has 6.3v 4 amp filament 
also. Primary 115vac, 47-63 Hz. 
2-3/4” x 3”x 3”H. $40 3+ $37 


7.5 vac @3a 


(TP)9100-4342 HP transformer 
has 17.5v 500 ma winding also. 
Primary 100-115-210-240v. 2-1/2” 
Roe 2-1/2"H:. 23$12. .3+'$10 


14 vac @ 3 amps 


(TP)402835-001 Open frame 
transformer. Primary 105-115- 
125vac, 60 Hz. 2-3/4” x 3” x 
2-1/2”H. $19 5+ $16 


11.8v @ 35a 


(TP)2943-13F Multi tapped pri- 
mary can be adjusted to vary out- 
put up or down. 

90v / 95v / 100v / 105v 

110v / 115v / 120v 

47.5-63 Hz. 4-1/2” x 5” x 5-3/4”H. 
Open frame, no end bells, termi- 
nals strips at top. $49 


x2 


Rectifier Sock- 
ets mounted on 
top, wired for 
filaments. 


(TP)T57615 Thordarson dual fila- 
ment transformer, 24kv test. 4 
pin rectifier sockets, 2-1/4” ID 
base collar. Primary 120vac, 60 
Hz.7-5/8” x 8-1/2” x 18H. Her- 
metically sealed. 89 pounds. $100 


Secondary: 13 vct, 230 amps, 3 
kya, continuous duty. Low capac- 
ity toroidal design eliminates the 
need for filament choke. 15-3/4” 
x 15” x 22-1/2” high. $375 


SA be tacsss 725vet 100ma; 6.3v @ 12a; 725vct-100ma; Sec. 5v ty Open frame bottom, wire leads; 4-1/2"w. x 3-3/4d. x 3-3/4”f. ....ssscssscscssssssssssseececeseeesee cae 
eae SEL ist ee 23.5v 40ma, 34y 50ma,6. Iv 20ma, 84v 4ma; oa aca ALE get dekcze oro Rae i oath peri Co catheter 


TP. 1018919 eee. B00vct 45ma,6.3v 8a, 5v 2a, 7.55v @ .5a; Sealed, 3- vf w. x 3-3/8"d. x 5"h., Solder Term. Bottom Mounting (AKA 2335) ........s.csssssssssssssscsssssssssseessssssseeeee 
Tee ks... 45 To 1.2vac Tap'd 400w:120v; i x 3.5" x 3.5"h. 

TP-1075706A 3B vct 100; 6.3v @ Vo :120v GOHZ .......nesssessscsscccsscccscccecccssnnve 

TP-10968205 ...... Transformer, 40v @ 30a, 250- 04 230,220,208 

TP-10968231 40v @ 300: 208-250v Tap. Pri. 

BT USAUT ase Selisssticstitstscscesesscssnes Step Dn, 1OKVA 430/480: 120/; Re rmeT TT TDR TTT Lee cece tees eect rch oeecasctstctcteconrsehadesoddouscdantee cossposunsosnendesebdonconcscbcecscosovebshSuocsosessesensvene 

Uo] OSS cee smart AI TUT Wee COU 9, MNT een Tee caerceeaastee eecee Nese acettecacnceasensssose ste eccctceevesdeparovnd ois nnnsbvoSsuiususouestssostiecseceesoscenceenconm 
lg ee 350vet 250ma; Sv 2a: 120v pri (TFARYO3YY) 

FDIS ooo sasecsesdasscsscdddnsecnnses Ook cena ehcp ssessancensossccccnsapunssvssesspsssnsesnussvecivvecsiucnmvtnntonen 
BTID sso I AG cece set cteseseccscsesestesbeceecsassnebssssosasovecerseobsnsvetoneconecancuotscestcuvunnnnscnncsonee 
RENO ahha stiacsssvcesecovsscee PMU D/L UV esi eect ee lected tclls ce tecaccshcptscntavssbociedavusspovossctvnncacedosonielosessceotscctoncoqeetonnsosctevepliteatsosesnnnvessaseaninsonenndslovanensce 
EG Coocifior af I Wise aloe pee one ta ae ga ge A ag a 
(30.8) Sere 600vet 80ma; 6.3v 3a; ‘Sy 20:11 5v 60Hz; Sealed, Ceramic Solder Term. Bottom; 3-7/8" Ww x 3-5/8"'d x 5-1/4". .cccssccsssssssssssssssssssssssssssssssssesssssesesseseesesseceeeeeseee 39.00 
With Re aN a PN 375.00 
BBO oss clesdichiscesccsscsecssss SE A ieee hacen cscdeese shecpsscsvucneoseocs pohopuctnoscsasecscaunnesuuusbonusssconccenenne 125.00 
Ree io 5 KVA Low Voltage 5v @ 1000 amps or 10v (500a) or 20v (250a) or 40v (125a): 208/240vac To input. 11.5" x 9.57 X 97H occ ccccccccssssssssssecesseseeerectnensene 595.00 
BSL Ye fcccths tise a Sis iag2scowscccconsesecane ren HI AR PREECU LECTED ODI GOT Pcs aia gteak. alee nists tancteckeccscckoccnscceeo estes ce oschccctsttescnecetssnadinGoaneotesnsguenZonsvosonbeicocolcscaoscesaconsebscsashacasnasiasiceacsescesseens 175.00 
OR UAE ee a ety |e neaten gy te a She Ci ele vi Soy Tk 25.00 
MEDS Vac esi scscsscciene Step Dn, 1350vet 350ma:120/240v pri; 6-1/2"w x 5-3/4"d x 7h; 8-1/2" to top OL UISICIDIS soko rc setter tein se et ese caer 95.00 
St sk... 625v @ 100ma, 1680wv:115v 50-1000Hz: Open frame epoxy coated, 3-1/8"w x 2-3/4"d x 3-7/8"h, Solder Lugs, 4 hole tab mtg. btm. ........ssssssssseessecssessseee 29.00 
RUGS ecco cccssssisseciees II i 85.00 
BN BI LA ose cceeccctccscccctscccsccrseess OR TA ccs cectancscacecovigecconsssstapsctscovtucusssssuassssscondnsnncocaovdscobdenccstsnscovesesenconsssbonins 110.00 
OE ETS SEES SIE eae earn SOMMER VME Ror SUV UG A VenelaeeaEeR er RN, cae Doha con tN) eho asia dthaassastantcvoarroradovergechovencoovecioseosSeelssGobeousovasdéoensvndystunbopetestent 109.00 
BPE ese eee Saco Sounccconusnnece 954vct @ 100ma; 6.3vct 3.3; 3v 3a, 200/215/230/240/250: 50/60Hz; Sealed, 5-3/4”w x 4-1/2"w x 6-7/8", 4 5/16x18 Studs btm ............ccssssssesseeeseee 95.00 
BIOTA es boc seasssscscnessosen Step Dn,7.5KVA 240/480: 120/240 .... wcopaenbos we tees SDR So te RE ne a oe RR Stern fA OR A MI AOR ty SA police Sa eee BM 245.00 
FPG cs SN ee 21.00 
FE LIZARD ONO E cossccccccssssscccecosssacsccss POs TOG cay Folmne: | 0) Z0y (Hymersil ORG) TEZSKQ ZL cocccocs-ocsssccssssectodacccoctasorsccccooncoosnscoccpsecsveuccosstoecsoscosoencCccsoncosocososrobessvousssusssesevossstososscsecsscdenloeenson 45.00 
PESOS oi iletscissictssccssscdiccces CL re Sc ec me eerie, 15.00 
BEOLOLDS 4s Wicccesasosscsscccscnsnssssssscosee ATAHRISTONWTIGE QUNEANEITIVIVON, COTTET TOD), SIMIC PINISO sso nccsscsseccaconcscossacvectorccsssesssccosovococlssasnortosconesonscsoresbosporecesseavnenerecensonunnuresbonofessinseccsasetsoniecsneceseuoonenese 295.00 
(1 ) (bo tac = ater Pri. 115vac / 2.5vct @ 20amps / 55v EGU TIS) LD USN iby cote tne othe oh cette rrr dey ete eB hea cl eh ed ake Ro 39.00 
MEF PT=LOO-OOD ‘<< sdesccecsseccossseoconcssoooee BUMS ESTICA MEUM UIT UW Sie aD eK) cect gc ccs ee are ee oe en re ee UD oa csacccesscesdsdesscenenensensestone 


Pri 120v, Tapped sec. 18-24- Av @ 2 Oe ee 
Isolation, T5OW 115-230 HWir ...,.cssssssssssescccscesesssees 
B00vct @ Vee Oem ee 


Svet @ 4a:105/110/115/120v 60Hz pri (TFIAOTYY) 
700vct @ 120ma; 6.3vct 5a; 5v 3a, pri 50/60Hz (Northern/Freed Radio Co.) Enclosed, Solder Term. Btm, 4-1/2"w x 3-1/2"d X 4-7/8 "RD. esccccccscccssssssssssssssssen 45.00 
: B4v 600ma: Pril17v 50/60h; 4-1/2"w x 3-3/4’d x 5-1/4h, Double End Bell, Wire Leads .....cccsscoeosensesnecmeuresensestennnevinnnimnnemaneeen 250.00 
GR LL eR ere svarece ceereerce 3.1-5.2v In 1] Taps:117v 50/60Hz, Sec. V Pertable; 4-1/8"w x 3-1/2"d x 4-1/2"h, Ceramic Solder Terminals (P/N E11420) ...csccscsscsoesmeroronenen 1,500.00 
Re eee 820vct @ 100ma; 6.3vet 2,50 5v 24, Oe ics castes cactesbeaseonse 100.00 
OIG re ee cc: Step Down 200KVA 460/230 pri Sec. 15v; 4-1 jt X 4-1/4"d x 3-3/4"h; 8/32 Screw Terms, Open Frame ........scccccscsssssssccsscssscesscsssssssssssssesssssssssvscscesseseeeeeee 35.00 
Pe BTL OG9 94 deine sete ste ts 5kv @ 20ma, pri 120v 50/60Hz; Hunter Mfg. 5-1/4" x 4-1/4"d x 4-1/4"h, 2 wire leads input, Shiled Cable 24”, Flange Btm. Mt. .......sssssssssssssssssssscssssseseeseeee 75.00 
20-04-0350 fics see canell... Sola CVT 6.3v Samp:190-260v In 95-130v Out; 3-1/8"w x 3-1/8'd x 4-7/8"h, Wire Leads .....cccssssnssssnstnsesnsnsnnteintntsnntvinininenientnnenrnsnsenen 39.00 
BE 2U-00-O1 5 ceiiaisticocasccsnctcdiciene SOOT Cat eeemesteemttey f a OU AON oc rei ete 8 Sy ae steno hs Eset lace sseconcacts oe ce tencmousems:seleneacenscnssvssspoisecentonceovesconsgpaeee 45.00 
PQS IS occ... SONG CO TON ee eas cscscosccscobsssasuceegqnosabesuannncnsvasspeasncadancovsacunnsoeenor 65.00 
PRES 25 cos SO NS iia acienchetesttecesderes aa ausnnonsseosaonrcovscAbcuauuprtnncdiacsotgobsntsunontonnndoninsornevsunun 75.00 
[EUS bee DON NS OTS SUV ascii esa steeceeet aces seschsseenvesncnsponcsvccssapssuudlbatsalecsonatvnboguenssconcentsazvecs 115.00 


BPS dL 10 sect scene etasts aes SOME AA TSHONTN VNTCRENGT "1 VAL ORE SeaeRet cde a VM MMREARE A, Soc as'spcntacPtostuateodcoscuaterteestoschchenctselnitestoroteotsborccostececcassotescosescectonesasdasacataaisuebnatbinonnssniennanenieen 250.00 
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Transformers Listed:  — | 


ansformer, Solder a ro 
Preeti «er waa! fi sige ry / i 

v Hl ct 3.80, pri 115v 50 to 
2, ; 


Open Frame, Wire Leads: 2°Wx 1-1/2" x 1-5/8" vecssccsersosessomne 
i Epoxy Coated 3-3/4"w x 3-1/2"d x 3-1/4"h insti Transformer) ........ 


BRI Pek te ep Dn,500VA 240/480:1 20 

Pee bkeL SMa a oy it tad ie Dn, ]OKVA 240/480:120/240 
F-21404... 6.4v (3)@ 3a; (1)@ Va: V2OV ercersrsesvnsnsenennenee 
TP21PO2P 10 Amp 2.5vct; 117v-50/60, “ee ment Transfo 
ron. vet @ Na/ 1Ovet @120 117V eee 
T2194 Transformer, 6a, 1 2vct, 117V........ 
WE 22-LE) LY cose ee crane Sola Constant Voltage 50VA ...... 
1P-22-48 1-200 on scesecee-sontataycheetoerae Sola Constant Voltage 250VA 
TP22-5TOWS29 ies. Skod -sonnncstca clone Sola Constant Voltage 60 VA 
1P:22-967-5E49 Sola Constant Voltage 1000VA, pri 108v to 132v / Sec. 118v 60Hz/8.480; 8 pin MS Connector at En 
PUA 2 Svc OOHz 41/2 Wx AANA ec ccscnsecctsd cessoiutelt neteentnctinlaet: 
ee) BOOvet 340ma;6.3/5v : Pri V17v 50/6QHZ o.scsccsessensrnsensennen ee ac 
WPe2d-1 5-190 cccsssccssvccsscnesstecenccccoe Sola Constant Voltage BOD VA aecsessesessesentscsioicnsniiasSobencORee theses cM UOT a | A al 
1Re29-13-210 <2 couture aee Sola Constant Voltage TKVA ........ssocccssssssnrsecesesscecesasasununnetoensiissecstbapheelste+ha/iuases mbt ber estres tetaletelipe# See asses anette diese ean ea 
Wee23-22-129 Sssce nancies Sola Constant Voltage: 250VA \s:..ssssosihscthssasnooncaboneancseseadbeyseshcecnbbesecalecculveissuibadeeygei teapaeeccaasetceemnotneanL 
1P-23-22-150 sects Sola Constant Volttge SOOVA ee : 
23-22710. Sola Constant Vortage TKVA ccicccccccceccctcsecscccsecctsceneecteccteeeere 
1-23-25-175 BCC ei —=i—OCCCaC aa 5. 
T2347 9:2 10. enn etree Sola Constant Voltage UKVA ..:.:..cscesosecesssssssssssnsscsvrssocsssacsccescsccesessoosBssyeottuceecdsbestndsbersresonaststobslvasbsbebeboteceersesstee sto S0ee tsa sesed nes faust aa 50. 
1P:23225-215.... scaessasenc ceeds Sola Constant Voltage 1.5KVA. ...sssscccsssessscssstcecssciecsecegacsecesccscccssisssdisegesspeonoestonsdignedsassonnsdbenhoseesS3tcefer Gl AVURDaaE Teh teat ye ad tts tae attra ee teas chee aint 425.00 | 
Teed de05- 220. aide ect ccih cece Sola Constant Voltage 2KVA: .csesossccossersorcescccseznsanecstssssanosheastavecnastacsicnovesesceseartetnss sng ttsacbeeé (tease tease cio eps SRO g eco aeea seater oe ~~ 330. 00 
23-25-2950 Sola Constant Voltage 5KVA weve 1,495.00 
PRPS 3200 soci cent Sola Constant Voltage 1KVA . 950.0 
W234) Step, 250VA 120:4-8-12-16-20-24 oo. ccsscsssonsccsercceeseecacenrsnenceeseneeseeesececereetntsterieeunect -qsnessnt soi setnremets ee 45.00 
Lee L 9420 pd haypaccbesenacteats totter ete TOamp 25, 63, 2.5, 0.30 VAV 7 SU/OUHZ ...:cscsossssecsersessesnnscecceserceccerereecedeeoseceecannsesequipedepeSegot/AUIU oes elle pteedl conti ls tastier . 139.00 
Tel d49S tcscases ota atone tee Triad Filament Xformer 6.3v 3.60 117v 50/60Hz pri; 2-1/2”w x 2-5/16"d x 3”’h, (4) 8/32 Mtg. Screws, Ceramic Terms ...sssssnsesessstntntntntntntntntetatne ae 
TD 894A et osinccovses bee Mcckonccasticce 950vct 200ma;6.3v@ 10/1.5/.5a, pri 115Vac 50 to | KHz; 4-1/8"w x 5’d x 5-1 74h, Ceramic Terms, Bt MEQ. sesecnsevssvsevsesnesnsvstnsententnssnennenee . 
120987 Ultra Hi lsolatn .80:117-150v, pri 117 to 150v che Low Capacity Ultra Sivle. tate litte bie rr Ng 00. 
HeIN23 150w 115:115v Thordarson Isolation; 3-1/2"w x 4d x 4-1/4”h, 2 Wire input cord, 2 wire output socket OM C0S@ ....scscscamnoetneenmentntntnetntntestntnsene 35.00 
HZyR RU ee 500va 115/230 to 115/230, auto xfmr 440v to 230v; 4-7/8"w x 5"d x 4-1/8"h ‘Open Frome, Screw Terms Pop: cscscccncsnscsceareremecntnoosetittrse peters 100. 00. 
TEEZONO4 x, Sash. Ronit eee Iso Xbormer, TESVAC Input .........sssossssssossecesossosscscsossonsssssnssdssssesessonegeangecgeseossesensceechscrbedistnapvacssa eaateadhrese-Gilthapfe/tchli te gavUa is ey afta eeeeaneaee en 45.00 
TPe24 1BO9  sccsccossncttrteccnccecaetes 700vet 60ma, 5v 2a, 6.3v 3.50, 210v / 125v; 3-1/2"w x 3-1/2%d x 3h, Wire Leads, Copper Shield ...sssstsssssssstsssstsnsstsntsntntsesatsesntnesetetseonaenenene 95.00 
LL’ L] Fe ae RY 2400v 5 ma, 2.5v; 117v- 50/60, pri 117v 50/60Hz; 3-1/2" w x 3-3/4'd x 4-1/8", Wire leads foo ocosascsesacestesto coast. te olescues-cesscorhscsrarseenneeatedtete saul a 49.00 
HLT p i 7.5vet @ 12amp; 120/240v Pri, 3-1/2"w x 3-1/8"d x 4-1/4"h, Enclosed, Solder Terms Bim MtQ sccscsscnssssssessssesnsnnsnetnsnsenetntninnnsnnennenennn 49.00 
te 6.3 @ er 105/1 15/1250 50/60 cote ccccs cas siercertienteee ee 19.00 
Pee G.Svct @ Sa: 120v/230V cacccccsccscssseccsoccssoscossccesesccscoonsssesstesseoouersenevssenossesceooqegnsceronseessorssseestarssiropnseeinetee aceasta 18.00 
TPRZEEGS Dic scostaoreaali vice cme TZ.6vct @ 602 V20V ..ccseccscccscosessonstnssssscossoenssnnndoassocaonsscsenntdluesasotdedsccnsoubesessesseeedseenensaliusstéstscieesnusi ian tl Clase Ma ELAILR jee Senet cere 2 a tne 25.00 | 
TRAZERS 2 5 css tescateve cee BOOvct B5ma, 6.3 vet 3a, 5v 2c .cssisscsssecovessessvest{duceleoncscelatscannesodeovsccenseslonnsssuckyen lf bcccosad toy stecssaduaed tetlgenshton.shoseaabasseg/ Moi pissL htiais tbaces sostt teenies ta 165.00 
TROD IS atessersscrsectNetteccsacteoocaceeatss 690vct 150ma; 6.3v 6.5a; 6.3v 4.5al 8v 3a, pri 115v 60Hz, 5-1 ‘ai x 3-3/4"l x 4-1/2"h, Open Frame Epoxy Coated, Solder Tab Terminals .........sssccccsssssee 110.00 | 
E2907 560vct 145ma; 6.3v 5a: 105-115 45.00 
TP29Z 16/6) 6.3v @180/.660/4.80/1.6a: nae ie LU y GHZ: cscsscccccccsshacsscnaycecsseecnattssiepesidberssstscendom site tueceuelice saree ier sieecnmet gs mam 45.00 
1P-2943-1 3h oe, 11.8y-35 Amps: 90/1 00/1 10/1 200 c.ccccccceccctscctcaovsnessaototéooscoossacennsecieeesseensed tenuseanpnseces a teeter eons 49.00 
TExSU49 OO: cosssonestorisetenteheoaneatess 956vct 353ma; 852vct 106ma; 5v i pri 115v 60Hz; 5-3/4"w x 4-3/4"d x 8”h, Glass Solder Terms Top, 4 Hole Flange 2 Sides, Btrm Mtg .......sssssssscesesssseseses 125.00 
[LY Ga pee a ede Mra cve 32 Vac 5 amps, 160va, pri 115v 60Hz; 5-3/4"w x 3-1/2"d x 4-1/4"h: Enclosed, if Ceramic Screw Terms, 4 Hole Tab, Bir Mtg ......ssssssssssssssssssssseesescssseseseeeeeeeees 35.00 
Whe 2a OL sscsinctbesechatceetednanenctes setae Pri. 120v / 10v @ 6 amps, Double End Bell Wire Leads, 4°w x 2-1/2°0 x 2-5/8 91 eres cnsreceeearnstictsrecsl aietustrsisartalpites cesta en 25.00 
Weses 5KW Plate 3342v, 1.30, 3ph. re 1,000.00 
TPB9-26-230-6 occ cccrcceccsscesceesececness Sola Constant Voltage SKVA cecsmcccessccqersrcosscceesressesinnemmerinrrientccinenuemenscnn in eboiiie L ‘195.00. 
eehyli 6.6vet 3.50, Svct 10. 5a,5v 3a, pri 110/115v 50/60Hz.; 4-1/2"w x 4-1/2"d x 5-1/2’h: Sealed, (4) 10/32 Studs Btm Mtg, Ceramic Insul. ..........sscssssscesserseees 35.00 
LCE y V5 anne nik eniornat: MO vet 90m G.v 4a: 115V OOH ccc ncccccacecscenrceacecconruscoreueanen teh itech gece foboayceee een AE ce tcoyen tll oes 5 rr 40.00 
TRS 9000. cacncasntnntcs tera GOOvct 6Otma; &-Svct Sa; 5v 20 .oc..c..asecsconsnssisessccsseocecesinsvesboasereedenschtevaibensossoccesteunyesetseckcts Aeseo ae eee ag IRI eee TPE Stal yasape cake 95.00 
MesOB Sete Cacant ee cees 460vet 10ma;14vet .250;25 .9a, pri 115/230 50-1000Hz, 3”w x 2-9/16"d x 4-1/4". (4) 8/32 Studs Bim Mtg, Sealed Ceramic Terms BAM «..sotaocasesnsseneeene 35.00 
TP37-34168 he Euro 220/T1Ovac 1600 Wott Kit. Se er ea 20.00 
TPeOt S499 sooo ecr scte Euro 220/1 1Ovec 50 Watt Kit c.cccccssssceccsccsssessesesssosisctscorssovasonsvescssorssmsssansestsneeselonasers tse reeipi ieee ecomaameh a yiincec ate 6.95 
TRal92 ck 1600v 2ma;6.3v .60;2.5v 1.75a, pri 117v 50/60Hz; (Freed/Gilfillan); 3-3/8"w x 3’d x 3-5/8"h; Sealed, Ceramic Solder Terms, Bim Mtg) .......vssnnsessnsnen 35.00 
TEAS ES 93 shes eect. coe 1400vet 300ma; 115v-50/60, pri 115v 50/60Hz (Freed); Ae 4-1/2'd x 6"h; Ceramic Screw Terms Btm, Flange MOUMt ..nscnsnsenevstrsenstnsesensentn 110.00 
TRsd/GA519HOI ch snchesaeanaeecoes 285v 1.0750: pri 115/120v 60Hz; 5-7/8"w x 4"d x 4- 3/4"h: Epoxy Coated, Max. Altd. 1 OKFT, Hypersil Core, Open Frame, 4 hole mtg ...........sssssssssssssssssssesee 75.00 
TPO VOLS ct fccaccsersttia ti 870vct 300ma: pri 115/125v 50- 60Hz; 4-1/2"w x 3-7/8"d x 6"h; Sealed, Ceramic Solder Terms Bim, (4) 1/4 x 20 Studs Bim RR 75.00 
TPO9G3) oo. a eee SSOvet. 1 2m, GOvct F00MG 6.3: eccssccncscssvccssssssovessoendocescossssccossssoscseeuceee sons tiesesosssbeysccicntavesssntovensssnece-sbs bscancomuadbe ete ce scr tcpcrenecssceesset a eee 95.00 
TEOOTND cc 1200vet 200ma, 740vet 235ma, pri 117v 50/60Hz ‘ree 3-3/4"w x 4-1/4"d x 5-3/8"h, Ceramic Screw Terms, Bim Mtg ...........sssscsssssssssssssssssossessnnssnesen 95.00 
| cel UM Ue Step Dn, 3kvct F50ma Pri 120; G-1/2"wx 6d SIGN, cece eee ee 150.00 
TPAD S914 SL -scceincso soem Step Dn, 3KVA 208: 120/240V suevahoussopnvensronssedoscseabeeqastadstesteueqetuecvoonsosjonbasicnootas@oelbabl ectna seibteaviae ll Pichi ait anee TE tel ee era 125.00 
TP-400-4020 icc. ccdentecetieret: 20 Vet @ BOOM; 1b Svea Pri. ..cicssiseoncb-anscsnn ects Veapbudseadacudy loves See sche deuasagunsenls boop dlandagsaih d vigughen acts Soe toe ae oi SCOP ence aeons ee 8.00 
TPAD 235-001 xs..sccconsssccsteqnceebtrsnce 14 Vac 3 amps: 105/125v. GOH cscsocs-cpssa2 sucts4s..scucl chon isteveus bathe kee ot ARE latin ate RAR RI I aft ice 19.00 
TRANS eee Transformer, 400Hz; 2-1/4”w x 1-3/8"d x 2-1/8"h; Sealed, Solder Hook Terms, (4) 6/32 Studs Bt Mtg. .........cc.scssssssssssssssssssssssessnseneencensnneeceeeseeseneeessesseesase 75.00 
TP-406-1 109-20 ....cecsscosssscsssscccsatves 690/1047v Aor 22vct 1.50°5.2V i ocncoacsesictecsonédencssieacntnetitedticsr te es ahad OO eyes te 125.00 
TR400-1582 cc. ici ee 1500vdc .5a;6. Pao ee ee ee Bee 95.00 
TPSQGA ‘cicinsesscucsbodeord taobobt. malian Fil. 6.3v 3 Amp: TU 5 v 5O-OOEZ ....ccscicsssconsssoogédaseescactsccassucctscossodcceehdepepubuassnt ase conse l¥aspaihaniotn fasraeguacctialiee et sea eneDs oes, cleats aaa ae 35.00 
Le Pk! Seat teas Transformer FREED GOHz .ccscoc.issssscieucssssconssucecccceccrcecovsccnesccroceccnesostbsbtevecuioncesvostesayuitsays seectendtetets Alta ae mia ct IRI RE eredcncs cee ee 950.00 


TRANS ee ee oe 1040vet 250ma, 395v 35ma: pri 1 15v GOHz;°5-7/8"w x.4-5/8"@x 4-172: nc ccceeccesevesoseqssgeengeeebeptiesenuslacotsereestcnniale Pia cscttessaseeconeaseescanteasassseesttohieal 65.00 
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Peete eee eeneeneeeeeneeeneene 


SAAN O Ree e ee eee ee eeeeeeeeeeeeeeneeneneseeseeserenenereeneeee 
Stn Reee anew eee eeeeeeeneee sees EeeseesesseEESESEEESEEEEEESEEEESEEESEEEEEESEEESESESOEESEEEESEEOEEEEEEE ESSERE SEEEEESSEEOEESEEEEESEEESESESEE ESSE ES ESEEESSSEEEE ESSE EE EE ORES SEES 
ASSeeeeeeeneeeeeeeeeeeeeeeeeeeeseeeessssseseseeeeeenesesssesessnessesseseseeeereeseeeeeeeseneesssesessesseseesetenereenes 

seneeeeneee 

eeeeenneees 


ANSSONE TONE OOOHED ONES RESO ERESSEESOEEEOURESTEESOERTOSUESONEEOELESENESOERESOEESEEHES EEO OEHE DONE SHEEEEEEY 


I le OY) I conssnreeeneeeseenereeererereterene 
125v; * 50; 34v 3a: pri o/b BAIT Ese AsTIAACIOEM, SEWN, ONDEN EN CORTON 1 SURMNN SACU DULY xn, eC Tiered) ede arree Mssssenceencnsecensenneceentuon 20.00 


... kv @ 20ma, pri 120v 60Hz; Uefferson) Sent Homer, 5 l ER x 2- 3/4" x 2- W/ 16h; Ceramic Terms, Bim. ae aie Ae ig: trent re OSA TEAR <. 60.00 

Trar sags 1/2 - - Se ee 250.00 

, city ‘ he @ Ima, pri 5/8"wx 4-1/4" x 4-7/8"; Solder LUgS BM. secsccecccccreocscceccscoeescnce 125.00 

— vs /\\ 125 cuits tad) *TOKFT Sealed, Ceramic Solder Term Bim; 4-7/8°W x 4-1/2°d x 4-2/8" oo cccvseeenenneeeccnee 45.00 

a “td wel 115v 251va: pri 102/110v 60Hz (Internal Shield) Ceramic Solder Terms Bim; 6”Wx 4-3/4" X 7-1/2"W ecsosnessmorornreronrererneee-... 65.00 

Bowes ye Fee he Ea TM g WC PLUTA G0) t Pose ade 2 ace eee eT? ee a 75.00 

.. 115v @ 150w: pri nae egy O20 IES fii Wen RON ene. 39.00 
ee _——_—F_e 19.00 

Dvet @ 50:27 vet 2a: Oe 10 is (sees incssiries) 41/7 x 051, Hormel ccc cssccscccssssseseneecereeesdione 25.00 

—— _.6.6V @ 2.30; pri 115/ 120/126/132v 60Hz; 2-5/8"w x 2-1/4"d x 3-3/4"h, Sealed, Ceramic Solder [ee ec 12.00 

od ra. 6. 6v(Tapped) am ee PCO A Hew NAUK bens eee ee PO icin eantrnessceneeneeonisnn 165.00 

P- US 2 ieee 3ph D-Wye 208v: 2.6v @ Spear naE UNIMOG) Gerace eM Ree LO MIN IN Le TEN OS, all eben. csscconnnnnncssssastconnnsnnnsosbels 450.00 
TP-B05 1400430. neoersrsestrene Max. 535v; Transformer APH-348; 4” x ay eee Eek Pt SOTO, accesnancsconsssessesensnnsnorieroes 750.00 
: — » 6Ovet @ 20amp; i 650.00 
680v @ 75ma, 6.3 2a; Pri Wy Or 350.00 

.. UTC 860vet 300ma; ee eee 150.00 

- 10,800 volt C1. @'95 ma, Plate transformer, Primary: 115v /123v /13lv 60 Hz, 7-1/4” x 7-5/8” x 9-1/8" high, hermetically sealed .................ssssccccscssee 995.00 
TP-8569-1 Aly 2. 80;32v .90;38v 7a; Sts oer Se ON MELO tient wl AOC! ll 75.00 
- Svet @ 220:117-150vac H Soa oa ee LS RS 0a Se ORR ai ean ee cr en Caen 65.00 
i ciccicccctettecsetecrsesesarsusntovcbonn 8.00 

ee, 9.00 

ee a ee 95.00 

Dual (2x) Pra ETDs Hs Gayarel were AO AeA tt GNU oD sssncrcerscccureeennne 24.00 

Transformer 50-400Hz; Open Frame, Solder Lug Terms, 3-5/8’w x 4-1/2d x4 c.essssssssssssccssssssssssssssssessssssseeseusssssssesescesesessssssssssseeseeseecessesnuunaneneseeeeeecee 145.00 

870vct .15a;6.3vet 3.5a;5v 3a; 4-1/2"w x 3-3/4"d x 4-1/2"h, Wire Leads out Btm., (4) 8/32 Stud Bim. MEN Ot SRE TVA scediescsasccesssccscoennemssh tk 49.00 

1052vct @ .25a; 780vet 50ma: pri 115/230v 50/1000Hz; 4”w x 4-1/2"d x 4-5/8"h, Wire Leads at BHM. vccssessssssensmmnmennienitnsimnnmmnnienne 75.00 

Mes 20.00 

TP-9100-0092 Pri. 115/; 230, 50 to 1,000Mhz/ Sec. 250v @ 900ma / 205v @ 400ma; 4-5/8w x 47d x 5-1/8" Wace ccccssseccsecsssessssssssesesesessssusssssssnsensassssnsssnssnonesnnesaseeesesenee 65.00 
he 24bv .30; 156v .750; 176 @ 8a; 45vet @ 100: pri 114/228v 50-1000Hz; 5-7/8"w x 4-3/4'd x 5-1/8: Sealed ..ccscssesnsssssnsnsnssensesninerinenisenee 75.00 
OAUE 5!) 75@ 30; 17.5 .5a: 100-240v (4); 3"w x 2- 3/4" x 2-1/2h, Open a Le Te aS SO Be 1c ER ty 12.00 
LS ea 0.005pF eee a aii Me eye VEL bol oe nseneceneael 395.00 
20h Tete cae 165.00 
OR ee Oe eee ts—~—<“i<is;*w*sSsOS*ss—ssSCai<i‘( ‘(SOO a a. 695.00 
er ye eee nO ECU 225.00 
TP-9121B1 04864 ooo... sssssssssccsccceceeees a aaa an I ge bac catc st ananssnnntresecRedssoSpee gta oO aed saf Moe d.S UL Le cassongnoneerinonnncnnsceacessnnennen SD 300.00 
ES Sear Pam MU eR Ne a tactearecnck EMO B A AAG AMM ALD NOME URIUTNTT...asascsecesenccounscrorereenegnaseose nd 995.00 
a Ha te MU aaa ceases ebnssaaah acts cnsnsat,sonasass MEME MAA Est MUL ect tte N ess sesnsrepnancscssannccansnsenssnisavillle 35.00 
oe .., Tecastorme, Fy SOvee Pei | 2y SO/G0He (Air Wrinffic Conti! Gicghits) ooo os scasscexceccssvcscccsesscssvcoeessocscotebnstaceesencessicecoseeconsvssvsteroanssoorsecersacenceaneeeseeceracce 40.00 

A 5vct 60, 6. 3v 6a, 6.3 2a: vate ieee esroergee ss AOD 

1P-99- oooecccicicss 0. 005pF Isolatn 7.5KVA ON ee 1,500.00 
oc accscecnenesedsonn 800vet 40ma; Pri ion i Oita 50/60Hz; Sealed, 2-1/4”w x 2”d x 3-1/8”h; Teflon Solder Terms Btm. Mtg. ....cccccccccssssssssssssssssssssssssssessssesssseeseseeseensen 95.00 
Oo Isolation, He O97 Sr SOME ORIN AIN OY balene seerel ha cncnasnonnedccdend eld 9.95 
PETIA BIQOAGE .....n....sssssscsseccseonees Step Di, 3KVA 240/480: 120/ LEAR 9?) @ OS oe RS RE RE Sees ce dn. a Ae a oe 125.00 
WOE... tae rnarenarunnra TARVIN (DAN etnies 9 5 GI a a RE Naa ee anes 300.00 
Nye 1 a Step Dn, Pes LER IO 1 Bae SE co Oe 2 EO Oo IE Ulm ernie ore seene rrr eee 395.00 
54 SR i eee cenee Gg 0 RUN) ae 225.00 
| are 6.6v @ GR Tee ear ent. cui Sondlaccaastan ties censnvscaunsctgee NSA Mc A RAMS PANTIES TL, ecisnnncessgeetoturninacasnasessescneonandele 15.00 
DUS Fue RtneD ay Cer POMS LAU AP TALL SV.GOHZ 13s) {2 W.X Aa] /2°0,X. 23/400 cccosneseeoocascssssisettbeeaViestctud NG. cithel A Ree EA, Josh. ssssssaccaconaseesndosnecsarsenesseso nt 70.00 
BIRR EOD soi scccessassoscscacesovessesces 3 Ph(3up) PSOVATV 70240 16 AT heen AMANO REAL y ONES pel)? CUM OL SLRS 56? AAOK VOC IS. ccacecanecsemesogesemenontaens 85.00 
- Sioa OG RVR AU AG 0 0N rico cceccsieccrccstscrcscceneeenne 135.00 
Step Dn, LRU G UR. PURE COD ES SS OO RS 2 co ee emer oer 110.00 

Step Dn, BRYA 240 AG UA a hen escsescorareenscnvenesuntucaansnannvanions 125.00 

Th fre 1] ems reer ame gk a a OT) 100.00 

Sec. 120/240V 150KVA; Pri 240/480 50/60Hz (G.E. Isolation); Wire Leads, Enclosed, 3-3/4”w x 3-5/8"d x 5h; Flange Mount ............sssssssssssscssssssssseeeeeeee 45.00 

Step Dn,250VA 120/240: 1 A PAL a RE Nel ante snee Ml eee el ee PHAETON cc scesssaccnncnsuosnecnncesssesonsussssacanstste 20.00 

Step Dn, ES ALLE US IE | EE RR AEC a ee a ea ere tee amameereenrore 95.00 

Step Dn, PA TAU Go i abeceteeessectecesesssspiteanstareedernien 20.00 

Step Dn, BA AOA 7 A reise pla reccsccsenipestnccessiesescseecscasnaneentenentn 35.00 

Step Dn, uM C20) 2 Vncoite, Me RRR I aa chins nas esthnnsssiinvennns A PM MCA cae ILE, SECC ccc onnsvnssoncsvnvasoosannnssssssesnnnsdalviel 65.00 

Step Dn, Pave sau at ae eee ety eine in wondie | 18 taal VD fen) che Dk pire O it csadcnccssommsnnssansnnnnncsecoronussbasanen 50.00 


Step Dn, PMO AUy DAU LDA List) eeeetcas ae meen Daag cdesteenee neck Seem SPENSER es GON bcs SlnoaaabluctSlchoslosensssnntanibonbcceseeceseseesnintbonbvet 80.00 
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Transformers Listed: 


amic Caps fo 66 


teeeeeesereseecees Ue 


P-A2140442 __. 
TPAS-34443 


ee 453-2. 
Isolation 30amp 130:11 5vac ... 
740vet @ 210ma,6.3v @ 6a, by @ 2a: a 10 - 


Prrrrrrrrrrrirrreiriiiiriiiiritiiiiiiiiiiiiiiiiiiii yy 


Wall Transformer, ‘Output 12vde @ 300ma, Input 1 20v.@ GOHz: Viw;...ccaict ingles coe SOUS i i Ee ee eae 
Wall Transformer Output 9 vde 210ma, Input 120v 60Hz 4w; (Sony) 


MO Auto Transformer, Great for Japan 100v ac! 100vac input, 120 vac and 568v output @ 500va. 6-3/8" x 4-3/4” x 7-1/2" high . 
Wal 210v @ 223ma, 6.3vet @ ba: Pri 100/110/120v 50/60Hz.; (Atlantic National); 5-1/8"w x 3-7/8" x 3- 3/8”h; Hi-Pot 15 Ov 
WAGGA Co 510vet @ 120ma; 6.3v @ 5.15a; Pi 115v50/60 


ds Ae acetate ae 500vct 80ma; 1100v 2ma;6.3v 40h hiscoea abe sane DATE Leen, oes 

RE OA Dios, ocean eeepc 5v 20, 6.3v 9a, A650 53021 15V s-ocvecounccorcasitonneocnereunncnnal aR ANG Wig, Doin) 200 ue 0) oe 20 mille | Gia es 
MEDAL OOS 3s nce cccmdicheneteated Transformer, P Pri 270 OV. :.c:stoo-sesovsncs:sbecoccnceseedecscons tosoconsnmpscreconnsnesetscouneotscenretnisacececsiaatensesepcsct CoRR pe ae EER attnti nae aera : 

PGi Transformer, 5v @ ADamps 1 15V onacscccsccossseseseeess 

PHC Transformer, -Kbystron Filornestt ....--cootsccssouscassscestesseenee 

Wesel 660vct @ 300ma; 650vet @ 40ma; Pri 105/115/125V . 
1 0 a, iver TOC TTOtOttCUTtUTtMEA RNASE Om mee 

MR -CLEDOU L2icossencoustetascsscaestseassssteusees Step Dn, 220-480:110-120 500va; 8’l x 5-1/8"w x 4.5°h: 

MPECMEPOSUSB. i... acid wcke Sem acer 1000 vet @ 18Oma: Pri 105/115/125V OOHZ ccceccecsnmeee-eoeeeesesrmeneresresmeeteteeedinesreeaiie ict ath cecil cllhe, JUN cee 
Pia a 
PU 

Ws 440vct 40ma; 135vet oe i15v cocoa tebaccsonentsbiisleslcosteeosscecassseoustunseutessoeconnel secrete ses ee ee . I! 
PPUSU9DU esecssnsecnonescadeensenttbitlzeed 480vct @ .02a; 6.3v @ 1.50: Prill5v@ .17a; Sealed, 3’w x 2-7/8"d x 2-5/8’h; Flat Flange Mtg. Btm.; Solder Terms Btm ; 
WE Ail] yt) Maat Ameren i. Isolatn Out 120v @ 16. 7a; Input 93-130v 25a BOWE secencsrestnansunrueriscanrnruninnticn er endn dicck intake ok atk.) ; 
EE tg Rin ol (2) DUAL 5v @ 5.5a, 29KV Test: 67 wx 87d x. VO". 2scc.ssasshocbacllcracoctecsesdbostonsocossunnvavorecacseoes SOUR cect I MEeDEs alates tt Iiescor tet siesta 125.00 
PSG 6OOvet @ 35ma; 6.3.90; 6.3.6 2-1/2 WH KI A cc wee 20,00 
WAWE613930 eR meds tr mee ——— 85.00 
Piz ABOD(S760)vet 475m: 117-2820 oc ecncciccrcneniesericcstcntuciniminionet ti 395.00 
NEA acchacnsnsststelutececeanet oe Isolatn $Z0 1kva 440v To 110v; 60Hz; 6-3/' oe X 67d x 5-1/2"h: Screw Terms, Opens Frenne: <:.uscacis...ss0scoco0s004sanstcheacesscbescs.tldeveconcocesesasessetsertennannn ananEaEEm 275.00 
LIDGE aw ellinn via oodles Step Dn, 46vct lamp: 120v Pri:. 2°wix 2.1807 R)....00025.5..8..0 202. ceeuRtOnRL, SLA NOH PILE Daca ceed be aa dgn easel. OUND coco testers seen 18.00 
1p 1 Dey ae a al 860vct 230ma, 5v 2a, 6.3v | 00 snl unlit thaal ale ts oti go DUR goa OLS ab ys Gein tee! fail 2 85.00 
TEDRI02208 a Isolatn 240/ ABOv-120V 25¥0 Ob colo nccccsicccdhatecccsccuietocanniieaiiciedscccteet cc sr rr 15.00. 
WOH O.O01 pF Isolatn 2lomp 120:1 20 ccccocsssvcasssscecsostscoteesessccovssessecossnesutsessctuegestnecsegecesootsrenenscesiccssea ss usmle 450.00 
Pou Stop Dri, 120/240:120/240 i ccvsseccvesssesjutessSectaroesssscnsscronensssnsonsttobascoumsssssbossisisesssctsecsesetsieomcsstsetcnasmisssste sere re 35.00 
MEME O04 5. socuecsactsgiebcecccomes Fil. 5v 5.50 CT 5kev: Test): TT 5 ic. stscssnscasdessoscotcolannaialuaredendecosbusbabebsselstesosansllbuciUsgehoshebesbilectsocleton ston: llsttcefleerhon’CettekscOiteccUaURtsy iss, fess enaa ann Inn 165.00 
LEE UY eae TEAL ie: Wall Xformmer 10.Svac 7.Svaz. Imput V2W ....:.is..iososso:s8l220s800baethosussnbdndoedeslecserassoesacdebleodeeoceatehelbsbbesstasassasttsecctoseotltncPblschecteeecteesst)s=ssi aint tain 3.00 
PEEING Mi cnenssctosthcaeeies See) Transformer, 12v , | 2 amps sibacdoabssvasbnnvsaédnuscsanblvvsdacondbisonsastescconsanctongvesesodeossséadloneveobussseconsised HUAN Han ALC OTT IsesPT oa CTEE Sat ARLE te eae 6.00 | 
rea... 26.8vct @ | Amp: TUSV GOHZ Pri ocr eco cccsecccsescentersteeessercsisscancescesmmenecmecnscins Mic tee 10.00 
VP G.3v @ | Damp: 115v 5O/GOHZ ..sc:ssaccsssovsecsssbeseccescovsssssescensonestesnersaseopssoteneesaumecesectsittsuees concen ie eu 9.00 
PHA VOved 4 amps: 115/280¥ GOHZ ..ccscccosessoisaresetesesesscsseseveseoereoemmennrestaseepesscinsnnss ennai 29.00 
BPAY scone niece eicedetmata rte B.Sc 37, UB vet Sate] 15Y ..cisssscosccssocssevsanosoisaatnvssensopusayosssscsessooonseneedsestconondeonsnssenssstausndiee etebsboecivenctols satastenttetenelll tse tit vies taRectTttT cies 275.00 
Lett 2 V1 ea a ae. Transformer Pri 2500v wreck: TAQOOW: Phe cissistssdseccondesecoocoonsedbouuatubscsbsss$doedsdsesebenjpv losis stbdensousbaitelie ntti fetosset etic: RR OORT cere tt foeee aoe 350.00 
PHD L000) ake satis: hs kates 9kvHV Fil. Xfmr 1 Ovct,6. asedivojdavonsisuusoatfuneiantlvascanihconéonscececoes db ostadesoeesesclosatanescassouyesierossstat kets tec ent eT ea de ao tte ante Ac oc ee 95.00 
PH Transformer, 6.3vct, IOMDS <ciccsdenanccrieccciteuroncncnccewicibul il SU Gi 6 sere 22.00 
PHC. PRI, 115v 50/60Hz, Sec. 650/ G00VT @ 145/135ma Choke Input (6.3¥CT 4.5a) (5 20) .sccsssesssccseesssstscsestesstccseueeseecseaeseessscesessstesevseeesmen ge 99.00 
THHIA0 fsolation 300 va 230°115V SHOR ceecncceeocncrumeiccurenencinninciaccmitiumonnmitge etc 47.00 
112 |e] ea aes, 10 volt Filament, 10v @ 350 amps: 480v 19 60 Hz, Hypersil core, 13” x 8-1/2” x 12-1/2” high, 108 pounds. ..........ssssssssssscsssssssscesseseesesessssssessesseseeseeesserees 295.00 
TP-HPO7034-B0130 ..........ccssssssssseecees Xformer, Sealed HPO7O34-8013Q,.ecisssccecsisvecoe-cerearsnssrcersadomsarerelceuerin ttrecancl RRA LE AGt Omen es ene 250.00 
1 1/11 8 a eae 12ky, | ‘Amp Sphrase. Hipotreomic: gessecisecsesssecssd.cpsccoosdscoscdanccclccanedonsanniaboetesebassosto obepelessocetuscdtcbeeot Oo BPNEMnaaeT PRA tetseotecie te otltfe ROeeeecsaee Coote 1,350.00 
PPHP9100-1106 Pri115/230v: 8/18/45v Sae0! 2). Se ee a are 15.00 
TPASIBA Pris) 15/90v 60H z- 45v 2amp UIC Hermetic: .cscscsssscneesssscssceoossonssccessensseccsesesncessacceeereneersensesuspesseesv hatte besitos W 160.00 
POHGM-203 600vct @ 50ma, 5v @ 2a, 6.3vet @ 3; 3-1/2"w x 3’d x 3-3/4”h; Solder Term Bim. Mig. clo hescce cose ee 35.00 
ARO A Dice ones Ls dsitsskerus Rae Transformer 50-420Hz>. 1150 Bri icssrscssesaehsaecuaresecantaarPninectseve comarigseanssatisndeasteh Lene Cone 385.00 
LE SUT. ES be cant Dual 6.7vct @ 12a; Pri VY SV.6QHZ sccnecenrnnniticl dd suit ct suet dele Ac A tlie (a st ommend a0 i atk Ay oles ek 65.00 
TGA eS aa mi Pri. 120v 60Mhz, Sec. 4-8-12-16-20-24 @ 5Ova;. 6-3/4" w.x.3-5/8"d x 4-1/4" h, Enclosed 2.-c.5:0.tsccceesctstcscsss ces tetectotstttseiten sit csccccesssecosselsessassieaamranaian 15.00 
Weizeedde | 1800. VCT SOma: Pri 115v Bardi: nn. csccscsseseoskscooccsotessnseseonosssssessasccsdccssccntossbesies cssparesacescectenesentsteseccces (iets cess 0 cy 45.00 
Hg eee ee 950y. 500m: Pri 1 15y 50/600 .cccossecsccscdecssckesnstesssieesuesnconsciee ioccebhscosssctsenerosviniensmedieanUenlnc he 150.00 
TPU382624 occ occ ea 280vct 75ma; Multi Low Volts; Has Terminal Board wae Tube Base at Top of Transfortner cccciccs:tsscsossscsascoscsscoseeconsesaosssanboletgusecessepsecerneuerecstotaensonietints 125.00 
TPHLSV-AT-G0006 .....ssssccccssccsssceseees Auto Xformer 568/120/100v 500w; 6-1/4"w x 4-1/2"d x 6-3/8”h; Ceramic Terms VOD jcoverssonncneskEbnbsstesa te edBSckeo MOOS RRR cscs coonsacsoceeteae seen ae 45.00 
FRAT BSS? cs -cossssserasespoieasninseat 6.3vet 3.50, 5v 4.50: Pri 105/115/125v; 3-1/2"w x 3°d x 4-1/4", Solder Terms Btm.; Enclosed ....ccsccsnscsnsnsrnsesnsnstneentnsetneeninntnstnivntninensenen 20.00 
SLOT est cctiancocaeenee Fil, Xformes,6.3¥, 12.50: 220 siesyacoconecescintrecieliesencna ined cpinertenuslncnctcecee ORL RIL a LO 35.00 
PP -WLOUD sooo cece ce 12.6v @ 10/ 20, BAY: 4ADY Pri... ssssssscetscdasslectconsacnspesnsersneresvoisesssans sonssssceussceosinetwensersosstsesvassekdnarves ied sselietiieemel acl Abesciecciisern ce 15.00 
TMGS09 oc Pri. 110v 60 to 400 Mhz.; Sec. 220v @ 100ma; 2-3/4’w x 2-3/8"d x 2-3/4h, Sealed ............scccsscssssssessvessonssonsenaccnennennneegceeeneesencesecceeceecaeeeeeeueseneneuusstunnentens 25.00 
TP-MCR=) 00D iscscsccevecsesutsveuicern Sola Const Vol. 63-13-1QQQVA sf ii cso cic ateciee uel nciinecaca lc 350.00 
PRR ee iis cee Sola Const Vok. 63-13- SOQVA. ..:ns.0siss010:6s-onnilosine\esennecepscoseseconsacotesstanicedeecsbavanssonsqnsdhveqeeesenecsisescdt tbs a PRS asst Ti sae CTIA tr elt an 175.00 
PRN 237 6-1. sss arctan ere 1300vct 480ma, 480ma, Choke Input 4KV Test; Pri 1 20vac 50-60Hz; 6-5/8"w x 5°d x 7-1/2”h; Ceramic Solder Terms Btm. Mtg. .....ssssssssssssssssssecesseceecseceseeees 275.00 
TRNDOS TA a iaceeeeounees 1400vct. 7Oma, 120vac 50-GOHz (Bondi) c.::.i38csceacicid weet sieaeusrcaensmecae RUIN es ARE th nae ie ee oe 225.00 
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a 0:11! Se Re: isha set SRE te 
.... Auto forme, 230: 115 vac LIRR ee ost ate oe. Somers | 4c Ak. «lanai js SO ial nO ai poe ey 
700vet @ 120ma, 5v @ 3a, 6.3v @5a; Pri » 4. 


30a, 
fir? ... Transformer, 28vct @ 400m 
. 2a Transformer, PE RET Sa 5S a ge A a 00 
Xformer, bh ee a aT mr ee Eases ch a sasccs ied thy ses laste cpthscataecubchech-vdedeceenconcnseccessonnnsesensonnnenee 11.00 
65 v @ 2o, 6.3vct @ 2a; Pri 117v 60Hz; 2-1/2"w x 2-5/8"d x 3”h; Enclosed, Wire Leads, 4 hole tob mtg. btm. ..........sccssssssccssssssssseessseeesse 45.00 
Geos O61 © Yeon / V0 Dons se 15.00 
i hasoegiiovoovseeecessactsecessestoswesntasiseunssssssscssccseraroncanearnsornens : 

350vet 200ma, Nad fs ee Re ica tach scadeconcgosscensonccessagnseonneeseee 
.... 6.3vet (3)20a/6a/ ] To; 6.3v @ ‘60; Pri 115v 50 to 400Hz; 3-3/8"w x 4’d x 5-1/4"h; Sealed, Ceramic Solder Term Bim. ..............csssssssssecscsccssssssssssssseeeescesesees 65.00 
eee. 550vct 110ma, 5v @ 2o, 6.3vct @ 5a; Pri 115v 60Hz; 3- / "wx 3-1/4"d x 3-7/8" "hs Enclosed, Wire Leads Senurs..G.o.s le,49.00 
ose 600vet 300ma, 5v 30,6. ee eee 35.00 


ce es Il5v@ 15ma; ee 18.00 
I ES eee ee 115.00 
nll Pri i108/ 110/115V, 60Hz; 500Vct @ 300ma; 5’w x 5-1/8’d x 5-1/2"h; Ceramic Solder Term, Bt. Mtg. .......ssscsssssssscscccssssssccsecsssssssseeessssssesseeesnssssseeeeesesn 50.00 
Oa ce 800vct:460vet; 2 x 5. by, ip I i cos azsascnscoasasogecenrsastseccedzosesvisscecnsasesseonpeoissossopsbvestbipoedonovesseessercess 125.00 
OO ko) 900/7 50 VC 200ma/ Pri: 115v: Ee X Foi 7 2 Ls ei ee i essonees 50.00 
FI GC ries eensssscecnSncanccntensenscensnccnccunbcgnnecutnsneanstasnstcunocnnnececancqnacenenancecensceneges 85.00 
cs Svct 10.5q, oo | hlmrrmrrr———C—“(iCiCi‘(‘(C(SRRNCNNNNNNNU 45.00 
POSS 12v 9a .JOBKVA: Pri 220v 50/60 Hz; 4"w x 6"d x 6"h (Device 2F87F Fat SIUECION Visi SYSTOIN WOUROE oc cctcccsecvnscceccsnsceeccssescanecconscoccccarccgncencesence 35.00 
ALE SS I re eA erect creas assy ees esacescecsssacasansncrooSnunsionitsoccasonocechocensdessdssabnesseceousoneesssivnanaonesansonon 30.00 
UALS | AN aL SSE et Pee PC eee Sec ses etc smmcnncsnsninonanssncecseneSeccococsunivisesusedassossbscastoatactvnnnssnencontoveliiaseesecdbaccesesees 50.00 
(ut NTE Una NIT CT SR co cette RRIea A docu cHBEs busi 2. Osi eCU.GS dni choanceceldachoasesecaduosioe ohouosandlanuanptosnoncorsontuisacssecsecanccoedehecatonnéses 6.00 
NOC 750w Isol. 350: 350v 50-10ke; 3-1/2"w x 3-1/4’d x 4-1/4"h; Solder Terms Btm.; 3 Holes Btrm. Mtg. Tob .............ccccccccccssssesnssssssssssssssusssusseesseseceseeceseccesssee 145.00 
Ps ..ti‘(‘(‘(#(#(#((...... Pri. 120v 50-60Mhz, Sec. S80vct @ 28ma / 6.3 vet @ Samp / 12vct @ 2.2 amp; KENYON; 2-7/ Bw x25/F axe On 22.00 
TEI eens Step Dn,1.5KVA 240/480:24/48y 
JS a Step Dn, 500VA 120/240:12/24v 
EE Step Dn, 750VA 240/480:24/48v 
UGE) 0) i a Step 151 BUELL ay, sonnet URI SMR Tlie ESI sl ha LbS0 Ea ba gO 
A voce a 
wis Aky Plate xformer 30ma: Pri 115v 60Hz; (Thordardson) 5-1/8"w x 4-3/8'd x 6-7/8”h; Oil Filled, Sealed: .....scsccscossstnsnsessnsnsvstntnsnnvntntnsenietne 65.00 
O08 sees 26 Av 1.70+26.4v 1.350 115/230; (Langevin Mfg.) 5-1/8"w x 5-1/4"d x 7-1/2"; Ceramic Term ..secscsssesevsesnsvnstnsensenninnivnieniintnnriesie 20.00 
dj U i Satie. it ain Samm Er A RSET 0) cc Baca ETE FFs vessnaebsagacsstaassfbvadonscanansnrdltnellbcncvunsoconenesescococeossssdledécjipveccesccscee 95.00 
UE on Power, | TIS EMBL M TALIS sos econ ten ice peewee oer ical, me Maes Ne Ie Palo i elt 3.00 
UL Se CV Xformr 7.5v eI 000 Gh a een INR UO gt To COGN See Meg cccai case ce ctcvseesasssconssccnsosssscanssscovsecssccnnssannssnnnssnsdsedossescsstalessonsusonssvchenavastebasoe 45.00 

BOSS UG OU IE Rie AI sac ccsaonsestsssersnssebntoeunescbnccumnnncsonn 35.00 
lr... Auto Xfmer, 60- B09 5 60/70 1520079950000 07/4) 75.00 
ec. Fil. Xformer Se ERM SOO es ee ee ee emer 19.00 
BUPA a ieeriesccccsecseossgcescovsceschocs 850v 80ma; lov 1. Ti ayek Maa Nea eT earn OS aR A ES WE ccs, hoccd safe ah cued Ned hs ntdesosdbokeatotnanodesdeedsvtprss apsvabondonncnnssechacThnnestbvesadeneiscnde 125.00 
pp oe 2x 11.5v@ 20amps QL ER i eee. otal eon Be Gp Boke Same k tA Ry ee Ue eae eI 100.00 
OL ei ai GEL vil, GRD LEA eagle alate etait allies SARTRE ME RESTS beet Crees Me GY Se”. ERNOIORS or Rena ann ree 79.00 
LEGS) eae ea ec ope see ee sro pemerone 45.00 
i Pri:115v 60Hz; 300vRMS CI GS CTT 49.00 
TE oosvcecsectcccssscans TNS ee 275.00 
Lip hn 1800v @ 350ma: Pri 115/230vac 50/60Hz; 4-7/8"w x 4-3/4"d x 5-3/4”h: Ceramic Terms Bim. Mtg. .essssssecssnssssntntnsvrtntnsuntntnsnmentnintemente 95.00 
LLL. SS 300vct 300ma, 5v @ 3a, 6.4vct @ 4a; Pri I 15/ 230v 50/60Hz 
41) 5v 14 amp: ci FOCI TIN: oS tag SRR ae 
lL Aa BO i correla ttectetscesssccvencveseevesquseercesenerssennteonstone 
LE EL 3ph 208v 400hz/ 23.1v 12/1 ie 4-1/8"w x 2-1/4"d x 4”h; 8/32 Screw Mtg.; Solder Lug Terms; Epoxy Dipped 
SES I eeepc Wee a a. 
ES PAPE T MN YRREE LION SV OUT ZONA TT Oe sas nats oR NE Ban snarhanah dh i ca asses peptone cos knc bese dei SPtentaate Aes cocLanesee 
os eecosssrsteesrsres Fae ah EL al RAYE BLS seme Oe Age lM ie GRE AE Se cas De AN HEA ee ae ee eee 
ob A ee ae 2S SFI a nT NR Deere OCT I CON te LSD Ie ee eter otc cee ccet ete ecoacacs coasescneneosetietbvcsavhensssnubestonssesaneneonssanstscsonceisnsiasanlisesascrons 
BN ice, Oe 2 eA sy BC sr Sec FS aa eassnensessgnersnms-eseaenesencnncrtneoesten 75.00 
OD oe ESP REDS G dee VE EAU Tle eG ye ie 350.00 
BT eo ioccisceosessctechesens PA FOUR SOE i are cassessasesisdapsacecpuetesetecotoneenovenseesbenenssecnequereendotneegernemsnsncnnen 75.00 
CATCH EL RS fae ae a ee RAZUCE ENE RAMA SO NIP WED LE: ices, aie mM PPTL Whe, 1 ).|, cg husthb Mae tetec scr sae shatscnesie edad Sscvnneitnsceck tet eiahdeecteMipansttocanodepnrdtesssesosseisvosnmisbvossieoesMbeans 275.00 
Alte \ 1 Ss HOO 170i eA 1 5/270 eee eet teks. nee CIT rte cess ce cls NI 100.00 
USS. a eee SUN CD 1 Same OSM LL IVIL 72-37 408% 5-0/4 OX G/F Mcrae teh ccsnnssts T= SIC5 o omusets inc taskszasesoreuscdl ncitassMveasaotioxars dorks sobucsuetssistaszsibtecossbsbsesiven 45.00 
OR LAS re i WE Oe 5 hao bec sckesesesensesasn sccncsossnapassgs eoesovrsecenssstactonnersasessenscnoqeiovenimeinngonete 12.95 
TP-WALL-SPN4066 .......ssssossssssseesessees Wh 4.90 

| TP-X20800-130AL .........cccccccscsssssseess Ce a a a. 45.00 
LCL Ae ae oo a te 317v 100ma; 38v @ la; 39v @ 5a: Pri nOTisAgD Ap pie Rtacs ana EG SE RE MRI BOR SE TOS RT ICS Sa ea 25.00 
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The Scone on 


Variacs 


Surplus Sales has acquired over 10,000 pounds of variacs 
(variable transformers) over the last few years, from Los 
Alamos Scientific Lab and other sources. Alll variacs listed 
here are used, removed from equipment, unless otherwise 


noted as NEW". When ever possible, a bench load 


test is given to any variac prior to shipping. On larger 


units where testing is not possible, a visual inspection is 
conducted. Units shipped with dials are noted. We wel- 
come any opportunity to quote a quantity purchase and 
will apply discounts accordingly. 


Open 
Frame 


Typical variac supplied by 
Surplus Sales. This one 
sports a knob and dial 
plate. All variacs in adja- 
cent list would be this type 
unless otherwise noted. 


Enclosed 


Enclosed variac has a 
metal shield around 
the winding area for 
easier bench mount- 
ing. Unit pictured is 
our TV-VAR10- 
¥, 140E, which is en- 
* closed and bench 
mount. Not all en- 
closed units are bench 
mount. 


Dual, or multiple section 
variacs normally have two 
or more sections stacked 
and driven witha single 
shaft. Our motorized 
units then have a 
drive motor to turn 
the shaft. Unit pic- 
tured is our TV- 
VAR10-120X2, a 
dual and enclosed 
unit. Duals or triple 
scetions can be open or 
enclosed. 


inforech nt; 40246-4750 lig ORDERS: 800. 2A 


Bs a5 


TV-VAR2- : 
TV-VAR2.25-120. 
TV-VAR2.25-140 


TV-VAR3-280 
TV-VAR3.5-280 


0-280v 1 phase © 
0-280v 1 phase 


0-70v Or 120v 
0-140v 1 phase, enclosed 
0-140v 1 phase 


TV-033-3581 
TV-W5M 
TV-3030-9083 


Used — 65 00 
New 125. 00 
New 72.00 


-140v Dial, knob 00. 
0-140v motorized, Used 245.00 - 
0-140v motorized 3ph 60Hz Used 495 oe 


TV-Q116U_ 
TV-VAR9-140M 
TV-VAR9-140-3M 
TV-VAR9-240-3M 
TV-VAR9-240M 


TV-9T92A9 10 amp 

TV-S12103B 10 amp 0- 140v 1 chases dial, knob Nee 115.00 » 
TV-SQ-1010 10amp__0-120/240v 1.4 kva Used 125.00. 
TV-VAR10-120 10 amp _0-120v 1 phase Used 85.00 
TV-VAR10-120X3 10amp 0-120v3phase 60Hz Used 275.00 
TV-VAR10-140E 10amp_ _0-140v, 1.4kva enclosed — 
TV-VAR10-120X2 Dual 10 amp, 120/240v Enclosed, Dial Use 


Used 235.00. 


TV-VAR10-120X2B Dual 10 amp, 120/240 1ph 
TV-VAR12-120 12amp_ 0-120v 1 phase Used 120.00 
TV-VAR12-120X3 12amp_ 0-120v 3 phase 60Hz Used 325.00 


TV-VAR12-280X3M 12.5 amp 0-280v 3ph 60Hz motorized Used 595. 00 
TV-VAR15-120 15amp_ 0-120v 1 phase Used - 150. 00 
TV-VAR15-140E 15amp  0-140v, enclosed W/ dial = Used 185.00 
TV-3PN1510 15amp_ 0-140v, 2.1kva enclosed Used 185.00 
TV-VAR15-480-3 15amp_  0-480v 14.5kva 3 phase Used 750.00 
TV-9T92A28 18amp_ 0-140v 1 phase, dial, knob NEW 219.00 
TV-VAR20-120 20amp _0-120v 1 phase Used 225.00 
TV-VAR20-120M 20 amp _0-120v, motorized Used 295.00 
TV-VAR20-140E 20 amp _ 0-140v, enclosed W/Cord —_ Used 250.00 
TV-VAR22-140E 22amp, 0-140v, enclosed, dial, knob Used 295.00 
TV-116BU-40 25amp, 0-40v 1 KVA Used 300.00 
TV-VAR28-240 28 amp, 0-240v, 1 phase Used 275.00 
TV-S22135-D 28amp_ 0-240v, motorized Used 400.00 
TV-30M1256D Dual motrzd 0-280v 28 amps/240v in Used 545.00 
TV-VAR30-140E 30amp  0-140v, enclosed Used 295.00 
TV-146-1013 30 amp 0-148v out, 173v in, 3 phase New 345.00 
TV-5SMY54HB12GE Automatic 3Ph 7.28kva 208 input, 36-237v out 750.00 ° 
TV-VAR40-140E 40 amp 0-140v, enclosed W50M Used 650.00 
TV-VAR45-135 45amp_ 0-135v Open Frame Used 395.00. 
TV-1256-2D 56amp  0-280v 120/240vin Dual Used 450.00 
TV-156DU 3 Gang 150 amp, 0-140vperleg Used 2,100.00 
TV-60MT501UL9Y 3 Gang 150 amp Adjust-A Volt Used 1,800.00 


Surplus Sales 


18 amps 0-140v 


(TV)9T92A28 State-of-the-art “Volt-Pac” 
designed General Electric variac delivers 18 
amps @ 0-140 vac with 120 vac, 50/60 Hz 
input. New in the box units include dial plate 
and knob. Frame 75, 6” max. diameter, 4- 
1/2” high. Reversible shaft allows bench 
mount as pictured, or panel mount. $219 


3 amps. 0- 4 40v 


) Powerstat variac handles 9 amps 
@ 0-140 vac with 120 vac, 50/60 Hz input. 
New in the box units include dial plate and 


knob. 4-1/4” diameter x 4” high. $105 


10 amps 0-140v 


Powerstat variac rated at 10 
amps, 0-140 vac with 0-120 vac, 50/60 Hz 
input. New in the box units include dial plate 
and knob. 5-3/4” diameter x 4-1/2” high. $115 


\9T92 GE variac delivers 10 amps, 
0-140 vac with 120 vac, 50/60 Hz input. New 
in the box units. 6-1/4” diameter x 4-1/2” 
high. 3/8” shaft, no knob/ dial. $100 


www.surplussales.com 


Transformers ‘Ss: Variable (Variac) 


(30 amps 3ph 


1013. Powerstat 3 phase variac. 
Red at 173v input, 0-148v 30 amps out per 
leg. Operates on 120-130v input too. 7.7 kva, 
50/60 Hz. New in the box units include dial 
plate and knob. 8-3/4” square, 14” long. $345 


(T 


A handy size variac to have around. 
2.25 amps @ 0-132 vac with 120 vac, 50/60 
Hz input. New in the box Powerstat units. 
2-3/4” diameter, 2-1/8” high. 1/4” shaft. $45 


e-mail: grinnell@surplussales.com Fax: 402-346-2939 


2.25a Variac 


Nice built up ac voltage con- 
trol center. Includes Powerstat 10B 2.25 amp 
variac @ 0-132 vac with 120 vac, 50/60 Hz 
input. 2— 1 amp breakers, 2 DPDT 10a re- 
lays (115vac coils). Variac linked to knob with 
swivel coupling. Excess fromthe Lab. $39 


273 


150 amps 


120v/leg * 
input 4 


54 kva 
_Adjust-A-Volt 


Motorized Adjust -A-Volt 
automatic variac. 120v per leg, 3 phase in- 
put, 0-208 output. 3-50 amp paralleling 
chokes per leg, 150 amps total, 9 variacs to- 
tal. 60 seconds max tune time. 16” x 39” x 
34” high. Unknown operating condition. 
Excess from Los Alamos Lab. $1800 


150a 
3 Phase 


Motorized 
nit similar to above but 
ll nine variacs in one 
| line, single shaft / drive. 
| 120v per leg, 3 phase in- 
put. 0-140 output per 
stack; three 50 amp 
T5587 Powerstat parallel- 
‘ing chokes per leg, 150 amps 
total, 9 variacs total. 24-1/2” x 33-1/2” x 79” 
high. Isolation transformer, contactors & fan 
also in cabinet. Some shipping damage appar- 
ent. 1250 pounds. Unknown operating con- 
dition. Excess from Los Alamos Lab. $2100 


| 82.7%. 


3 Phase 
motorized drive 
we unit has three 

> Powerstat Q116U 
9 amp, 0-140v 
“ *variacs. 115v, 60 

Hz drive motor, — endswitches, fuses. 4- 
1/2” x 15-1/2” x 9” high. $495 


15.7 kva 
0-280v 


around dual variac @& 
power supply. Poinerstte Nomenclature: 
“120/240v input, 0-280v output, 56 amps, 
15.7 kva. 20” x 24” x 21-1/2” high. Voltage 
and current meters broken. Unknown operating 
condition. Excess from Los Alamos Lab. $450 


7.28kva 3ph 


Inductrol 3 phase volt- 
age controlling variac. Motor driven (115vac) 
unit will raise input voltage up to 14% & lower 
Primary 208v. 41.7 load amps. 520 
pounds. 18” sq. x 45” high. Unknown operating 
condition. Excess from Los Alamos L ab. 9750 


13.6 kva 
28 amp 


* Powerstat 

motorized dual variac. 240v 
in, 0-280v out, 50/60 Hz. 
Slo-Syn drive motor. 16”D 
x 28” high. Unknown oper- 
ating condition. Excess from 
Los Alamos Lab. $545 


bee! 
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Current Transformers | 
100 Amp Shunt Ee > 


(MTR)1017 Avia 
Products 100 amp 
= shunt produces 500 mV 

full scale with a tap @ 50 mV. 
1” wide, 1-3/4” high, 5-1/2” long. All 
brass studs and hardware. $19 


900:5 amp Ratio 


former has 5 amp output 
for 900 amp load with 1 
primary turn. 2-1/2” diameter 
center hole, 1” deep, 4-1/4” wide, oe 


high. 165 


10/20 Amp Shunt 


(MTR)0041196 Weston 
meter shunt produces 50 
mV @ 10 amps or 100 mV 
@ 20 amps. 1-1/4” wide, 
1-7/16” high, 6” long. 

Each O= 1 Vee Z0299. 
$15 $14 $12 


+100 


Current DC 
Transformer Shunt 
(MTR)MX9127 
(TM)7SFT901 = Jnstru- Divide 2.5 
ment Transformers Inc. or 10 amps 
50-400 Hz current trans- into 2.5 or 


10 madc. Great for smaller 
multi meters. $19 $15(3+) 


_ ORDERS: 800-244-4567. 


Fax: 402-34€ 


(TM)CS60-050 Coil Craft 
50/60 Hz current trans- 
former measures 5-50 amps 
with a 1 turn primary pass- 
ing through center hole. In- 
creasing turns increases ; 
sensitivity. PC mount (3rd lead pichiren is f 
ity.) 50 amps generates 280 mV typical in de ( 
Center hole 3/8” diameter. Overall 7/16” x 1”x 


Each 3-9 10-24 25-99 100-249 250+ 
10 $9 $8 $750 $6 $5 


1500:5 Ratio 
Current 
Transformer 


(TM)W2-152 Square D 25-— 
400 Hz, 10kv, current trans- — 
former has 5 amp output for — 
1500 amp load with 1 primary turn. 6-3/4” outside di- 
ameter, 4-1/4” inside diameter, 1-1/4” thick. $395 


™ 3 Phase 156:2 Ratio 


(TM)33-156-2 50-400 Hz 
current transformer has 2 
amp output for 156 amp 
ne load. 
4 << holes, 12 
deep, 3-1/4” wide, G 
high. Each phase termi- 
nated at top. $165 | 


High 
Voltage | 


100 Amp 


1” diameter center ° 


————————_—_——— 


100 Amp Shunt 


(MTR)HA100-100 Emaro 
meter shunt produces 100 
mV @ 100 amps. 1-1/4” 


wide, 1-1/2” H, 6”L. $20 


208 Amp 
Current Transformer 


| (TM)B52-1220-1 Electromagnetic 
' Industriés p/n 3-000-004. 208:1.33 | 
e Ratio. 5VA @ 60 Hz, 12.5 VA @ 400 | 

_~ ‘Hz, all at 1 turn primary. 4-1/4” out- 
side fee 1-3/8” inside diameter, 1-1/4” thick. $95 


| 4” long. Made in Canada. 


250 Amp Shunt 


(MTR)B250-50 Meter 
shunt produces 50 mV @ 
250 amps. 1”W, 3/4” high, 


$35 


50 Amp 
Current Relay 


(KO)1226 Current control 
relay opens single 75 amp 
30 vde contact when 50 
amps is drawn through 
coil. 50 vde, 1 coil. Just 


place this shunt relay in | 


$19 | 


series with load. 


10-1000 
Amp 


Current 
| Transformer 


(MTR)461-10694 Weston 
portable, adjustable cur- 
ae Merrit with 10, 
) 100, 250, 500 & 1000 
ump ranges. 25-133 Hz. 5 VA. 
2500 line \ ‘olts. 1-5/8” 


hee hate diameter. $275 


| Current Trane Ones 
| (MTR)MC15-C71-1346- 
120 LI-E Ciraulpienkan) 
| 100:5 ratio produces 5 
| amp secondary for one 


10 Amp Shunt 


(MTR)300553-181 Meter 
shunt produces 100 mV @ 
| 10 amps. 1-3/16”W, 1-5/8” 
high, 8-1/2” long. $20 


| turn 100 amp primary. 15 
| kv/ 95 kv imp. level. 2” in- 
side diameter, 7-1/4” deep, 
7” dia., 10-1/4” high. $325 | 


16 Amp Shunt 
(MTR)ESP16-012 Meter 


| shunt produces 100 mV @ 
| 16 amps. 1” wide, 3/4” 


$15 


—— 
| 


Roc! 4-1/2” ae 


2) 10, 20, 20, 100 or 200 Aan 


(MTR)539-4306 Weston portable, adjust- 
able current transformer. 25-400 Hz. 2 VA. 
Up to 750 line volts. 1-5/8” inside hole diam- 
eter. 4” deep, 1-7/8” wide, 5-1/2” high. $85 


'150 Amp | 
\Y Current Transformer 

(TM)302-214 Onan, 
Ratio. IVA @ 25-133 Hz, at 1 


turn primary. 3-1/2” outside diam- 
inside diameter, 1” thick. Wire leads. $35 | 


600 Amp 
2, Current 
Transformer 


(TM)CN-1 BBC_ ITE cur- 
rent transformer has 5 | 
amp output for 600 amp | 
load @ 12.5 VA. Primary | 
has hugh 2” square silver plated lugs with 9/16” holes. 
Max dim.: 9” wide, 6” deep, 5-1/2” high. $125 


300:5 Amp 


Current Transformer 
(MTR)687X2 General Electric | 
heavy duty core cast in rubber. 300:5 
ratio. 4-1/2” inside diameter, 4-1/2” 
deep, 8-1/2” wide, 10-1/2” high. Steel 
F/ mounting base. 600v/10kv test. $125 


MTR)750X10G8 600 amp, 600:5 
Ratio Same physical size as above $225 


250 Amps : 5 Amps 


(MTR)SIMPLX100 Simplex 5V.A. 
Series 100 current transformer. 1- 
1/8” hole. 250 amp load creates 5 
amp signal. 3” sq., 1-1/2”W. $49 


Surplus Sales 


31/4" 
behind 
panel 


% Hour Meter 
'(MTR)M3971-2-6 §Stemco 
-99,999.9 hour capacity. 120 vac, 
60 Hz. 3-1/2” diameter face, 2- 
1/8” mounting hole. 
Each 2-9 
$39 $35 


10-49 
$31 


Hour Meter 
(MTR)1ONL7 Engler 99,999.9 
hour capacity. 120 vac, 60 Hz. 
2-7/8” diameter face, 2-1/4” 
mounting hole. $35 


Hour 
Meter 


1-1/4” 
behind 
ponel 


[R)K19603HO NAPCC min- 
paftiite 9, 999 hour capacity meter. 
115 vac, 60 Hz. 1” diameter face, 
3/4” mounting hole. $95 


5 vde 
Hour 
Meter 


miniature 
9,999 hour Pracity meter. 5 vdc 
(4.5-6.5 vdc), 3mw. Electro-Dy- 
namics. 1/2” square, 1” long. $19 


Time Totalizer 


Curtis Instru- 
ments electro-chemical 5,000 
hour time totalizer. 4mv or 
greater. PC mount. 1” long. $8 


-www.surplussales.com 


Time, Speed, etc... 


(MTR)50-240001AA GE 99, 999.9 
hour capacity. 120 vac, 60 Hz, 2w. 
2” diameter face. Only 5/16” x 1- 
7/16” window pokes through cut- 
out in front panel. Non resettable. 


Each 2-9 10+ 
$35 $30 $27 
Event 
Counter 
9 Stemco 


99, 999, 9 ody hepacity 120 vac, 
60 Hz. 3-1/2” diameter face, 2- V/ 
8” mounting hole. 


Each 2-9 10-49 
$39 $35 $31 
Impulse 
Event 
Counter 


Redington non- 
ee, resettable event 
> counter. 115 
vac. 60 “Hz 2 
square, 2-3/4”H. $39 


400 Hz 
Hour 
Meter 


behind 
panel 


JBT 9,999.9 
hour capacity. 110-125 vac, 400 
Hz. 3-1/2” diameter face, 2-3/4” 
mounting hole. $165 


0-1 
RMS 
Volts 


0-3 
RMS 
Volts 

4-3/16” wide, 3- 
15/16” high. Fits HP 400D Vacuum 
Tube Volt Meter. Also reads -10 to 
+2 Decibels. FS=1ma. $45 


e-mail: grinnell@surplussales.com Fax: 402-346-2939 


(COL)4’ 8-010 IDEAL 2- 
3/3” high 2 2. 3/8” wide. 2” behind 
panel. FS=5v de. 1kOQ/v $45 


Speedometer (0- -85mph) 


Stewart Warner 
speedometer registers 0-85 mph, 
0-137 kmh. Chrome bezel. 
Odometer to 999,000 miles. to 
4-1/4” mounting hole. Stud posts 
at rear for securing. Records state 
it fits M876 maintenience truck. $12 


0-75 vde Meter 


Wilbac 3-3/8” wide, 
3” high, 1” behind panel, 2” di- 
ameter mounting hole. Black 
face, white scale. 1000 Q/U. op 


0- 300 ; ADC Mater 


Wilbac 3-3/8” wide, 
3” high, 1” behind panel, 2” di- 
ameter mounting hole. Black 
face, white scale. 0-300 vdc. FS = 
50 mv. $35 
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0-5 Kv / 0-15 Ma 


1 SIMPSON 3-1/2” 
Hameter FS=1 ma dc. 2” behind 
panel. $39 


0-180 Seconds 
PHAOSTRON 
3-7/16” diameter, FS=30 vdc. 1-7/ 
8” behind panel. $22 


| MATCHING METERS | 


0-3000 vac Meter 


6-1/2” wide, 6-3/8” 
high, 5” behind panel, 5-3/8” wide, 
5-1/2” mounting hole, white face, 
black scale. FS=150v. $195 


0-400 apc Meter 


Same as above. 


FS=5 amp. $195 


ferenD Sales 


ers. 


(MTR)1621010 Weston 
edgewise meter. 5kQ/V. 1- 
7/8’w, 1/2”h face. 2-3/8” 
behind panel. $25 


17/8" 
behind 
panel 


—10- 0- 10 vde 
MK Elec- 
tronics Hist meter. Read 
+ 10vde. 2-3/4” square, 
9-1/8? mounting hole. 
$27. = $22 (3+) 


behind 
panel 


Phastron | 
sealed ruggedized meter | 


indicates 0-15 vdc in 2/ 
10th volt increments. 3-1/2” 


dia. face. 2-3/4” hole. $75 | 


1-1/8" 
behind 
panel 


0-15 vdc 


Precision 
moving coil meter. 0-15 


(MTR)302-0611 GE ex- 
panded voltmeter. 16- 
32vdc scale. 3-1/2” square, 
2-3/4” mounting hole. $35 


Info/Tech./Intnl: 402-346- 4750 


Vil 
behind 
panel 


(MTR)SK333PC9 A&M DC 
voltmeter can be used for 
monitoring 12-50 vdc 
sources. 3-1/2” diameter, 
2-3/4” mounting hole. 
10-49 
$26 


Each 
$32 


4-9 
$29 


0- 30 vde 
( : Full scale 
= 30 vdc. Meter scales “0- 
30 vdc” & “0-150 vdc”. 16- 
32vdc scale. 3-1/2” dia., 
2-3/4” mounting hole. $39 


vde scale, actual’ move- | 


ment 500uA, 100Q. 2-1/4” 


square face. 2-1/8” hole. 2 925 | 


B 1-1/8" 


panel 


16-32 vdc 


Expanded 


| resolution (1v/subd) direct | 


behind | 


voltmeter is centered on | 


24vdc. 2-1/4” square, 2” 
mounting hole. W/ bracket 
Each 4-9 10-49 
$17 $14 $12 


| rect reading 0-30 vdc 


_ ment in place. $22 


_ 0-50 vdeo 


Hickok Sealed ruggedized 
meter reads 0-50 vdc in 1v/ 
subd. 3kv test. 3-1/2” dia. 
face. 2-3/4” hole. $65 


0-30 vdc 
Edgewise di- 


meter. 2” wide, 3/4” high, 
1-5/8” behind panel. Ce- 


0-50 
vdc 


Simpson DC 
volt meter. 1kQ/V. 3-1/2” 
dia. face. 2-3/4” hole. $39 


0-50 vde 


(MTR)D7051-Y9 GE meter 


made for Gates equip- 
ment. Easy to read. 3-3/4” 

wide, 3-1/4” high. 2-3/4” 
mounting hole. $35 


seavieu vdc 


(MTR) INLRKTLHA 


R26B5T5DCV 
A&M center “scale volt 
meter. Great for dual power 
supply. Actual fs= 150mv. 2- 
3/4” dia. face. 2” hole. 


$38 $33 (3+) 


3/4" 
behind 
panel 


: ) 0-75 Ye 
Yokogawa ‘surface mount 
meter. 3-3/4” wide, 2-7/8” 
high. 2-5/8” mnt. hole. $35 


2-3/4” mounting hole.$35 


0-30 vdc 
GE high 


reading (0-30 vdc meter. 3- 
1/2” square, 2-3/4” hole, 2- 
| 1/8” behind panel. $39 


1-1/2" 
behind 


panel 


Expanded 
Phastron sealed voltmeter 
is centered a 28 vde. 3- 
1/4’high, 3-3/4’w. $45 | 


GE edgewise 
meter. 29/32” high x 2-1/4” 
wide hole req. Body has four 
mount holes. $39 


0-50 vdc 
Beautiful 

| Dixon shielded meter. 3- 

1/2” wide, 3” high, 1-5/8” 


2-1/2” 


behind panel. 
$35 


mounting hole. 


0-15/75 vde 
1 Weston edge- 
wise has “0-15” and “0-75” 
vde scales but actual full 


scale =] madc. 1-1/4” high, 3- 


3/8” wide body/hole required. 
3-1/4” behind panel. $65 


| square, 


| panel. 


Simpson 1227 meter. 0- 
100 vde, 1kQ/V. 2-1/2” 
1-7/8” behind 

$35 


DC. nN ons incl 
7/8” wide, 15/16” high. 
1/2” behind panel. 


(MTR)1327-100V Simpsoa 
1327 meter. 0-100 vdc, | 
1kQ/V. 3-1/4” square, 1-7/ 


8” behind panel. 


) {R36W300DCV 


R)MR36W300DC 

Phastron sealed rugge- 
dized meter reads 0-300 ' 
vdc. 3-1/2” diameter face. 


13/4" 
behind 
ponel 

0- ‘500 vde 

Weston 


meter “hase “0- 500 vde” 
scale but actual full scale 
=1 madc. 4” high 4-1/2” wide. 
2-3/4” hole required. $42 


0-500 vde 


Honeywell model 535N 


meter reads “0-500 vdc”. 
3” square, 2-3/4” hole re- - 
quired. 2” behind panel. 


$29 $24 (3+) 


‘Surplus Sales | 


21/8" 
behind 
‘ Lis¢ - 
-0-1000 vde 
(MTR)MR36A001DCM 


_ Wacline, color coded scale 

“0-1000 VDC”. Actual full 
scale= Imadc. Sealed. 
3-1/2” diameter, 2-3/4” 
mounting hole. $35 


(MTR )2521- SKV Weston 
meter with fluroscent 
green “0-5 KVDC” scale. 
Actual full scale= 10 VDC. 
Sealed, ruggedized. 2-5/8” 
dia., 2” mounting hole. $42 


www.surplussales.com 


Meters: DC Volts, VU 


-20-0-3 VU Meter 


(MTR)6625-702-2647 


_ Simpson VU meter, tan 


background. 3” square, 2- 
3/4” mounting hole. $45 


~20- 0- 3 VU Meter 


'U A&M 


VU méler cn background. 
“0” VU = 1.228 volts. Sealed, 
ruggedized. 2-5/8” dia., 9° 
mnt. hole. $33 $29 (3+) 


_0-2000 vde _ 
A&M sealed ‘meter reads 
“0-2 KVDC” scale in 50V/ 
subd. Actual full scale = 1 


madc. Sealed. 3-1/2” dia. 
face. 2-3/4” mnt hole.$42 


-20- 0- 3 VU Meter 

Jewell 
VU meter tan background. 
Sealed 2-5/8” dia., 2” mnt 
hole. $33 $29 (3+) 


e-mail: grinnell@surplussales.com 


R390/A Meter 


(MTR)3203-727 
Level” replacement VU | 
meter for R390/A receiv- 
ers. Sealed, ruggedized. 
1-3/4” square, 1-1/2” 
mounting hole. $89 


SLine | ( 


R390/A, Meter 
)55026S11561 “Au- 


die Level” ‘replacement 


meter for R390/A receiv- 
; ers 


Sealed, ruggedized. 
1-3/4” square, 1-1/2” 
mounting hole. $79 


Fax: 402-346-2939 


17/16" 
behind 
ponel 


-20-0-3 VU Meter 

Simpson 
model 1214 VU meter, tan 
background.1-3/4” square, 
1-1/2” mounting hole. $45 


-6-0-10 dB Meter 


Weston 
meter made for General 
Radio. “6-0-10 dB” scale. 
Actual fs= 150 pA. 3” sq., 
2-3/4” mounting hole. 


Meter Relay 


0-15 DC KV 
API 
meter relay is sealed, 
shielded and ruggedized. 


“0-15 kv de” scale with adjust-_| 


able high limit. Actual full 
scale = 0-1 made. 3-1/2” dia. 
face, 2-9/16” hole req. $175 


+3 


ALTEC VU 
meter, tan background. 3” 
high, 3-3/8” wide, 2-3/4” 
mount hole. 


Sn iaeeaeeeall 


$39 | 


| 
| 


holes 


Modutec 
VU meter, tan background. 
1-1/8” high, 2-3/8” wide 


| round. 2” high, 1-5/8” wide, 
| 9/16” behind ee 


| 1-1/2” mounting hole. 


window, 1-1/4” deep. $12 | 


Curtis Mathes 
VU meter, silver back- 


Ash | 


0-100+ dB | 
Ideal mul- | 

timeter, scales is 0-100+ | 
dB with “1 mw” red line @ | 


center scale. Actual full 
scale =100uA. 1-3/4” sq., | 


4-9 
$16 


10-49 | 
$14 


Each 
$19 


| mounting hole. 
| 3-5/8”W overall. Tan back- 
$25 


ee VU 
VU 


1-5/8” H, 3-5/8” W. 2-5/8 
2-7/8"H, 


ground. Rear posts. 


Noise Figure 


Sealed 
meter reads “0-15 dB” 
| Noise Figure. Actual fs= 


200 bade. 3-1/2” dia. face. 


| 2-3/4” mounting hole.$25 


$29 | 
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nay 1-5/8" 
behind 
panel 


6-0-3 dBm | 


Meened Hiss Tesi 
ruggedized meter. Scale is 
center zeroed with “Power 
Set” red line. Actual full 
scale = 200uA. 2-5/8” dia: 
face, 2-1/4” mnt. hole. 

Each 4-9 10-49 


$25 $21 $18 


Stoddart NM-25T 

Exact re- 
placement meter for 
Stoddart/Singer Field Int. 


| Analyzer. “0-100 uV” & “0- 


AQ wV” scales. 1 madc full 
scale. Sealed, RFI proof. 5- 


| 5/8” wide, 4-1/2” high. $65 


Zero 
center Null meter movement 
is+ 2.6mV, + 36uA. Scale may 


| be relabeled. Jewell. 3-1/8” 


| meter has view window | 


W, 2-3/4" 1H. 2-1/8” hole. $19 


Modutec VU 
VU 
meter has view window 
7/8” high, 1-1/8” wide. 1 
1/2” mounting hole. 1-5/ 
8” behind panel. Requires 
bezel mounting kit. $22 


ee coy 4 
Nee Mag § 0 
XN 2 q 


4% 
DSA-C KILOWATIS 40 @ 


ae | 1 made 


GE A0 
kilowatt meter actual fs= 
1 madc. 3.1/2” sq. $75 


femciy Sales 


rs: DC Amps 


Viet 


31/2 
Relay a 
)25-0822-4503 High os 


and low set points adjust- 
able from front. Scale: 0-2 
(20pA fs). 2-3/4” face. Fits 
2-1/8” hole. API Shielded, 
sealed, rugged. $95 34$88 


0-50,apc Meter 
(MTR)409C610A25 West- 
inghouse KX241 nuclear 


meter. 4-1/2” sq. face. 4” 
hole. Beyond rugged. $285 


30uA Bird 43 Meter 
Bird 
43 actual 30uADC replace- 


ment meter. 3-1/2” face. 
Fits 2-3/4” hole.$95 3+$90 


0- -5Ouapc Meter 


127 Technical 
Maténal Corp. 3” sq. face. 
Fits 2-3/4” hole. $20 3+$15 


Info/Tech./Intnl: 402-346-4750 


21/8" 


0-50,apc Meter 
(MTR) 149-48671-03 Sur- 
face mount. Nice! Scale is 
“0-5”. Actual full scale= 
50uA. 3-1/2"w,3"H. $19 


50-0-50.apc Meter 
(MTR)1327-4430 Simpson 
zero center scale meter. 
Surface mount. Glass lens. 
Very nice. 3-1/4” square. 
2-3/4” mounting hole. 1- 
3/4” behind panel. $45 


1-5/8" 
behind 
panel 


0- “‘SOnapc Meter 


)SMC5 ) Ideal 
ri rigvedie meter 
has “0-1” scale but actual 
fs is 50 wA. White on black. scale “Null” meter. Sealed, 
2-3/8” face. 2” mnt. hole. $25 | ruggedized. 2-3/4” dia. 2- 


50- 0- 50, A0c Meter 


1TR)1727 Zero center 


| kQ internal resistance. | 


0-30,apc Meter | 3-1/2” dia. face. BY 2-3/4” 


— 1/8” mounting hole. $35 


1-3/4" 
behind 
panel 


OOOO HADG ‘A 0- -100.apc Meter 


center scale meter has “6- | 17-100UA Nice 
0-6 DB” scale but actual fs Simpson meter. Surface 
is +51 wA. Surface mount, | Mount. Glass lens. Very 


9-1/2”w, 2-3/8"H. 2-3/16” | nice. 2-1/4” square. 2-3/ 
ting hole. $15 34$12 | 16” mounting hole. 1-3/ 
me s 4” behind panel. $35 


Weston sealed, | hole. 2” behind panel. $35 


ruggedized 301A meter for | | 
Bird sensors, etc. 3-1/2” | 
face. Fits 2-3/4” hole. "$69 | 


ay -] /4" 
behind 
panel 


50-0-50 apc 
Tri-scale, 

na 0-25 Degrees”; “15-25 
Percent”; “.15-.30 Index”. Ac- 


O:50.A06 Meter. 


| center scale meter. Surface 
| mount. 2-1/4”w, 2”H. 1-3/4” | 
| mounting hole. 


ORDERS: 800-244-4567 


Po 3/a 
behind 
panel 


BD 
, MICROAMPERES 


50-0-50,apc Meter 


Zero 


0-100,.anc Meter 


$15 | Model 27 Simpson meter. 


| tual fs= 50-0- SOA. Ste" 
| dia. face. 2-3/4” hole. 


Triplett rect- 
angular meter. 2-3/4’ W x 2- 


$22 | 


3/8”H Fits 2-3/4 “hole. $45 


0-50,anc| 


0-50.anc Meter 


| 50-0-50,anc Meter | 


mounting | 


re oem Sur- 
hole. Nice! face mount. Nice! Dual | 
A&M, | scale, “0-10” and “5-0- * 
cool fluorescent green | Actual full scale= 50uz 
scale. Sealed, rug. $29 | 3-1/2”w, 37H. 15 


| 4” behind panel. 


| Surface mount. 3” square. 2- 
3/4” mountinghole. $35 


Fax: 402-346-2 


(MTR)MR26 W100DCV 
Phastron meter. Sea 

ruggedized. 2-5/8” dia. face 
2-1/8” mounting hole. hin 


0-100,apc Meter 4 

(MTR)MR36W100DCU — 
A&M Instrument model 
365-388. Sealed, rugge- 
dized. 3-1/2” dia. face, 2- 


3/4” mounting hole. $29 


100- 0- hae Meter 

NUA Dual 
scale “100- 0- 100” & “50- 0- 
50” Simpson sealed meter. 
3-1/4” square, 2-3/4” 
mounting hole. $39 


" 
behind 
panel 


1.5” hole 
required 


0-100,apc Meter 


Weston zero | 


center scale meter. Sur- | Simpson 
| face mount. 4-1/2”w, 4”H. | meter. Two arbitrary 
2-3/4” mounting hole. 1-3/ | scales: “0-1.5” /“-20-0-20” 


$50 | 1-3/4” square. $19 


80-120,apc 
Meter Relay 


Unique meter relay moni- 
tors 100ua circuit with 


| minimum and maximum 


alarm contacts (10 watts). 
Requires 120vac control ie 
age. 3-1/2” diameter face 

5/8” mounting hole. 895 


Battery 


Level 


fs= 0-100 uadc 
1-3/4” square. 


$19 


Surplus Sales 


www.surplussales.com 


(MTR)52- 6353 Triplett 
arbitrary meter, “10-0-10”, 
— “50-0-50”, “-7- 0-3” Actual 
full scale= 125pA. Sealed. 
1-3/4” square, 1- mG 


mounting hole. 


150-0- -150uapc 
(MTR)MMI-10024 Over 
size meter, 4-1/2” diameter 
3-3/4” mounting hole. $65 


0- ee 
Meter Rel ay 
(MTR)19151-2 API model 


303KV meter relay moni- 
tors 500ua circuit with ad- 
justable set point. 4 sets hi/ 
low alarm contacts (5 amp). 
Requires 115 vac control volt- 
age. 3-1/4” wide, 3” high 2- 
3/4” mounting hole. $295 


500- 0- 500uapc 


1 Zero cen- 


2-1/8" 
behind 
panel 


0-200,a0c Meter 


“0-150” scale has no label | 
but was intended for | 
“madc”. Actual fs is 200 
uadc. Honeywell. 3” square, 


2-3/4” mounting hole. $19 


ter Sale Triplett meter. 


mounting hole. 


3-1/2 wide, 3”high, 2-3/4” | 
$35 


e-mail: grinnell@surplussales.com Fax: 402-346-2939 


0-1 made Meter 
(MTR)221-HR Quality 
Triplett MR26W001DCMA 
sealed, ruggedized meter. 
2-3/4” dia. face, 2-1/4” 
mounting hole. $35 


0-1 
madc 
Meter 


\" 
behind 
panel 


R)135-179 A&M 
MR13P001DCMA sealed, 
ruggedized. 1-3/4” square, 
1-1/2” mounting hole. 

$25 Each 


500uA 


| center ele reads “10-0- 
10”. Sealed, ruggedized. | 


Meter | 


Zero 


0-1 made Meter 


A&s 
| MR26W109SPECR sealed, | 
| ruggedized meter. 2-3/4” dia. 
face, 2” mounting hole. $35 


(MTR)55026-26 Triple 
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0-5 ma Edgewise 
(MTR)06720 Simpson 
0-5 madc full scale meter. 
5/8” high, 2-1/2” wide. 2- 
1/2” behind panel. $19 


scale Simpson, “0-10” “0- 
100” “0-500” MADC. Actual 
fs is 0-1 made. 3-1/2” round, 
2-3/4” mounting hole. $25 


16425 Scale reads 
“0-250” while actual fs = 
| 0-5madc.1-3/4” square, 1- 
| 1/2” mounting hole. $15 
4 B49 Zero center | 
scale meter. 4-5/8 wide, | 
4”high. Only 3/8” thick + 7/ | 
8” terminals. Parker. $19 | 


1-0-1 madc Meter 


$22(3+) | 


u | center scale mirrored arc 


0-10 madc Meter 
Modutec sur- 
1-3/4” high 
$22 


| face mount. 
x 2-1/4” wide. 


1-3/4" 
behind 
panel 


1-0-1 madc 


Zero 


4-1/2 wide, 4-1/ 
$39 


meter. 
A”high. 2-3/4” hole. 


200-0-200,.apc 
Edge 

wise sealed high quality | 
meter has “-5-0-5” scale. 
Actual fs is 200-0-200 uadc. 
1”h, 2-1/8”w. Mounts behind 
panel, 3” deep. 


$39 | 


Level 
Meter 


3/4” behind panel 


Lafayette 
meter. Rear panel 


“Level” 
mount w/two thd holes. 1” 
square max. dim. 


500,a0c _ 


behind 
panel 


| Yellow & green gradua- 
tions. Sealed, ruggedized. 
1-3/4” square, 1-1/2” 
| mounting hole. $25 


1-374" square, 1-1/2” 
| mounting hole. $25 | bss 
behin 
panel 
ne | 0-1 madc 
-Meter Relay 
API 


model 303K meter relay 
monitors 1 ma circuit with 
adjustable set point. 4 sets hi/ 
low alarm contacts (5 amp). 
Requires 115 vac control volt- 
age. 3-1/4” wide, 3” high 2- 


T 


0-1 made Meter 


Weston 
2-3/4” dia. face, 2-3/16” 
mounting hole. $22 


3/4” mounting hole. 
400 
madc 


| 0-1 ma Movement | 


A&M sealed, 
ruggedized meter. Actual scale 
0-400 madc. 2-5/8” diameter face, 
2-1/8” mounting hole. $19 


square, 1-3/4” behind. $35 


250 


0-25 madc Meter 

Weston 
old fashioned fluted front 
panel. 3-1/8” square, 2-3/ 
4” mounting hole. _ $35 


0-1.5 made Meter 


En- 
glish made moving coil 
meter. Highest quality. Has 
“0-15” & “0-150” ma scale. 
Actual fs is 0-1.5 ma. 3-1/8” 


pane! 


0-50 madc 
Bore 
| sight Weston meter actu- 
ally reads 0-25 madc. 
Sealed. 1-3/4” square, 1-1/ 
2” mounting hole. $25 


0-200 madc Level 


Plastic 


0-5 madc Meter 


Jewell seal- | cased level meter. Red/ 
ed, ruggedized meter. 2-3/4” blue scale. 3/4 square 
| diameter face, 2-1/8” mounting | body. Mounting ears. 
hole, 1-5/8” behind panel. $35 $5  $4(10-49) 
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aT are" 
Sici was 


tO ae made 


Mihube ree “kit in- 
cludes bezel as shown. 
Scale reads “0-1” but actual 
fs = 0-100 madc. 3” wide x 
1-1/4” window. 2-1/8” hole. 
1-5/8” behind panel. $65 


Surplus Sales 


DC & ACA 


2 Bde Meter 
(MTR)MS2T Jewell panel 
ba FS= 77mv = Ima. 
3-1/8” wide, 2-11/16” high. 
2-1/8” hole required. 

$25 Each $20(3+) 


Info/Tech./Intnl: 402-346-4750 
mps 


0-15 adc Meter 
(MTR)M1957 Nuclear 
heavy duty meter. 4-3/8” sq. 
face. 4” hole. 3-1/2” behind 
panel. Beyond rugged. $290 


0-200 madc 
2 \KA GE 
panel meter. 3” wide, 2-5/ 


AMPERES 


Triplett sealed panel me- 
ter. FS= 50 mv = 7.2 ma. 


8” high. 2-1/8” hole. $19 | 1-3/4” sq. 1-1/2” hole. $32 
0-500 
madc 
Meter 
behind 
panel 
Simpson DC 5-0-5 adc Meter 


panel meter. 150mv full 
scale. 2-3/8” square face. 
Fits 2-1/4” hole. $32 


Center 
scale Modutec meter is di- 
rect reading +5 amps. 3-3/4” 
wide, 2-7/8” high. 2-5/8” hole. 
1-3/4” behind panel. $45 


Sang My 


a 


15 adc Meter 
Jewell 
meter is direct reading 
0-15 amps. 1-3/4” square. 
2-7/16” hole. 1-1/4” depth 
behind panel. $29 


0-500 madc 
A&M sealed, 
ruggedized meter. Fluo- 
rescent green scale. 20kQ/ 
v, 5vfs. 2-5/8” diameter, 
requires 2-1/16” hole. $39 | 


5-0-5 adc Meter 


| Deluxe center scale seal- 


——_— $$$} 


0-500 madc | 


Phastron | 
led, ruggedized meter. 
20kQN ovis. 2-5/8” diam- 


hole. $35 


Toth) 


eter eq. 2- i 


| $35 


| ed, ruggedized Phastron 
| meter is direct reading +5 
| amps. 2-5/8” diameter. 2- 
| 1/8” hole. 2” behind panel. 


Each 2-6 


$30 


7-49 
$25 


| ameter, 2” hole. Mounting 
| bracket included. 


——s 


30-0-30 amps dc 
Automotive 
style meter is direct read- 
ing +30 amps. 2-1/4” di- 


$15 


ORDERS: 800-244-4567. 


30-0-30 adc Meter | 200/400/1000/2000 


(MTR)114-196381 Faris 
automotive style meter 
includes rear mounting 
bracket. 2-1/4” diameter, 
2-1/8” hole. 2” depth be- 
hind panel. $1 


0-100 amps dc 


3-314 Phastron 


Fax: 402-346-2939 


ampsdc 
(MTR)463-607 Hickok 
meter provides universal 
50 mv shunt reading. 


Sealed case. 3-1/2” diam-— 


eter, 2-3/4” hole. 2-1/4” — 


depth behind panel. $85 


0-1200 
amps 
DC 
24/4" 
behind 

ponel 


{TR)9289 Simpson 50 
mv full scale panel meter 
requires any 50 mv shunt. 
2-3/8” sq. 2-3/16” hole. $20 


meter Goks up with 100 
amp, 50mv shunt or any 
other 50mv shunt for in- 
terpolated reading. High 
quality! Sealed. 4-1/2” di- 
ameter, 3-5/8” hole. 2-1/4” 
depth behind panel. $85 


15 ma ac 


4-loOMA Weston 
sealed, ‘ruggedized meter. 
3-1/2” diameter, 2-3/4” hole 


| req. 1-7/8” behind panel.$45 


1S0/300/600 amps 

Essex 
meter is 25 mv full scale, 
so any 25 mv shunt will 
work for direct or interpo- 
lated reading. 5-3/4” wide, 
4-1/2” high. 1-5/8” depth 
behind panel. $65 


50-0-50 amps dc 


Simpson direct reading 
meter is +50 amps. 3-5/8” 
sq., 2-3/4” mnt. hole. $15 


200uadc, 1kQ. 
1-3/4’ diam- 
eter, 1-7/16” hole,sealed.$25 


10 adc 
Meter | 


Actual full | 
scale is 0- | 


| battery charging level. Full 
| scale =25mv-0-50 mv. 2-5/8” 
| dia, 2-1/8” mnt. hole. 


10-0-20 
amps 


Level 


Phastron 


$25 


0-20 amps ac 
Phastron 
sealed, ruggedized meter. 
2-5/8” diameter. 2-1/8” hole 
req. 2” behind panel. $35 


0-500 amps dc 


Phastron sealed, rugge- | 
dized meter. 50 mv full | 
scale. 2-5/8” diameter face, | 

| 


| 2-1/8” hole required, 2” 


behind panel depth. $45 


Triplett di- 
rect reading panel meter 


does not require a shunt. 
3-1/2” dia., 2-3/4” hole. $20 


Surp pl 4s Sales —www.surplussales.com 


AF & AC Amps & Watts 


RF 
Ammeters 


0-10 “RF” Kilovolts 
(MTR)MMI-9815 ~— Scale 
reads “0-10 KV RF” but 
actual fs = 0-200 wade, 
1kQ. 4-1/2” wide, 4-1/4” 
high. 2-3/4” hole. 1-1/2” 
behind panel. 65 


0-50 amps ac 
(MTR)P629-809 Phastron 
sealed, ruggedized meter. 
2-5/8” diameter. 2-1/8” hole 
req. 2” behind panel. $39 


0-1.5 “RF” amps 


(MTR)152-352 Triplett 
“rf” ammeter with built-in 
thermocouple. 3-1/2” 
wide, 3” high. 2-3/4” hole . 
2” behind panel. 5kv $55 


0-75 amps ac 


A&M 


(MTR)331-S Triplett 75 meter log scale reads “0- 
amp panel meter is Samps 4”/“0-12”, but actual full 
full scale. 3-1/2” diam- scale = 0-200 wade, 750Q. 


eter, 2-3/4” hole. $45 3-1/2” diameter, 2-3/4” 


hole. Sealed. $29 


_0-5 “RF” amps 


e-mail: grinnell@surplussales.com 


Westing- 
Hike “ep? ammeter. .25a 
fs. 2-5/8” dia. 2-1/8” hole 


req. 2” behind panel. $39 


may 2-1/4” 
behind 
panel 


y: 125 “pelt 60 Hz 


42 “Percent 
Of Rated Current” sealed 
meter by Lumen. Also 0- 
150 amps on 50 Hz. 2.6 
amps full scale. 3-1/2” diam- 
eter, 2-3/4” hole req. $35 


Meter Rela lay 


Engineering Labs Be 
relay log scale reads “0-12” 
but actual full scale = 0- 
| 50 wade, 5kQ. 
high limit set point. 2-3/ 
4” diameter, 2-1/8” hole. 


0- 10 “RE” amps 


Triplett 
ort: aneeeath built-in 


0-120 Watts 
(MTR)365-793 A&M 
meter log scale reads “0- 
120 Watts”, but actual full 
scale = 0-200 wade, 750Q. 


3-1/2” dia., 2-3/4” hole. 


Sealed. $33 $29(3+) 


panel 


wal! oe oe 


A&M | 


265- 484 meter scale reads 
“0-200 Watts”, 
full scale = 0-200 wade. 2- 
5/8” diameter, 2” 
Sealed. Collins. 


Fax: 402-346-2939 
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__0-2000 Watts 


Seal- 
ay Mraagelized Phastron 
meter indicates “0-2 kw”, 
but actual full scale = 0- 
100 wade. 2-5/8” diameter, 
2” hole req. 1-1/2” behind 
panel. $45 $39 (3+) 


LOM LOCIAIMNAND 
SROEAQBTE 
AG: JU 


JULISYU 


behind | 


but actual | 


0-2000 Watts 
Simpson 
RF watt meter has “200 w 
& 2 kw’ scales, actual full 


| scale = 0-200 pade. 2-1/2" 
hole. | 


square, 2-3/16” hole. $45 


2-1/8" 
behind 
panel 


0-1000 Watts/SWR 
A&M 


| meter scale reads “0-1kw” 
Adjustable | 


+35). 121.6%and “1-2.67 
SWR scales. Actual full 
scale = 0-50 wade. 3” sq. 
face, 2-3/4” hole. 


AEA Replacement 
AT-300 Meter 


AEA/ Vectro- 
nics replacement cross 
needle meter for AT-300 
and many others reads 
“0-300 watts Forward” and 
“0-60 watts Reflected” but 


| actual full scale = 0-200 


thermocouple. 3-1/2” | Sealed/shielded case. $95 | 
wide, 3” high. 2-3/4” hole 
req. 2” behind panel. 5kv | 20 
| Each 4-9 10-49 | bs 
$42 $37 $33 Alea 
Be Se tet a Power | 
0- 150 amps ac | A&M minia- | 
90-162141L GE 150 | | ture meter reads “0-20 watts”, 
amp Panel meter 5 amps | | but actual full scale = 0-50 wade. 
full scale. 3-1/2” square, : | 1-1/8” diameter, 1” hole. Sealed. 
2-3/4” hole required. $45 20 Onan “pe | Includes nut and o-ring. $35 
| Thermocouple 50w 
uA | thermocouple sensor | 
| translates 20 amps rf cur- Power 
rent into 15mv, 3ma for 
indication on panel meter Minia- 
| or multimeter. | ture Collins meter reads | 
Triplett | ' “0-50 watts”, full scale = 
bacatiat Milliwatt Power” with “0-50” & “0-10” scales. | 0-200 padc. 1-1/4” diam- 
Sealed, rugged. 3-1/2” dia., 2-3/4” hole. 2” behind panel. $29 | eter, 1” hole. Sealed. $45 


wade on both sides. Indi- 
vidual zero sets. 2-3/4” 
square. Made to glue on 
outside surface. $29 


$45 


$45 


0-5000 Watts 
Seal- 
ed, ruggedized meter indi- 
cates “0-5 kw Average 
Power”, but actual full 
scale = 0-50 ce 3-1/2” 
diameter, 2-3/4” hole. $45 


Meter Relay 
0-20 “RF” KW 

API 

is sealed, 

shielded and ruggedized. 


meter relay 


“0-20 rf kw” scale with 
seperate high& low adjust- 


able limits. Actual full 
scale = 0-50 wade. 3-1/2” 
dia. aCe, 2-1/2” hole req. 
2-1/4” behind panel. $175 


Me: 


a) qe 


tel be 


R)1552-10VAC Weston 
bitte a Hie i direct 
reading meter. 0-10 vac, 
1kQ/V scale. 2-5/8” face. 
Fits 2-1/4” hole. $35 


Surplus Sales 


Af VOUS 


10 vac 


-| Simpson 
direct reading filament 
meter. 0-10 vac. 3” square 
face. Fits 2-3/4” hole. $29 


0-150 vac 
Meter Relay 


API 
with ish ee points fac- 
tory set @ high (132 vac) 
& low (108 vac). During 
normal operation, needle 
floats between red limit 
markers. If voltage dips or 
surges, contacts make to 
trip alarm. 3-1/2” face. 
Fits 2-5/8” hole. 2-1/4” deep. 


$115 Each $99(3+) 


Info/Tech./Intnl: 402-346-4750 


AC Volts, Frequency 


1-1/2" 
behind 
panel 


15 vac 


Phastron di- 
rect reading sealed meter. 
0-15 vac. 4-1/2” diameter 


face. Fits 3-1/2” hole. $45 | 


2-1/4" 
behind 
panel 


0-150 vac Meter 


‘VA&M 
sealed, ruggedized direct 
reading meter. 0-150 vac. 


2-5/8” face. Fits 2” hole. $45 


Yokogawa large scale 
panel meter. 0-300 vac. 4- 
5/8” wide, 4-1/8” high face. 
Fits 2-5/8” hole. 1-7/8” deep. 


$85 Each $75(3+) 


0-300 vac 


Tk SR Star 
sealed all black panel 
meter. 3-1/2” diameter 
face. Fits 2-5/8” hole. 1- 
7/8” behind panel. $65 


2-1/4" 
behind 
panel 


| 


A&M | 


sealed, ruggedized direct 
reading meter. 0-50 vac 
scale. 2-5/8” diameter 


face. Fits 2-1/8” hole. -$35 


Our famous 

-130 vac expanded volt 

ster. 2-3/4” sq. 2-1/4” 
hole req. 2” deep S45 


1-3/4" 
behind 
panel 


AC Volts 
Sealed AC 
| volt meter with “0-3/10/30 
| & 100” scales. Actual 
fs=1.5v. 2-3/4” diameter 
face. Fits 2-3/16” hole. $19 


near: jybetlelaeci A e 


oh 402-346-293 


(MTR)31-FHXX JBT reed 
type frequency meter indi- 
cates cycles per second 
from 58-62 Hz. 3-1/2” di- 
ameter face. Fits 2-3/4” 
hole. 2-7/8” deep. $85 


8 GE giant 
aticlese electronte fre- 
quency meter indicates 
55-65 Hz. 4-3/4” wide, 4- 
3/8” high face. 4” behind 
panel. Fits 4” hole. $345 


panel 


0-150 vac Meter 
Weston 
sealed, ruggedized direct 
reading meter. 0-150 vac, 
25-125 Hz. 2-5/8” face. Fits 
2” hole. $45 Ea $38(3+) | 


Arbitrary 
meter scale 


Vertical | 
panel | 

mount. 15/16”wide x_ 1- 

13/16” high window. 


edgewise rear 


$39 Ea $35(3+) 


reads 20-0- 

20%. Actual 

full scale is 0-1 

madc. 2-3/4"x 2-1/4”H. Fits 2- 

| 1/8”hole. $10 
50 Hz only 


JBT reed 
type frequency meter indicates 


| cycles/sec from 48-52 Hz in 1 


| Hz steps. 3-1/2” diameter face. 
$90 Ea $82(3+) 


400 Hz 


JBT reed 
type frequency meter indi- 
cates cycles/sec from 
380-420 Hz in 5 Hz steps. 
3-1/2” diameter face. Fits 
2-3/4” hole. 2-7/8” deep. $87 


Varo panel 
meter scale 


4-1/2” diam- 
Fits 3-1/2” hole. 
$225 


eter face. 


tae duca 
Scale: 
face. Fits 2-3/4” hole. 


(MTR)30- FHXX-14_ JBT 
reed type frequency meter _ 
indicates cycles per second — 
both from 47-53 Hz and — 
57-63 Hz. 3-1/2” diameter — 
Fits 2-3/4” hole. 2-7/8” deep. — 
$89 Each $79(3+) 


2)269.99 


JYUUSI" VG 


Standco 
reed tye frequenee meter 
indicates cycles per second 
both from 48-52 Hz and 58- 
62 Hz. 3-1/2” diameter. Fits 
2-3/4” hole. 2-5/8” deep. $79 


C Electronic 
type frequency meter indi- 
cates cycles per second 
from 50-70 Hz. 3-1/2” di- 
ameter face. Fits 2-3/4” 
hole. 3-3/8” deep. $190 


400 Hz 


: ) JBT reed 
type frequency meter indi- 
cates cycles / second from 
380-420 Hz in 2 Hz steps. 
3-1/2” diameter face. Fits 2- 


3/4” hole. 2-7/8” deep. $125 


‘388-412 Hz”. Actual full he ci a. 3-1/2” dia. 


$45 


Surplus Sales 


Multimeter 
(MTR)PSM4D86 Barnett 
Instrument meter has “0- 
10kQ+ Ohms”, “0-10/50/ 
250 DCV”, “0-2.5/10/50/ 
250 ACV” scales. Meter has 
20kQ/volt de or 1kQ/ volt 
AC movement. Face is 2-3/8” 
x 4-5/8”. Overall 4-1/8” high, 
5-1/2” wide, 1-3/8” behind 
panel. Fits 1-1/2” hole. 

Each 2-9 10-49 


$19 $16 $12 


0-20 wADC 


ig Jewell 
Seiled iar with “0-50 
V”, “0-100 MA” & “inf.-0 Meg 
ohms” scales. Actual fs=20 
microamps DC. 2-3/4” dia. 
face. Fits 2-3/16” hole. $24 


www.surplussales.com 


Meters: Arbitrary Scales 


uW Diode Tester 


(MTR)66251893836 


sealed 
replacement meter for 
mixer diode tester has 
various arbitrary scales. 
Actual fs = 1 mADC. 3-1/2” 
dia. face. Fits 2-3/4” hole. 


Each 2-9" 10-49 
$15. $13 $10 


ry 1-5/8" 
behind 
panel 


Ohm Scale 


- sealed 
Phastron meter with “0- 
5 - Infinity Ohms”, Actual 
fs= 1 madc. 3-1/2” diameter 
face. Fits 2-3/4” hole. $35 


Deviation in KHz 
(MTR)SMB-194480 A&M 
sealed deviation meter with 


~“0Q-60/30/15 Kilocycles”, Ac- 


tual fs=200 wADC. 3-1/2” dia. 
face. Fits 2-3/4” hole. $19 


Deviation in MHz 

1 OHP devia- 
tion meter =a “0-1” & “0- 
3” scales. Actual fs= ImADC. 
2-1/8” Hx 4-1/4” W face. $65 


Ohm Meter 


Replace- 
ment for “Ohm Meter”, sealed, 
reads “0-15”, “0-2.5”. Actual 
fs=500 microamps DC. 3-1/2” 
dia. face. Fits 2-3/4” hole. $19 


Volts / dB 


Instru- 
ment replacement meter 
with “20-0-2 dB”, “0-1” & 
“0-3 Volts” scales. Actual fs= 
1 madc. 4-1/8”H, 4-5/8”"W 
face. Fits 2-3/4” hole. $35 


Noise Level: dB 
sealed 
Ideal meter has “14-0-6 
dB” scale. Actual full scale 
= 200 wade. 3-1/2” dia. 


face. Fits 2-3/4” hole. $23 


Multimeter 
Phastron 
replacement meter has “0- 


3kQ+ Ohms”, “0-2.5/5/10 
DCV’, “0-2.5/5/10 ACV” scales. 
Actual fs= 50 wade. 4-1/2” di- 
ameter. Fits 3-1/2” hole. $29 


0-150 uADC 
Collins 
replacement meter reads “0- | 
500”, “0-60”. Actual fs=150 
microamps DC. 2-5/8” dia. 


face. Fits 2-1/8” hole. $95 


Noise Figure: dB 
Honey- 
well meter has “16-3 dB” 
scale. Actual full scale = 50 
padc. 3-1/2” diameter face. 


Fits 2-3/4” hole. 


$21 


$25 
% Rated Current 


eston | 
| meter reads “0-10” but actual | 
fs= 1VDC. 2-3/8” square face. | 


meter with “0-150%(50 cps) 
& 0-120% (60 cps)” scales. 
Actual fs= 5 Amps. 3-1/2” face. 


100 ADC 
(MTR)465-082A&M sealed 
meter. Cale has “0-50”, “O- 
100”, “0-200” scales. Actual 
fs=100 wADC. 4-1/2” diameter 
face. Fits 3-5/8” hole. $35 


Power Factor Lag 

Weston 
sealed, ruggedized meter. 
Scale reads “.75-1.0”, Actual 
fs=500 wADC. 3-1/2” diameter 
face. Fits 2-3/4” hole. 


$45 | 
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10 mADC 
(MTR)847 Triplett flow 
meter, Scale : “0-20 gpm”. 


Actual fs=10 mADC. — 3- 
1/2” diameter face. Fits 
2-3/4” hole. $35 


Null - 100uA 
Weston null 

meter made for PRD. Actual 
fs=100-0-100 ADC. 4” high, 
5-1/8” W. Fits 2-3/4” hole. Mir- 
rored arc. Zero center. $45 


with opaque back scale. Reads 
“0-1.0”. Actual fs=1 mADC. 


2-1/4"H, 2-1/2”W. $15 


“Modutec . 
surface mount panel meter | Degrees Attitude 


Dual 
Needle 
1 madc 


]- 5/16" ieee iD” ” high x 4- 
3/4” deep. Zero adjusts. $85 


1-3/4” 


behind 
ponel 


0-1 VDC 


“Particle Level” indicating 


| Fits 2-3/16” hole. $35 


| 


| has 


1-1/2" 
behind 


panel 


sealed, 
ruggedized Honeywell 
meter has “12-0-12 De- 
grees” scale. Actual full scale 
= 100-0-100 wade. 3-1/2” dia. 


face. Fits 2-3/4” hole. $19 


| Phastron | 


behind 
panel 


1-0-1 madc 
A&M 
sealed, ruggedized meter 


“4-0-4 Yards/Sec” 
scale. 2-5/8” diameter face. 
2-1/16” hole le required. $19 


m= Blank scale 
with center red line @ 50 
uADC. Sealed, rugge- 
dized. 2-3/4” diameter. 
Fits 2-1/16” hole. $25 
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Meters: Arbitrary, Modutec — SORES 
1 ; : 
made |  1400-0-100 ade 
(MTR)S11567 Simpson (MTR)SH-48 Unscaled 


level meter with zero cen- 
ter scale. Actual fs = 100- 
0-100 WADC. 5/8”H x 1-3/ 
8”W window.Flange mount. 
7/8” x 1-3/4” hole. $10 


sealed meter has yellow 
scale. Actual fs = 1 mADC. 
2-5/8” diameter face. Fits 
2-1/8” hole. $29 


) Phastron 
sented eter seritis zero 
center scale. Actual fs = 
500-0-500 ADC. 1-3/4” 
square. 1-1/2” hole. $25 


1-489901 Devia- 
tion Ricien with zero cen- 
ter scales “5-0-5” & “1.5- 
0-1.5”. Actual fs = 500-0- 
1 500 wADC. 2-1/4"H x 2-1/ 
2”W window. Surface 
mount. 1” x 1-1/2” hole. $19 


1-5/8” 
behind 
ponel 


-madc 


© gopneemene 


Modutec 2LL 


LL Series Lite-Box meter. 
Use 3 midget flange lamps. 
(6v or 24v $1 each) 2-1/4” 
high x 2-7/8” wide, 2” D 
(MTR)2LL/1-0-1MA 1-0-1 
MADC, Zer0 center. 
(MTR)2LL/100ZERO 100-0- 
100 (micro) ADC, zero center. 
$25 Each $21(3+) 


Modutec OW 


Modutec Windo-mount 
meters. 7/8” x 1-3/4” win- 


Hoyt 
Magnaflux meter has “0- 
500” scale. Actual fs = 1 
mADC. 37H , 3-1/2”W. 2- | 
3/4” hole required. | $25 | 


a 
& wiuiltoe 7 : 


| 800 madc 
Jewell | Weston am- 
Millitorr meter has “O- | meter “0-800” madc. Ac- 
1000” scale. Actual full | tual fs = 1 mADC. 4-1/4’H 


x 4”’W overall. Surface 
mount. 4” x 3-3/4” hole. $49 


scale= 178 microamps DC, | 
9mVDC. 2-3/4” square. 2- | 
1/4” hole required. —$t5 | 


= 600 | 
im LADC | 


Wacline aes meter | 
has No Go =GoeiwNo,.Go” 
scale. 1”x2” window. $49 | 


200 adc 


~ +115 mV _ 
#+60uA 


| ammeter “0-200” 
Actual fs = 1 AAC, 400 Hz. 
2-3/4” square. 2-1/8” hole 
required. $39 


Simpson zero center 
meter. Orange/green 
scale. 2-5/8” diameter. $19 


— and 0-6 kvAC. 


A&M | 
maac. | 


dow. 1-1/4” deep. 
JA 0-200 pa 
0-2 madc 
‘1-0-1MA 1-0-1 ma 
-0-5MA 5-0-5 ma 
$10. Each 58. 50(5+) 


- ORDERS: 800-244-4567 


Modutec 3L_ 
3L Series Modutec surface 
mount meter has overall 
dim. of 2-7/8” H, 3-5/8” 
W, 2-1/4” deep. Opaque 
scale for back lighting. 
(MTR)3L/50-0-50U 50-0-50 
u(micro)ADC, zero center. 
(MTR)3L/0-100UA 0-100 
sewed ioe 
(MTR)3L/NULL 100-0-100 
umicr)ADC zero center. 
200UA 0-200 


TR)31 L/0- 


LV 


\u(micro)ADC 
MTR)3L/0-500UA 


u(micro)ADC 
(MTR)3L/500-500 500-0-500 
p(micro)ADC, zero center. 
[TR)3L/1-0-1MA 1-0-1 
mADC, zero center. 
R A 0-2 mADC 


0-500 


(MTF \3 L/5-0-5MA 5-0-5 
mADC, zero center. 

Each 2-9 
$15 $13 


10-49 
$10 


are 402 : 


(micro) ADC. rey 


, “ a) fon: 


(MTR)2WM/1- 0- IMA Ate} 
mADC. st 3 
(MTR)2WM/5-0- 5MA 5-0 : 
mADC. . 
(MTR)2WM/0-5MA 0-5 
mADC 


$9 Faeh “$8(5+) 


Modutec 3WM 
3WM Series Modutec 
Windo-Mount meters. 1-5/ 

8” x 3-1/2” window. 1-1/ 
a deep. a 3/ 7X3 5/8”. 


Modutec KV/MA 
Modutec meters originally 
used together. 2-3/8” 
square. Surface mount. 


0-40 ma AC 


0-3 kv AC 
Actual fs= 


Imadc. 


$19 Each $15(5+) 


“0-1.1” Meter 

4 Phas- 
tron meter reads “0-1.1” IF 
UV. Actual fs= 50mV. 
| Sealed. 3-1/2” dia. face. 
| 2-3/4” mounting hole.$19 


Modutec 4L 
AL Series Modutec surface 
mount meter has overall 
dim. of 3-7/8” H, 5” W, 2- 
1/4” deep. Opaque scale. 


0-100 
u(micro)ADC 
0-500 
u(micro)ADC 
0-2 mADC 
$16 Each $14(5+) 


{/0- 50 OUA 0- 50 
iro) ADC, 
)3V QUA 0-100 
ulmicro) ADC. 
R)3WM/1-0-1MA 1-0-1 
mADC, 
/0-5MA 0-5 
mADC. 
$11 Each $10(5+) 


Modutec 4WM 
4WM Series Modutec 


A&M 
Power Factor meter reads 


“0-1.0”. Actual fs= 100 
wade. 3-1/2” dia. face. 2- 
3/4” mounting hole. $35 


Windo-Mount meters. 2” x 


4-3/8” window. 1-1/4” 
deep. 2° x A- V/ ( _ overall. 


-200UA 0-200 
w(micro) ADC. 
M/1-0-1 1-0-1 
mADC. 

( 0-5 
mADC. | 
$15 Each $13(5+) 

VU Meter 
$19 Each $16(5+) 
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Lab Standards & Instruments: Wood Box Meters 


Sensitive Research 
Model “S” 


Micro ammeters, 
milli voltmeters, in 
Model S~ with 
beautiful solid A 
wood cabinet. 
7-1/2” square, 


R Model 4-1/2” high. 
Rawson Model 518 ; All in new or 
Electrostatic Voltmeter available in Potentiometers very good 
various ranges. Solid wood cabinet is Leeds & Northrup, Rubicon and others manu- —-©°Mdition. 


8-1/2” deep, 9-1/2” wide and 6” high. _factured these potentiometers all in gorgeous 
wood cabinets. Made from 1920-1960, some of 
these precision laboratory instruments are still currently in use. The majority of our stock preinaied Hi fie the Alamos National 

. Many of the instruments in our inventory do not have model numbers so they are difficult to identify. Most prices range from $200-$500. 


AC & DC AC & DC 
150kQ Movement Current Ranges Nolatge Ranges 
BM-M3M Miller Meter dual mul- 1 ma 500 ma mv 100 mv 
imeter Meter #1 is 150kQ/V with a range 5 ma 1amp ; mv 1 volt 


of .2-20v. Meter #2 is 1kQ/V with a range 10 ma 5amp- 10 mv O5volt 
of 2mv-100v. 10” x 11” x5-1/2”H $145 50 ma 10amp_ 50 mv 50 amp 


100 ma 
(EQP)WBM-ESD110 0-110v AC/DC Sensitive Research model ESD. Electrostatic voltmeter. 7-1/2” deep x 10” wide x 6-1/2” high. $125 


‘EQP)WBM-ESD120 0-120v AC Sensitive Research model ESD. Electrostatic voltmeter. 7-1/2” deep x 10” wide x 6-1/2” high. $145 
ZQP)WBM-518-120 0-120v AC/DC Rawson Elec. Instr. model 518. Electrostatic voltmeter. 8-1/2” deep x 9-1/2” wide x 6” high. $155 
BM-ESD300 0-300v AC/DC Sensitive Research model ESD. Electrostatic voltmeter. 7-1/2” deep x 10” wide x 6-1/2” Hele $175 
IBM-ESD500 0-500v AC/DC Sensitive Res. model ESD. Electrostatic voltmeter. AC to 1 MHz 7-1/2” D x10” Wx 6-1/2” H. $199 
VBM-518-500 0-500v AC/DC Rawson Elec. Instr. model 518. Electrostatic voltmeter. 8-1/2” deep x 9-1/2” wide x 6” high $199 
-ESDIK 0-1000v AC/DC Sensitive Res. model ESD. Electrostatic voltmeter. AC to 1 MHz 7-1/2” Dx 10” Wx 6-1/2” H.$225 

-518-1 0-1000v AC/DC Rawson Elec. Instr. model 518. Electrostatic voltmeter. 8-1/2” deep x 9-1/2” wide x 6” high. $225 

0-2000v AC/DC Rawson Elec. Instr. model 518. Electrostatic voltmeter. 8-1/2” deep x 9-1/2” wide x 6” high. $255 

0-2000v AC/DC Sensitive Res. model ESD. Electrostatic voltmeter. No lid. 7-1/2” D x 10” W x 6-1/2” H. $225 


0-3000v AC/DC Sensitive Res. model ESD. Electrostatic voltmeter. 12-18 pF. 9” square x 6-1/2” high. $265 
0-3000v AC/DC Singer Meter model University. Electrostatic voltmeter. 5” square x 6” high. $225 
0-3000v AC/DC Rawson Elec. Instr. model 518. Electrostatic voltmeter. 8-1/2” deep x 9-1/2” wide x 6” high. $275 
0-5000v AC/DC Sensitive Res. model ESD. Electrostatic voltmeter. 9” square x 6-1/2” high. $319 


0-5000v AC/DC Rawson Elec. Instr. model 518. Electrostatic voltmeter. 8-1/2” deep x 9-1/2” wide x 6” high. $319 
0-15,000v AC/DC Rawson Elec. Instr. model 518. Electrostatic voltmeter. 8-1/2” deep x 9-1/2” wide x 6” high. $424 
3-7. 5 15 & 30kv DC Sensitive Res. mod. DCHI. Electrostatic voltmeter, 4 ranges. 7-1/2”D x 14”W x 6-1/2”H $529 
20-50 & 100kv AC/DC Aypotronics model 100. Electrostatic voltmeter, in 3 ranges. $589 
Voltage Divider John Fluke model 80E-10. Range 10-0-10. 10 kv maximum voltage. $225 
Potential Transformer Weston model 311. Ratios 2300v(3000T) & 1150v(1500T): 115vac, 15VA, 25-125Hz $195 
Potential Transformer Weston model 311. Ratios 460v(600Test) & 230v(300Test): 115vac, 15VA, 25-133 Hz $145 


0-30uA DC Weston model 931. 0-30 micro amperes DC. 5” wide x 3-1/2” deep x 6” high $225 
0-40uA AC/DC Rawson Instrument model 501. 0-40 micro amperes an or AC. $225 
4-40-400A DC Sensitive Res. model S. 0-4y1A, 0-40HA & 0-400uA scales. 7-1/2” square x 4-1/2” high $325 
.05-.1-.5-1-5-10-50-100ma DC Hallmark Standards model HDC-B. 0-.05mA + .1, .5, 1, 5, 10, 50 & 100madc ranges $225 
0-2.5 & 5 amps AC/DC Weston model 326. 0-2.5 amps & 0-5 amps AC or DC. Lab Standard. 15”sq. x 6” high $350 
1-0-1 Null CSC. model DC-110B Precision DC millivoltmeter. 1000- 100mv. Null TUM- 1.0mv $125 
0-3/10 VDC General Radio. model 728A. DC vacuum tube voltmeter. 0-3 & 0-10 VDC scales. $175 
1-0-1 Null AHP mod. 419A Precision DC null voltmeter. 1-0-1 and 3-0-3 scales. $125 
10-30-100-300-1kv AC/DC Sensitive Res. model D. Dynamometer. 8” square x 6-1/2” high. $150 
5-10-30-100-300v AC/DC Sensitive Res. model D. Dynamometer. 8” square x 6-1/2” high. $125 
0-15/30v AC/DC Weston model 341. 0-15 and 0-30 volt scales, 25-125 Hz. Su75 
.5-1-1.5-2-5v AC/DC Rawson Electric model 501. $ 75 
1.5-750 DCV, 7.5ma-3DCA in 18 ranges Electronic Instr. model GSP multimeter. 200Q/V. 8” sq., 4-3/4"H $200 
2-5-10-20-50-100-200-500 ranges in DCmA, DCV, ACmA, ACV Rawson model 512D multimeter. 9” square $200 
1-1kvDC, 10ma-10DCA in 14 ranges Sensitive Research model C-2 multimeter. 7-1/2” sq., 4-1/2”H $250 


.01-.1-1-10-100 DCV, 10/100 DCA Weston model 1, no cover, multimeter. 8” wide x 9-1/2” deep x 3-1/2” H $125 
1.5-750 DCV, 7.5ma-3DCA in 18 ranges Weston model 622 multimeter. 8” wide x 7-1/2” a x 3” high $200 
10u:V-1V and .003-3 mADCin 18 ranges HP model 425AR. 10,30,100pV/ .3,1,3,10,30mV/ .1,.3,1V/ .003,.01,.03,.1,.3,1,3 maDC gry 


| 

: Precision Potentiometer Honeywell model 2733. 0-101 mV & 0-10.1 mV 200 

: Precision Potentiometer Gray Instrument model E30438-1. 0-11 milli volt. $150 

: 0-1 mV Rawson Electric model 503. 0-1 mV range. 7-1/2” square, 6” high $175 
0-50/ 0-100 mVDC Sensitive Res. model S. 0-50 millivolt DC, 0-100mVDC. 7-1/2” square x 4-1/2” high $225 
Precision Potentiometer Leeds & Northrup model 5305 Test Set. 10Q-10 Meg Q $175 
Precision Potentiometer Leeds & Northrup model 786182. 6” deep x 9-1/2” wide x 9” high. $195 


Precision Millivolt Potentiometer Leeds & Northrup model 8686 , w/ manual -10.1mV to 100.1 mV $395 
: Precision Potentiometer Rubicon model 2780, .01-1.6V, 10-1/2” deep x 17” long x 7” high $295 
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Elenco Multi Meter 
© Large 1” 3.5 Digit Display 
© DC Volts: 100uV - 1000v 
© AC Volts: 100uV - 750v 
© Resistance: .10-20 Meg Q 
© DC/AC Current:100nA-20A 
© Capacity: 1pF-20uF 

e HFE Transistor checker 


GOVD\N\ 


M2661 Handy, rug Elenco Resistance 

oS (EQP)M2661 : s ‘w . . 

I ged, well made digital Substitution Box 
multimeter. 1-3/8” x 3-1/_ | (EQP)RS400 10Q -1MQ 

2” x 7-1/2”L. Yellow. In- | 1/2w substitution box in kit 

cludes probes. $120 | form. Fun project. $14 


Last Chance....... 
To Pick Up A Wiggie 


© Down to the last 300 meters 

© Neon lamp indicators for 115, 220, 250, 
400 & 500v AC or DC 

¢ Indicates 50Hz, 60 Hz, 400 Hz or DC 


: Just a cheap meter to 
oheek for juice before tearing into that 
home switch replacement project. So 
cheap you better buy a couple. Thanks! 


Each 2-6 7-24 25+ 
$6 $5 $4.50 $4 


RADIO KITS: AM or AM/FM 


Simple AM radio project kit from 
Elenco. Don’t laugh. Someone will have fun putting 
this dandy kit together. Only a few left. $15 


A little more sophisticated that the 
AM model. 14 transistors and 5 diodes! I'd call it a 
F semmesacana cata. 1 evening kit. Still... only a few in stock. $25 


Knight Multi ibbelge £, 
© .5” 3.5 Digit Display 
© DC Volts: 100uV - 10007 
© AC Volts: 100. -750v * 
© Resistance: .20-20 Meg Q. 4 
© DC/AC Current: 100nA-10A 
© Capacity: IpF-20,F 
e HFE Transistor checker fete 
(EQP)K7905A Famous Knight at): i 
multimeter. 1-3/8” x 3-1/4” x 77L. 
Banana probes not included. '$95 


NEC Multi Meter Kit 
¢ Analog Display 

e DC Volts: .01V - 1000v 
© AC Volts: .1V - 1000v 

© Resistance: 102-20 Meg Q 
© DC Current: .1-250ma 


YP)NEC-151 National Education Center leftover k kits. 
ay eG project yields useful meter for the young- 
ster. 1-7/8” x 3-3/4” x 5-3/4”. Includes probes. $25 


RSR Multi Meter Kit PYAMK-100 Ana- 


¢ Analog Display log meter kits. Also 
e DC Volts: .02 V - 1000v has audible continuity 
© AC Volts:' .2 V - 1000v buzzer. 1-1/2” x 3-1/2” 
© Resistance: 102-1 Meg Q x 5-1/2”. Includes 
© DC Current: .lma- 20 amps —_—pprobes. $20 


Surge Protection for AC & Phone Line 


UL Approved Reduced 60% 


Last chance to buy the best EMI/RFI surge protection 
available for local equipment connections. Protect 
phones, faxes, modems, computers, answering machine, etc. 
Modular in/out jack filters phone line while 3 or 6 condi- 
tioned AC outlets are provided. We have only a few cases. 


© 125 vac 15 amp capacity ( 1875 watts ) 
* Handles 4500 amp spike, <InS response 


© 120 Joule rating (Tip-GND & Ring-GND) 
© Handles 10kv spike, <InS response 


aN Pi 3 AC Outlets Now Only $19 
SF 6 AC Outlets Now Only $25 


Solderless | 
Bread 
Boards 


with mounting i 
pad, hdwr $9 jf 3 


NE-302P 


© Durable 100% Contact . 

e Interconnect Wires or Compo- Same as 
| nents w/ 20-29 AWG Wire = above but mounted on 4- 
| @ 2-1/4" x 6-1/2 1/4” x 7” heavy rubber 


© Ideal for HF, Lo Noise Circuits footed steel plate . $12 


ee Seda 


=* 


Q) A real quality piece 
hat sucks and will give years of service. Solid 
ee body Z Teflon® Aa ees to 


Needle Point Probes 


- (EQP)6625-21-0343 Our first batch sold out in 
30 days. Just received another couple cases. 48” 
long soft re/black rubber leads with good ole’ 
fashioned needle point tips. These won’t slide 
off the trace. Spade lug terminals. $5 


BNC / Mini Gator Clips 
(WRF)BM-MCLIP Quality US made with RG- 
58A/U flexible coax, 52” long. Terminated 


with red & black mini grabber clips and BNC 
male on opposite end. 


$12 


Mini Gator Clip to 
Pin Plug Jumper 
WAA)1574854 = Quality 
US made by Hughs Air- 


raft. Gold plated stacker 
pin plug / jack connector, 


ee OS ee a > PS A aoe a ae ~~ » * eee 
oo") - Sa, uN L ceo > - a a a . 
A 4 x 


www. curplusals. com — 


fe Ae 


_ Versatile 
- Probe Set 


=, 
Oldaker ; 

: Wanner? 2 — 
Mil-Spec (NSN 6625-00-810-9853) probe 
set, 50” long soft rubber leads plus four 
tip sets: needle point, standard point, alli- 
gator clips and spade terminals. Flared 
collar finger grip. Red & black. Unterminated 
ends. Includes heavy tote pouch w/ snap cover. 

Each 2-6 7 or more 
$6.95 $6 


Logic Probe 
(EQP)610B Nice 20 MHz probe with high 
/ low beeper tone, switch selectable pulse 
detection or pulse memory function, 
switch selectable TTL or CMOS circuits, 
circuit powered, hi-lo LED indicators. 
1MQ input impedance. $25 


$5.50 
= 


w/ insulating boot. 6625-00-079-5690 


e- real a HHIEHI@ RUF feReaied com ake A02- 346- 2939 


- 


100 MHz x10 Probe 


(EQP)AVEX-AV5376 82” long high qual- 
Kit includes retractable hook tip, adjust- 


ment tool, insulating tip boot, P.C. insu- 


ground leads. 6625-00-133-1186 


lating boot, probe holder, 13cm and 30cm | 
$45 


mh tet a a 
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25 MHz x10 Probe 


(EQP)5175-4 4’ long quality scope probe rated 
at 25 MHz but performs well beyond 50 MHz. 
8.5 pF, 10 MQ, 600v. Kit includes retractable 
hook tip, pointed hook tip, banana tip, pin tip, 
insulating tip boot, P.C. ground clip w/ insu- 
lating boot, gray cord. 6625-00-078-5219 $18 


(EQP)5175-9 9’ long black version of above 
probe plus kit includes additional ground clip 
$22 


(EQP)MX-1003A/U 9’ long 
probe that has been a gy 
our line up for four ” years. BNC 
male. Accessories#@ include retract- 
able hook tip, hook, banana & spring tips, 
12” ground cable with alligator clip. 

$15 Each $13(3-11 pcs) $12(12+ pcs) 


wm” scope 
' staple in 


| (CLP)253-1813 
ity scope probe good well beyond 100 MHz. | clamps made into 6” jumper w/ undersized 24 
| AWG red Teflon wire. Clamps rated @ 20 amps. 


| $2. Each 


LOTT Mueller #27 
“ 20 amp 
Alligator 
Clamps 


Pair Mueller #27 alligator 


$1.50 (10-49 pcs) $1.25 (50+) 


clip lead. 16” long. Black. $4 
CLIP 
LEADS 
(WAA)CL20 * “Quality US made by 
black & red clip “@ leads. 20” long. 
Medium duty. Military excess. $4 
Double 
Banana 
to 


Pin Plugs. 


f 


(WAA)MK871GT 82” long coax cable, stacker 
double banana plug and red/black pin plugs. $4 


(CLP)63 


#2 Mueller Insulated Alligator | 
Mueller 63-2 alligator clip 


completely covered with soft black boot. | 
2-1/4” long tip to tip. 5990-00-689-9362. | 


50¢ Each 40¢(10-49 pcs) 35¢(50+) 


6” Maxi enE bar 


(CLP)4225-0 Pomona “Maxigrabber’” rated | 


at 3000v, 12 amps. 6” long, black. $4 


| (CLP)IAW 


: Copper 
=x Alligator Clamps 


| (CLP)50-0 


Mil-Spec (WC440B) copper alli- 
gator clip, 2-1/4” long, red removable collar. 
75¢ Each 60¢ (10-49 pcs) 50¢ (50+) 

Copper Alligator 
' Clamps 


Mueller NC-1 copper 15 amp 


| Sra ME encores D pin. 2-1/4”L. $1.45 Each 


(CL P)2 ( P Plated Stop 


mB .clamp 75¢ 10/$7 
eee CLP)I0P Plated 10 amp 
clamp 50¢ 10/$4 


288 


Surplus Sales intesBecks /Intnl: 402-346-4750 ORDERS: 800-244-4567 Fax: 402- 
} Ae AIL - Hewlett Packard | 


OUR CG Siac ouaacsavivssenuaioenes 


2 ee eee Alfred Uwave Amp 1.7-4.2 GHz 
. Alfred UWave Oscill. 2-4 Ghz 
. Alfred 2-4 Ghz Osc 


enone 
seveceeccecseerevseseresessecesssscasessevensereaeseneeeawssewens ewe = f — UINEULET LET cccncccsscnrereenvenenenseen 


seeeeaesereeseneeeseseeeseeeerseseseereneeeneeens Dew = =f = INE LUUD prccccccereeeseeeeeeeeereeeeneeeeee IN UE ALTIVITIIGE, 2 VVUEE ..... 


SRN ONS eR eNOS teen eeeeHeneesenensenenencenen 


JOUR Lines atti ‘ GR1440. QO3D sssssssssssssssesereeeee GR 1k Ohm Resistance Standard 


ANRITSU GR1558A ........ Octave Band Noi 
MO Anritsu Port. Rack For ME645A | al Radio Meg 
MSAD Anritsu Mw. Test Set Ada 45pes 5. GR874-LBA.... 
MEDIO ocecceesserseononnrane Anritsu Microwave Display Unit ........scsoccssecesseeosreeenneesae 1,995.00 HALCYON m oe 
MEGASA/S 20} nd Anritsu Microwave Sending Unit ............ssscsssscsesesssssssssseseee 2,995.00 520B2-504A .......ssecssscccceeeeeeeseee Halcyon Universal Test System .........ssssssssssssssssssssssssssssesesess 00 
MSAD Soo Mee cnet ee Anritsu IF Spectrum Monitor ............+sssesessssssssssssssssssssssssseses 1,295.00 HEATHKIT ‘Me 
AUTOHET HEAIR- 2S cit eri doe ed 
D01/2508 Autohet Cntr/Crvtr 1.3-12.4G¢ ....socseceoseesesseeensseeressesrenseeeee 900.00 HEKIMIAN 
AVANTEK 03900 3980/3911/3913/3914/3912/3901 ......... 
AMR GAND cece Avantek Amplifier For Commun. ..secssoossersncssnssnosenesenstenre 750.00 HUGO ceccsrcc tiresome 3912/3922/3933/3934/3979/3980 ........ 
BALLANTINE HEWLETT PACKARD 
BI SUAs1 01 te tee. te came Ballantine Marker Generator .......ssssocssssssscsssssessscesesseeensee 75.00 T3520 Scchcenncesieaniate ee RP HP- Moseley 135 X-Y Recorder .......ssssscssssecessssssnseeesnreeeenses 
BECKMAN O51 R eo ees HP Spect, Ana. Display Sect .cxcoynsssesscatsensaan aieeet aneeaiae 50.00. 
oa... Heterodyne / Beckman W/Timer ......cccccsssssseseeseneavseseceesecesee 300.00 LUE Scopes 14150 TDR veccscsasanncimrorenpeneieameecce 10000 


4017 Beckman Program. Counter/ Trt ....ssoessssscseesnseseeeresesereseee 100.00 HP2008 Audio Oscillator occ , 
We Beckman pH Meter, Poor COndX ....ssssssssssscscscsscsssssssssssnnsceeecese 25.00 HPIOUA Low Freg Function Generator ...........ssssssossssosesssserssnnesessesrereeesee 75.00. 


BOONTON HP-S)OAvIadigee a ee HP Worve Altay Zr. -sssccanetevnerjnreecrttonre. ste te 200.00 
ye ies. A ee NCR fh Boonton Sig Gen Power Amplifier. ...........ccsssssssssssssseeceseesseres 200.00 HP sHSAA, © isiscssptoaenteeemareiete Colorimetric Power Meter .........sscscsssscscsscsssssesceseserensseesseeenees 75.00 
PLA Pa Sh hh lc a i Boonton Q Meter 50K¢ - SOMHZ ........sssssssssssesssscsccsecesesssseseess 500.00 HP-GOGA . <csscesssarescecsh teen eee HP Sitgnal Gon: scsc:onsssesecoceesssareromnensonenrseet esiatesseesee eee me OU 
Si Boonton RF Admittance Bridge ......eeccsecsnsseseeunersceessnsseseeus 795.00 HP-6008 ee — 125.00 
WA Boonton RE Voltmeter. ssecscscsseccoseersccarcesessssseseecetenssceaseccees 75.00 HP-G12A-P ccs Parts Only Sig Ger 450-1 200MC ..ssessseecsneesneesneerneseeererseee 19.00 
TE cscsecessosstacacesrsvceecsctennstsosie Boonton RE Voltrmvetar, ---ccsscconssccscsncsccnsosssnnceconenconecscrssnvien 75.00 HP-DIAA oo cccccscccnsscecimecisen UHF Sig Gen .8 - 2.1 GHz 

BRISTOL HY -OUSB-P oes ath. oem SHE Sig Gens. No Output ..2....2.....<-isaccasccesnenpeeeeeeeaemees 00 
TISOOF-SB i). note he a Bristol Chart Recorder, 24Nr ......sssssssssscsssscssssssssssnenseseeseseeeses 100.00 BE-O18B nc .cje0ssereeee SHF Sig Gen 1.8 4.2:GHz .....2:..-c:ssvsoctessocseta pees 300.00 

CODECO HP-O20A-P  ccsueiteteeRenee SHE Sig Gens. No: Output ....ccacorcs:sssssseas-seeeeranectsemssttiee eames 75.00 
DN Codeco Step At. 0-67. Tdb 752 ...essssssssssscscccesessscssssnssasssneneece 125.00 EOE SHE Sig GON ooo ceccncccece 350.00 

CUSHMAN HP-OS0K ooccsceescscecssseece Vest OSGGION oo ose 50.00 
COTTA ees Cushman Spectrum Display ........cscsssssccesecssnsnsseseseerunsnreesesen 495.00 FP OS60 cccccseccsaccnecucnans Sweep Osc 8.2-12.4GHz- No Out ......-.ccssscccccscccsssssecssereeeeeennee 200.00 
CE-5 Sate Set eee Cushman Service Monitor .......cccsssssssscccscecssscsssssnsnsssonseeeeees 1,250.00 HP-O5 1B sasoksasscieaenie HP Spectrum Analyzer Display ...........sssssscsessssssssssenreeeeeeseees 300.00 
SiS Dd d tug Se Cushman Freq Selective Level ..........sssssssssssssssssssssssssssssssessssee 495.00 FP GSO DA erence scthsccctescesoteaeee’ HP Var. Attenuator Microwave ...........cscsssssseseccccecssssssssanssssee 1,000.00 

EATON HP-KS1971 IL) emcees ae Plug-In, 5-50 KHz, 1OmW, WE.....ssssssssccccccesecesssssssoneeeeeesseeeee 100.00 
SBOKI-TBOM .naccesssssssssscceceesesens Enton PLL 0.01-180Mbhz Sig Gem ........sscsesssscsscccessssnsensessen 4 500.00 HEASIOUIS HP52SIA Plug-In, 8Omic, FOr WE scccccscs cecsscetecets recess 50.00 

EIP HASI/I46 HP52481 Time In "Plugin For WE rescence: 50.00 
BPSD ce EIP 351D 20Hz-18GHz Frog Ctr ........scsssccsscsssessnssnsnncececseses 2,000.00 HE-PWRREE oi ocscscssestornons OdBM 50 Mc Freq Power Refer. ....ss.sosccecccsnssorseseccsensenseeseesna 125.00 

ELECTRONIC COUNTER HPIUSO=163) 2 cetecteaneee: HP:Exereizer; 1.150-1).63i:...ct!.2sccectee Mecsas aetna 50.00 
OAL" ge es peepee TSS Flotironic Counter s:.ii:.ic.cccsossistosatorteccclingtciatl mrs mtcteset 100.00 HPI200B SG eee ee HP LoFreq Scope 10QuV, SOOKHZ ..............ccssssssesscscsecssnsveses 1,000.00 

ELGENCO HPL ZOLB sctceete ems HP LoFreg Scope W/ Storage .......ssssresseseseessesnssssereeeerereeeee 1,200.00 
HP-O028 occas Gaussian Noise Gen./ Elgenco ......sesseosccceccccessscsseesnsansarnseesece 125.00 HPLOGGA HP X-Y Displery cessccsccoseeseosensssessecnrssvesners ee 400.00 

EMPIRE HPIGUGR, HP Logic State Anclyzel ...<:-ssse-ovsscetssscssousemanseosaconaes 800.00 
NEWS coccicaasanuee Empire Noise & Field Intsy Mr ....ssscsssssscssssssssssssosssessssensecesssee 400.00 HPISISA caccuaccaids HP Logic State ANGI 20P ...cesssccsscsessuscssenansssencneseeninenee 500.00 
WE 105-0 te eee Se. Empire Noise & FI, Inoperabl ...........sssssssssssssssssssssssssssessesseet 100.00 BP170-GSU(N -.: conlaeieceieeaa HP O'scope Sub Assermbbly ......snsocsovsssscseososssssesnesos=sseeeeeeanEalE 30.00 
SGT ESS... eee Signal Generator .9-2.2 GHZ ......sssssssssssssssssssssesssssssssssssssssee 200.00 HP2OAB" Be ccttertenatestes HP Oscillator, SHz-SGOKHZ ..2...ssoosso.000cossssosesssesanseneieenaeal 75.00 
els? 28 ae Tuning Unit For Empire N&FIM .......scssessssssssceccecesesseseensssnsen 175.00 4th EL | eS Eee HP Oscillator, SHz-1.2Mhz.:...:cnecuiseess,ncccsauetieneschecie tenn 225.00 
VAS Cae Tuning Unit For Empire N&FIM ......scccsssscccssssssssseecessesssensenens 250.00 HPROAG/VGU HP Osc. w/ J68381CD Voltmeter ..........sssescssessnosarecescesessecurne 325.00 
TUNES Tuning Unit For Empire N&FIM .......sccsccssssssececccceceesesesesnensan 175.00 vee) HP Freq Conv To 15GHz For 5245 ......-.sssccssssnssssssoceccecereeseeens 395.00 
TONE TOS aoc Tune U/Empire N&FIM 4-1 GHZ ...sssssssssssscssccsecsesesessvensesee 125.00 HESS cca HP Network Line Bal Tee 18GHz ........:.sssssccsssessssseneeceeceneesonenes 75.00 
TX/NE 05 coe eee nee. Tuning Unit For Empire N&FIM ...........sssssssccccccssssssesccccessssseees 200.00 HPSSTA.,.. 2G Re eee ae HP Distortion Anatyzer '......cocsccsc!’scarslectesossorsscoceeinee ata 450.00 

ENDEVCO HPS336B %.....scteeeae eee HP Synthesizer/Level Generate ........s..ccccssscssssssssessonseeeseeees 1,500.00 
2104 Mees ee ee Endevco Dyna-Monitor: Peak gs .......ssssssssssesceseessssescesesunssee 300.00 HPS4O0 Ae Se ie, HP RMS Volt Meter Imv-300V .........sssscccessssseseecesesnsssereeeesene 350.00 

FAIRCHILD HPOSIOA HP Microvolt Meter OO 3imv-3V ........sscccccccssssecsesesesnsaneeseseeun 350.00 
NCI. Fairchild 20H2-SOke Unterf Am ........sssssvssssvsssssssssesescoseresnsseneee 450.00 HPS5GbE HP Selective Level Meter ......cccsssosovsscscsscccssessunsssnsneseenseee 3,500.00 
PMCS Fairchild }4ke-1GHz Interf.An .....ssosssssscsssssocecessensnstsceseesenee 650.00 HPSSOVA: cs cscscncescerccesctn scene HP Selective V Meter W/ 35940 ........ssscssssosesecsessssneneseesess 1,500.00 

FARION RPS/ZO1A 33.2. se emcee trace HP Opt-050 Remote HP-1B Ufc .........sssssccssssssssssneeeeeseesesrseuss 250.00 
PMRAQUCn rete. FOFION SUBDIV. OIIVice.. 2. So seckaconngcookes tee ccc tence 375.00 HPS746A oo... cquienereecest HP Selective Level Measure Set ........ssssssssssssssssssssssssessseseeee 4550.00 
PMRA00Q = er cet, cn. . Farion 3,7-4.2 GHz 1Owatt, 70M ............sscsscsssvecscssessseessees 2,000.00 HPA00D 3. eae ee ene HELV IVIM' «cssocc’cssessasseiesnicscan tetera eon etemtttnes saree ea 50.00 
$D-18105 Farinon Power SUD cc ccccscseeecscocteeccrcgcic ect 125.00 UPAQOE oss cccccce cc HPVIVM .001-300 VRMS coe ee 90.00 

FLUKE HPA00G osc HP VIVM 001-300 RMSV. 150.00 
IAS Fluke DC Voltage Standard ............sssssccsssvsnsovescssssascssessenn 1,295.00 FPALIA escecctevesccte RF Millivolt Meter To 1 GHz .....sscsssosssscscccessssescesecuteseneccesannn 350.00 
S45ABic 0. abs ates asia hGes Fluke High trp. Volt-Null Det .............ssssccsscsssscccesssessssssseee 1,000.00 HPA BB i nncceca tee HP Clip-On DC Milliommeter ............sosssssessssssseeceessnssonseseeeees 495.00 

GENERAL MICROWAVE PAS Co eee TRRRE Power Mateg: 20s co.cc ccccsocoraccossvussoscyeSersnndooinsoclog alga 450.00 
GAD AAR ee cc ereee Gen. Micro. 454AR Power Meter .......sz:-s.sssvsesssersesesssssvssecessenes 150.00 PASI A dees eae HP Power Meter W/X846A Mount ........ssvsssesesescssesssseeeseeesessss 990.00 
GMAGOB ore Gen. Micro. 460B Power Meter ...........srsvcssssessescsececsecesssnsseesen 250.00 MPALGA oociceecccssscsscrssrse ce HP Bolomapter Moun 2.226 cee 75.00 
N92 20606 ars cccisscscstarsanasees 50 Ohm RF Power Head/ 10.5ghz .......ccccscsssossosensccsecnecssesnene 350.00 NPA OANG ke HP Thermistor Mount SOmw-5W ........ccccsssssssonssssarecceseessensenes 250.00 
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BED PAS PWIG-UN, 90-SDOUIC sc. ccscemcesccccseesecencecdececenensececcesese 
seooseee 9245 Plug-In, Time Interval .........sssssecccssrsssesesscssnsssessesessssseees 
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HP Test Oscillator 10Hz-1OMHZ ......sscccccssoscscecenascesesesseeceree 
woe HP Multiprogrammer/ Opt.001 ....ssseoccsssscssosscceseesesssnseseeeues 


ORPTTB coco ao HP Kiysicon Power SUppHY scscssccscsctsssccchscsscceccscsenodsenssaveie : 
PEA SA ccdk peal lye ccrtteciseosdossss. BRP MU LOIRE ©. Ssh Ode odessa cs cts ocoySaseetssloens 1,900.00 
oh | josh 0 elep igd Se DM ee, sikh rittlandeae ean oR 800.00 


SHE 8714.) 9G 7 Repenten iss ccssesensccastersassseepapnnergsesseresess 3,900.00 
.. HP Power Supply For 83001 Sys ........-ssccsssosecessrsesesnsveseeeees 295.00 
« HP Phase Gain Ind. For 8410 .......sssssssssssccscssecccsessessssssessse 1,000.00 
swe HP Sweep Osc W/B6241A 3.2-6.5g ....scsosscsccssosececsssseesens 2,500.00 


aah = a) Noe ie aaa HP Sweep Osc(Opt C14).1-18GHZ ...........sscsccsssssssessseseeeeeee 1,200.00 
pi Ue) Pack = eh Ciena TEU. Dia 2) SSCs 6 Re a 300.00 
URES Lee se 300.00 
seoseee VAGhz solid State Oscillator .ecescscecsscosesonssccesunesersevnssseee 500.00 
RE Unit okiler J OE ESD ccs cececes cet ceeesrernsenree 200.00 
HP DC-12.4GHz Trans Test Unit ........scescosecceccoseesssosseceeseees 1,275.00 
HP 2-12.4GHz Reflection Tst U .............ccssssssssssssessesesssesesee 1,575.00 
EP PMN Naga. Me eee Mecca s lhesicctSalcachascarsosseee 300.00 
HP Thermistor Mnt,12.4-1 GHz ..............ccsccsssssssssssesseseseceeeee 225.00 
HP Thermistor Mnt,8.2-1 2.4GHz .........s.scsccccssscsscccscccccccccecesees 195.00 
Hughes Remote Heat Selector .......:...csssssossossccecesceseessensensenee 50.00 
Hughes Spot Welder-Adjustable ...........s.ccccccssssssssosseseessnnese 195.00 
PAN eg eee SA Jerrold Sweep Gen W/ D-50 .......ssssssssssescsssesssseeserssensssseeeeee 100.00 
POR cee Jerrold Sweep Ger W/ D-50 ......-scsossessssnssecccsnassceesenssereeene 100.00 
We ks Jerrold Sweep Gen W/ D-50 ..esssssososccscccssessssesesssenssonsssoseseeee 100.00 
KAY 
RRP ee... KAY Logafier Logrythmic AMP .......-ssssssssssssscssssessnessseesseeeesene 75.00 
KEITHLEY 
EET te lie AEs Keithley Nonovoltmeter .........ssssrscsesssssesenseecseesensnsseneeeeees 1,200.00 
BMS... Keltiboy 110-300 RMSV Meter, cc cscessnseccoescsesnconcsorsesenee 245.00 
ROHNHITE 
ats Krohn-Hite 335 .02CPS-20KC Fil ....ssssesessssseccesesnsnsseseseesenen 500.00 
LEEDS & NORTHRUP 
RR occa encorcacsceescors Leeds Temper. Pot -100 300C ..............scsccssssssssscscssssecseseeseeeees 150.00 
OS A tra Leeds Temper. Pot 0-1200 C.............scssssssssssssessesceseceseseeeeeeeee 150.00 
TRS I oats Leed-North Wheatstone Bridge ..........csssesscssssssssssseseetetsnese 295.00 
ETSI eesscirsesinran Leed-North Type K3 Univ, Pot .......socecccsssssscecsesssseesessnseeseeen 200.00 
MACBETH 
POMBE oi aos aonesnsts Macbeth pH Meter Model 1 S001 ..........cccssccccccsssssssssssssssssssee 150.00 
MAGNI-WHIRL 
LAELIA) i Magni-Whirl Temp. Bath To 100C............csssssssssssssssseeseneeeeseee 850.00 
MEASUREMENTS 
Usa eae US Measurements Bolometer Bridge .............sssesssseseessmunsneneseee 295.00 
IM Measurements Sig Gen 86-105 .......sssssssssssssssssssssssssesnsssstentees 150.00 
Le Ea a eee Measurements Sig Ger 180-400 ...............sssssseessecessssneeeeseeesen 100.00 
MICROBOT (Alpha I!) 
CRU -Al bia 82 socio ot ta Microbot Alpha Il, Complete ..........ss.osssesessessssscssseessussssseee 2,900.00 
MICROPOWER 
PL0-2OGNE ooo rscccisecpecee Sweep Oscillator W/18-28GHZ .......ssessesssssssecceccscseesesseeneseee 1,395.00 
FIOAUGHT Sweep Oscillator W/27-40GHZ .......cssssssssssssssssssessssssssssnensees 1,495.00 
V7B-AGNE ee re ee Sweep Oscillator W/2-4GHZ ........sssssssssssssssssessseesseeeeseneenseess 1,495.00 
MONSANTO 
RRR EA. CO OC ce 45.00 
NARDA 
NOLOP- OO BOmamviehee, NWO oso csccsscccarsesevnteesesstcscobecstncbece 165.00 
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Polarad 7-11 GHz Sig SOUrCE .......sssssssssessssssssesssssssseeeeeeseseeess 100.00 
Polarad 1-2.24 GHz Field Int ........csssosesecsssessssccecesssesesceseeeesse 50.00 
Polarad .95-2.4 GHz Sig Gem .....ssssssessseneerssnneneesnsstee 200.00 
Polorad 24.6 GHz Sig GOO ccc ccsccecneesconnaceseraccgnnseosnn 100.00 
: WF Spurious Response Ana, Polarad .............cessssssoccecsecessesensnsee 200.00 
ai ie vas 7 (Car uWave Sig Gen 4.2-11 GHz,Pol. ..........sssssssssscsesesensencesesennee 750.00 
RECTOSTARTER 
VES Rectostarter 460v 200 Spb Ui. ........seeccsssessssscesesesnseseeeeeeseee 350.00 
RFL 
iG Gauss Meter W/Probe BOok- REL .scssovecosseseesnsesnseseseeseee 450.00 
BO carcasses Gauss Meter W/Probe Book- REL .........cssccessscsecssssseeesenseeees 595.00 
RHODE-SCHWARTZ 
| otek: x SMM dala Rhode-Sch. 3-1 000MHz Noise Gem ............ssssscsssssssssseceeeseeeen 300.00 
SCIENTIFIC ATLANTA 
SRAGSIA oo Sci/At DS-3 bit Error Rate Re ...ooccscseeescceccsncecceennsreseeenecsere 250.00 
MAa60 Scientific Atlanta IF Amalyzr ..........ssssssssossosecscccssesessssessssssecee 250.00 
SCIENTIFIC PRODUCTS 
1 IE Se RS Ree Mate WWV Receiver, Specific Prod. ...........cccssssssssssssssssssssssssssssseesee 150.00 
SENCORE 
al aN Re SO Inductive / Capacity Meter .........sssssssssssssssssssssssssssssesereseeeeense 595.00 
SIEMENS 
WAS os Siemens Sweep Generator 70MHZ ..........sssseecssessesssseseceseessesnes 395.00 
WAS ae. Siemens 10kc-17MHz Level O5C. ....-.essssosssocccecsseesssnsossoneceoeere 100.00 
SIERRA 
LAS G11 || Sodan inne Sierra Noise Figure Test Set .................scssssssssseeseessssnneseseeeesenns 595.00 
SINGER 
EN roc sinrcores Singer Electrostatic Voltmetr ...........sesssocssscscceesessessnenssesasesee 175.00 
Be ee Singer Display Uni tec ctcsccece 50.00 
MESES Singer Spctrm Anlyzr 1kc-27MC............scssssssessseeseseeseresertereeee 595.00 
CUB UIE 6 Singer/Alfred Spectrum AnalyZ ........sssssssssssssecssssseecnsessereeseee 500.00 
ETP RY.\ 2 2 ae Singer Spctrm Anlyzr 1k¢-25mC.......ssesssssesssssesssesssssssssesesssenes 295.00 
(U4 ly llp) (eee Tuning Unit 14-150 KHz Singer ..............cccssssssssssseseseeseeeeeeee 200.00 
SPECTRAL KINAMICS 
Sith Dynamic Analyzer- Spectral Dy .......ssssossscsscecsesesessseesssonesessee 450.00 
BUS ce. Spectrascope IIl- Spectral Dy ........cccsesesssssorsccececeececceseseneesne 950.00 
SPECTRA PHYSICS 
SPH AOO eee leds cl ca Spectra Phy. Gas Chromatogrph ........ssssssccscccssssssssseeeessseesseee 495.00 
TNE AB oo on ole ea Spectra Phy. Gas Chromatogrph .........ssssssssssssssssssssssssssssssessee 595.00 
STODDART 
Ti6s) Stoddart Impulse Gemerator ...........cccccccccccssececcececsseecsecseesesesee 75.00 
APOA oo occiscscsccarsceeere Stoddart Auto Pilot Controlle ...............ccsscssssssssccscsssesessesesessere 200.00 
MSI Ae ae Rie, aibeprcbsinsse Stoddart .15-25MHz Fl.Meter ............ccccsssssssssssssscessesscessesesee 250.00 
IM-37B/PRM-T .nn.ssssscsscssccscseeeee Stoddart RFI Meter Component ...................c.sscscscscsscscesseeeseees 150.00 
IME S 2A eretes totais ssrssestariataas Stoddart RFI Meter 375-1 GHZ ..........ccossssssesccsssssssseseseressnneeees 150.00 
IM-BB/URMAZ ......scsecsssssesseresee Stoddart 20-400MHz FIMeter .......c.csccssssssscccsesessseseceeseeunen 395.00 
WMA Stoddart 10-250KHz EL.Meter .........c.escssessssssscecccceseecessnssnne 395.00 
FM DOD  scsossctciericienrtaisccccsnens Stoddart .15-25 MHz Fl.Meter .............s:sssssssssssseseseseseesesees 200.00 
NM=22A arte exes castiosisettowe Stoddart .15-32MHz Fl. Meter .............ccccsssssssssssessescseseeseesense 200.00 
NM SUAt certs Meer tient. Stoddart 20-400MHz F.l.Meter .............csssssssccsssssseeeescessssnsuees 395.00 
CLT RATT GR Si Stoddart 30-1 5000Hz Fl.Meter .............ccccssssssssssessssessesceeeesee 995.00 
NM SUC. oe cs Stoddart .375-1GHz El.Meter ..........c..ccscsessccssosssnssesscesesssrhseese 200.00 
NM-628 Stoddart RFI Meter 1-10 GHz ..........sccssccssssesssssersceecesseseeeeeees 500.00 
BMG 2B-PS cccssiccsiecssascciasnrsnnes Stoddart Power SUDDIV ciciciccccsssscsccscansisscanenssnacsuanae 750.00 
15-62) eee ks 2k, Stoddart Test Set 3.8-7.6 GHZ .............cccccssssssssssssseesesssseeecesees 150.00 
SYSTRON DONNER 
LAAT ee eee 8 Systron Donner Dig. Pwr Meter ...........ccsssssssssssssssessessesceeeseee 250.00 
BISA iii sc Systron Donner SOOMHz Count ..........ssssscccscossssssecceesssnssseeees 395.00 
TOD occas renee: Systron Donner Display Unit ...........-.ssssssssessssesesesseceessssesnee 100.00 
TUG 2/B0G2 cn Systron Donner Spectrum Ant ..........cccsssssvsssesesssecsesseseenns 2,400.00 
AD4Q2DA Sree dhl slt Systron Don Digital RF MW Mit ............cssssssssssssssseeseeseersesee 495.00 
BISOOOA cecaeticummi dist Systron Don Sweeper W/Plug-Im ............ssssssssecscssseeeseeeeeseeesee 395.00 
SO Oe aaa ie Systron Don 20hz-200mc Freq ......sscssesssessssssusssssseeesessnenseeeees 75.00 
TEKTRONIX 
i Tektronix Square Wave Gem ........c.ccccccccsccccccsseseseeccececeseneeseee 295.00 
CEU LYE Up en ee TEK SMC OSC/DC501-4/2236/700 1 ..aesessssssessoscsessvnseeeneen 200.00 
Ghai 3 Bean. Tektronix Low Level Preamp ..........csssssssssssesssssscsssseceesssssneneeeees 75.00 
Ui bse peewee era ae Feber SOONG oo os senses tiara tceicty a nstas.oarnect toe 150.00 
CT Se eee Toxtronit Q’stine:- 28 pate a ee Be 175.00 
I siete Tektronix 0 Scone 275.00 


PN cirsccmsssmscccseces Tek Delaying Time Base Plugin .........c..csccccsssccesssesssssessecesseesse 275.00 


Pi Ee Ma paren mY Pg Fs EN URRY BE 2 ete ee OS cr ca 


es fs 


: 290, Surplus rie “Info/Tech /Intn!: “402-346-4750. 
_ EQUIPMENT: Systron Donner - - Western Efatick 


ree. . HP IF/RF Sweep Generator ae 
... HP IF/RF Sweep Gen. To 6.5 9¢ .......- 


Constont Amp .35- 50m Sg Gen 


—TEKIAT ne Dudl Trace Plug-in, High G 
~TEK-TA2 vsowee Dual Trace Plug-In, DC-50Mhz 
TEK-1A4 .. 4 Channel Plug-In, D¢-50 Mhz .. 
TEK-1A5 Differential Amplifier ................ 


Spectrum Analyzer Plug-In 


TEK-1M1 Maintenance Test Unit ...............ssessss 
TH?) a, Time Base Plug-In...... Fes 
RT . lime Bose Puglia Reis tie 4 
R280 Trigger Countdown U 30me-5GH2 noe Ce 49.00 Reet a th 5 
17 As] bl) pidemdeintins ae eee me O-Scope TU03 edie aawet comes O claecscrincollh Med 65.00 ian. & 
MER ASE cau ic Sareea eee S0ohm Dual Trace Sampling Ut ........sssssssssssessssssscecesesusseseeees 50.00 FF 
LET] eae yte ite ci ede 6.5°CRT/Scope SAZ4N/SA2ON ......ssssccccsesssenssececessssseeeeeeeense 495.00 
95/58 Older “B” Unit ............. pein ici eens COUU 
TER 53/540 Older “D" Unt 25.00 
TESS 546 Older G7 UN cic eee sccecmm eens 2000 Oo be 
TERS BAD Fenrsecechs sorta foter for rie PLY UIE s oceconosivscocoencruaseep-sucecets otc EMME 24.00 soars ad 
TER DUA, e cerinsenee eee TB Watt] | Rea sx i A) 20.00 
IF ES rae partion. O60 CU cg RR, SO 38.00 EMPIRE MODEL — NF-105 
FERS3G Cider "G' Unt 29.00 
U1 EY PORES ae ee 0-Scope, oe oe Oe 175.00 
TH O-Scope, W/ 3A1 3B) PIUQIDS ..sucntnnsnnnnnnntine 275.00 
DER ote cote ee Curve Tracer:575 tain ee et ee eee 350.00 INTE RFERE NCE ANALYZER 
TERSOBI2N Sccecscbtertectceos cosets Duell Time Bose, Used s.....0:sississ.convetconssssceceelicsessslesssc ae 125.00 
(15 07h AW) Waprae rts a8 Programmable Digitizer ...........ssssssscccsesssssssceeseessssnsseseseens 2,200.00 
TRO ae DC-80 Mc Vertical Amp Plug-In .......sscosscccssesssssssssosenceseessesesnnes 20.00 
TABS Fast Rise DC Hi Goin Col Pre ooo csscccsccccscrstzesnctsccesssscsntecnes 45.00 
TER ca High Gain Preamp, DC-20 MHz ....sssoscccsccssssssessnsnsnasssnseeseseesune 25.00 
MER-DACK  ccrtss ccs ctotrcestlee ence Assorted Tektronix Back Panel ........ssssssssssssssssssssssssssssssssesssssee 10.00 
TER CAC ee eS Duel Tree; DG-24 Miz 223 i2 .s,.sacoccccectertveacces teenies 29.00 
TEED anos High Gain DC Differential ..............ssocssssssssssssessssssesssceeeeseeseseens 25.00 
THE Low Level Col. AC Preamp ccccccciccs-sssesccucsesccscmseceoessecsecrserse 25.00 
TRG Wide Band DC Differentiql .............ccccssssssssssssssescessseesevessnsenens 25.00 
TERGRATLE Assorted Tektronix Graticles .........ssossssssssssceccssssscsenssnsestenssesese 2.00 
MERCH. oc spac ccesencteree eter Wide Band Coli. Preamp .......ssssssssssssssssessssssscscsssssssssssssssssessess 75.00 
TEK-KEYBOARD .........ssssssssseecsssee Tektronix BO10200 Keyboard ..........sssossscccsssecessssssssssssseeeeeee 125.00 ~— = 
[16 Biba iemaiee 1 Aira: Fast Rise DC-30Mc Colib, Pre ............scscssscccscssssssssssssseessesesnsees 65.00 FAI RC H : L D E M C 1 0 
TERLDAO? Coe Freq. Analyzer, saat peso 395.00 a TE REBT” CTT EMRE NORTE TRE Gre 
HRM 4 Wace Pro Ampufet occ cccccsscoctesesenanrsesencs 45.00 
THOME coco Pre Ampltion PRIG-1G cccccscscccssoescsscocsscscessrsscccosoncsscnesseont oerecee 45.00 MI ; C R OWAV E O S C I L LATO R 
[3 eee teat het Op-Amp, DC-25 Mc Plug-lin ........sccssssssssssssssssssssssessssssssesesseeseee 49.00 ri ‘ 
TEK=PGO06 on So cectnspteecsele Probe, Tektronix, X10 New W/Tp ........sssccscsssssssssssescecsecesesesens 95.00 : 
11S GL CR RROD AS Rl A tN Strain Gauge Unit Plug-Im .........ssssssscccscccccsssnsecseesssssseeessesesen 45.00 
TES oe, Diode Recovery Unit Plug-In ......sssoocccssessssssscsssssssssseeeseusnssense 35.00 
FTW? ic Vest loud Plug-in cc 25.00 
ER Diff'tl Comparator DC-13MHZ ......cscssssssssssssssssosssssscscnsssssssseseee 39.00 
1 TL Naa mee ete Tektronix 200 MHz Main Frome ......ssssssssssssssssssssssssssssssssssssee 500.00 
BERL GLIAL be tine ct sstcanin dace Program Digitizer 7A16/7B9OP .........scscsssssssssecsessesececssssssen 500.00 
UAW AS Epa tiaat ats 7S11 Sample Unit W/S4 14Ghz Hd ....c.sccsssscsscsssscsceseecesseeeeee 600.00 
TELECOMM-TECH 
HA Noise Test Set, Tel.Corm. Tech .........ccccccsssssocssscssssssssssecssesesssees 350.00 
TELONIC 
HUE Avi rcccesccxt ttc. ce nein Telonic Sweep Generator ....ssssssssssssssssssssssssssssssscsssssssssessessenees 200.00 
peek Aa i «neers Telonic, Sweep; O-100innGccissasthe snc cnaseccssnsncneecsouncensenntecdtle 100.00 weeps 
21 GUT SaaS eda als Telonic Sweep Gen, W/SH-1M .....sssssssssssssssssssssssssssssssseseseseeee 250.00 st 
ont ALFRED - 622 
VENKS87 Velonex Voltage & Surge | Gem .....sssssecsccsecsssssesesesersnssecees 1,000.00 en ee neki ae ane, ap a 
VELNX-V2734 o..ncsccscccsssssssssessvsee Volonex Isolation Unit ccc ssccscece cc esc 350.00 
WANDEL GOLTERMAN 
AAG Lencesrce ccm W/G Level Generate 6kc-18.6mC .....sscssssscsssssscsccssccesesssnsseses 1,000.00 


AT462/463/AF .....ssssssesccscsossssees W/G Level Gen/Mtr 6kc-18.6m¢ ........ss..scsccssesesssssssssssssssess 1,900.00 
{1Z-2 Wandel-Goltermann Fan Unit 200.00 AS S O RT E D 


ah ee spel meng rane es cee" TE KTR O N ix 


SPM-16-BQ042 ..........c.cessessesseeees W/G SPM16 Level Mtr O1-160MC ..........cccccccsscsssssecscssseesssse 1,500.00 
SPM-16-BO070 ........2......-00.00-00- W/G SPM16 Level Mtr O1-160MC ..........csccccccscccssssccccssecseene 1,900.00 
SPM-16-E0095 ..................0:.00--0e W/G SPM16 Level Mtr 01-T60MC .........ccccscccssssscsssecccsseesssss 1,600.00 
SPM-16-FO053 ......cecccccsscecsescesoss W/G SPM16 Level Mtr 01-T60MC ......cscecccccsssseseccosssscccsasesse 1,900.00 Sco PE 
SPMALE Sic W/G SPMI7 Level Mtr 01-1 1OMC ...cc:.cccsccssssccccssecccasueccsavees 1,800.00 ja 
SPM-19-Q009T ooo. cccecsecsencceecce W/G SPM19 Level Mtr 5Ohz-25Mc ........csccvvccscsssssssssssseseseres 2,600.00 P LU G : N S 
SPM-6-ATA63 oor. cccnsecctuncs W/G SPM6 Level Mtr 6Kc-18.610 .......ccccccscssvecsccssssecescassssecee 900.00 

WEINSCHEL 
NB LOA nto keane eee mee Weinschel Rf-Ratio Meter ............cc...ccccecsscccssssesccsssssescesssssesees 795.00 


F NESTERN ELECTRIC 
KS T3388) oe WE Attenuator/75 Ohm Umbal ...........sceccccoscvucscssssvvesescosnevceceene 85.00 


= gnal Recorder 
1 madc full scale 


(EQP)A-356-2211 Brand new Rustrak recorders have 1 madc 
full scale movement. Operating current of 120 vac, 60 Hz. 
Uses WA style 2-1/2” paper (1 roll included). Tape advances @ 
rate of .016 inches / minute. 1 rpm. Uncle pays $700 each. 3- 
1/2” x 4-3/8” x 5-1/2” high. By Gulton Industries. $275 


‘plus Sales www.surplussales.com — e-mail: grinnell@surplussales.com 


Used Equipment Sell Off. 


Fax: 402-346-2939 291 


Surplus Sales is not in the used test 


equipment business. We have accumulated 100’s of pieces from Rockwell 


Collins, Los Alamos Labs and the like for 10 years. We have sold off the easy 


stuff now we need to clear out the warehouse...... 


wall to wall. All equipment 


goes. There are some real cherries here. Most everything appears complete but 
it's all sold where is, as is. There is no guarantee. Come to our showroom and 
try it before you buy it, if you like. But when it’s gone, it’s gone. Compare our 
prices to the competition and you will confirm Surplus Sales has the best prices 


around. We have only one or two of each...... 


Milliohm Meter 


(EQP)BAK-MOM Baker Instruments 
Milliohm Meter with the following 
ranges: 200 milliohms, 2, 20 & 200 ohms. 
4 digit readout. 115 vac input. 4 lead 
system. Just a few left. Real nice. $125 


Don't procrastinate! 


; * ees 
© 8 e« | 


Interference 
Analyzer 


(EQP)EMC-25 Fairchild 14 KHz to 
1 GHz Interference Analyzer. $650 


onion 


Anritsu ME645A 


(EQP)ME645A/D/S_ RF system analysis through 12.4 GHz! 
Complete set of Anritsu microwave including Sending Unit, 
Display Unit, 45 piece Microwave Test Set Adapters + Portable 
Rolling Cart.... and if you order today.... we will include the 


probes and manual. As far as we know, that’s the entire sys- 
tem. Take it home for..... $2795 


ee 


D Spec rum Analyzer 


(EQP)719-2/809-2 Complete spectrum analyzer covers 0.01 
to 12.4 GHz! Adapters and accessories stored in lid. Our last | 
one. Made by Systron Donner. Priced to sell... $1795 


~_ - 


Telonic 


Sweep Gen 


(EQP)SM-2000 Sweep 
Generator. $250 


Scope Carts 


| We are over stocked with scope / equip- 
| ment carts. Over 100 taking up valuable | 


| space. Mostly older, wide, non adjustable 


models. Get that big fat scope off the 
bench and give it wheels. First come, first 
served. Tell us your preference for width. 


We’ve narrowed it down into two groups: | 


Fixed and Tilt. All left overs from the Los 


Alamos Scientific Lab. Shipping can | 
| double the price of a cart so try and pick | 
| itup. If you purchase several, we can use | 


a triwall / pallet and motor freight. 
(EQP)CART-T Adjustable tilt carts. $65 
(EQP)CART-F Fixed tilt carts. $45 


Interference 
Analyzer 


(EQP)EMC-10 Fairchild 20Hz- 50 
KHz Interference Analyzer. $450 


Stoddart 
Noise & Field 
Intensity 


| See our complete list of bargain 
| priced Stoddart equipment in ad- 
| jacent pages of this section. 


| 
SS 


| 


| 
| 


Polarad 
| 7 different pieces of Polarad equip. 
in adjacent pages of this section. 


‘. is 
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5 Beam Scope 


(EQP)5BEAM A Treasure Chest of goodies. 
Originally, a staple scope at the Los Alamos 
Lab, these 5 beam scopes are now out dated. 
Imagine that. You can fire it up for service or 
strip it down for parts. 5 simultaneous beams. 
WOW. It appears to us that +7kv and -3.5kv is 
all you need. The other voltages are on board. 
It’s 19” wide, 12-1/4” high and 21” deep. 


If you strip it down, here are a few of the good- 
ies you will salvage: 
e CRT with 4-1/2” viewing area 
e Welded all aluminum flat frame chassis makes 
great amp or power supply cabinet. Just add sides. 
© 16~- dual A-B 1M pots with 1/4” shaft 
e 5—single A-B pots 
© 10- vacuum tubes 
© 2—6.3vct @ 6 amp transformers 
© 5— Glass Mike HV capacitors 
@ 15- BNC chassis jacks. 


A 3 came li 
Info/Tech “Antoni: 402-346- 4750 


TEK 519 


1 GHz 
Bandwidth 


(EQP)TEK-519 Just what you need if you work 
at Los Alamos and your experimenting with 
nuclear events..... and you need something 
with the speed, and so on.. oh yes, and in the 
70’s. No, it’s not the 70’s and yes this scope 
does have a 1 GHz bandwidth. It also has 125Q 
gold GR connector inputs and a tiny 2 x 6 cm 
screen. We suggest buying one to strip down 
for parts. Now your talking. Retrieve a 
4CX250 and socket, blower, high and low volt- 
age power supplies, transformers, vacuum 
tubes, rf connectors and more. $295 


\° °° TEK 531A 


= 15 MHz 
_ Bandwidth 


en) (EK-531A Your basic 15 MHz scope. 
Ac ie: Letter Size Plug-ins. $100 


Even more basic. 


~Ait heke 


Old Tek Scop e 


BARGAINS 


Surplus Sales obtained over 200 “boat anchor” 
tube type oscilloscopes from Los Alamos Sci- 
entific Lab. Some have a trace, some don't. I'll 
make a deal. Buy one with a trace for the be- 
low listed price and I'll sell a second one that 
doesn’t light up, for parts, for 1/2 the price, 
subject to availability. Call for latter to be sure. 


(EQP)TEK-RM-17 10 MHz, Rack mount. 
Same as 317, except rack mounted. $75 


(EQP)TEK-531 11 MHz bandwidth, uses let- 
ter series plug-ins. Onetimebase. $75 


(EQP)TEK-RM-31 11 MHz bandwidth, rack 
mount version of 531. Letter plug-ins. $85 


(EQP)TEK-531A 15 MHz bandwidth, uses let- 
ter series plug-ins. One time base. $100 


snaneuaneuseuauanssusnesenanensanerenneneneeravenensenananentonsnsnessseuenparansvsnsassesuensnessanenssnenenanconseussassnenegeasenegeonsensensnes 


(EQP)TEK-RM-31A 15 MHz bandwidth, rack 
mount version of 531A. Letter plug-ins. $115 


(EQP)TEK-535 11 MHz bandwidth, uses let- 
ter series plug-ins. Two time bases. $120 


(EQP)TEK-RM-35A 15 MHz bandwidth, rack 
mount version of 535A. Letter plug-ins. Two 
time bases. $160 


(EQP) \TEK- 536 XY scope, requires two let- 
ter series plug-ins, 10 MHz bandwidth. Can 
be used as regular scope with T plug-in. $ 100 


(EQP)TEK- 541 30 MHz bandwidth, uses let- 
ter series plug-ins. One time base. $100 


(EQP) TEK-543 30 MHz bandwidth, uses let- 
ter series plug-ins. Horizontal amp has x100 
magnification $115 


(EQP)TEK-RM-45 30 MHz bandwidth, rack 
mount version of 545. Letter plug-ins. Two time 
bases can be used i in delayed sweep mode. $145 


(EQP) TEK- RM- A5A 33 MHz bandwidth, rack 
mount version of 545A. Letter plug-ins. Two 
time bases can be used in sweep mode. $175 


(EQP) \TEK- f45R eos MHz bandwidth. Letter 
plug-ins. Two time bases can be used in de- 
layed sweep mode. 50% more screen. $225 


(EQP)TEK- 551 TRUE Dual Beam scope, 27 
MHz bandwidth. Letter plug-ins. Has sepa- 
rate power supply. Connecting cable not in- 
cluded, but possible to make. $100 


(EQP)T EK- 555 Like 2 ) scopes. in 1 be box. D Dual 
Beam CRT + 2 of everything. 33 MHz band- 
width. Letter plug-ins. Has separate power 


| supply. Connecting cable not included, but 
| possible to make. 


$200 


(EQP)TEK-R556 Like 2: scopes i in 1 box. Dual 
Beam CRT + 2 of everything. 50 MHz band- 
width. Letter plug-i -ins. Lots of scope! Rack 
mounted version of 556. $350 


(EQP) TEK- 565 5 TRUE Dual Beam 560 si series 
scope, 10 MHz BW. Includes plug-ins. $175 


(EQP)TE K-585 85 MHz bandwidth. 580 se- 
ries plug-ins. Two time bases. $175 
(EQP)TEK- 661 Sampling scope. $50 


gta 3 een A Sag ees os 
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ORDERS: 800-244-4567 oe | Fa 402-34 


(EQP)278A012U02 13” CRT monitor moun eC 
in chassis with complete power supply. Nice 
heavy frame. Nomenclature says “TAPE 
RE”.... recorder?? Made 1991. Brand new,$75 


Spectrum Analyzer 
(EQP)HP-8551B / 851B HP Spectrum Ana- 


lyzer and Display. Old but reliable $795 


Stoddart 
Noise & 
Field Intensity 


(EQP)NM-40A Stoddart 30 Hz to 15 GHz 
Noise and Field Intensity Meter. $995 


From 
Los Alamos 
Scientific Lab 


(EQP)34-12 Radiation Instrument Devel- 
opment Lab made this jewel, originally for Los 
Alamos Scientific Lab, but we can’t figure out 
what you would ever use it for.... except to 
count your Idium. Scientist not included. 
Approx. 20” on a side. $295 


Peer ether = 


UIDIT 


Scope Camera 


(EQP)TEK-C12 This simple camera seems 
to be complete with view finder and Tektronix 
roll film back. We cannot guarantee usabil- 
ity. Sold as is. $95 


(EQP)TEK-C-CPS This setup seems to be 
complete. Lens section, 016-231 power sup- 
ply frame (115 vac) and Tektronix roll film 
back + front mounting flange. We cannot 
guarantee usability. Sold as is. $125 


urplus Sales www.surplussales.com 
agen 


nent: Cameras & Miscellaneous 
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aes 


3.8-7.4 GHz Sig Gen 


tor. Covers 3.8 - 7.4 GHz. 


* ¥ 


9-2.2GHz Sig Gen 


(EQP)SG-11 
~ covers 900 MHz to 2.2 GHz. $200 


Empire Signal Generator 


(EQP)TS621 HP microwave signal sae | 
350 | 


Tek Camera 


BARGAINS 


Surplus Sales obtained over 300 O-Scope 
cameras from Los Alamos Scientific Lab. Some 
may be operational, some may not be. We 
have priced the lot to sell. Buy several to 
hedge your chances. Many more models than 
those featured here are actually in stock. 


Scope Camera 


(EQP)TEK-C31 Basic camera seems to be 
complete. Includes Tektronix roll film back . 
Adjustable f stop and speed. We cannot guar- 
antee usability. Sold as is. $59 


C27 


Tek Camera 


(EQP)TEK-C27 Tektronix scope cameras. 
Seems to be only lens, Series 125, f 1.9-1:0.85 


Magnification. These appear to be incomplete | 
or missing pieces, bent or broken. Soldas is. $35 | 


C50 
Tek 
Camera 


(EQP)TEK-C50 Tektronix scope cameras. 
These appear to be incomplete or missing 
pieces, bent or broken. Sold as is. $75 


e-mail: grinnell@surplussales.com Fax: 402-346-2939 293 


View Finder 


1950’s “Original” 
Scope Camera 


(EQP)LALC This must be the original elec- 
tronic scope camera from Los Alamos Scien- 
tific Lab. We have about 50 left. Tag pic- 
tured is one of the few not pilfered from the 
cameras. They are electric, most have been 
modified through the years and we really 
can’t be sure of their age. Great conversa- 
tion piece. View finder tube is on side. Four 
bolt pattern on mount, 6-3/4” centers. $45 


Tek 


(EQP)TEK-C53 Tektronix scope cameras. 
These appear to be incomplete or missing 
pieces, bent or broken. Sold as is. $50 


(EQP)TEK-C52_ = Tektronix scope cameras. 
These appear to be incomplete or missing 
pieces, bent or broken. Sold as is. $75 
(EQP)TEK122-0929 Optional Tektronix roll 
film back as pictured on this camera. Sold 
only with and at time of sale of camera. $35 


| Tek 
Roll Film 
> Back 


(EQP)TEK122-0929 Optional Tektronix roll 
film back for C50 or C-70 cameras. Sold only 
with and at time of sale of camera. $35 
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TEK006223805 Tek Rotating Dios eer 
TEKO10662700 Tek 32 Pin DIP ROM Probe Ada. ......sscssssssosee 

TEKO1 2040300 Tek Cable Assembly/7A42,7D15 : 
TEKO1 2053200 Tek 50 Ohm Coble/5010,505,510 ..cssssssssscscsossecsnsessssesesnseseenenesaees 39.00 
TEKOT 2065501 ...ssssssccecccssees Tok Load Set 10 X 40 Mn cessssessocnecoereesooeeseneecossesnensctsveonpecle oe 

TEKOT 2100000 ............sccceeeee Tek Cable Lead Sot 12 Wide sc.scocssssosssceossscsnissocnsoseoneeseusnesesstiss te 

TEKOT 2108100 ......esesessssesssee Tek Lead Set/ T2RM71G) oc 

TEKOV 2110500 ......sessssssssssesns Tek Cable Assembly Fits 12RMA1 .. 

TEKOV 2127600 ......sssssccceceeee Tek Cable Assy/Fits 1230 ..scscscscsesssssssseseesenneesee 

TEKOT 3008500 ..........cccscssceee Tel Probe Tip sci ibicicsbesetesinecactetla lth a 

TEKO1 3009600 ..0.......ssssssssssss Tek Tape Adapter For 240 .......ssssccsssesssssessessecseneesenneneuevesneeasenses 

TEKO1 3019800 ..........cscceseeeee Tek Self Test Adaptor ASSY ...sssssasssenssoerssseseseerssensiftssees 

TEKO1 5046600 ..........csccscsesee Fok Connector Modile oc seccscecscsecenccsses 
TEKOT5101500 .o.......ssscccsseeese Tek Delay Lina / SA-SO-5) ooo oo eect : 
TEKOT 606060 o.......eesssccccssee X-Y Output Module 016-0606-00 ...scscscusscsssssseerramersseseansasere 125.00 
TEKO1 6061200 .u0u2.....ssssssssse Tok Carrying Case / 314,335 \.aacctstcsecsssusSeeise ste 90.00 
TEKO1 6073200 .0........ccccccosee Tek Print Hetad Maint. Liq ...csos.ssccsocesoseuteieseesteceuslistSecdos ccc 10.00 
TEKO1 6073400 ......eesssssssseseees Tek Ink Cart, Yellow 4p .....:.sctes-oseidscscmetetcscet go Soo 8.00 
TEKO1 6073500 ......sssssssssseseee Tek (nk Cort, Magenta 4k cc:scsesscssencsccscn 8.00 
TEKO1 6073602 00... .scccssesesee Tek Ink Cort. (yon Aoki 8.00 
TEKO1 6073700 oo....esesssesssssese Tok tk Cort. Block 4k 8.00 
TEKO1 6084201 ouun...sssscssseee Tek lak Cort. Yolow 5.00 
TEKO1 6097400 0... sssssessesee Tek ink Cort, Block 7.00 
TEKO20010100 .....sessssssssssssee Tok Component Kit 45.00 
TEKO4011 2001 ......ssssscceseeeee Tek PC Board/2213,2215 PS Mod ..cccecscscosecssissioSscsceseyrsscestarrs 580.00 
TEKO401 20302 o.......csecscesseeee Tek Probe Upgrade Kit / P6201 ....isssssssscssssssssesscssnsentecenesesesunasen 140.00 
TEKO40132700 .....seessssoscssceee Tek Power Supply Mod Kit/2205 ....ssssccssssssnsscssnseersnesesusesecusereree 20.00 
TEKO40133201 ....cssssscssceseeee Tek VGA Vidoo Circuit BOOEd ccc seseescseceeeceeresr errr ere 480.00 
TEKO45002000 .00.......essssccsen Tek Repokemontt Kt 20.00 
TEKO45011902 ......sssssssseseceee Tek Special Replacement Kit ....cscocsscsssccsssssssssonensserennsersanesevssrese 195.00 
TEKO45012400 oo..osscsssssssssccene Tek Special Upgrade Kit /370 so. ccscscssaccrrsoseesscece-sesoareercesscseconeoos 55.00 
TEKO45012701 ooo... .ssccssesssceee Tek IC Set/370 Frnwmete 35.00 
TEKO45015702 ......ssccscscseceee TR EPROM / IAN 60.00 
TEKO45020400 .0......ocescssseeses Tek Fan Repl. Kit, 2245-67 00 45.00 
TEKO45020401 uuu...essssssssssssee Tek Rept. Fan Kit/2245-2252: 0 25.00 
TEKO50027000 ................00e--. Tek Pot W/ Knob For 453 oo ccsccccesssesercctsnetes 18.00 
TEKO50046300 oun... sccsseee Tok Field it,6,2m/ 6.809 R05 $ cosciccccsccicrcesececc 15.00 
TEKO50047901 ouun..ccssevssseseee Tek Scope Diodes 544-547/556 .cs...ssssssososscernrersevsarsoverenstareevsnsersee 8.00 
TEKO50127300 ooun..scsesscccssseee Tek Volis/Div Sw Com Assy oo 80.00 
TEKO50142802 ..00n....-ssscseee Tek HV Transformer / 7824 occ ccsccescostscieeesseicccsbccctee 160.00 
TEKO50152800 ..0......sescseseee Tek Upgrade W5t/ 497496 20.00 
TEKO50160605 ........0.......000... Tek Cables Only/ 050-160-605 cccccsccoscossscoosccescecsscessensecosesenncesseee 25.00 
TEKO501 70500 on... eccssssssess Tek OC Offset Pol / 7512, 50.00 
TEKOSO1B4 101 oo.cesssssssssssssone Tek Repl'mnt Bott/211,212:214 195.00 
TEKOSO201 101 woe ceceeccsseseee | CCl eee io WE ee 20.00 
TEKO50211200 ........sesseessesee Tek Swiiiakkt 25.00 
TEKO50215708 .oun....eeeescssseeee Tek Repl’ ment Ports KE/ 2290 i carercescssaccassonsscecceresbes eee 250.00 
TERO5S0222401~ Tek Attics Repl. 0/2430 45 150.00 
TEKO50222904 on... scscssssess Tek Atton Paris KA/11A32 4 2 295.00 
TEKO50224102 oo. ceccssssese Tek Transistor Repl/2245, 2246 oo 46.00 
TEKO50229601 oun... ceeescsssseee Vek Ports Repl. K0/2745-7246. 85.00 
TEK050236202 0. co..cessesssseee Tek ROM Upgrade/11A32,11A34 ...sssscssscsssssscssesseoceuesseesesusnnssesensneeee 78.00 
TEKO50262703 0......ccccssvssseses Tek Fon Replacement Kit 15.00 
TEKO50262704 .....csosccssseeseee Tok FAN 00/2200 2271 2796 22.00 
TEK050284700 .0.0...-.csssscsssee Tek Regulator Cir’ Bd Upgrade ........sccsccssssssccssssssssesesenssersnsessvensees 300.00 
TEK067056200 «0... .esssssce Tek Cal Fixture Input Adapter .......sscsccsscssssssecssnceconnsnsescurenesaessnsnsees 55.00 
TEK067061600 ..........sessccssce Tek Col Fixture Plug-in Exind cog 800.00 
TEKO67064502 .........csssssssseee Tek Colfort’d Fixture Phage ccc acs 280.00 
TEKO67074200 oo. cesssssssssssssen Toke Col Fixture Ext Coble 100.00 
TEKO67 10490 .......sesssssseseseeeeee Colib. Generator 067-1049-00 o......ccssssssscessscssssssesescrsnarscnssersenneces 125.00 
TEKO67107100 ooin..ccssecscsseeee Tek Extender Bd/ OF 150, 235 occ 440.00 
TEKO67 120299 oon... cceeeccoseee Tek 1240 Coble Sel 60.00 
TEKO70372200 .o....sssssesecssee Tek Maral & Cables/ SOM30 ....cscssssssocscconsocesnsssernsscsernsesemntsseee 50.00 
TEKO70444000 00... esses Tek 404}201 Graphics ROM 200.00 
TEKO70449200 .......ssscscssssssee Tek 4041 Plotting ROM Pack .....sscoosssscsosssssosensoseevsceessoucenensepnsessnee 200.00 
TEKO70455900 ....ccssssescssssseee Tek Signal Proc ROM 4041RO3 ...s..ssscsssscssssscseccecneceeseneereenenseeseeveennes 250.00 
TEKO70469900 oon. sececccseeeseone Tek 4041 RO4 Ufility ROM Pk a.neesssssssscssccssceseccecessnssaressessssssssssesuren 250.00 
TEKO70684400 oon. eee Tek Firmware & Instr: 1130) 0 cc 20.00 
TEK101009600 oo ccsscssessee Tek Decorotive-Trim / 24,062 ec a 10.00 
TEK1 05033800 0... .cescsscccoone Tek Latch Assembly/S1,2,3,4,5 .....cscssssssssssssscscscceceseseesseesessssssseseeeeeees 20.00 
TEK105042100 .ouunn...scessesssee Tek Switch Actuntor’.t::3:<..ditesh-d.-icchte 0 ae oka oe 3.50 


Info/Tech./IntnI: 402-346-4750 
TEKTRONIX: Spare Parts, Accessories, etc... 


> Pom 


ORDERS: 800- 244-4567 Fax: 402-346. 


TEK105042300 o.oocescssscccscsce \c 
TEK105047000 oo... sees. Cam Assy/ 
TEK105051300 ooo ccccscsseee .. Tek Paper Stop Fo eae 


TEK108007200 Tek Coil Radio Frequency _— 

TEK108010800 Tek Transf ae 
TEK119021507 Tek Fan Kit Fis /8301 ‘a 

TEKT19026200 Tek Crystal Osc., 5 MHZ ....ssccsee 


TEK6701 66302 Tek Sweep Card- 485/4851/485, 
1EK670166402 www Tek Timing Switch For 485........... net 
TEK670170202 Tok Circuit Car JAS TANG sscca.-sscencssasrsen-essteonnutiinesamanlll 
TEK670185400 Tek Greuit Gad £7706 oo neccreat olathe chal al 340.00 
TEK670215009 0... essesesosseon Vek Clrevit Geared Foe 2004. cccsasescnneonnnectenenesrenenins 800.00 
TEKOZ021 5001 cceccsessseccee Tek Digital Delay Bd for 7D VT ...scsscssssnsssnssscsnsssessscnssssneesennee seveeee 800.00 
TEK670216502 Tek Grevit Cord For 7015 ois eal 100.00 
TEK670222601 Tek Power Supply B’rd For 213 ee er 
TEK670222602 Heke Girenstt Cored Fak 259 cc ceocdasnssssenccecuraseeenens dee 800.00 
1EK670222702 Tok A/D Converter POBG 233 ccc caneae eee 225.00 
1EK670229601 Tek PC Board /040-1203-00 Sys .....ssssscsscssssccsssseesneeeseensesenneeseenees 150.00. 
TEK670230304 ...-eccscsoeesenn Tek Grouit Cord / 613, 613) .ccscsseccccc 
TEKG70231008 .ccscccccscsce Tek Circuit Card/ 7424, TADG ..ssscscncntsee icine 
TEK670237902 ....cecccscscsssesee Tek A-D Converter For PIO) ccc ecscsoecsse cect : 
TEK670238000 .......ecccsssossn Tek Grevit Bd For RS Agi) cece 00 
TEK670238201 ooonssscsesscssoseee Sample & Hold (B/ F-15 Acrft | 
TEK670239001 Tek DPO Controllet ee saoren 
TEK670240511 Tek Grevit Cord For 212 0. icsccssccnssessesosecscc 
TEK670241301 Tek Cir Bd/5403,5440-41-43-44 E 
TEK670247506 ....ceccccccssssnsse Tek Grevit Bd For SB42 oc cossssscscpreecseseec 00 
TEK670255300 oe cesssssccseee To Cable Assoinbly/ 79038 cc. aonnsacoosnntbacessgglineeastaote 00 
TEK670265404 oan.s.esssssonen Tek Printed Cocuit Bord © ..........._...cacdeaauieiteamuunal ; 
TEK670274100 on. ececccsesssen Tek Power Supply B’rd For 214 

TEK670279201 oon...essssessssssses Tek Power Supply B’rd For 214 00 
TEK670280800 eee Tek Storage Bd For 464, 466 ........sssssssssscoseeeeesee 00 
TEK670284303 ou... eeeseesee Tek PC Card For 7623 (Pulled) <..c.ccccccsessecscsccreemecseseeece : 
TEK670300806 ooo... .ccscseeccssone Fok PC Boord for 15025 ens 00 
TEK670305200 0... esccscoensose Tok 221 Amp. Extender Cord oon aseocecocunncoterstino core 
TEK670307304 .....eessssssessesee Tek Circuit Board For SG503 .........ccscsccsesssvsccsscsscscesssssscssessssssesesesessee 
TEK670315402 Tek Circuit Gord/ 7613, 7628 coscicsiciicoscetccec 
TEK670323015 ..csseccccescsoane Tek Main Bd Assy / P6506 re 
TERO/0527002° 20. os. Tek Circuit Board For 7B92A oceccccsscceecesescoerce 
TEK670360400 oun... eee... Tek 213 A/D Extender Cord 
TEK670377402 ooo ceccccccssssseee Tek Plug-in/. 335 ce f 
TEK670381500 uu... ccscscseee Tek 213 Pwr Sup Extender Cord 52 foe scnnocececranerecreenes 50.00 
FERGTOSOS) una... Tek 221 Pwr Sup Extender Cord oo cscccsccsesseseccce 50.00 
TEK6G70405200 oou.n.esceccccsscsce Tek Extender Card/ 221 AMD ccccscisccsscsccessecccve 20.00 
TEK670441200 oo scscsseeeeeee Tek Girevit Bd For DE502 02. éscccocccossscccceersecssccceses 20.00 
TEK670444500 0... .esccsessccene Tek Sub-Corr Input Board/ 1410 ....sssesccsscccssssscscrnsssscsvsserseesensseseeeees 70.00 
TEK670445100 ooo eeccssssesesone Tek VIRS/Black Burst Bd/SPG) ....ssssssssssssscoscssssscsssssssssnssssesceceseeseeseees 200.00 
TEK670445102 oc. cccscsseeeeee Tek Printed Greuit BD/SPGH cc ceneeecoteeeccttte 210.00 
TEK670445500 ccs essssseeeee Tek PC Boord ..scccsccscssssseeccussnsericccc cowie 85.00 
TEK670503500 oo. cccsscsssseeseee Tek Circuit Bd Assy/544054410 0 55.00 
TEK670516701 uuu... csssseescssee Tek PC Board For 67-0587-02 0 2,800.00 
TEK670566704 on... eee. Tek Vector Gas Board / $054 oo -..cas0..s0sssoessovsnnnnndbuhcedapsesblbon 500.00 
TEK670567204 o.ccccceccscssseeee Tok Disniny Cont Ba/ S054 oor... ccncsrseonarcoreecerseeeseul 330.00 
TERO70573103 00.0... Tek X-¥ Position Bocrd/ 602 ........sccssssscccssssssssseseecsssssscesseseessnnaseseen 300.00 
TEK670603800 0... ssses..-. Tek PC Board/7002(Ports Only) ..ssscsscssecccescsectcre cscs 200.00 
TEK670608700 .....s.escsseeesee Tek PC Bd/ CGS001, CGSSTAP oc 10.00 
TEK670608810 02... cesses. Tek Grcuit Bd For (G5001 cc 1,100.00 
TEK670621600 0.n.....csesesessee Tek Circuit Boned For 6068 5c cscs coches 460.00 
TEK670637602 o...ccceccssssees. Tek Interface Board For 468 ............ccscsceccsssssesesesecesseeesessesseeeeeess 1,900.00 
TEK67065290) u...c.ssseessenen Tek Vert Out/HV Pwr Bd/2335, 6 .....s.esssssscsssccsssscecccccccrssosseseceseenenses 695.00 
TEK670659100 once eecccsssoee Tek SCSI Cont’r Cord 4112-16 ccc 650.00 
TEK670673805 .....cssssesesso0n Tek Trigger PC Bd For DAS9VO9 .........ssssssssccssssessssecceseesssacescesveansensers 750.00 
TEK670674308 oo...ccssesseessen Tek Data Aquisition Bd/ 91AQ8 ......tscsssssossoocsscecsecccuesvesssssnnseceenesee 2,400.00 
TEK670675000 0.0... Tek 1/0 Options DASSVQ9G2 occa scacncsnaonccccencesheoeects 150.00 
TEK670675102 oo... eeseessssseone Fok PC BD & Sack Pints sick cslraccenscearerctecreececda 75.00 
TEK670686801 oo... sees. Tek Atten Sweep Assy For 2215 ..aaesesssssssssssccccssesssssssssssssenssesseseeceeees 1,100.00 
TEK670686900 ooo. esesssescessee Tek Alt. Sweep PCB For 2215 125.00 
TEK670692604 oun... ccsssesseeee Tek Processor Bd For'634 uc sc 450.00 
TEK670703603 ....cccsssecssseenee Tek Read/Write Memory 404] .....csccossssssceccsesseessusvsnsnsnnserareeseseeverees 250.00 
TEK6707046 .........ssscssssccsessee Tek Circuit Board; No Chips xiii cassesiebtbe. tu es ee 85.00 


TEK670704604 .........esssssceee Tek Std 1/0 Board, type 404] .....cssssssssssscecssseessssersnsseecnnreeeneseee 990.00 
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HPO131161100......... 
HPO141521202 
HP0190061614.... 
HPO2116-8176 ... 
HP0262060205...... 


Tek 1/0 Conn Cord/DAS910902 «cc cssecrnsseecnssretesnssee 
wee Tek Catrl,Tirnr, Mtr Bd/' ones 


HPO532860026 ..........sssccossess HP Display Board Assembly ........sss.ocssessssossscscsssssssssesssassnsseseesnssssee 240.00 
on 330.0 HPOGO0280091 ..sscsesneen PEP Pra NOR resccecarsunonietbencgevevare 130.00 
kas SRT SS eae HPO790660102 ..........cccssseceee HP Drive Control Bd Assembly ........ooccsscccssssscsseseessssersesesessseseseesene 145.00 
ae. : HPOS4 12600 Bres HP Plag fae Rn nn csseceenneerenictecctoerreneee 15.00 
ee HPO850360044 .........ssssccoen HP Extender Board Assembly .............c:.sscssssssssseocescessessnsnsnsonsneseseeeees 28.00 
ee rrr HP0875660042 u..........sseccssssee HP Pulse Generator Kit: Opts ics csesscscacscccosncssdcocthesssssesoosseeesasatuesteseons 55.00 
racer ses «aay po y+ aaa : HPO950060954 .....sssscseseee PCCD ASHIDN tc 190.00 
ERO/QOU PUL o....essseeesseeens @k Circuit Board For 336 .......vsesssesseessesnserneeensennsetneteneensnnesnneene . HP0981067930 .........eccccsseseee eae Se oe cos ee 
QSTOBO9201 nce Te PC Bd Hori Output / 336 oven belie te abit tan ten 
670809 602 inti (09 | APVO27766501 nnn HP Probe Interface nn nnnnnnnnnnninnnninnnnennnsn ; 
& = Tok Time Bose Display/2430.2...................... HPIOZ7E HP Probe Adapter/1615A-1610B ........-ssssssossscsssnssscsseseessssseeeeevess 385.00 
_. Tek HV Supply For 2430...... Co HP10833€. Cn. 50.00 
: Ter Mod Kit Option 25/041 HPI20A8SE. Bir secuieoctaet: SOUIG: og a... 3.00 
eee, oa a meat ped ive HP12531@0025 HP eleoranter Boel crc cheennsssnenanneeee» 65.00 
seesesneeennseanennees ek .oM Memory (a Upt wo A Een i ae tite il Plug- - op ee SS hee ae eI 
K670862004 nn... esesssssess TI RO ak Sn vncensaaasctcrnk ; iba i _ = i pian aks 4 
£K670864604. iinet. 09 | HP2100-3003 nnn F RES. Sk nrmnemnnmnmnnnnnininrneninninnnnnnn 
670870500 ............... Tek Al3 Sweep Interface /2230 CC : HP32-107 occa ocrcscteteace HP Adj PODOTNG POON jks shiapststacsiccccsttcssascscctesdicccxsechgetnsnoen 75.00 
FK670874206 oeccccccccce Ti Ccuterdinhll : HP45-1022 HAS ODO NOM BU ne es ae, 25.00 
670905200 Tek Control Bd/2445,55,65,67 ...cssssccsscsssesessssssssssssenesseeesesseseeeseussses { HP6933560020 ...........csceseseee ey PU MOe Rete tee ee ce eee 70.00 
| opt Sal be fading eg Me) 1 2k . HP82901 66508 ......cssssssssssssens HP: Flonpy Controllencicssitiesientcccssiestsoniteorcssvontviovescnnsnvaresedbers sacs 350.00 
vo OK CirCUit BOOT ..nnreermenrrrnteenenentenenteinenentnineetntnneteennte HP9T00-1350 occecensesnsre HP Wranstoriner Audios oe Meteo ie 195.00 
TEK670927904 Ver Distal Control Greuit Be ccs ccecescecgcctccsonncascecscnentctoceoenonens : : 
a DGadWidk eyed pole UY Come 2X B25 NO) Me oe sees acvssrccecceestlstircreecreeeeerettie 20.00 
De eae Wee MA Romtiout/2445,55,05,67 ccc 
TEK670962700 ......sscssscsseseeee Moa CACM BU Wj, COU nee ope eee ec Dacccseordkewsecnonete 
TEK670974605 ......sssossocceceeee MRE OT SUR Bel fOr 2A SONG se Sees re aenacc sncctcceeleccsovnccetacsss 
TEK670974617 ....ssssssssssssssess Tek Proc’r Bd/2440(Parts Orly) ........-.csccccssssessssssssssecsesseseeeseeseessnenssets 
TEK670974804 .......ccccscscceseee Tek HV Sup/2424 30,31,32,39,40 
TEKG70974901 .....sesssssccsseeeees tex Side Bord for 7430. 
TEK670990200 ........csccccceseeee Tek Pw Sup/2424,30,31,32,39,40 . 
A A Tek Image Processor Bd ..........+...0. 
Bae ce... Tok Gircuit Boor For 4G9SD Nec nexcessscscnsnrecsenecescecdserenneeees 
& eee ame CCPL BONIT FOE. 2229 Cl sccannssstsescsasesescinsdvotesestoute 
scbccicloasesteasian Toe Circeitt Bot FOr 2225 as ci cccstseeecerseeereets 
es Bak Low rnd Quick CORR As cceeeescrreseege 
ees Tok Girevit Board For PGSOGA <...ccc..ssccscssesosccoceoseveovsascosesareeveensccesceves 
te orectens POMS PUTIES BUISO DISONAY J 24 :blnscre. secre tas veeeccscacosscnconccnocseccocseccoscostentens 
TEK67 10491017 oun... eeccsseesssee Tek Main PC Board For PGSO6A ........sss:sss-cosssvsecsssecssssssssseseesesnneeeeenseees 
BERG G2 OUR csc.c..ssnss. PAO ec Oh) || er 
TEK671168200 .......ccsssssssssees Tek PC Bd/ PG2010, 2011, 2012 ... 
TEK672046800 .........essescsseeee Dual Channel Plug-In A-2 ........s.s+-- on 
TEK672103502 .......csssssssssseee Tek Read/Write Borad For 404) .........s.sssscsssssssssssesssssssssssssssssnssssssses 
TERGT 2103503, .sicssccccsssscosese Wok Circuit Boer For AQ4) roc ccsssssssenceonscseseconevesiots 
TEK672103802 .............s..0000 MOK LUCIE WORE, POEL See eID. a cesscecssevesscssecctarereecartieceooea 
a OPIN ILA ee Mew AS Rovinc homed -FOr EGU pe tes Sa ceseccautscacascacccasctescsewe eek 
TEK672116200 .........c.cssssssses- Tok PC Borrd/41 12, 4115.9) 4 occ cecccccscscccssccescctcessacnecoreesceareaioce 
TEK7854PANEL o....sccssccccccecee Waveform CAIC Pamel For 7854 .....sscsscccccccsscscescecsecssccescecscseseseeeeseeeeees 
TEKDO26102 tek Corson & Recuoul/27tl 
TEKDL505W TER DeSOSW POW Or SODEY cccst ects spacers csescececeneeesecuceecesenestarcaa 
TEKF576801 .... Wek PRINTED Corcanit Beit oof Secs cco as encceSonscerecansmnccneo ca 
TEKF672102 Tek Power Supply Board, Used ..........-.sssssssessessssssssscsesseceesessssnssnsssssees 
TEKGO294 01 oo csssssscosssseee Tek PRINTED Circuit Booed coo acceso csstcarsevesrnseererere 
ERGO ZIOO? cccccseccnscesesesneners Tok CRS70 Diqtal Potton BE 
TEKGA868003 ........ccecessesseoe Tok Root Panel X-¥ Plotiet 2 cco a 
TEKGB862904 ......cssssssssssssssse Tek PC Board W/Front Panels ............ssssssssssssssssssssssssssssesssssessssssssesesee 
TUN) 2 eee Tek M41A1 Amp Module Sealed Bg ..............ssssssssssssssssssessessesseeesnenssee 75.00 
UD ee Tek M41A2 Amp Module/Thermmocp ..............ssssssssssvsssssesssessceeseeeeesessss 75.00 
FERRO 2908 occ cose Tek Fromi Foosl (C Gourd 75.00 
TreQ0s/20) tok Protec tac food. 75.00 
Meee 090) ek Sweh bootd s 135.00 
mAnece ce OT a | Derk ear ACA cele ata tes doe wee 22S 395.00 
ER RAD ODO Sirscschcrsvecccscectasosre Tei PC Bond. For SC503 sree Gr ee oes 175.00 
REI 220 ee Tek PC Board 7 UNE Frosting Sr eee. 75.00 
pee 79550) Tok 5400 Resdout PC Board sc 75.00 
TEKRL319900 ......cssseccccccceseee Tek DMSO) Sodtd 100.00 
TEKTOPOUCH .......cscsscccccecesseees Top Panel W/Pouch For Tek SCO ......sssosssscsecssssssscsseesserssensnseteneennunansene 25.00 


WD OO7AWAZ .........cseccssceseee Wetter Digntal/0 Cards ees 65.00 
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-CRT's: Monitor Tubes, Etousi: 


Seeeeeeeeneeaeeeneseeeneoerenesaseesenssnensenessssassesessenesasesesenenennaneneens Edo 8 f GRIT DE £ cc ccccnsccceceeceaceeeee 
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aeeee even WINE, FOR, TIQOTUWLU TL cescorscecenssereesscnncecenccnenesvecsconcsscnsevccsecensve PIU f FURSOLE YD cccscecsc ccc ceceeeee 


seenwwcvcccoccosoacoscoooooes MANET, BUN, Tat TEU FT & cccccccccecececcccscscccssescccoscsseoccscosssosceosesoeess PMC = = | EM SPUD UAL covcccnsvesseccccscvccccencccccsocs WINE, LED I cscccsccccvccssccecces 
Stee eee e eee e eee eeeeeeneeeeren * seer Aeeeeeeeeeenen 


trtseneerensenveerevensensens WANE, TUM, Ett UU FTE senvercerenes 


SAORS Onsen eenensensesensonsen 


APNOEA NORA eNeenesneneeneee® 


95.00 | — TUCTMIS "Rr : 
Lrnclesiadlecoglteesdit. CREST: 107151 T00 Rew Costs. 5), ceoamee ee Stree i . ~ CRT, Thomas 7" Round X 9°L. 
PTR arn | ee ; ani Pulled 


srescesesereessereerereeseees MANE, LON, ROLIUIIUUIUL ..sseseseerenverererereerrerereeereseerenereeeeersereeres 


Seeneeneeneerensenennoerenees 
senessersenscncencecorsencens Witt, TOA, AOUILMIUUINE £°T cess. 
seasencusonsenounvenonsensene NAME, EMI, TAGE E UM FEMI A bod sencvasenvessssvarvsassuncoasvassevsgunsiness ew (2 f SMINTU LUTE DF asnssaresccccvccssscsesstouasencess WANE, MULIUIIE oases 
Feet ee eee ee neneneeereeenereeresenees Annee nn eereeeeeeeeeeeneeeeepeeeeons ee de : oe ; neue ‘ SHONSORSHRAESOUSSOEROESERS ONO ER SOS SO SS GES eEBeENeNeneenD 
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TU¢ DAP escrcseecssonsnscrmersinscens CRT, ROA, with SockOt ck ONL CICDIS IAN) CRT Ampere 
a a aE TUC DISaTB cesses CRY, Amperex ...... Mu 
eee if : 95. TUCDI4-251GH/A ooncscccsccccesceee Bt 

ren = ales fe (By east ain 0 da 2.000. WODIGSGh te CR A ne 
300907... evn 

TOCQABPTT 25. TCGLS. FED tse 

TUGSADPS1 OM see) fk ICHPSOAG NIG 

TUG SAP TL soccancsnecncoescnotccacetsee ORT seserchigcs thie corn ee mee OV Teen Ok go gee ed 


El a | RMN SiMe edisy ok A 
TUCQDPE i 00 | WeCepsong-soy?, i HP uth i 
TUC3E34P2 nO a 75.00 TUCHP5083-9054... Ti os 


TUGSESZPT coc RE 250.00 TUCHP5083-9182 oa... CRI, HP cscsnsstslohibuatsincs 

TUC-SEPL sees ccc iene at. CRT ee eerie nie ie, NM Se an ee eal f TU IPP DA... .coucesssclecsssososssgseeseecsovese CRI, 9900-00-1 14-4677 cncc.cccecctsn one 
TUC-36P1 CRT eee et, ee ih ae tee { TUGKIOS2Pl hee... (RT DUMOIE ...cocescsoccsesccossscccecenseleteessteetetieieeienene ane 
TUC-3HP7 cp(R NeWROA ae : TUCKIOSOPH) CRE, Dumont .2ccuss:escessareasicssens accesses 
TUC-3JPIA Ces : TUCO GPT oo cescccccccscccsessecce (RI, DUMOUE coscsccsssscssiccsorsecssccicieeec 
TUC-3JP7 ..... cg URL (CURT | es ait (Hi Used, 2600 
TUC-3WP2 .. CRT FURL EGP LD cccsncessscccnvcsscccooncscsecs CRT, Used , 4GUR so 
TUC-4NP7 .... ne FUG RI SSOP A |... .ncsscccceseoonsceooonvecsoed CRT, Dumont 22 siscbcsaidedussash delice, 
TUC-40P7 oo : FUCK SBBP TT on. .cccess.scsescssnneecore CRT, Dumont, New, 2 Gut. ..:..ns:.<lcr0<.ncs-carchesancee eae 
TUC-5083-0353 oeecsmecc CRT New Hewlett Packard... 695.00 FUE RCISBBPTI/U ........sucz-cconovcssceoce (RT. Dumont, ' Used, 2 GUD. sncseaniesiedbeenstacectete ae 50.00 
TUC-51902500 E{ 4 000.00 FA RCIRISP TT scccsscccosssccocceossecssentce CRT. Dumont 5 Beam, Pulled uc 75.00. 
WOSUNPTT Ct Pe eer 45.00 Oe Sade tet tcceapaiie oder Ch Sool#2372, 
WOSHCH CRE NOW cr enc 75.00 Te ee eee CRT Sorin 2900. 
TUGSIUCH Us CRY, USO sccsenccecessocdeessnssishe tn scscerceeneleneli 50.00 CRIS csccsssccscscconsecccccsescoccvssoons CRT seria se soefetaeahicnsenrteeictt 
TUCSTUDPT ce aes CRT, a ConditionPulled .:2.:....ecs-sccoocsooscsesoseeorccoees eed, 50.00 TUCMEZZIPT LX cccsscesccscosssessoscsssacl CRT, Magnov ; 
UCSD es ene. CRT. IE eT pac aly ke SS? col SAR iat: 30.00 TUG] 324-P31M uu....cssecccsscesccesceoes CRT, Mayo, W/Shiield |. sscssscsn tessa cee nee 125.00 
TWOSHEPIIA CR NW es 65.00 TUGIATS05-PST nnn. sssccssscdeetercrccee CRT. Ma a credo 45.00 
TUCSSRAPIT its <r 50.00 TUGS ZIRE] a. ccsccsssaiueecucs ce CR 2 ational 9-1/8U) cc 50.00 
TUG5526lo CRU Amperex NOW 350.00 WUC 4SP2 oie CRT. Like New 543-47009 ooo. oc 75.00 
TUC-5640-348042 on. eeccccsssseccccssnne CRT. TER SOA 20S Se 75.00 TUG SAP TES. scscorvveseonvcscecsesssses CRT, Tek iJ 2) bell ol ih as rr 50.00 
TUC-575R458HOT on.ocanncccscccssveccecnees CRU West, W/ Stub sects 2. scnanscesoesvecsonensssssnestieces os 75.00 TUG T4556 occ oc ee ee CRT TEK (38-7 5.05. dnscaQeacaok Scat 2 oe 125.00 
TUGSABPT ee es ees CR RA ee ee 25.00 WUGH4530-16-T eee CWT TEK 30-6 cic 100.00 
TUGSARPT ae a er ON SN RARE nce ce 35.00 TUC-T4530-16-39 ooo... scoecscccssccocovesceoe CRT, TER: B9L icc cocccccsccscissaccccieestces cc 125.00 
TUGSARPA CNW Goo 75.00 TUGTASS0-P96 CRT, Video Color. oc 150.00 
TUGSADPD CRT, RCA WS 15.00 TUCIAS 30 P97 occ CRT, Yellow, Video COlOF COFP vscscscccsccececneceenecorcocn 75.00 
UGADITS ee CRT crccortissoceaiseacerae en ee 25.00 NCS eee CRT, TOK osccrectctee eecercroneseee eee 35.00 
TUCSAD PS 3 ccs en, CRE Dumont socio Chee Ue ee sie ae 25.00 JUG TSOSP 2 tote neie ee aie CR, Tek a 50.00 
TUCSAMPTT ioe ox, ea CR Dumont ssi Sk Ba oe a 25.00 TUC-T51 91 PU decssscsrecsiesenernesrnaers CRT W skis EO ECTS. SEE ee 125.00 
TUGSAME? ccc ca CRE Dumont 25.00 TUCTS39P2 oceanic: OR 75.00 
TUGCSARPL CR. Donets 45.00 WC CR le he 45.00 
TUGSARP? CRI, DEMONTE eo 25.00 TUCTOAPLIH oc CRI, sii SDSS Ieee 75.00 
TUGSATPL So ee CRY Dumont en ei i 3 25.00 TUES SPS coco scsecsencecccectessece: CRT Removed From 545 oooooooovvccvcccccccn, 65.00 
TUGSBGP} I 4. ors ee 18 | 40.00 FUCTSSEN-2 LEU CC 0 a 125.00 
Ue Tt Tae, CRY, Fairchild / MagnoVOX. «...cccanuonenneruenrencnecnen 75.00 PUCTOSI IPL screens ee So iesvvsnnnnnenncecenbtgpenenigan 75.00 
WES Ui nan a eee 25.00 WUCTSSEL-P? CHL TER i ee 125.00 
TUC5BP4 | eee Cae eR Os 50.00 TGIF cc CRI, Ms a 26 STE oc conesnsccvvecsoneveornavonch 100.00 
WOSC@h Ce ae 25.00 TUCHS5 Tal UN es ae 125.00 
TUGSCPl 2a, ee ee CRU WOW icc ee 125.00 TUGE5641-200 (i. 95.00 
TUGSCPIA erie ae es tee CRT ROA x nsconnesocddbeiacorencccorvotelerecttea ean 25.00 WCB CR 1, TEK Bs cacksvsstscoecsrstlliaassacememnes 50.00 
TUS R ee ea aoe CT New 2150 1R aie enna 85.00 WCIS81PS). CRT, ik TS SO oss scscccclpeasenamsenms 95.00 
TUCSEPHA ccc CRI Used Sceth Onfae. 15.00 TO CLIK SOO 75.00 
TUCSPPTA ee Oo 35.00 TOC TER-TS PV LAs ossssssccivoavnoencecesc: CRT, Fits 535 SCODG, SBOP scsi Siscssannnnnnystisessessescsncceters 65.00 
Tue SPT cea CHT Dumont IN STOCK...CALL TOUGHER T543P2 oc CRI. Used, Weak 543-0188 secs 15.00 
JUC-5IP2 2k... neta eee CRT, 5960. 00. LM gis oS neon 25.00 FUGTEK-TSSSPL co. See es CRI, 154-201 Asad da Wine ok ak ree eae 125.00 
Wo CRT 8" X 10" fT OR 2 oe SR Ss 50.00 BEES. o> TE a, ARTA nO TSR are ram oreeearee i 
wy eS Se ee 
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© ROBOT ARM 
e POWER SUPPLY 

e OPERATOR 

CONTROL PAD 
TEACH CONTROL PAD 
COMPLETE MANUALS 
AUXILIARY 

MOTOR BOX 
CABLES, ETC... 


SOME OF THE MANY USES OF 
THE ALPHA II ROBOT 

Move test tubes between the various sections of 
a Nuclear Magnetic Resonance Instrument. 
Load and unload smooth powdered metal for a 
hydrostatic press. 
Tend centrifuges, perform pH calibration and 
titration, and automatic dilution and weighing. 
Apply adhesive to components on printed circuit 
boards. 
Cut and deburr plastic catheters. 
Load molded parts into a hot-stamping machine 
for embossing. 
Insert instruction sheets into packages of 
pharmaceuticals. 
Remote maintenance of unmanned radar sites. 
Handling of radioactive chemicals. 
Load parts into fixtures for spot welding. 
Load, unload and control programming systems. 
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Cabinet Front, 


Cabinet Front, 


Front Panel, 


Battery Bank, 
One of Four 


UPS 


41.6 amps - 8 Hours! 


(PS)153-3A-136 ELGAR Uninterruptible Power 
Supply. Delivers 41.6 amps of current for up to 8 
hours. Input 120/208v 39 @ 68 amps. Output 
120/208v 3@ @ 41.6 amps max. You may run all 
120v single phase equipment if you wish by 
roughly balancing the load for each leg. Includes 
static bypass switch. This UPS is designed to be 
on-line 100% of the time, supplying all system 
power. In this mode, there is no switch over time 
because you are on-line. This is the preferred 
mode, but power consumption is slightly higher 
than running on standby (i.e.. 68 amps input, 41 
amps output). Optionally, it can be run in switch 
mode and come on-line quickly in the event of a 
brown/black out. 


The main cabinet is 76.5" high, 55" wide and 19" 
deep, weighing 2250 pounds. Sixty 52.5 amp (x 
8 hours) batteries + 3 spares are included. Each 
is 18" high, 6" x 10" and are filled and ready to go. 
Battery expectancy is another 15-20 years. 


The system was removed from service in working 
condition in 1997. Included is a "load" for testing 
off line. This consists of an electric furnace on 
casters, with a cord that plugs directly into UPS. 
\lso included are spare parts and manuals. Ship- 
ing, crating, moving, etc. is the responsibility of 
purchaser. Plan on moving it yourself in a rental 
truck. The batteries cannot be drained for regu- 


lar motor freight cartage. $18,000 


Info/Tech,/Intnl: 402-346-4750 
Power Supplies: Power Line Conditioning, UPS 


Doors Closed 


Doors Open 


Close Up 


2000 VA UPS 


(PS)BEHLMAN A rack mount UPS, 
Behlman H series controller. Toggle swit- 
chable 50 or 60 Hz, 115 vac. 5-1/4" high, 19" 
wide, 23" deep. Battery storage compartment 
internal (batteries not included). Very nice 
condition. External battery addition is op- 
tional, jack on rear. $500 


Sola Constant Voltage 


(TP)MCR-500 Sola constant voltage supply. 
95-130v input. 500 va constant 115v out- 
put. Rear panel dual duplex receptacle. Fully 
self contained. Switch on front. $149 


(TP)MCR-1000 Sola constant voltage 
supply as above but 1000 va. $329 


(TP)20-13-125 250va Sola constant volt- 
age supply. Hard wire model. 95-130v. $ 85 


(TP)23-13-150 500va Sola constant volt- 
age supply. Hard wire model. 95-130v. $125 


(TP)23-25-210 1000va Sola constant volt- 
age supply. Hard wire model. 95-130v. $275 


(TP)23-25-215 1500va Sola constant volt- 
age supply. Hard wire model. 95-130v. $425 


Sola Uninterruptible 
Power Supplies 


(PS)SPS-300A 360 VA, 120v Sola UPS battery back-ups. Sold 
as is, where i is. Need batteries +?, Save big bucks. $95 


(PS)SPS- 450A 600 VA, 120v Sola UPS battery back “ups. “Soldt 
as is, where i is. Need batteries +? Save big bucks. 


_ ORDERS: 800-244-4567 Fax: 40: | 


rg . rd of 
30a Line Conditione 
(PS)3006-8-230 Elgar Series 300B A 
Line Conditioner is rack mountable. sigs 
@ 0-300 VAC and 0-30 AC Amps, has dua 
duplex 115v outlets on be 
iliary outputs on larg er 
np poe switchable : ‘Ov, 200-240v, 
$750. 


x - 


35a Constant Voltage: 
(PS)2501 Sorenson constant voltage - 
supply. 95-130v input @ 35 amps. Output 
front panel selectable from 110 to 120 v @ 
2.5 kva. Some shipping damage on front 
panel. Pots bent, knobs, etc. $750 


Topaz 
High 
Isolation 


Be 


(TP)TOPAZII 8.3 amps out. Topaz Line 2 
high isolation transformer with duplex out- 
let. 90- 135v input, 120v +6% 8%. $225 


(TP)91905- 68 SKVA Toe Ultra ietiaian 
Coupling 0.005pf. 220/440v IN, 120/240 OUT. 
7-1/2" x 16-1/2" x 6-1/4"H, $1,200 


$185 


(PS)SPS- 800A 800 VA, 120v Sola UPS battery pricks ups. Sold | 
as is, where i is. Need batteries +2. Save big bucks. 


$350 


(PS)SPS- R100 OA 1000 VA, 120y Sola UPS Pane back -ups. 


Sold as is, where is. Need batteries +?. Save big bucks. $450 


ower Supplies 


Appear complete. Sold as is. From Los Alamos Lab. 

PS-402M Fluke +-0 to 2kvde 5ma $150. 
PS-412A Fluke .5-2.1kvdc 15ma,1v Steps $295. 
PS-412B Fluke .5-2.1kvdc 15ma,lv Steps $295. 
?S-405 Fluke .6-3kvde 15ma,lv Steps $395. 
PS-408A Fluke .5-6kvdc 20ma, lv Steps $495. 
PS-408B Fluke 0-6 kvdc 20ma, lv Steps $550. 


0-10 kv 
0-100 ma 


(meters) 


LOS ALAMOS 


(PS)10KV-100: Los Alamos Lab sur- 
ae Built at the lab, this homebrew supply 
s metered for 0-10kv, 0-100 ma. 28" high, 
14-3/4" deep, 22" wide cabinet. 115vac in- 
put. Variac controlled. Soldasis. $750 


0-10 kv 
0-1 ma 
(meters) 


LOS ALAMOS 
Los Alamos Lab surplus. 


(PS)10KV-1 
net at the lab, this homebrew supply is 


metered for 0-10kv, 0-1 ma. 14" high, 15" 
eep, 22" wide cabinet. 115vac input. Variac 
controlled. Sold as is. $350 


0-3 kv 


800 ma 


LOS ALAMOS 


(PS)3KV-800 Built at 
the lab, this industrial 
# supply is metered for 0- 
Aky, 0-l amp. = 47-12" 
7 high, 17-1/2" deep, 22" 
wide cabinet. Variac con- 
trolled. Weighs in at 482 
pounds. Multi-pin con- 
nector on top. Sold as is. 
What a prize. $1600 


Ss 7 ’ ay « 
r ee a re Tat } 
ust tT PANN J A 


ROO 


ul e dial up power supplies are all rack mount, 10.5" high. 


4 


-0-10/20 kv 


(meters) 
LOS ALAMOS 


(PS)KVRS20-150S Used by 
the the lab, made by Kilo 
volt Corp, this supply is 
stamped '20kv - 150 ma'+ 
'l" Laser Amplifier’ 59" 
high, 18" deep, 22" wide cabinet. 220 vac, 3 
input. 36 motorized variac controlled. Ap- 
pears complete. Sold as is. $4000 


0-50 kv 

0-50 ma 
(meters) 

LOS. ALAMOS 


(PS)UV50KV-50 Made by 

Universal Voltronics. 

Voltage can be dialed to 

38,9999 kv, to the volt, from 

front panel. 43-1/2" high, 24" deep, 22" wide 
cabinet. Appears complete. Giant Sola con- 
stant voltage transformer mounted in cabi- 
net bottom. Sold as is. $4500 


0-20 kv 
0-150 ma 


(meters) 
LOS ALAMOS! 


(PS)2020-150R Los 
Alamos Lab surplus.@ 
Made by Beta Electrical Wa 
Corp. 220v variac con-%&% 
trol (knob on top hor. 
panel), dual meters read 
0-20 kv & 0-150ma. Po- 
larity reversible. Only ap- 


parent missing parts are two tubes 
(sockets pictured midway lower cabinet) and 
lower front panels. 57-1/2" high, 20" deep, 
$1800 


23" wide cabinet. Sold as is. 


3kv @ 2ma 


28vdc inpu 
4 
(PS)B1002 DC to DC converter. 28vdc in- 
put yields 3,000-6,000 vdce out @ 2 ma. 1" x 

2" x 4". Commonly used as CRT hv supply. 
Removed from equipment. Soldasis. $50 


| 0-75/150 ma_ 


= ee”: ee ger So een, ies a hg Ieaes a aE SO loa 4 
He A ni 
4 e-mail: ‘grinnell@surplussales. com | 


Fax: 402-346 2939 2509 


0-250 kvac 
0-25 ma 


(PS)7200-5 Hipotronics ac dielectric tester 
/hipotter is not for the casual experimenter. 
The big tall coil looks big. It is (about 12" 
diameter x 4' high). It's heavy too. The cyl- 
inder has a coil in an oil bath. Atop the coil 
is a PVC test chamber. 


The control unit is metered, both voltage and 
current. 220-250 vac input. Hipotronics 
model 7200-5. The running time meter has 
92 hours logged. Removed from service in 
working order. Includes manual. $4500 


(meters) 


LOS ALAMOS 


(PS)850-20  Hipotronics remote control 
head appears to have all the parts but the 
actual hv unit. Rack width. Variac controlled. 
Dual meters (Ranges: 0-10/25/50 kvdc, 0-4/ 
8/20 madc), safety controls, etc. Appears 
complete. Sold as is. $750 


(PS)R30B Hipotronics 0- 30kv, 0-5 ma 
remote control head similar to 850-20 but 
0-30kv, 5ma ranges. Appears complete but 
broken meter. Sold as is. $500 


Power Supply 
Starter Kit 7 


(PS)4KV-KIT A real 
quality start for the 
hv power supply * 
builder. 4000v/2850v @ 

@ 3500va new trans- % 
former, 230vac pr 
mary; Hammond 
196Y swinging choke, 
3.5Hy @ 750 ma to 24 Hy @ 75 ma, 6kv; | 
16 uF @ 4500v oil cap all mounted in a% 
new 15"x 16" x 22" high mini ventillated cabi- 
net. Sliding chassis. Only one. $995 


AS a age tae ORE Te ene on A ea 
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Varian 
HV 


Power 


sre & Supply 


(PS)921-0000 Los Alamos Lab surplus. 
Varian 'Pump Control Unit', industrial power 
supply includes a hefty 13.7kva, 4950v @ 1.63 
amp secondary, 480v 18 amp primary, 15 kv 
insulation, transformer + oil caps + controls. 
22-1/4" wide, 30-1/4" deep, 13-3/4" high. 
Very heavy. Sold as is. $850 


Varian 
5 KV 
Power 


"Los Alavos Supply 


(PS)V7406D Los Alamos Lab surplus. 
Varian high voltage supply. Meter ranges: 
dkv, 50a, 500ua, 5ma, 50ma, 500ma & 5a. 
Includes transformer, diodes, oil caps, etc. 
115/230v input. 24" wide, 16-1/2" deep, 14- 
3/4" high. Sold as is. $750 


Hi-Pot 
& Test 
Chamber 


LOS ALAMOS 


(PS)332531 Los Alamos Lab surplus. Ap- 
parently home brewed at the lab. Unit ap- 
pears complete. Digital timer, switchable 
current ranges: 5-10-25 & 50 ma, AC & DC 
outputs, 10" x 14" x 11" high plexiglass test 
chamber. Overall dim: 15" x 22" x 37" high. 
Operating voltages not obvious. Soldas is. $595 


Pe eS 0-5 kv 
7. = 4 (metered) 
350 ma 


LOS ALAMOS 


PS)4A17 Los Alamos Lab surplus. Thyra- 
tron Driver HV Power Supply. Transformer 
is 3200 vct @ 350 ma. 120 vac input. Rack 

ount, 14" high, 19-1/2" deep. Variac con- 
eon Sold as iS. $545 


‘Info/Tech /Intn Ri 


HV Power Packs 
Self contained high voltage power su wpa have trans- 
ormer, diodes and capacitor. 0-118 vac input yields 


DC out from zero to rated voltage. Vary input with 
variac for continuous voltage range. Low quantities. 


PS-2-1.5 2kvde =1.5ma_ $ 45 
PS-2-5M60S 2kvde = =5ma $ 49 
PS-5-3M-60 | 5kvdc 3ma $ 59 
PS-5-5M60S-1° 5Skvde 5ma $ 65 
PS-HV100°152M "10 kvde 1.5 ma $189 
PS-10-5M 10 kvde 5ma $219 
PS-PS10-IM60V 12kvdc 1ma $175 
PS-HV150-502 15kvde 5ma $295 
PS-PS15-5M60S 15kvde 5ma $325 
PS-HV150-103M 15kvde 10ma $395 
PS-HV200-102 20kvdec 1ma $285 
PS-PSL20-5M  20kvde 5ma $375 
PS-BPE22-1.5 22kyde 1.5 ma $325 
PS-HV300-102 30kvde Ima $375 
PS-HV300-152M 30kvde 1.5ma $445 
PS-HV300-502 30kvde 5ma $525 
PS-PSL30-5M  30kvdec =5ma $525 
PS-PSL50-1.5  50kvde 1.5ma $595 
PS-HV500-502M 50 kvde 5ma $795 
PS-HV500-103 50kvde 10ma $945 

—mm_— Triple Supply 

ta!) GOkv @ 3ma 
2.5kv @ 3ma 
3a Filament 


LOS ALAMOS 


a (PS)BRE60-3LASL  Univer- 
@ sal Voltronics triple voltage 
@ supply from Los Alamos Lab 
# surplus. Housed in rolling 
rack with top fan, 22" x 25" x 
60" high. Some meter damage from trans- 
port. Appears complete. Soldas is. $2500 


| c able, rack mount 

c 4 .6kva transformer. 

" PS)910048-901 
Los Aas Sith 


SEL 0-5 kv & 0-10 kv Supplies 


(PS)D910032-901Q 0-5 kw Korad compact high voltage, vari- 


counting voltage control damaged. 7" high, 18" deep. Has 2500v, ° 


similar to 5kv unit above. Sold as is. 


cluding 125w modula tor 
roller inductor, large ai 
variables. Looks homebre ; 
but may be commercially built. Very clean! 
Appears complete, including extra plug-i in 
coils. DeForest meters. Large 17" x22" x 468 
high rolling rack. Sold as is. $1500 | 


ee 


(EQP)HFS-2000E 2 kw @ 13.56 MHz: 
rf deck includes tube (5CX1500A?) socket, . 
blower, vacuum variable caps, B&W Cyclom- 
eter turns counter, meters, etc. Soldasis. $650 


(EQP)HFS-1000F = $500v 1.84 kva 
transformer in this brute supply made by 
CCA Electronics. Other parts include choke, 
caps, bleeders, etc. 208/240v 1 phase, 14a/ 
12ainput. Rackmount. Soldasis. $495 
(EQP)AP- 102 3000v @ 1 amp 
This ETO built power supply originally pow- 
ered medical equipment. The 1 amp rating 
is conservative on this Johnson Hypersil 
transformer. A seperate 1800v @ 400 ma 
supply is also on board. Full racks of 
electrolytics, rectifiers + a dozen control re- 
lays for automatically stepping the primary 
up or down. Schematic included. 30 amp 
circuit breaker. Sold as is. $850 


supply from Los Alamos Lab surplus. Turns 


115vac input. Sold as is. $600 
0-10 kv Korad compact high voltage supply 
$895 


PS)BAM . 

al Vlas 
| riable supply 
Los A nos Lab surplus. Meters read '0- 
dc (high-medium-low)' and '0-30 madc'. 
Jariac control. Appears complete. Rack 
nount. 17-1/2" high, 16-1/2" deep. $2500 


sc, 0-36 kv 
0-50 ma 


(metered) 


(PS)PPS-TUV Molectron 
high voltage variable sup- 
49 ply is Los Alamos Lab sur- 
fe plus. Meters read '0-36 kvdc' 
ad '0-50 madc'. Appears complete. Rack 
ounted in cabinet. 29" high, 22" deep. 
ariac control. Handles front, side. 115 vac 
nput. Sold as is. $2900 


0-5 kv 
0-300 ma 


(metered) 


LOS ALAMOS 


PS)2300 Savant Instruments high volt- 
ge variable supply is Los Alamos Lab sur- 
)lus. Meters read '0-5 kvdc' and '0-300 madc'. 
rhe operational current is less than 300 ma 
ind has a high limit adjustment. Appears 
-omplete and very clean. Rack mounted in 
rabinet. 19-1/2" high, 16" deep. Variac con- 
rol. Sold as is. $750 


0-150 kv 
0-10 ma 


(metered) 


OS ALAMOS 


PS)BAC50-5-LBL Universal Voltronics 
\igh voltage variable supply control head 
nly. Meters read '0-75 or 150 kvdc' and '0-5 
i 10 madc'. Made to remotely control high 
oltage supply. 22" wide rack cabinet. 16" H 

2" deep. Variac control. Sold as is. $295 


Ss www.surplussales.com 


-0-6/12 kv AC/DC 
Breakdown Leakage 
& lonisation Tester 


(EQP)FT6/12 Biddle MEGGER high pot 


tester is in excellent condition. Preset trip 
level from .1 - lma. Fully adjustable volts. 
Large scale meters. Audible ionisation to 
speaker or headset jack. 115 vac. Probes not 
$895 


included. 8-1/2"H x 12"D x 20"W. 


0-20 kv 
0-40 ma 


LOS ALAMOS 


~ (PS)BRE20-40C-L Uni- 
versal Voltronics high voltage variable sup- 
ply. Includes schematics and documentation 
from the lab. Incorporates large glass tet- 
rode. Appears complete, excellent condition. 
Rack mounted in cabinet. 28" high, 16" deep. 
115 vac input. No meters. Soldas is. $1600 


0-5 kv 
1.5-150 ma { 
Scales 


(PS)2r1 Alfred 
regulated high voltage variable 
supply is Los Alamos Lab surplus. 
Meters read '0-5 kvdc' and'1.5-5-15-50 & 150 
madc'. Appears complete. Rack mount. 15- 
3/4" high, 16" deep. Sold as is. $650 


—_ rE ra 0-15aac 
~*  0-20aac 
(Metered) 


LOS ALAMOS 
(PS)240V-20 This apparatus was made by 
or for the Los Alamos Lab. It has a nice 
dual 0-240v @ 8 amp variac, two ac current 
meters 0-15a & 0-20a and one 750°F meter 
Rack mount. 14" high, 12-1/2" deep. $325 


e-mail: grinnell@surplussales.com 
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11.1kv S8kva 


(TP)5272 Los Alamos Lab surplus. Elma 
Engineering transformer. 3 phase 220v in- 
put. 30kv insulation. Soft rubber insula- 
tion on leads cracked at epoxy housing. Rec- 
ommend placement of terminal posts on 
housing to remedy. 11-1/2" x 23"x 17". $950 


12kv 1amp 


(TP)HP12KV-1 Los Alamos Lab surplus. 


Hipotronics transformer for giant power sup- 
$1350 


ply. 3 phase input. 9" x 16" x 20". 


5-36 vde | 
0-15 amps | 


(PS)MR36-15 Sorenson low voltage 
variable supply. Meters read '0-36 vdc' and 
'0-15 adc'. 12" high, 15" deep, 17-1/2" wide. 
105-125 vac input. Sold as is. $450 


esoH 
oooh 


tere 


Pulsed RF Amp 


(EQP)PRFA Space Microwave high power 
microwave amplifier. Metered for 0-5ma & 
0-12 kvde. 115 input. Plum full of rf and hv 
goodies. Blower must be external (Not in- 
cluded. Inlet and outlet ports) 14" high, 19" 
wide, 21" deep. Rack mount. Handles. 210 
hours logged on timer. $350 
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125-325 vde, Son ma 
Lambda tube type supply. Sold as is.$295 


48 vdce, 17 amps 
Lambda tube type supply. Sold as is. $375 


i 0-36 vdc, 1.5-15 amps 
Lambda tube e type supply. Sold as is. $395 


0-36 vdc, .5-5 amps 
Lambda power supply. Sold as is. $225 


0- 32 ‘vde, 0- 2 amps 
Lambda power supply. Sold as is. $225 


0-34 vde, 0-5 amps 
Lambda power supply. Sold as is. $225 


0-35 vdc, 0-20 amps 
Lambda power supply. Soldasis. $395 


20- 105vde, 0-2 amps 
Lambda power supply. Soldasis. $295 


50-300vdc, 0-1.5 amps 


Lambda power supply. Soldasis. $295 
12v - 200a 
or 
24v - 100a 
Mallory 
low voltage supply. 


3000va. 230v input. May 
not be operational. Sold 
as is. Weighs a bunch. 16" 
x 19"x 43" high. $250 


12v - 24v 


Mallory 
Rectostarter low voltage 
supply. 230v, 40 amp in- 
put. May not be opera- 
tional. Sold as is. Weighs 
a bunch. 21" square x 40" 
high. $200 


Info/Tech./Intnl: 402-346-4750 


(metered) 


NJE- 
KEPCO low voltage 
supply. Metered for 
0-200v @ 10 amps. 
Condition unknown. 
ct aS ISALG? XwLOMK 
27 $950 


_200v- 10a 


Triple Deltron Supply 
2 x 12-16 vde @ 2.5a 
+ 5vdce @ 8 amps 


- Yes we still have a good 
aa of this new, wonderful Deltron triple 
voltage open frame linear supply. So versa- 
tile. Trim the 15 vde fundamental supply on 
the board 12-16v or remote mount a 10 turn 
5kQ pot (available in our pot section) and 
turn it into a 7-30v regulated lab supply. It's 
simple to do. Instructions included. Series 
or parallel the two supplies for a combined 
7-60v @ 2.5-5 amps. Board trimmable cur- 
rent limiting too. A5vdc 8 amp supply is on 
board too. New, boxed, from Collins Surplus. 
10 pounds each. 3-1/4"x 5"x 11" long. 


Each 3-24 25:97 100+ 


$35 $32 $29 $25 


28 vdc 
12 amp 


3 
Technipower, a new, 
awesomely brutal power sup- 
ply. Brick solid... as a battery. 105-125 vac, 
50-420 Hz input yields a ultra conservative, 
pure 28 vdc @ 12 amps out. Trimmable 24.2 - 
32 vdc). Will not dip, sag or give in. 45 pounds. 
Hermetically sealed. 4-3/4"x 7"x 13" long. $325 


0-50 adc 
-: 0-150 vdec 


(metered) 


NIE low 
voltage supply. 
Variac controlled. 
Sold as is. Weighs a 
bunch. 18" x 19" x 
27" high. $350 


ORDERS: 800-244-4567 


7) owe 


Fax: 402-346-29% 


60Hz-400Hz 
115 vac Converto 

(PS)FC1004RS__ ERA Transpac 400 H 
power supply, Perfect for avionic bench worl 
requiring low current 400 Hz ac. 105-125 va 


@ 50-1000 Hz input, 105 - 115 - 125 vac ¢ 
400 Hz, 100 va output. Brand new. $98 5( 


L 
al 
} 
t 
=) 
; 


0- 44 volts @ 12 amp: 


)1 Varian automatic power 
stpoly has synchro driven 5 amp 0-140v 
variac, dual winding 0-22-44 vac (105-115- 
125v input) transformer, 15 mH @ 12 amp 
(DCR= .1Q) choke, fan, ac filtering, liquid 
cooled transistors / emmiter resistor board, 
MDA990-6 bridge rectifier and 6 control re- 
lays. 7-1/4" x 10-1/4" x 23-3/4" long. $250 


28 vdc @ 7 amp 


Kepco mil-grade supply 
with ventilated cabinet top. Terminal strip 
output. 100-130 vac @ 3 amps input. New in 
the box. 5"x 7" x 14-1/2" deep. $175 


18- ‘70vdc Crowbar 


~Lambda Overvoltage Protec- 
ior is field settable 18-70 vde 
jand slams up to 80 
ampsto ground for 1 
F second, long enough 
o blow a fuse. Easy 
wire hook up. $45) 


ower Supplies: 
a 24vde 


Bp 5 sll 


No eal canine but Sa of room to add a 


minal strip output. 117 vac. New in the box. 
5 f2"x 7"x1l"deep. $50 2/$90 


=a 48 vde 
]@25a 


j 


PS)MDM-PS Stromberg-Carlson HD power 
supply. Here's the beef. Marine Dial Master, 
ade for Navy-Duty phone system. Choke 
nput dual supply. Toggle switches 115v/125v 
nput. Fused. 60 pounds. 12" x 13" x 6-1/2" 
igh. Gray. New. Momma. $175 


is Sales www.surplussales.com 


circuit. Ventilated cabinet top. Fused, ter- _ 


28 vdc @ 48 amps 


PS-LGS-FA-28.0V-R 28vdc (+5%) @ 48 amps 
115vac input. Rack mount. BRAND NEW 
ambda, w/ manual. 3-1/2" high. $450 


0-15 vde 


0-12 amps “=~ 

PS-JQE15-12M Kepco, BRAND NEW w/ 
anual 0-15vdc, 0-12 amps , fully adjust- 
ible, dual meters. 5"x 8" x 19" long. $525 


Switching 
Supplies 


All have 110-220v input 


(PS)SL30-3605R +5 vde @ 6 amps, 30w 
Boschert. 4-5/8" x 6-1/2" x 2-1/4"H. 
$19 3+ $15 


(PS)3045-2 40 watts total 

+5 vdc @3 amps, +12 vdc @.1 amp 
-12 vdc @ .1 amp 

Power General. 4" x 6" x 1-3/4"H. $5 


(PS)XL80-3601 80 watts total 
+5 vde @ 2-8 amp, -5 vdc to .7 amp 
+12 vdc @ 1-3.5 amps, -12 vdc @ 0-.7a 
Boschert. 4-5/8" x 6-1/2" x 2-3/8"H. $25 


(PS)OL130-3022 130 watts total 
+5 vde @ 3-15 amps, +12 vdec @0-3a 
-12 vde @ .4-2 amps, -24 vde @ .4-2a 


Boschert. 5" x 10-1/2" x 2-1/2"H. $35 


(PS)OL200- 3006R 200 watts total 
+5 vde @ 5-20 amps, -5 vdce @1-3a 
+12 vde @ 1-3 amps, -12 vdc @ 1-3a 
Boschert. 5"x 15"x 2-1/4"H. $50 
(PS)OL400-3015R 400 watts total 
+5 vdc @ 10-45 amps, -5 vdc @ 2-4a 
+12 vdce @ 2-10 amps, -12 vdce @ 2-10 a 
-24 vdc @ 2-4 amps 
Boschert. 5" x 16-3/4" x 2-1/2"H. $85 


e-mail: grinnell@surplussales.com 


Fax: 402-346-2939 
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Converters 


PC Mount —- Various Sizes 


(PS)DC1-2-5/5 4.5-5.5v input yields 5 
vde out @ 2 watts, highly regulated and iso- 
lated. Power General. 3/8" high x 1"x2". $15 


(PS)HD300- 7 7vdc @ 28 amps (200 watts) 
output @ 200 KHz op. freq. with 220 - 380 
vde (300v nom.) input. Isolated and regu- 
lated. MESA. 2.4"x 4.6" x 7/8". Modules can 
combine in series/ parallel. Docs. $95 


24 vdc @ 
2 amp 


(PS)24-1 Simple 24 vde supply for powering 
vacuum relays, coaxial relays or the like. Regu- 
lated, trimmable. Requires 24-32 vac. a 


TI-99 Supply 


28 vde @ 
=) | amp 


(PS)28-1 Simp e 28 vdc supply for powering 
vacuum relays, coaxial relays or the like. 115 vac 


transformer on board. Fused. $27 


AC-D 
Converters 


PC Mount - Various Sizes 


(PS)5E25 5 vde 250 ma output with 
.05% regulation! .S5mv RMS ripple. 115 vac 
input. Acopian. 1" high x 1-3/4" x 2-1/4". $25 


(PS)D15-10A +30 vde 80 ma output with 
.05% regulation! .5mv RMS ripple. 115 vac 
poh Acopian. 1" high x 2-1/2" x 3-1/2". "945 


SHOWN ACTUAL SIZE 


\Veltaae Standard 
(EQP)MINI Have you ever needed an exact 
voltage standard to check your meter's ac- 
curacy with? Here is an affordable such de- 
vice. This chemical voltage standard mea- 


sures 1.0193 volts at all times. It's true, 
we're not tes 2-1/2" long. ak 


PS)PWRSPY99__ It never fails. Dig deep enough in the warehouse and you can find buried 


reasure. We ran out of these nice triple voltage supplies once upon a time. Now we have 
bout 200 in stock... while they last. You supply 15-30 vac to the board. 


|+12 vde @ 400 ma +5 vde@1.2amps_ -5 vde @ 200 ma 


12vde Auto Charger 


A 


(PS)4000-001 
mil-spec wall 
charger has ae 
MS3106F14S-2S 4 pin a 
circular connector. 12vdc @ 
J5amps out: 115 vacin. $125 


304 
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Wall Warts 
AC Wall Adapters 


(PS)17458-01 4vde 100 83 
3 


120v/240v switchable . 
(PS)AC-T35 9 vdc 210 ma 
120 vac, 60 Hz. $4 (619)$3.50 (20+) $3 


(PS)EFC9-350 9 vde 350 ma 
220 vac, 50 Hz, Euro-plug ($8 


(PS)FC9- 350 9 vde "350 ma 
120 vac, 60 Hz, standard ac plug. $7 
(PS)EP-0167 10.5 vac 7.5 va 
120 vac, 60 Hz. $4 (619)$3.50 (204) $3 
(PS)CWC25 11.6 vde 45 ma 
120v/230v, 50/60 ) Hz. We aie ce $8. 95 
(PS)BE112910 12 vac 10va 
120 vac, 60 Hz. $5 (619) $4 (20+) $3.50 
(PS)AC-1730 12 vde 300 ma 
120 vac, 60 Hz. $4 (619) $3.50 (20) $3 
(PS)4341- 00201 15 vde 1 amp 
120vac,60Hz. 8 
(PS)2012B 15-18 vac 2.25 va 
105- -125 ) vac, 6 60Hz. iidest vy __ $10 
(PS)AD2410 24 vdc 100 ma 
(PS)W aaa 101 


24 vac 10 va 
120 vac, 60 Hz. $5 


& 
& 
4 
$e 


: % | 
. oti Pad . ‘ 


1 


_ 
wal > Fes 


oi 


Travel Converters 


(PS)37-3416B 50-1600 watt non- 
electronic appliances like hair driers, coffee 
maker, etc. Can conform to any nations wall 
outlets with built-i in | adapters. $19 


(PS)37-3455B 50 watt electronic devices 
only, converting 220v to 110v. Also straight 
through 1600w feature for appliances like 
hair driers, coffee maker, etc. A must for trav- 
elers to foreign lands. Built-in adapters. $23 


TN Peter ts 2 Pe a a aD ef tr. aa 
ae ey ay eae . 


-Info/Tech Anta: 402- 346-4750. 


Motorola 
Drop-in Charger 


(PS)NLN6897B Rapid Desk Charger for 
HT220 / HT210 / MT500 Motorola Handies. 


Rapid charges battery until full, then main-. 


tains indefinately with a trickle. New. $45 


Standard Radio 
120v/230v 


(PS)CWC25 Universal battery charger 


adapts 120 vac (U.S.) or 230 vac (European, 


w/ round pin adapter) to 11.6 vdc @ 45 ma, 
positive tip 2.5mm sub mini plug. $8.95 


9 vde _ 350 ma 


(PS)EFC9-350 European 220 vac 50 Hz, 8 va 
input with round pin plug on line cord. 9 vdc, 
350 ma output. 8 


+5vdc / eiovde / -12vdce 


(PS)435-1115-001 AT&T portable power 
supply. 5 pin DIN output connector on 
shielded, grounded cable. +5vdc @ 1.3 amps, 
-12 vde @ 330 ma, +12 vdc @ 330 ma. UL & 
CSA listed. 2-3/4" x 3-3/4"x 5" long. 115 vac 
.3 amp, 25.6 watts. $6 3+ $5 


Voltage 
Multiplier 4 
PS)ED6894 Mini- “e 

( ini Nena 


mum 120 vac input. 
100ns diodes in internal string. Actual ra € 
ma. Normal operation is 20kv @ 100 pa. 3001 Q int 
nal bleeder resistor. Anode wire 12" long with cap. 4 y 


(PS)VM1022 This high voltage multiplier : me 
ule takes from 0-11kv p-p AC and generates e 
actly 3 times the DC output voltage. This modu 
is rated at 33kv, 3 ma out w/ 1lkv input @: 
KHz. Perfect for lasers, CRT hv supply, TWTs, ion pur 


electrostatic systems and? Documentation. $2 


Vibrator 
(PS)2089 Electronic Labo- 
ratories old fashioned reec 
vibrator for auto radios anc 
communications. We think 
it's 6vde. 6 pinbase. $12 


(PS)448960-3 27.5 vde / 
\ 


| 
| 


brator, same basic design 
above. 6 pin base. $1 


145 vde 
650 ma 


(PS)310275 Simple 
open frame linear power 
supply with transformer, 
500 uF cap and diodes. 
3" x 4-1/2" x 6" high. 
120 vac, fused. $20 


(PS)U550Y10 Acopian fil- 
tered supply with 4.8 volts 
rms ripple. 3-1/2"H, 5"sq. 
115 vac, fused input. $29 


Pein Johnson 
Outboard Motor Owners 


(PS)582285 Universal Power pack designed 
by Outboard marine Corporation that fits a 
number of different Evinrude and Johnson 
motors. Assembly is completely waterproof. 
If you own one of these motors, you cannot! 
afford not to throw a spare power pack in the 
spare parts supply. What a life saver if your 
out boating and have a module failure. $10 
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MRA SHO esi eeciicceseccsccdcsesse RY EPL Omar Watlicrarsenmti ia VEC INE coptcrercsess consent tethend das fevsaTacetas colo. is fake ob oba cesta ciedacvceselsceYovssicsscutesednedeccsdedavsvselessseeees 3.00 
Sac e Samper es bi icc fe Ommagi POV etry 1 See terete rer eieed: lor etessssccceocesessateaseecdcsGstceicanerecocestacoesccesscnedeseeteeseetes 6.95 
DU Converter 4 8s vce a, Svc we NEW il etc 15.00 
oo PO -OC Converter, Svdc 250 ma, 1 iSync NEW ooo ocvvoveesceectscccscceens 25.00 
neat Svde, 3 Ames 115/230 fut bc iteveretsttctitces 20.00 
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Oe AT &T portable power supply. +5 vde @ 1.3 amps, + 12 vde @ 330 ma. 115 vac input. UL/ CSA listed. 2.00... eeeeeeeeeess, 6.00 

Do ..... Boschert + 5vde @ 2-8 amps, -Svde @ Ja, 4+ 12vde @ 3.54, -12vde @ 1a. 110/220vac ooo ecccccceccccccccceccesececcecsvenesseveass 25.00 
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WF 8 cn ea 5 ce 0 i ii ites: 19.00 
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SBA tO A aire bo Seton oy. Re aee A VOCED NaI O VACHE a eee cer here ee Semen. tt emer eee Cee yes idea ctt cencaa saa le lesveseveasends inesscgsnees iv ons 35.00 
Peo Y-24 ls apoce 24 Velo 2 5 A iii ev eediaheshecisccteeatncdacescoapeenndetens 45.00 


Sr poe4s as 94 eg Kenciaied oes ees ch eee crnecse veneer stanteneorates 75.00 


* 
eee Pe 


< Ov eters: \ a : ro! « 
PS-D15-10A .....cccceccesceseeseesesseses AC-DC Converter, + 30 vde @ 80 ma, 115vac....... ra) aaa le ve 
PS-LS28-7M Met 30vde, 0-10 Rack 5 1/k" bash : 
PS-M401 .... 


73AB 
PS-4G-24-36 Pow: -30y ae 
PS-DANFYSIK ... Heater PS. 0-30vde O-60amps ....c.ec.c00+: 


P55 2095. fc ou okt ee eee, Lambda O-32vde 0-2 Amps, Rack mount 2- a «be Nigd saci Sere ab teak naam a dale ais 

HoeBe M09 see ee ... Seven supplies in one: Two 0-34v @1.5a, 16vd 5 

PS-UNI-88-0/34 ... LAMBDA 0-34vde 1. 

PS-LA50-03AM 2... ... Lambda 0-34vde 0-5 oe 

PS-LAI00-3M Lambda 0-35vde 0-20 Ane 

PSeRS3 6 1SR sata s i an core 0-36vde, 100 Ma, Current Limiting a i 
PSB 9 8 5 asec sate en et ae 18-36vde @ .5amps trimmable power supply, Sorenson 7” wide, 3 1/4” high, 19” deep... 

BOC SOO 0-36vde, 2 Amp Current limiting and voltage adjustments, | Me S 0-50 vde & 0-2 adc ...... 

PSLb101M Lambda O-36vdc .5-5 Amps , current limiting, Mete ; 

PS-MS36-5....5.. Trygon 0-3 6vdc, O-5a, Rack mount 3-1/2” high... 

PS-RVG36-5 0-36 vde, O-5 amps Linear, NJE, 2 Meters, Coe & Fine Adjust, Rac 

PS2MRS 621 Dictas0 cece ee O-36vde 15a Sorenson PS vi...csssstevecwseievudsseasv aplline «que pane Oia Dipset cts adcie suas destesaehs ate ror 

DSeL ETO 3: osc us ca Rater eee eas Lambda O-36vde 0-15 Amps, current limiting 

PSePRSO=1 SIM voto ee cree Kepco O-38vde 15amps, Meters (broken glass): O-5Ovde & O-15adc, 105-125 vac input, Rack 7’ 

PS-HS400-01 ke. 40vde @ 4a, 24vde @ 1.6a, 5vde @ 6a, -5vde @ 3.5 a, -24vde 1a, 100-120/200-2 40vac i 

PS-EGG-MERARC Mercury Arc Power Supply, 24-40vde 10a, EGG, Rack 7-1/4" high, Meters: 0-50 vde, 0-10 ade, current adj. ... 

PS-CFS9303001 © Varian automatic dual O-44vct @ 12 amps, weleried Vallee oo 

DS-EMG4 8 Sor 1 dake ary! coe ae Lambda PS. 48 Vde 17 Amps NEW.....:..0:scisecsccévsssssuncasomennsossnecavenanepnslumnid ogee subuit soa dai imple ses ta aan 
PosIDIM Potent A eee eae eee eee 48 Vde 25 Amp Stromberg/Garlson NEW #s...21..5. 2d, ase decs vee ses aU ete onneds Ae ihe a cra 

PS LISSOY TO 2 ee ee es 500vde @ 100ma unregulated output: 120vac Input. 5-1/8” x 3-1/2” x 5-3/4” Acopian NEW .............- Shae 

DS-EOIRGO-6... 0-60vde @ 6a NIE PS. oo 

PSSM752. Kepco 0-75vde 2a, 105-125 vac 4a input, Rack mount 3.5" x 19", remote sense ..........ccceececeeee 

PS-31D3117G1. 3ph 7.Qhva, 88.6a @ 8Ov 6708s Ll Co. 

PS2AIBEOOlO0 2s tures eee eee Current Reg PS 100vde @ Qamp, isolation transformer, 2B variac, Rack mount 7” high, 115vac input ...........ccceecccecceececeveereveceeeeesensesees 

PSL ASO-OSBIViee es. oe oe Lambda 20-105vdce O-2 Amps. Meters: 0-110 vde & O-2 amps. Rack mount 3-1/2” high, remote sense, overload ...........ccecceeceeeeeeeee 

PENGUIN OG fate, os oasis xs ssaidd Lambda PS. 100vde 1.7 Amps? .0.. -sh.v-sofeanitantasnides ted, ot sated MMe east faaba pleats scenes eae oe at ke 

PSKRIOM. -Kepeo PS/ 0-150 Vde @.6-1.5A 20 CC CC 

PSA GSA15O 8 Lambda 150vde 100 malo 

PS ESS43R i Metered: 0-150v, O-50a NJE, variac controlled, 18” x 19" x 27” high ...cccc.ccccccccecccesceeccrcctecacsecyeectstceeescteeess 

PSES243R-Piae tet ee ee Parts Only: Metered: 0-150v,0-50a INJE cessssSite. sass cate oaeechtd axa; sp tece teks bo cies fn Ni ets coeds UM En vrs 

RSs SSt00-30 erie ee Kepco O-200vde 100ma , current limiting, Meter: O-200 vde, 115/230vac, 8-1/4” x 9-1/2” x 4-1/2” oooccccccccccccccccecssecceecevevsnsteeeeeees 
PSEOOOL ACE Stet ee ee Harrison Labs O-1 60vde O-200ma, Meters: 0-200 vde & O-200ma, Coarse & Fine adjust, 115v input .........0......c000cceeeeeseeeeeeees 

PSSMIGO-IMX. = Kepco 23-160vde 0-1 Amps. Meters: 0-200 vde & O-1 amp. + sense terminals. Fused input / output ........00.....c0c00ceeee 

DGESISIRM/D 0-200v, Missing Parts, Panels, 18° x 19°.x 97° high 3 

PSES-5IRM 26 0-200v, 10 amps (metered) condition unknown, 18” x 19” x 27” high ......cccccccccecssecevessssecsssssesceseseccensessecesceceeeseess 

PS=XP90-950 3053 onrae 250 vde @ 100 ma out put: 115 vac .4a, 47-440 Hz input. 4° x 1-1/20% 5. Xentek. .ss.c.00--tsscusesasestheenes-casse0ee..0010) een 35) 
PS2tA2 13 aoe oo, tenet oe 250vde (adjustable) @ 65ma:105v-115v-125v 50/60H, 5-5/8” x 6” long x 4-1/2” high. ...00.....ccccccececscecececeeseeseseseceeeestenteeeesers 165.0 
PS-KAOS Doo aw Stak it. eee Hallicrafters 250vde 10amp, Meter: O-10ade. 208v 3phase variac controlled input, Rack mount 8-3/4” high .........cccccccccccececeesersseeeeeeeee 
PS-NO1S-AS/A4 7 Klystron Focus Coil power supply, 250vde 11a, 3 phase motor driven variac, Rack mount 7” high, rectifier stack .........cccccccecessceevesreeeveess ee 
PS-P2902 0375. Technipower 290 vde 37.58 ..csccs.cissued- pile cle bs i a 

RS-LAT5 068M; Lambda 50-300 vde, 0-1.5 Amps; 115 vac input 6c. ioseci i cocsccccdesnedecesctatlccbsiiiacs ee 
PS-AS AM to sa eek + 0-300vde, +400vdc, two 6.3v 5a filament, Meters: O-200ma & O0-350vde , 115 vac in, 14” x 8-1/2” x 87H oooec eee ccccccceseeeeeeeeeeeeeeeess 
PS-EPO 1300-16.) Sch eee 0-300vde @ 10a Current Regulation - hi & lo 10 turn pots, Meters: 0-300 vde & 0-10 amps, Rack mount 8-3/4" Ho o....cccccccecseeeeesesseeseesereeess 

PGtOD6 POG corns ue. meee O-150vde 5ma, O-300vde 150ma, meters (broken glass), 6.3vct 6a fil. supply., Rack mount 5-1/4” high .........0cccccccccceseeeeeececeeceesersaes 

PS-AQ? 0-300vde 0-200 MA, Meters: O-200ma & 0-400vdc, 6.3v 5a filament, 115vac input, Oregon Electronic Mfg ..........ccccccccssecesevseveuceseeres .O1 
PS-6909B ee Harrison Labs O-320vde O-100ma, Meters: 0-400 vde & 0-120 ma, Coarse & fine adj. o.......cccccccccecccecessesescuscesteesecenssessssunsrerseees 325.0 
PS:890A6 Gee 0-320vde O-600ma Harrison Labs, Meters: 0-300 vde & 800 madc, Rack mount 3-1/2” high ..........ccccccccccesssecccssscecevtssecevevenseeverss 

Pot Ih-4 Ol Vigan, ee eee Kepco O0-325vde O-.4 Amps, Metered: 0-400 vde & 0-400 ma, Rack mount 3-1/2” high, tube regulation ..........ccccccccececeveeverseveeeeees | 
R540 1M see ck oe eens Lambda 125-325vde 0-400 MA, tube type regulation, 115vac input, rack Mount ........cccccccceececcecsessecceserseeecersereeeserees vilaas 295.00 
PS2SiM395-O:5AIV\ «theta Kepco 0-325vde 0-500 MA, Meters: 0-400 vde & 0-500 ma, + output jacks, good condition .........cccccccccccseesceseensseeeesssseeeennseees 395.00 
PS-1500. Lambda 0-330vdc 0-2a PS Tube o.oo ee a 150.00 
PSSA HP 0-500vde 100 Ma +Filaments, Broken meter... i a eh 115.00 
PSIG A Ry ci es HP adjustable supply. Meters: O-500vde & 0-100 Ma. Two 6.3v 3 amp jacks, 115/230v, Coarse/Fine adjust .....0....cccccccseceeesseeesseees 245.00 
Pos] SOB et a 8 ee ee Kepco-0-500v O-3amp: 105-19 Sv iti. dyads. saskurk inaies-avlseresieds Waatedie shales veadb-cateoailde aeieaytc bls. be abkt-adde Rent aar ane eee ie ane 165.00. 
PastIMSOOOAG SS cs. aa seen ee Savant HV PS. Meters: (plastic broken on both) O-1kvde 100ma. 8” high x 14-1/2” x 10” deep ......cccccccceccccsscceseeesseeesseesseerserereees 125.00 
Po=NPYOOO-.100 ee Technipower-1 O00yde .. 1 OOma 95 > nisnidsexdens entncios (4 seeeeeel fossa. sss auhsenesonuanteeens. Cickcdea Reet Te aE 295.0 
PS=188-0030 ce ie Kepeo 0-2000 Ve < 28 cinch cc sokscpicadses sa a 275.01 
PSAQOM: 7.2 cis. eee te ee Fluke +O to. 2kvde 5ma,.10x volt adjust inop. Rack mount 7” high <.c-ccesseccdeccssdenicslseassconsenecyassoiyeisvieehees cose 150. 
PS-AOGIW s:53.5. ieee Fluke O-2kvde: Sma,Tube Type, Rack mount 7.” high, thumbwheel adjust ........00..sccssessoespeesosssbabssdesdieesscstd ness licc 245.00 
PSaPE5 MOOS ans. chee eee ee Power Pack, 2kv, Sma, 11 5yae seuseoeacsiivcscenc tice) auvevceliccuaee hac geeee mec thee Soxcocalleye ee coe eee a ee 49.00 
PSA 95) abe bee er aa Se et eee Power Pack Qkv'1 Sima, 1.1. 5vac. i: 4cccise.eniesiey<véJelbeudsuas veeauccegs eas nif Reba tele cect ish aac cat atc ae nan te 45.00. 
PSAUPIVIL)-29 OPT tag, ee ee 10-2000vdc, 20ma Regulated Power Designs supply, 100-13Qvac in, 4-1/2” x 7-1/2” x 6"H ...cccccecccccececevessssceceeeeeesneees pete Pees: 275.00: 
PS-AV.6967S 2 ee ee O-2kv @ 5A’ Varic Adjusted .....2ocs 0. cesencereetie gst bees rs oh toe ce 125.00. 
PSAIDA aS see Fluke 0-2: 1kvde 15ma,1v Steps, .Rack mount, 115 vec input 65.0005 Se eee i 295.00 
PS=AIOB irk See a ie 2 Fluke O-2.1kvde 1:5ma,1v Steps, Rack mount; 415 vac input 6.00 295.00 


PSsFEs-9 JS KN. gn ok tea 0-2.5kv 5ma, EGG, Internal Variac, Metered, constant voltage transformer, Rack mount 5-1/4” high ..........ccccccccceesececeeeeseceeeesseceeees ere i. 150.00. 


| 


steeee 


. Power Supply Kit, 4kv 3500kva transformer, 3.5 Hy, 750ma, 6kv choke, 15” x 16” x 22” high cabinet w/ door .............ccceeeseeeees 
RVMnnnPenEy Witte set) 1 OAa translonncrm mene Ore tI coc. becclascsducdSeeceescosecesccencsssecccecesssccoccesdcdececescceeees 
. Plate-Screen-Grid Supply for two- 4CX600s 


. Power Pack, 5kv, 3ma, 11 5vac....... , 
~Raae foie a Sh MS ETS ies 9 PR I eg 
. Metered: O-5kvde 120ma Korad, Rack i 


5a - 50ma - 5kv. 115/230v input .. 


. Varian 5ky, aes: Sams 3 


Rack mount 8- ae ie PI OU ii 
sv 20ma , Meters: O-6kv & 0-20ma temnced), ack orount 8-9/4" high beeen 
de, 7kvde +-500vdc, Dual variac control, Metered: O-5kvde & O-10kvde, Rack mount 12-1/2” high .......000..00ccccccceeeeeeeeeeeees 450.00 
NN os 70 ee ce, iat cdaseasacseshsnsestnvsssecasuecsesseees 165.00 
oS rn Variac adjust power supply, Rack mount 10-3/4” high, has Power Pack. Meters: O-1Okvde & O-5ma, 117 vac ........0000ccceeeeecceeeeeeeeeeeeeeeee 295.00 
ee Homebrew Quad (4) 0-10kv @ 5ma supplies in 7” high rack: 12Oy Input. Series or parallel. Meter: O-1Okvde ........cccccceserceseeceeereeeee 550.00 


er Pack, 10kv 1.5ma 118vac, 50-500 Hz, Plastic Capacitor Company, 3-1/4” x 3-3/4” x 5-1/2” high NEW. o.....0ccccccccecceeccesees 189.00 

oe S a ee ee er ee 

i ric Oc Orn ionic vbae een ececnvetensdeccvecousceteccsssuvernvecnscesseees 750.00 

aes Metered: O-1Okvde 120ma Korad, Rack mount 7” high, 18” deep, damaged control knob ............cccceeeeeseeseeeseeeeeeeeeeeeeeeeseeeeeeesessereeee. 895.00 

ag fats bi Rt ee Mecn Oh Gl egal: Oe! OLO Fi ags 115) Savetesttey Sei ORRe Lae ay, - SS Pg ee 695.00 
Homebrew O-12kv @ 1ma- Variac controlled, Internal power pack, 115 vac input, tube missing ..............-.-cccccccceeeeeeeeeeeeeeeeeeeeeeeeeteeteees 350.00 

Dever rae (25 lima | See ee... 175.00 

= | Homebrew O12 @ Sma Verac controled, 0-10 wac nidter O xy R12 box nnn. 275.00 

(  . Elaborate “Accelerating HV Suppy” contains Plastic HV150-103M 15kv 10ma Power Pack, O-12kv meter, 11Ovac ........0.00ceccccecceeceeeeeees 550.00 

Homebrew O-15kv 5ma- Variac controlled, Meters: O-5 made & O-15kv (broken), internal Plastic Power Pack .......00.0....c00ccceccceeeeeeeeeseeeeee 395.00 

pS. HB. 15KV. 5 anes Homebrew O-15kv 5ma- Variac controlled, Meter: O-2Okv, vernier voltage set, 10” x 8-1/2” x 8”H, sloped panel ......0..0.. cece 395.00 
Te OD vue caisesssnngane Devgan Pees, 1 Bi Ra Syne, MSS eae SARs PRI ALE 5 IRR eae gt eR eR ee er a er ee 295.00 
PS-PS1 SMO)... Hoc Pace 2oky Shia, 11 Svec as 325.00 
PeI50 103M... ec 395.00 
Re EG&G 0-20 kvde @ 1.25made Variac control. Meter: 0-30 kvde. 115 vac input. 12” high ....0.0.0.00cc ccc cccecececceeeeeeeeeeeeeeeeeeeseeeees 550.00 
Beer Ae ODM: Cent ff). ksi eck Powelbaneeulniversaibvoltionice2Okyvaalimiay= 1 iD VachinouUt meet fee 52. co nc ec Speed outs. Sugetne le. hPabeduabubelptbaiee stoveslend tiles 2985.00 
POR DIE Heyes si s.. coeeseeis! BiGmeoratOa2 Okves a= Variac COntOlec mine -S/-mmNIGHIGCK aaa Ae MEER. «cco. nnn -nbuse sys omcabpopee -echnlecdong. ¢geeeciesleeanadeeerdewabestteasdane- 439.00 
SEAS LBL '5y i a lah Powetacies Ove ia el a1 Vac anh ae ML. i eS LEE Yo. cad onwarae Se trvch osc sendene sudasdecdepanc B72 5:00 
Po BReCO AUC Universal Voltronics, 0-20 kv, 0-4Oma 0.000005 coo eoocccsecccccescteseeeeces ee 1600.00 
PS VRSEO- 1509 coc Supply, vanac, Metered: O-20kvdc, 0-150 nia ace ocoecc ice vnc cee edeecccecccssscncereseraserecs 4000.00 
Py-2090-150R Sinopiy, vanac, Metered: O-2Okvdc, 0-150 ma, acne ecececcciereecccccccscagnecccccescdiecsccscccccuessesecneeeesss 1800.00 
SL a) Powerpack ciniversaly Volt; 12. kVA Omari: VaCnn pute saeme HE SERIES... 5. .cnus cc cavoes couse sbaneccrdasetuaries2+scdalWiacs.Js.scaswaleteesaez 325.00 
ISS NPROI 3) Sp ke Ga We5e5 may Vatiac controls oothameters oacme universal) VOIOnICS MIMD EVaC <............:.o.00ed-aadepwcgnesncntsccesccdr~sou dedeeess<sleen odie dedavenves 450.00 
OF JAN gst0(0) OL, i ee Pleyroieir. Baral, “SHOE Tighe MERE Teena oncdisn cs anonneonen ueekdedoane. Sheds eo eee oe od ey tek ee 375.00 
Peeve se... ee 0 445.00 
Pt ok Hicmebrew ©-SOky Sma- Variac control, Meter. 0-10 madc, 19° rack mount -.- 5. oooococ coco cece ccs cscks crete cdseecescecetoscbeiereusersesres 650.00 
Po Vs0G S09 Powe Pa SOby nis 1 5Vsc ee ee. 525.00 
SPS fosbiy 0. OWED ACI KUED 1A Like AC Ua ee te Se 2 ce OTS PPI RE BRECON wc ccs Svan « Mapeienoceneton Soe tRtes Ok ties Li ennisina ant Suns iba Avebaceeeas 525.00 
OSENET@)3}) a re Hipotronics Control Box only:30kv- 5ma, Rack mount 12-1/4” high, 3Okv meter broken ................0ccccceceeeeeeeeeees SS Oe eee te ace 500.00 
USER EC pce: Eh). aa URRaea Wellsceritee Boe GR TE 3d ERR RS > ORR 6a RRA eC Ce Sn ee 750.00 
POVM 108) cn ee ee ee 8 a ee. 25.00 
Po RAVse 25, Suny, sc, Metered O-s2ivde OS or ive okie etc cee co ctcchacecseeceertces 2500.00 
PS PPS TU Sinn verec Pcie O-Gic OG0ne a ees 2900.00 
oS Sli S10) 66 ee i lomerevn. 5 Okv(Coal masnVanac-controlicd pRackrmountyS=9/-4.sunighyels ce seesepee once. +d. dacs dyvecelt Neat aduuacseetevags .acldevssidasacssoneeddecteees 450.00 
USES G10) 5) ee rn Daycare Grelhus i|-taiey a IAS Le Oe Ss See ie a ee ee ne tn RC Be. | en oe ee 595.00 
Po rVD00-502M .........:..cc.s..0-ce6 SC)ay Spey este Pawar Te ee acaseche eres WS es eRe epee Ree ay odie ate led eae Ree ns ee ee ee . 795.00 
PoP V50CG105 SOlv cl Oma clastic Power Pack ia is 945.00 
Specie 16) Hipotronics Control Box only: 5Okv-2O0ma Meter: O-10/25/50 kvde & 0-4/8/20 made. Use w/ remote xformer.......0..c.ccccceceeeseeeeeeeeeees 750.00 
PSUV50K50 = Sippy, vating, pietered O-5Okvee, O-SOms, eae cette Mae nceeneeneeeeen 4500.00 
O SAMS PLEO N Oe Spellman O-60kv .5ma, 10 turn output control, Meters: O-6Okv (bad) & O-2 made ..........ccccccceccecccseeesessseeeceeeececeeeeeseneneneees inert 450.00 
OS: GOO). re SorenconiVieterea FOOky Samp) | Ul vacamentp alt) Kehr 02-17 Ser MG... 00. 0a. 000 0c>- up nanncheoZeag-Tonnbnaraanade otadnad nepoecsthanadagandined ones 850.00 
1S Oh. Se eee Voltronics CONTROL only, 0-1 00kv 5.5ma, Metered: 0-120 kvde & O-10ma, Gearmotor driven variac, 14” high rack .............0:c::ccseeseeeeeteeetees 350.00 
Pee OOO Lok Universal Voltronics Head only, Metered: 0-7 50ky, O-1Oma oc As ioe ioe cercceccennceneectaneces 295.00 
PI7200-5 Hipotronics dielectric tester, 250 kvac, 25 ma. Includes large coil, control unit. Ask about optional cabinet/relays ..........000..0. 060 cceeeteeeeeeees 4500.00 


| AC Power Supplies 


PS 100Y-230 05 ec Variac panel has Two 2.4amp 12Ov Variacs, outlet receptacles, fuse & switch. Rack mount 7” high ............ccccccesecssceceeceeeeseeseeeeseereeseeneeees 95.00 
PS-1O/0:8 occ Invertor input: 117/208v 47-400hz 3phase. Output: 240 vac, 335-400 Hz 3 phase, 3.5 amps 10° x 57K 4 occ ccccecete ete teeeeeens 2,400.00 
5-250) es AS Requistor: 11 C21 20y 2 Skye ei an eh eerie serene eee 750.00 
S35 OOO B me R on ocdes someones - AC Line Conditioner 180-300vac 15amp, Meters: 0-300 vac & O-30 amps ac, Rack mount 12-1/4” high..................... ihe... eae . 650.00 
o> OOD Mee eee cee te teed oc. 115vac .5a Regulated Sorenson ac supply, 2 receptacles at back, Meter glass broken (0-150 vac) .........00cceeeeeeeeeeeeeeees ae ORR Keg. LOO.00 
BSAC | OOOR ees aes TOOOw: Rea/Gonstant. Voltcl: | Syieemen Meme fe ac Gece Ce OR be ead OO 
Pe 150-49 AC Power Supply, 120/240v input. O-150vac @ 4.2a, Meters: 150vac & 5aac, Rack 8-3/4” high .......... 2c cee eceteeeeeees 125.00 
PSPC LOO4RS ERA Transpac 60Hz To 400 Hz Converter 100va, BRAND NEW in the box ..........00.ccecececeeecececeeeeenanercesuceeteeeseeeeercenseeeecenaeeeennes 995.00 
PPS 1FC1 15-200... 60Hz To 400 Hz Converter 200va, used, 105-130 vac 3amp input, Meters: O-150vac & O-3a Rack, 5-1/4"H o0000 2c ce cceeees 595.00 


Surplus Sales 


Ky 


: ™ POT) HSKZ3280- 12 
TAPECASTER Direct Drive Motor cost over 
$575 each!! Used in professional audio mag- 
netic tape recorders made by Ampex, Scully, 
Magnicord, Telex, etc. Constant speed, weighted 
armature. 115 vac, .23a, 60 Hz, reversible rota- 
tion. Made in Germany, packed in individual 
styrofoam containers. 6.06mm (.239”) diameter 
nonmagnetic stainless steel shaft is etched to pre- 
vent tape slippage, since it comes in direct con- 
tact with the tape and pressure roller. The shaft is 
the proper diameter to provide a tape speed of 7- 
1/2 inches/sec, which is a standard audio tape speed. 
Shaft is 3/4” long and entire shaft housing extends 
2-1/2” beyond plane of frame. 5” OD x 3-1/2” high, 
frame to rear end. 6uF capacitor required and in- 
cluded (a $10 value). Experimenters, hear is your 
chance to include this very high quality motor in 
your project. 500 ava. $24 Eac $19 (5+) 


Info/Tech./Intnl: 402-346-4750 


Synchro Control 


(MOT)707884 A selsyn, or synchro is a motor 
which when wired to one another and the shaft 
rotates, the other shaft rotates in synchrony, keep- 
ing a constant angular position relationship with 
the first shaft. Packed in vacuum cans from 1954! 
90 / 55 vac, 60 Hz. Synchros for “U.S. Navy Bu- 
reau Of Ordanance”, maybe a torpedo or radar? 
Made by Magnavox. Can marked “Type 1 HCT 
Mark II Mod 5”. 3/16” threaded shaft with nut 
will mount up to anything. 2-1/8” D, 3-3/8”L body. 
1.25 pounds each. We were very excited to find 
these. Only about 50 left. $95 Each $85 (3+) 


ORDERS: 800-244-4567 


Fax: 4 02 - 


Toy Motor 


(MOT)RC280RA1173 A gutsy little moto 


1” diameter body, 1-5/16” long. Spline sha af 
5/64” diameter x 7/16” long. About 6,400 pcs 


Each 6-24 25-99 100+ 
$3. $2.25 $2.00 $1.50 


Toy Motor 


D “Front 


PIVII Torque Motor 


(MOT)U12M2 12 vdc supply voltage, 3/8” x 
1-3/16” shaft. 5-1/4” OD x 2-7/8” deep. 
Threaded holes in face for mounting. Ball 


180 rpm Gear Motor 


(MOT)180 Very nice quality gear motor turns 
1/4” shaft 180 rpms with lots of torque. Rear 
motor shaft spins cooling fans to knock off 
the heat when under load. 2-1/2” square x 
3-1/4” long. $4 Each $3.45 (6+) 


(MOT)724-902718 Nice motor suitable for” 
larger remote jobs. 12 vdc nominally but 
runs from 10-24vdc. 1-1/2” diameter body, 
2-1/8” long. Bronze bushings. Standard 
3/16” shaft, 5/8” long. About 500 pcs. 

Each 6-24 25-99 100+ 


$3 $2.50 $2.25) ese 


industrial 
Motor 


(MOT)MET-3RF2B Matsushita hi-torque 
motor can surprise you. Only 200 ma @ 13.2 
vdc, but she rocks. 1-3/8” OD x 15/16” deep. 
5/64” shaft x 5/16” long. 6 hole threaded face. 


bearing. Highest possible quality. $495 
Linear | 
Stepper Moto Z | 


MOT)K92121-P2 12 vdc linear stepping 
motor travels 1/2”. Actuator rod has 4-40 
thread. 1-1/8” OD, 1-3/4”L. Reduced. $12 


18 rpm Gear Motor 


(MOT)217L Merkle-Korff gear motor turns 
3/8” shaft CCW. 3-3/4” dia. flange, 4-3/8” 
long. 115vac, 60 Hz, with plug. $22 Each 


Each 6-12 13-49 50+ 
$9 $8 $7.50 $6.95 


5v 


(MOT)103-770-17 
Sanyo Denki 5vdc gg 
@ lamp stepper. § 
motor. 1/4” shaft," 
lo lon see a2- 1/2 
square face, 2-1/16” § 
long. 1.8° / Step.} 
Small quantity. $25 _ 


116 hp Motor 


[ MOT)Q81815 ~ Westinghouse Frame 
B56Z double shafted motor. 1725 / 1425 
rpm. 115 vac, 50/60Hz, 4.2/5.2 amps. 1/2” 
shaft. 6-3/8” ‘OD, 7-3/4” long. $15 


18” oz. Motor 


(MOT)16320-158 | WSM motor with elec- 
tric rotary brake (24 vdc actuator). 115 vac, 
60Hz, .4 amps. 5/16” x 1-3/4” shaft. 4-5/8” x 
4-3/4” x 3-3/4” high. Includes 7 uF capaci- 
tor. 4 pin power plug can be removed. $25 


www.surplussales.com 


Linear Solenoid 
(MOT)18CONT230A Guardian linear sole- 
noid has 4.3 pounds linear pulling force. 230 


vac, 2 amps, 60 Hz. 78Q coil. 3” x 2-1/4” x 
2-1/8” long. 11/32” wide space in fork. $15 


Linear Solenoid 


(MOT)P11489D101 Linear solenoid has 
6.5 pounds linear pulling force. 3/8” max 
stroke. 12 vdc, 12 amps. 2-1/8” OD x 4-1/2” 
long. 3/16” bore in connecting rod. $85 


e-mail: grinnell@surplussales.com Fax: 402-346-2939 


1/8 hp Motor 
(MOT)2502273 Robbins & Meyers Frame 
L241 type KP double shafted motor. 3450 / 
2850 rpm. 208/220 vac, 50/60Hz, 4.2/5.2 
amps. 5/16” x 2-5/8” long shaft. 5” OD, 6-1/ 
2” long body, 5” x 4-3/8” mount plate. $19 


Linear Solenoid 
(MOT)CR9503209F — Solenoid has over 1” 
stroke. 550vac, 60 Hz. 2-5/8” x 2-1/2” x3-1/ 


2” high. 1/4” slot in connecting rod. $35 
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12 vde Pump 


(MOT)YZ1S139 Universal Electric motor 
mounted on Weldon model P400C pump. 
3/8” FIP inlet / outlets. Motor operates on 
12 vde, 17 amps. 3000 rpm. Auxillary 5/16” 


x 1-1/2” shaft. $24 
fren 


Fan Motor 


(MOT)13765 + Barber Coleman plain and 
simple motor found in 1000’s of different 
equipment turning a fan blade for cooling. 
They dissapeared from the market when 
muffins came on. Great for replacements. 
115 vac. 1/8” shaft. Bronze bushings. 1-11/16” 
center to center on mounting posts. $8 


Appliance Motor 


(MOT)593363 1350 rpm, CW. 115vac, .3 
amps, 50/60 Hz. 1/4” threaded shaft. 3 watt 
output. 3-3/8” OD x 3” long. Morrill Motors. 
Mounting feet cast in body 180° apart. $10 


12/24vdce Motor 


(MOT)B54735G1 24 vdc double shafted 
motor runs on 12v too. 5/16” shafts. RFI fil- 


ter (.22uF, 100v, a $10 value) mounted to | 
3” OD x 3-1/8” long. 8-32 screw | 


frame. 
mounting on 2-3/8” centers. $15 


Gear Motor 


(MOT)K276349-160 24 vde gear motor turns 
exactly 1 revolution per HOUR @ 20 vdc, 3/4 
rph @ 12 vde. Includes piggyback power 
supply. 2” OD x 1-5/8” + 3/4” long. $45 


1/90 hp Motor 


(MOT)417015PC1 ~~ Great little “Navy Sur- 
plus” motor. 4500 rpm, reversable, brushes, 1/90th 
hp, 115 vac, 60Hz, .37amps. 1/4” shaft. Four hole 
tapped head for mounting. 1-7/8” OD, 3-1/4’L. $18 
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vatahats'smeer 2 
Dual Sq. Cage 


impregnated 
(FAN)AO-33415 Rotron” mil- Foam Gasket 
ide tual iui! cage blower. 


Soft silicone rubber gasket material impregnated with small 
115/230 vac, 1.5/.75 amp, 50/60 vertical wires that make positive grounding contact when com- 
Hz, 19, 3300 rpm, requires 2.5 uF pressed between two metal surfaces. Available in various sizes. 


cap. 6”D x 4” wide cages. 4” x 2- Part Number Width Height Per Foot 10+ Feet 
1/2” wide flange mount. 250 | (FRI)WS-8A 1/4” 1/8” 1.80 $1.40 
: ; (FRI)WS-8B_ 1/4” Wee 2.00 $1.50 
C= 617/64” 1/8” 2.00 $1.50 
0324 21/8- 2.00 $1.50 
3/8” 1/16” 3.00 50 
5/8” 3/32 3.50 $3.00 
5/8” 1/8” 3.75 $3.25 
PR e314" 3/16” 1.50 $1.25 
(FR hy Saar 7.00 $6.00 
* Precut in 3” ie Sold per piece. 


Round RFI gasket. Foam rubber 
inner, woven conductive outer. 


Dual S ’ Ca e Part Number Diameter Per Foot ee 
q Pane an ey Oval 


squirrel cage blower. 220 vac, 2.3 
amp, 50/60 Hz, 19, 2700 rpm. 6” 
diameter x 4” wide cages. 4-5/8” 
x 3-3/4” wide flange mount. | 
Housing 7-5/8” x 11”L. $150 | 


Rubber Insert 


_ RFI gasket. Soft silicone foam 
rubber inner support compresses | 
50%. Outer woven conductive 
metal jacket. Your choice. $2/ foot. 


Part Number Width Height 
| 4-3/8” O.D. dark | (F ee ae 
| blue/black circular fan guard. 120° at vee 


$2 


| s slotted mounting holes. 


Dual Sq. Cage 


ORDERS: 800-244-4567 


(FAN)XSTATIC Compact electronic air ioniz- — 
ers neutalize hazardous static charges on any — 
objects in the personal work area. By continu- — 
ously circulating air, conditioned with an even — 
number of positive and negative ions, you can 
greatly reduce the chance of damaging static | 
sensitive devices. Various models are available 
at random. Most have variable speed. Units” 
are removed and checked. 115 vac. Save big | 
bucks. Original costs $500-700 each! 


| age for combined purchase of ‘WS-3’ series gasket. 


Fax: 402-346 


lonized Ayn eS 
Air Blowers | 


$85 | 


Roand 
Side Flange 


RFI gasket. Soft silicone round 
foam rubber inner support com- 
presses 50%. Outer woven con- 
ductive metal jacket extends to side 


_ flange for easy attachment to equpt. 


| PortNumber Height Flange 1. Wdth  $/Foot 
5/32” 3/8” 9/16”. $2.00 
3 3/16” 3/8” 5/8” $2.25 

1/4” 7/16” 11/16” $2.45 

1/4” 5/8” 7/8” $3.00 

E 9/32” 3/16” 1/2” $2.56 

S-3F ~9/32” 5/8 $3.50 

IS-3G 13/32”7/16” 7/8” $3.50) 


: Deduct the following percent- 


$50 deduct 5% $100 deduct 10% $250 deduct 15% 


McLean dual squir- | 
rel cage blower with built-in air | 
flow switch. 230 vac, .6 amp, 50/ 
60 Hz, 19, 2650 rpm. 4” diameter | 
x 4” wide cages. 4-5/8” x 2-5/8” 
wide outlet flange mount. Hous- 


Galvanized squirrel | 
cage for blower. 4-3/4” diameter, | 


Solid Mesh 


"tured side flange product but in- 
| ner core is solid rolled mesh material 
rather than foam. 1/4” high, 7/16” 


Same as above fea- 


flange, 11/16 total width. $3/foot 


ing 8” x 16”L. Ball bearings. $95 3.3/8” wide. 5/16” shaft. $2 RFI Gasket 
: | | RFI gasket. Place in preformed 
Squirrel Sauirrel | grooves, hold in place with our | 
Cage f _ Chemtronics RTV or Wire Tack or | 
'Cage just free form it between two metal | 
Blower : surfaces, achieving complete conduc- 
| tion for RFI proof container. 
33 | PartNumber Diam. Width /Comment $/Foot 
1/16” round $0.15 
cfm 1/8” round $0.35 


Gray enameled | 


| 1/8” phospher bronze $1.00 | 
squirrel cage for blower. 5” diam- 


1/16” 1/8” rectanglr $0.35 


Rotron Se- | eter, i 1/2” wide. 1/2” shaft. $3 1/16” 1/4” rectanglr $0.50 | 
ries 16: IAF squirrel cage blower. 1/8” square, 18.5” L. $2.50 | 
115 vac, .1 amp, 50/60 Hz, 3350 CG: Squirrel cage for | 5/32” 3/8” silver pltd$7.00 | 
rpm. 2-1/2” diameter x 1” W cage. | blower. 6” diameter, 3-7/8” wide. 1/4” 3/4” rectanglr $3.50 | 


1-7/8” x 1-1/2” wide outlet. $95 | 1/2” shaft. $4 Each  $3(5+) | * Precut in 18.5” lengths 


Rubber Base 


RFI gasket mesh glued on edge of 
_ silicone rubber pad. Use on doors. 


Diam. Rubber Size S/Foot 
3/16” 1/4”H - 3/16” $1.75 
1/4” 3/8"H-1/4” $2.10 
1/4” 3/8"H - 3/16” $2.50 


Part Number 


Blowers 


120 pes 115 vac 


AN)026990 Rotron SAUCER 
Serids 340ZH i is a high quality all 
aluminum mil-spec fan. 115 vac, 
50/60 Hz, 0.21 amp. 3300 rpm. 
Requires 2 uF capacitor (select 
from our capacitor pages) 7” di- 
ameter, 1-3/4” wide. The 120 cfm 
is our estimate based on opera- 
tion, rpm and current. 


Each 3-24 25+. 
$35 $29 $24 


bl bree: 


LA , 
3 ¢ 12 vdc 
(PAN)3- 15-8301 Howard 12 vdc 
fan, 3-1/8” square, 1” deep. 2-13/ 
16” center to center mounting 
holes. itn .8w. 11” leads. $10 


45 cfm + 12 vde 


(FAN)FN12B3 Rotron COMAIR 
Flite II. 6-14 vdc, .31 amp, 3.72w 
fan, 3-5/8” square, 1” deep. 11” 
long leads. 3-1/4” c-c mounting 
holes. $12Each $10 (6+) 


Air 
Exit 
Port 


Is your PC’s fan noisy? 55 cfm : ° =< aGUAC 

es an 34 NMB 12 vdc IA2F79 Rotron Wafer all 
rushless fan, 3-1/8” square, 3/4” lcrnintirt housing. 115 vac 50/ 

deep. 2-13/16” center to center | 60 Hz, 12 watt fan. 3-5/8” square, 22 cfm * 230vac 

mounting holes. 120ma. Replace | 1” deep. 3-1/4” center to center 1 Rotron Biscuit low 

ittoday! $8Each $7 (6+) | mounting holes. $16 Each | Reise, 230 vac, 50/60 Hz, 14 watt 


www.surplussales.com — e-mail: grinnell@surplussales.com Fax: 402-346-2939 311 


340 pcre ¢ 230 vac 


3 Rotron TARZAN 
moves lots of air and has a mas- 
sive plastic frame. 230 vac, 50/60 
Hz, 0.55 amp. 3300 rpm. 6-7/8” 
square, 4-1/4” wide. Runs well on 
115 vac @ 1/2 speed. Used, re- 
moved from service. $29 


235 cfm « 230 vac 


Rotron Patriot 


| aluminum frame, plastic low noise 
| (54 dBA) blade. 230/240 vac, 140ma, 
| 50/60 Hz, 30 watt. 6-3/4” diameter, 


2”D. Stainless ball bearings. $39 


fan. 4-3/4” square, 1-1/4’"D. $19 | 


120 cfm + 24 vde 


Rotron Muffin. 


= > 115 vac | Aluminum frame, plastic low 
3C.~=—s- Various brand name EBM | noise (50 dBA) blade. 24 vdc, 6 


fans removed from service, all 3- | made in Germany. All aluminum | watts, 0.25 amp. 4-11/16" 
11/8” square, 1-1/2” deep, 115 vac. construction. 38-56 vdc, 4.7w. | square, 1-1/2” deep. 4-1/8” center 


-13/16” center to center mount- | 4-11/16” square, 1-1/2” deep. 4-1/ | to center mnt holes. $29 Each | 


$7 (6+) | 8” center to center mnt holes. 


$8 Each 
a 2700U/min. $18 Each $16 (3+) 


ing holes. 


108 
cfm 


115 


115 vac fan motor vac 
)s used widely in older equipment 


| Rotron Feather. 

Stainless ball bearings. 230vac, 
is a cooling fan. 1/8” shaft. $10 Rotron Muffin XL. | 50/60 Hz, 20 watts. Feather edge | 
| Aluminum frame. 4-11/16” sq., | blade for lower noise (52.3 dBA) 


Fan blade. $2 | 1-1/2” deep. 4-1/8” c-c $22 | 7.04” diameter, 2.47” deep. $65 


108 cfm : 115 vat 


Rotron Spartan 
Series 778YF. Mil-spec aluminum 
frame fan. 115 vac, 50/60/400 Hz, 
0.12/0.14 amp. 2190/1530 rpm. 
4-11/16” square, 1-1/2” deep. Re- 


| quires .25uF capacitor. $85 Each 


Fan 
Box 


12 
vdc 


Military green, 
new power supply box has 12vdc 
1” deep x 3-1/8” square fan one 
end, a recessed 3 blade ac jack, 
switch and 230 115 ) vac sel lector 

i/ 


switch opp. end. 3 1/4” high, 4” 
deep, 9-1/2” oe $20 
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ROTRON 
Spiral 


100 SCFM 
208-230 vac 
3/4 hp Motor 


ORDERS: 800-244-4567 Fax: x 402-346- e 


Honey [corr 
neyeon : 


Keeps the ‘rf’ signals 
while allowing air to) 
move in or out of the: 
chassis. Shielded in-- 
take screens for ampli-. 
fiers make no air noise, 
ave no back pressure. se 
compression and rubber gaskets for “rf” tight seal. 


Threaded #8 mounting holes 


F Rotibh Spiral Instrument Grade Regenerative Blower. 
Maxi flow is 100 SCFM (75 SCFM @ 15” water), pressure is 33 
IWG, vacuum 2.3” Hg. 208-230 vac, 50/60 Hz, 3.5 amp, 10. 9-3/4” 
O.D., 9” high. 1-3/4” O.D. slip-on inlet / outlet with internal muffling. 


42 pound shipping weight. Great anywhere you need to remote mount | .,, 


the air source for noise, size or weight management. 


495 


280 cfm » 115 vac 


Rotron mil- 
spec blower has enough otteae | 
for even the largest cooling jobs. | 


| ment. 


Air Duct Hose 


5 2” diameter x 


| 15- 1/2” long Flex-Fab mil-spec, 
| helically wound with one continu- 
| ous wire support, circular air duct 


for routing cooling air for equip- 
Will turn sharp radius 
| without losing form. $19 
3” diameter x 

30” long, otherwise as above. $32 
5” diameter x 

48” long, otherwise as above.$50 


)60-71326 2-3/4” x 8” x 3/4” thick. Made from ultra strong ' 
76063 aircraft aluminum. Mounts from rear with six threaded #8 holes. 
No holes will show on outside. Braid and rubber compression gaskets | 
for air and ‘rf’ tight seals. Perfect size to incorporate one or two into 
chassis, side vo side or stacked. 60dB attenuation. $25 Each $22 G4) 


1269-001 6” x 12” x 3/4” thick. 18 mounting holes pen- 
Seeare Fant to back. 60 dB att. Otherwise, same as above. $45 Each 


6-1/4” x 21” x 3/4” thick. 26 mounting holes. 


nenenrate front to back. Otherwise, same as above. 


K 


3200 rpm, 115 vac, 1.3 amps, 50/ | 
60 Hz. 7-1/2” inlet screen. Square | 
outlet 3-3/8” x 3-1/8” requires | 
flange. 2.5 uF capacitor included. | 
Collins part number 009-0241-010. 
$175 Each 


$150 (3+) 


. or Ure, 

> Mini. Just your | 
lice cooling fan to move ambient air | 
ina cabinet. Plastic blade. 115 vac. $8 | 


Rotron Centrimax. Maximum flow is 575 CFM. | 
10-1/2” O.D., 7-1/4” high. Oval outlet | 
Includes external air flow switch. $195 | 


380 vac, 50/60 Hz, .55 amp, 3@. 
5-3/8” x 6”. 150 CFM @ 3.3” water! 


— | 5S connector. Brand new. 


aT vader Ean 


19A2241 miniature 27 vdc fan 
mounted as shown. Also in lid is 
dc filter for motor and KPT07E14- 
$25 


ROTRON 
Centrimax 


500 CFM 
@ 1.2” H,0 


AIRCRAFT | 


Cover for portable | 
military equipment has Globe | 


$95 Each 


: 
i 
4 
{ 


Shielded, Wire impregnated Clear 


Plastic Lens 


= Peek in on the glow of your finals through this | 
th proof plastic lens without letting the signals escape. Full size is 7- 
15/16” x 4-3/16”. Notice our close-up shot of the fine wire screen so 
small you can’t even see it from 12” away. 1/4” wide perimeter gasket. $22 


ee can fit in 
aM as follows: 


 B5amp— 125v 
010 1Oamp 125v 
Mix for quantity deal 
Each - 5-19 20-99 100+ 
‘Boe 65¢ 50¢ 


Micro 
Plug-in Fuses 


all listed here! 
(FUS)8AG. 03125 


 (FUS)8AG.25 — 


(FUS)AGX.25 
(FUS)AGX.5 
(FUS)8AG.5 
(FUS)AGX1 
(FUS)FOIA1.5 
(FUS)8AG2 
(FUS)8AG3 
(FUS)AGX4 
Each 5-19 
$1.50 $1.25 


q VA" x1” ‘long. Glass & ottier sues. 


132 amp ; 


‘V4 amp © 
1/4 amp 
1/2 amp 
1/2 amp 
1 amp 
1-1/2 amp 
2 amp 


_ 3 amp 


4 amp 
20+ 
$1 


1-1/16” long. Bayonet on large end. 


(FUH)MICRO1. ae. 1.5 amp (FUS)332.03125 ee amp 
» | (FUS)332.0625 1/16 amp 
‘Micro 2 pin plug-in fuse. 1/4 (FUS)332.125 1/8 "aii 
diameter x 3/8” high. $2 (FUS)332.1875 3/16 amp 
(FUH)MICRO4 4 amp | (FUS)332.25  W/4amp 
micro 2 pin plug-in fuse. $2 (FUS)332.3 3/10 amp 
30. :~—C~*C (FUS)332.4 4/10 amp 
7 (FUS)332.5 1/2 amp 
| Be use (FUS)332.7 7/10 amp 
older (FUS)332.75 3/4 amp 
(FUS)332-1.25 1-1/4 amp 
(FUH)MFH = Socket with cap | (pUS)332-1.75 1-3/4 amp 
for “Micro” two pin fuses (above). (FUS)332-2 2 amp 
3/8” hole mounts. $3 | (FUS)332-2.5 2-1/2 amp 
— (FUS)332-3 3 amp 
—- (FUS)332-5 5 amp 
Pigtail Fuses fect othe ala 
318PT- Standard $2 (5-19)$1.75  (254)$1.50 
| 315PT- Slo-Blow 
(FUS)318T.03125 1/32 amp 
(FUS)318T.0625 1/16 amp 4AG Fuse 
| (FUS)315T.0625 1/16 amp P 
| (FUS)315T.1875 3/16 amp . : 
| (FUS)318T.1875 3/16 amp | .283”0D x 1-1/4” long. Heavy Duty. 
(FUS)315T.1 1/10 amp (Slightly larger OD than 3AG). 
| (FUS)318T.125 1/8 amp (FUS)413.5 1/2 amp 
| (FUS)318T.2 2/10 amp (FUS)4AG4 4 amp 
| (FUS)3157.25 1/4 amp (FUS)4AG5 5 amp 
| (FUS)318T:375 3/8 amp (FUS)4AG6 6 amp 
| (FUS)318T.5 1/2 amp (FUS)4AG6.25 6-1/4 amp 
| (FUS)318T.7 7/10 amp (FUS)4AG15 15 amp 
| (FUS)315T3.2 - 3-2/10 amp | = (FUS)5AG20 20 amp 
(FUS)3ABPT4 4am (FUS)5AG30 30 amp 
p 
(FUS)MDV5 5 amp $2 (5-19)$1.75 — (25+)$1.50 
(FUS)318T6 6 amp 
(FUS)315T6.25 6-1/4 amp = = 
Each 5-19 204 GDB Fuse 
$1.50 $1.25 $1 5mm x 20mm fast acting fuse. 
: | (FUS)GDB8 Samp $2) 
—— 
SLB Pigtail Fuses SFE Fuse @ 
‘Tiny pigtail glass fuses. 3/16” dia. 25”0D x 5/8” long. Mini Fuse 
| (FUS)SLB2 2 amp (FUS)SFE4 4 amp 
| (FUS)62A 2 amp (FUS)SFE9 9 amp 
| (FUS)SB6 6 amp (FUS)SFE30  30amp 
| Each 5-19 20+ Fach 5-19 20+ 
| $1.50 $1.25 $1 $3.50 . $3 $2.50 


sa 
PS 


ine ell@surplussales.co 


| Standard AC to 


| PH-386 (detachable cord) 


(WCC)BMC-1 8’ long, 18-3. 

Standard 3 blade PH-386 detach- 

able power cord with 115 vac plug. 
Each 4-9 10+ 
$3.50 $3 $2.50 


Hospital Grade 
(WCC)500456-001 10’ long, 
18-3. SJOW-A Neoprene cord with 
Hospital grade 5-15 ac plug. Cable 
tagged “Hospital Grade”. 15 
amps. 90°C. Lugs/ terminals. $7 


$8 


Same as above but longer. 


(WCC)BMC-12 12’ long, 18-3. , 


Euro 220v Plug to 
PH-386 (detachable cord) 


(WCC)E220-386-8 220v round 
pind plug common in Europe. 
2mm spacing. 3 blade PH-386 
detachable power cord plug EF 


Hospital Grade 


(WCC)CX4704/U 8’ long, 18-3. 
Mil-C-3432E Neoprene cord with 
Hospital grade 5-15 ac plug. 
Other end has 3 pin MS3106E14S- 
7S connector, a popular ac plug 
on various test equipment. $20 


opposite. 8’ long. 


Ss, 


Standard AC Cords 


(WCC)LC-3 7’ long, 16-3. 
Black SJT cord with ac plug. 


Ca——- 


4’ Gray 12-3 Cord 
(WCC)LC-2 4’ long, 12-3. 


| Collins gray cord. Very heavy duty 
| and hard to find. Molded plug. $5 


Each 4-9 10+ 
$6 $5 $4.50 
(WCC)LC-4 8’ long, 18- 3. | 


Black SJT cord with ac plug. 


Each 4-9 10+ 
oo $2.50 $2 
(WCC)936980 re long, 14- 3. 


Black So cord with ac plug. $9 
| (WCC)LC-10 10” long, 14-3. | 
Black SJ cord with ac plug. $8 | 


| with ac plug. (6’ relaxed) 


Coiled 6’ AC Cord 
(WCC)17447S 6’ long, 18-3. 
Belden black SJO Neoprene 7 

74 


| 6’ Ghastert | 
rs TV | 
Cord | 


(WCC)CORDTV 2 prong ac cord. | 
Note: cut end off for regular use. $1 


Cords 

6’ long, 18-2. 
Standard ac cord, 2 conductor blk 
SPT2/FT2, 105° CG. unterminated. 


2 Prong 
(WCC)E8314B 


(WCC)17: 30B 8.25’ long, 18-2. 


| Beldenac cord, 2 conductor black 
| round, unterminated. 


| Each 10-49 50+ 
| $1.50 $1. 25 $1 
=* (WCC)17186 6’ long, 


18-2. Belden ac appliance cord, 2 
conductor white , 2 hole jack 5/ 


| 16” centers. 7a, 300vac rating. 
Each 10-49 O+ 
$1 


$1.25 85¢ 
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Circuit Breakers 
102°C Thermal Fuse 
~(CBK)211 Opens when tempera- 
ture reaches 102°C (215°F). Use as 
protection for motor winding, rf 
finals, or any place temp must be 
limited. Fuse style axial body. 5 
amp, 125 vac load. Not resetable. 
Each 10-49 50-249 250+ 
$2.50 $2 $1.75 $1.50 


Weber Snap-Iin 
(CBK)T11-611R-1.5 1.5 amp, 
240 vac. Swiss made mini breaker 
fits 7/16” x 7/8” hole. Spade/QD 
terminals. Gray body, red button. 


(CBK)T11-611R-3.0 3.0 amp, 
240 vac. As above but black body 
and button. 


Mix for quantity deal 
Each 6-24 25+ 
$3 $2.50 $2.25 


Info/Tech sAiitnl: 402-346-4750 
Toggle 4 Pole 
Circuit Toggle 
Breakers | Circuit @ 
Je ele | 
(CBK)T11-3-2.00A-01-31 2 amp 
50 vdc, 250 vac toggle style 


| eH 8/1 | 


ORDERS: 800-244-4567 


AIRPAX breaker. Fits 1/2” hole. 
Spade/QD terminals. Tapered bat. 


50 vdc, 250 vac toggle style 
AIRPAX breaker. Same as above. 


Each 4-19 20+ 
$6 Noy de) $4.75 
1 Pole - Toggle 


Circuit 
Breakers 


AIRPAX 


(CBK)712-A-201 .2 amp 120 vac, 
single pole aircraft grade hermeti- 
cally sealed breaker. Toggle bat. 

(CBK)M39019/01233 6 amp 240 
vac, 50 vdc. Otherwise, as above. 
(CBK)M39019/01236 7 amp 240 
vac, 50 vdc. Otherwise, as above. 
(CBK)M39019/01242 8 amp 240 
vac, 50 vde. Otherwise, as above. 


15 amp 


250 vac or 32 vdce 
(CBK)W28-XQ1A-15 


15 amp, 
Potter & Brumfield fuseholder 
type circuit breaker. 2-15 sec trip 
time. Fits 9/16” x 11/16” hole. 
Spade/QD terminals. 


Each 10-49 
$3, 41$2.45 


50-249 250+ 
$1.95 $1.50 


(CBK)M39019/01249 10 amp 240 
vac, 50 vdc. Otherwise, as above. 
(CBK)M39019/01258 20 amp 240 
vac, 50 vdc. Otherwise, as above. 


(CBK)T11-2.5-00A-6667 3 amp 


Mix for quantity deal 
Each 4-19 20+ 
$12 $10 $9 

2 Pole % 


Toggle 


(CBK)KD] 
6 are Heinemann 
fuseholder type circuit breaker 
replaces slo-blo fuse. 32vdc or 
250 vac. 2.5-24 sec trip time. Fits 
5/8” hole. Spade/QD terminals. 
Each 6-24 25+ 
os sz 50 $2.25 


{ 
6) 


Breakers 
AIRPAX \—ur-! 
(CBK)AP12-3-61601 .6 amp 240 


vac, two pole aircraft grade her- 
metically sealed breaker. Toggle 
bat. Solder terminal hooks. 
(CBK)M39019/03343 1.5 amp 240 
vac, 50 vdc. Otherwise, as above. 
(CBK)AP12-1-59152 1.5 amp 50 
vdc. Otherwise, as above. 
(CBK)M39019/03218 2 amp 240 
vac, 50 vdc. Otherwise, as above. 


(CBK)AP12-6-2252 2.5 amp 240 


90 amp Pade 


110 vacto , 
30 vdc@ 


90 amp, Klixon 
auto-reset time delay circuit 


breaker. 


200% load. 1-7/8" x3” x 1-3/8"H. $6 


Trips in 5.5-55 sec @ | 


vac. Otherwise, as above. 
(CBK)M39019/04321 5 amp 240 
vac, 50 vdce. Otherwise, as above. 
| (CBK)M39019/03231 5 amp 240 
| vac, 50 vdc. Otherwise, as above. 
CBK)M39019/03325 7 amp 240 
vac, 50 vdc. Otherwise, as above. 
Each 4-19 20+ 
$35 $30 $25 


(CBK)M39019-05209 .5 amp 
400 vdc, three pole aircraft grade 
hermetically sealed breaker. De- 
lay A. Solder terminal hooks. 

(CBK)M39019/05210 .5 amp 240 
vac, 50 vdc. Delay B.Otherwise/ above. 
(CBK)M39019/5-40 3 amp 240 
vac. 400 Hz. Otherwise, as above. 
(CBK)M39019/05224 3 amp 240 
vac, 50 vde. Otherwise, as above. 
(CBK)M39019/5-48 5 amp 240 
vac only. Otherwise, as above. 

Each A-19 20+ 

$49 $45 $39 


CARLING 
SWITCH 


(CBK)ACIB046-4 


25 2.5 amp 
250 vac, 50/60 Hz. Mounts from 
rocker side(top) w/ two #6 screws. 
3/4” x 1-1/4” hole req. for rocker. 
Spade/QD terminals. 3/4” x 2-1/ 
4” x 2-1/2”H. Rocker labeled “I/O”. 


(CBK)ACIB046-440 4 amp 
250 vac. Otherwise, as above. 
(CBK)ACIB046-470 7 amp 
250 vac. Otherwise, as above. 
Mix for quantity deal 
Each 4-19 20+ 
$6 $5.25 $4.75 


1 Pole 
Rocker @ 
Circuit 
Breaker 
AIRPAX 


(CBK)203-1-172252 


2.5 amp 
250 vac, 50 vde. Body locks into 
cutout with expansion tabs. 3/4” 
x 1-3/4” hole required. Spade/QD 


terminals. 11/16” x 1-5/8” x 
Rocker labeled “ON/OFF”. 


27H. 
$5 


12 amp 

240 vac, 28 vdc. 
Panel mounts in 
3/8” hole.E-T-A 
$4 Ea. $3(25+) 
Spade/QD (CBK)45-700-IG1-P10 


1 Polat 


(CBK)7274-9-1/2 © 5 amped 
120 vac. Pushbutton reset. Scre\ y 
terminals. 5000a momentar : 
overcurrent. 9/16” x 3/4” x2”, 


(CBK)MS3320-1 lamp 28 vdc,, 
120 vac. Otherwise, as above. 
(CBK)MS26574-1.5 1.5 amp 28) 
vdc, 120 vac. Otherwise, as above. 
(CBK)MS3320-4 4 amp 28 vdc, . 
120 vac. Otherwise, as above. 
(CBK)MS3320- 5V 5 amp 28 vde, 
120 vac. Otherwise, as above. 
(CBK)MS3320-019-15 7.5 amp 28) 
vdc, 120 vac. Otherwise, as above. . 
(CBK)MS3320-10 10 amp 28) 
vde, 120 vac. Otherwise, as above. 
Each 4-19 20+ 
$9 $8 $7 


Aircraft 
|Circuit | 
Breaker’ 


(CBK)MS25244-25 25 amp 28} 
vdc, 120 vac. Pushbutton reset. . 
Screw terminals. 6000a momen- 
tary overcurrent. 11/16” x 1-1/) 
16” x 2-1/4”. $19Ea. $17 (5+) 


KLIXON 


3 Pole 


(CBK)7276-101-5 5 amp 28 vdc,, 
120 vac. 3 pole or 3 phase. One 
tripped circuit takes all. Push but- 
ton reset. Screw terminals. 5000a 
momentary overcurrent. 3/4” x 
2° x Banas $75 


2 Pole 
Lighted 
Rocker 


AIRPAX 


(CBK)203-22-1-61F-752 
7.5 amp 250 vac, 50/60 Hz. Body 
locks into cutout with expansion 
tabs. 1-5/16” x 1-9/16” hole re- 
quired. Spade/QD terminals, 1-1/2” 
x 2” x 2”H. Rocker labeled “ON/OFF”. 
(CBK)203-22-1-61F-103 10 amp; 
250 vac. Otherwise, as above. | 

Each 4-19 20+ 

$8 $7.25 $6 


3 Pole Giant Breakers 
Heinemann and other mfrs. in 
this group of large breakers. 

( (CBK)CD3-A3 10 amp 480 vac. 
3 poles / phase, linked. Stud post 
terminals. Pictured above. $50 
(CBK)ETN-1043 20 amp 500 vac 
/400 Hz, 250 vde. Pictured. $65 
-(CBK)CD3-Z117-3 30 amp 480 
vac. Pictured above. $50 
(CBK)299-3-4166-130 30 amp 
480 vac /400 Hz. Pictured. $65 
(CBK)299-3-4166-150 Triple 
25 amp / 25 amp/60 amp 240 
vac. Pictured above. $45 
(CBK)299-2-5159-1 60 amp 160 
vde. 2 pole with switch. $45 
(CBK)CD3-Z458-47 100 amp 
240 vac / 400 Hz. Pictured. $85 
(CBK)299-3-4166-140 100 amp 
480 vac. Pictured above. $85 


3 Pole 


| (CBK)FAL34090-5852 90 amp 
480 vac, 250 vdc. Square D. Also 
#H14J2-2619. 4-1/2” x 6” x 3-1/4”. 


(CBK)APG111- 1REC-3985-020 
Triple: 5a / 5a / 25a 65 vdc. 
Mounts from front. Each breaker 
has 2- #6 tapped holes. Single 
toggle. Solder, spade (QD) or clip. 
(CBK)UPG114-3575-1 Triple: 
8a/ 8a/30a 250 vac. Otherwise 
same as above. 
(CBK)W69-X2Q12-15 15 amp 
277 vac. Otherwise as above. 
(CBK)W69-X2Q12-25 25 amp 
250 vac. Otherwise as above. 
$25 Each (4-12) $22 


2 Pole 
(2 Toggle) 


Circuit 
Breakers 


(CBK)UPL11-1337-14 2 amp 
250 vac. Dual breaker, stud posts. 


(CBK)UPL11-8701-1 2.5 amp 
250 vac. Otherwise same as above. 
(CBK)295-11-1 5 amp 277 / 
480 vac. Otherwise same as above. 
(CBK)M55629/3-096 15 amp 240 
vac, 400 Hz. Otherwise same as above. 
$18 Each (4-12) $15 


(CBK)QO-320-40068 20 amp 
1240 vac. 3 phase. Square D. Panel 
clip in type. 2-1/4” x 3” x3”. 
(CBK)QO-360-40084 60 amp 
240 vac. Square D. Panel clip in 
type. 2-1/4” x3” x 3%. 
Each 4-19 
$18 $16 


20+ 
$14 


2 Pole 
(2 Toggle) 
AIRPAX 
Circuit 
Breakers ’ 
(CBK)UPGH11-7307-1 1.75 amp 
250 vac. Each breaker has 2- #6 
tapped hole. Solder, spade (QD) or 
clip terminal. 1-1/2” x 2” x 2”. 
(CBK)JA2-C3 5 amp | 
250 vac, 400 Hz. Otherwise as above. 
(CBK)APGH11-23577-190 5 amp | 
250 vac. Otherwise same as above. | 


| (CBK)UPL111-1REC3 
| 250 vac, 400 Hz, w/sw. Otherwise/above. 


(CBK)APL111-316-110 1 amp 
250 vac. Triple breaker, stud posts. 


(CBK)AM3-A9A8AD lamp 415 
vac. As above but w/ 10a aux sw. 


(CBK)APL111R-559-190 1.5 amp 
250 vac, 400 Hz. Otherwise/above. 


(CBK)295-111-1REC1 2 amp 
480 vac. Otherwise as above. 


(CBK)APL111R-559-240 2 amp 
250 vac, 400 Hz, w/sw. Otherwise/above. 


(CBK)APL111R-4459-049 2 amp 
250 vac , w/ aux switch. Otherwise/above. 
(CBK)295-111-1REC-4459-110 
7.5 amp 480 vac. Otherwise/ above. 


(CBK)M55629/5-083 10 amp 
250 vac, 400 Hz. Otherwise/above. 


(CBK)APL111R-535-320 10 amp 


250 vac , w/ aux switch. Otherwise/above. 


Mix for quantity deal 
Each 4-19 20+ 
$18 $15 $13 


High Current Breakers 
(CBK)205-111-161-4-153 15 amp 
250 vac. Otherwise as above. 


(CBK)APL111R-559-460 15 amp 
250 vac, 400 Hz, w/sw. Otherwise/above. 


| (CBK)AM3-A15A3A3-A 20 amp 


250 vac. Otherwise as above. 
(CBK)AM3-A3W-3PL 25 amp 
250 vac. Otherwise as above. 
(CBK)APL111R-535-440 30 amp 


| 250 vac. Otherwise as above. 
| (CBK)AM333HEMG6 


250 vac, 400 Hz, w/sw. Otherwise/above. 
40 amp 


(CBK)W93-X112-50 50 amp 
277 vac. Otherwise as above. 


Mix for quantity deal 


(CBK)1PGH66-1-64F-752-0 7.5 amp 
250 vac. Otherwise same as above. | 


| (CBK)UPGH11-1-61-15301 15 amp | 


250 vac. Otherwise same as above. | 
(CBK)1PGH66-1-64F-153-0 15 amp | 
250 vac. Otherwise same as above. | 
(CBK)JA2S-A8-A 15 amp 250 | 
vac. Otherwise same as above. 
(CBK)APGH11-774-440 30 amp 
250 vac. Otherwise same as above. | 
Each 4-19 20+ 
$18 $16 $14 


Sales arr surplussales. com> e-mail: srinnell@surplussales. com spake 402-346- 2939 Byis 
tb reakers : e “DIN” 
. z 3 Pole (3 Toggle) Rail 
~ (1 Toggle) . Circuit 
. = _ Circuit Circuit age 
Var ne Breakers Breakers 


(CBK)5SM3405 S; amp 380 vac 
(10-250 Hz), 250 vde. 2 poles (NC 
& NO). Use NO contact to sound 
alarm. DIN Rail mount. 3-1/2”H. 


(CBK)5SM3305 .5 amp 380 vac 
(10-250 Hz), 250 vde. Standard 2 
pole DIN Rail,otherwise, as above. 
(CBK)5SM3302 2 amp 380 vac 
(10-250 Hz). Otherwise, as above. 
(CBK)5SM3304 4 amp 380 vac 
(10-250 Hz). Otherwise, as above. 
( 
( 


CBK)5SM3308 8 amp 380 vac 
10-250 Hz). Otherwise, as above. 


| “DIN” 


30 amp | 


| 380/480 vac. 


Each A-19 20+ 
$25 $20 $17 
3 
4a DIN” 
Rail 
SIEMENS © 


(CBK)5SM5110 s 
10 amp 380 vac (10-250 Hz), 250 
vde. Standard 2 pole DIN Rail.$35 


Rail 
Weber 


(CBK)5-AS168B-2G6 25 amp, 
5000a momentary 


| overcurrent. Double pole. Swiss 


| made DIN Rail style. 


$25 


Panel 
Rocker | 


AIRPAX — 


Circuit 
Breaker 


(CBK)UPGX60-25853-1 Dual 
6 amp / 30 amp 250 vac, 65 vdc. 


| Single rocker. Front mount in 
| rocker cutout. Screw terminals. 


Each 4-19 20+ 
$25 $23 $20 
Rowan 
Old 
Fashioned @ 

Circuit } 

Breakers “5 
(CBK)04-76-0020-P8-5 5 amp | 
(CBK)04-76-0020-P8-7 7amp 
(CBK)04-76-0020-P8-9 9 amp 

) 


$5Ea. $4 (5+) 


| (CBK)04-76-0020-P8-15 15 amp | 


4-19 
$10 


20+ 
$8 


Each 


$12 


316 Surplus Sige 


1 Pole 
Stud Post 
Circuit 
Breakers 


(CBK)APLIR-533-190 1 amp 
50 vde. 3/4” x 2” x 2-1/2"W. 


(CBK)APLIR-532-250 1.5 amp 
250 vac. Otherwise, as above. 
(CBK)APL1-533-240 2 amp 
50 vdc. Otherwise, as above. 
(CBK)PAM12MG3 3 amp 
115 vac. Otherwise, as above. 
(CBK)APL1-533-340 5 amp 
50 vdc. Otherwise, as above. 
(CBK)UPL1-1-59-752 7.5 amp 
65 vdc. Otherwise, as above. 
(CBK)APL1-531-300 7.5 amp 
250 vac, 400 Hz. Otherwise, as above. 
(CBK)APL1R-571-260 10 amp 
250 vac. Otherwise, as above. 
(CBK)APL1-531-330 10 amp 
250 vac, 400 Hz. Otherwise, as above. 
(CBK)APL1-533-740 12 amp 
50 vdc. Otherwise, as above. 
Mix for quantity deal 
Each 4-19 20+ 
$7 $5.50 $4.75 


Med. Current Breakers 
(CBK)205-H1-1-61-4-153A 15 amp 
250 vac. Otherwise, as above. 
(CBK)APL1-533-440 15 amp 
50 vdc. Otherwise, as above. 
(CBK)AMI-Z625-4 
65 vdc. Otherwise, as above. 
(CBK)AMI-Z22-102 20 amp 
240 vac. Otherwise, as above. 
(CBK)APL1-533-530 20 amp 
50 vdc. Otherwise, as above. 
(CBK)APL1-533-580 
50 vdc. Otherwise, as above. 
(CBK)W91X15-3-30 30 amp 
65 vdc. Otherwise, as above. 
(CBK)APL1-533-640 
50 vdc. Otherwise, as above. 

Each 4-19 20+ 
$10 $8.50 $7 


High Current Breakers 


(CBK)AMI-Z22-130 50 amp 
240 vac. Otherwise, as above. 
BK)UPL1-2-51F-753 75 amp 
32 vde. pina as above. 
Each 4-19 20+ 
$14 $12 $10 


15 amp | 


25 amp | 


35 amp | 


wht ye 4 ie \ Fes . oS hfe 


i nfaflech atataelt 402-346-4750. 
Circuit Breakers, Fuses 


Circuit 
Breakers 


SPDT 
Aux. Switch 


(CBK)APL1R-571-050 .5 amp 
250 vac. 3/4” x 2” x 2-1/2”W. 
(CBK)PAMI2HKMG6-2 2amp 
50 vde. With switch. Otherwise/above. 
(CBK)APL1R-571-120 2 amp 
250 vac. With switch. Otherwise/above. 
(CBK)PAM1I2HKMG6-5 5 amp 
50 vdc. With switch. Otherwise/above. 
(CBK)APL1R-571-210 5 amp 
250 vac. With switch. Otherwise/above. 
(CBK)PAM12HKMG61 
50 vde. With switch. Otherwise/above. 
Mix for quantity deal 
Each 4-19 20+ 
$9 $7.50 $6.00 


High Current Breakers 
(CBK)UPL1-1R0-51-303 30 amp 
65 vdc. With switch. Otherwise/above. 
(CBK)APL1R-555-670 40 amp 
50 vdc. With switch. Otherwise/above. 

Each 4-19 20+ 
$14 $12 $10 


10 amp | © 


es 5 ha Sod pitesdeatae 638 3 


A13X « 430. 


(FUS)A13X70 70 amp 
Shawmut “Amptrap” 
bolt in semiconductor 
fuses. 1” diameter x 2- 
5/8” long body. 5/16” 
bolt holes. $15 4+$12 


(FUS)A13X100 100 amp fuse 
as shown above. $19 4+ $15 
(FUS)A13X150 150 amp fuse 


as shown above. $25 4+ $21 


(FUS)A13X250-4 250 amp fuse 
as shown above. $35 4+ $29 


KAB- 250v 


(FUS)KAB100 100 amp 
TRON rectifier fuse. 
Bolt in fuse cartridge. 
1-1/4” diameter x 3” 
long. 5/16” bolt holes. 
$22 4+$17 


(FUS)JJS-200 200 amp as shown 
above but 600v. $29 4+ $24 


(FUS)JJLS-200 200 amp as shown 
above but 600v. $29 4+ $24 


. pe “to ied 


150 amp + 32 vdc 


(CBK)PAM1510MG3 150 amp 
32 vdc large single pole, stud ter- 


minal Heinemann DC breaker. | 


1” x 3-3/4” x 37H. $45 


AX25X300 
FUS)AX25X300 


3/4” long. 3/8” bolt 
holes. $45 4+$40 


F29A5000V3A high 
for many high energy aj | 
tions. 13/16” OD x 5” long. Glas 
transparent body. Use 3/4” fuse clips 
Each; ... 4-12... obesAgsiOsem 
$5 $4 $3. 50° Bal 


ae 


5,000v - 1/8 amp — | 
(FUS)F29A5000V1-8A 1/8 amp} 
Bussman high voltage fuse simi- 
lar to above but black casing. 
Each 4-19 20+ 
$4 $3.50 $3.00 


2,500v - HVB 


(FUS)HVB2 2 amp Bussman | 
F28A high voltage fuse. 7/16”D) 
x 4-3/8”L. Use 3/8” clip. 4 


(FUS)HVB.75 3/4 amp as above | 


(FUS)HVB.5 1/2 amp as above : 
Each 4-19 20+ 
$5 $4 $3 


| (CBK)APG1-885-260 


1 Pole 
Toggle 
AIRPAX 
Circuit & 
Breakers * 


10 amp 
250 vac. Breaker has 2- #6 tapped 
holes spaced @ 1-11/16c-c for 
front mount. Spade / QD termi- 
NalSie(S xian 


| (CBK)APG1-885-280 12.5 amp | 


| 250 vac. Otherwise as above. 


Each 
$10 


4-19 
$9 


20+ 
$8 


5 amps 
125 vac 
MECHANICAL 


PRODUCTS 
(CBK)MP-1600 5 amp 125 vac. 


2,000v + 3/4amp | 
(FUS)230074 3/4 amp GE high’ 


voltage fuse. Red fiber casing. | 
9/16”D x 4-1/2”. Use 1/2” clip. 
Each 4-19 20+ 
$4 $3 $2.50 


Spade/QD terminals. 1/2” X 1-3/ 
8” X 1-1/2” $3Ea. $2(10+) 
1 Pole 


P&B 
Circuit 
Breakers 


(CBK)W58XB1A4A-3 3 amp 50 
vdc, 250 vac. Pushbutton reset. 


| Spade / QD terminals. 10-45 sec. 


trip time. 5/8” x 1-3/8” x 1-3/8”. 


(CBK)W58XC4C-12A-20 20 amp 
50 vde, 250 vac. 6-30 sec. trip 


| time. Otherwise, as above. 


Each 
$4 


4-19 
$3.50 


20+ 
$3 


1,000v - HVA 
(FUS)HVA.5 1/2 amp Bussman 
high voltage fuse. 7/16”D x 2- 
7/8”L. Use 3/8” clip. 
(FUS)HVA.75 3/4 amp as above. 
Each 4-19 20+ | 
$2.50 $2 $1.75 


cuthiade 1” x 1-3/4” x 3”, 


=|) eee 
Ree te Tae 


ier Fuses 


k blow fuses for semiconduc- 
tor protection. 3/4” OD x 3” long. 
Ise 3/4” fuse clips: $10 
‘US)TR40R 40 amp 250v TD 
se, otherwise as above. $12 
FUS)KAJ45- 45 amp 600v fuse, 
otherwise as above. $15 
(FUS)F62C 60 amp 500v fuse, 
otherwise as above. $15 


(FUS)AX13X60 60 amp Shawmut 
“Amptrap” cartridge type semi- 
conductor fuse. 3/4” diameter x 2” 
long body. Use 3/4” clip. $8 


les ww: urplusales, com 


‘lamp 500v TRON” 


i FO9B size 


Popular size fuse for many appli- 
ations. 1-1/2” long x 3/8” diam- 
eter. Use 3/8” fuse clips. Available 
n the following models: 


(FUS)FNA1/10 1/10 amp 250v 
FUS)FO9B.2A 200 ma 250v 
(FUS)F60C lamp  500v 
FUS)F09B1.25 1-1/4a 250v 
FUS)KLM2 Z2amp 250v 
FUS)FNA3 3aTD = 125v 
FUS)FNM5 5amp 250v 
(FUS)FO9B5A 5S5amp =  250v 
FUS)KLK-6 6amp 600v 
(FUS)F09B6.25 6.25 amp 250v 
(FUS)FNJ10 10 amp 125v 
(FUS)F09B10 10 amp 250v 
FUS)FNM15 15 amp 250v 
FUS)A6Y15 15 amp 600v 
‘FUS)F09A20 20 amp 250v 
FUS)KTK20 20 amp 600v 
Mix for quantity deal 
Each 4-19 20+ 

$3 $2.50 $2 
BUSS 


ACO 


FUS)ACO-1 1 amp Buss indi- 
ating fuse cartridge. Very hard 
o find. 2” long. $10 


—_ 


Buss Cable Limiter 


FUS)KCZ#3-CU Large fuse car- 
ridge for 600 vac or less. Inter- 


$20 


upting amps: 200,000. 


So IS fs aaa 7 lg i oy ees a a a we 
email: grinnell@surplussales.c com ae 402-346- 2939 ro bys 
ee FUSTAT “3 3AG Fuse 
| FRN. & 1/4” x 1-1/4” Glass, 
eg ceramic, mil-spec, 
s BUSS é * | high Glowcurrent g 
Popular size fuse for many appli- 7. i ( all listed here! ® 
cations. 2” long x 9/16” diameter. | Household “5” (FUS)AGC.00175 —1.75/1000 amp 
Use 1/2” fuse clips. Available in the Fuses (FUS)AGC.005 1/200 amp 
following models: s ee wai zs aaa ane 
(FUS)FRN4/10 4/10a TD 250v | (FUS)S5.6 5-6/10a “S” Time delay | (ryS)MDL.03125 1/32 Rae 
(FUS)REN1 lamp 250v | (FUS)S10 10a Type “S (FUS)3AG.0625 1/16 amp 
(FUS)ECN1.25 1-I/4a 250v | (FUS)S15 15a Type “S” | (FUS)MDL.0625 1/16 amp 
(FUS)FRN2.5  2-1/2a = 250v | (FUS)S20 re a Type “S” | $2 — (5-24)$1.75 — (254)$1.50 
FUS)NON3 3amp 250v | (FUS)S25 a Type “S” 
runes Gamp 250v | (FUS)T5.6 5-610 amp Type“T” | (rysjacc’] 1/10 am 
(FUS)F61C15. 15 amp 500v | (FUS)TI5 15amp — Type “T” | (FUS)MDL.125 1/8 amp 
PSR Niamegls amps copy. |) Seach 5 41940 204 | ee seis Ie nee 
(FUS)FNM15 15 amp 250v I $2 S150 © *°$1:25 (FUS)3AC.25 ieann 
(FUS)NON15 15 amp 250v nate 1 amp 
(FUS)FRN-R25 25 amp 250v mast 48 
(FUS)3AG.3 3/10 
(FUS)F15A250 25 amp 250v Fustat (FUS)AGC375 —««3/Bamp. 
(FUS)FRN30 30amp 250v. Adapter (FUS)MDL.375 3/8 amp 
(FUS)40-32 40 amp  32v “S” to “T"/“W" eras ve a 
muster ay car (FUS)STA Converts fuse box to PUSiDis the =a 
os 3 z newer S type fuse. (FUS)3AG.6 6/10 amp 
$3 $2.50 $2 L (FUS)313.6 €/10 sna 
——+ (FUS)F02B.6 amp 
Grasshopper | oiS.c dans 
*US)F02A.75 amp 
— ia GMT (FUS)MDL.8 8/10 amp 
(FUS)FO2A1 1 amp 
5 amp Indicating Fuse 125v (FUS)FOSBI Lamp 
(FUS)70D 5 amp 250v. Standard | Telecomm Indicating Fuses | (Fr NCI 1 np 
3AG size but with pop top. $3 (FUS)GMT.25 1/4 amp (FUS)MDL1.25 1-1/4 amp 
(FUS)GMT.5 1/2 amp (FUS)F02B1.5 be amp 
i. (FUS)AGC1.5 - amp 
HOG, i (FUS)MDL1.6 Laid amp 
(FUS)F02B2 amp 
e : Each 4-19 20+ (FUS)AGC2 2 amp 
Are Ree ee nak ts) rosimpas > ain 
English Electric t, : “| (FUS)MDA2.5 2-1/2 amp 
(FUS)AST5 Samp 250 vac/120 | 10 Fuse (FUS)3AG2.8 ial amp 
1 i j : (FUS)GBB3 amp 
vde. . Bolt in ceramic fuse. High Socket ited pate 
quality. 7mm (5/16”) diameter, (FUS)F03A3 Rap 
37mm (1-7/16”) c-c on holes. al (FUS)F03B3 3 amp 
(FUS)AST10 10 amp as above. | (FUH)HAX-10AU163 10 fuse | (rysi3act ae 
Each 10-49 50-249 2504 | socket fits above GMT style. $10 (FUS)F02A4 4 amp 
S125 dns] ye) B0Grs, (006. | aoe aca | MON oc stone 
| ‘US)! p 
ae (FUS)F02B5 5 amp 
ee (FUS)3AB5 5 amp 
FH seuss + 125y a ere abby 
oe soc es | eel (US A )L6.25 6.25 amp 
Giant DualElement | Grasshopper “35” (1S):\57 ain 
(FUS)FRS-R-100 Dual element | (FUS)35BR 18/100 amp EUS aCe ee amp 
time delay fuse cartridge for 600 (FUS)35P 3/4 amp Ee eg ‘ a 
vac or safe for mine duty @ 300 | aon 4-19 204 FUS)F02B8 8 amp 
300,000. 1-1/4" dia eS TS long | $8 $2.50 $2.25 | ituscs Samp 
+blades. $20  $16(3+) | oh HOME Bema pees: 
(FUS)LPN-RK300 300 amp Radial (FUS)332C10 1Oamp 
250vac. 2” x 8-1/2”. Low-Peak. | Pigtail (FUS)F02B 10 pha 
Otherwise, similar to above. $25 | oe ae Bis! fee Damp 
| MDV" & “GJV" — | (FUS)AGC15 15 amp 
y | (FUS)3AB15 15 amp 
| (FUS)GKN1 1 amp | (FUS)F03B20 20 amp 
| (FUS)GKN7.5 7-1/2 amp oe Nope ri 
| (FUS)MDV1 = Lamp (FUS)ABC25 23 amp 
’ | (FUS)GJV1 1 amp (FUS)F03B30 30 amp 
| (FUS)MDL30 “ 
(FUS)94-32272 70 amp 125y | (FUS)GJV3 3 amp | amet SOs 
special bolt in aircraft fuse. 3/4” | Each 4-19 20+ | Mix for quantity deal 
dia. 2-3/4” c-c holes. $104 S8$2 $1.50 6251025 | $1 (5-24)$.85 — (25+)$.70 


a A a > 7 


318 Surplus Sales 


Resistor & Fuse Holders . 


Resistor/ 
Fuse Clip 
with Lifting 

Lever 


(CLP)HVS18-162CN * 
Handy little clip for 1” * ja 
_]-1/4” diameter resistors or r fuses 
allows easy ejection by pulling 
back on lever. Handle hides in 
vertical position. New. 
Each 4-19 20+ 
$6.50 $6 $5.50 


(CLP)HVS18U As above but re- 
moved. Clean. $5 20+ $4 


i= 7 an Cae es 


Infoflech fail 402- r-3A6-A750. 


— Clear ni 


Neon 
Indicator | 


(FUH)344250A Blown 3AG 200- 
250vac fuse lights neon cap. Little 
-fuse. 5/8” hole. To 20 amp fuse. 
Each 4-19 20+ 
$6 $5.29 $4.50 


Amber Cap a 


Blown Fuse Indicator 
(FUH)FHL18G1-2 Blown 23-33v 
3 AG fuse lights cap. Bussman mil- 
spec. 5/8” hole. To 20 amp fuse. 


(CLP)13-16 As above but for 3/ Each 4-19 20+ 
4” - 7/8” body. New. $5 20+ $4 $8 $7 $6 
Til 


A Resistor or Fuse 
’ Silver Clips 


(CEP)60SIL > Silver 
lated 3/4” clip 
: its 60 watt car- 

, bon resistors. 
End stop etait $5 20+$4.50 


(CLP)FC21CF Silver plated 3/8- 
7/16” clip fits 15 watt carbon re- 
sistors. End stop retainer. $2 
(CLP)218-142 PCB clip fits 3/8- 
7/16” carbon resistors or fuse. 
Tinned spring bronze. 50¢ 10/$4 


Resistor or 
Fuse 


Silver Clip on Post 

(CLP)59991514057 Silver plated 
3/8-7/16” clip fits 15 watt carbon 
resistors or HVB fuse. Reinforc- 
ing tension spring for high heat 
or usage applications. #8 post is 


1 ine, A 10-24 $3.50 25+ $3 


Clear 
( 


Blown Fus 


indicator 
(FUH)HJL-GJRWX Blown 90-250v 
3 AG fuse lights cap. Bussman mil- 
spec. 5/8” hole. 20 amp fuse. 


Each 4-19 20+ 
$7 $6 $5 
Standard 


Panel Fuse Holder 

(FUH)FUSEHOLDER Black, 
standard panel mount fuse holder. 
Up to 20 amp 3AG fuse. 1/2” hole. 


Inline + 20 amps 
(FUH)HFA 20 amp Bussman 
premium quality water sealed fuse 
holder accepts 3AG style fuses. 
250 volts. Solder and / or crimp 
wires to external lugs. $4 


Inline - Economy 


(FUH)8-6-92 10 amp fuse holder 
accepts 3AG style fuses. Solder 
wires to internal contacts. $1 


(FUH)FUSEHOLD-P Inline fuse 
holder accepts 3AG style fuse (.5a 
incl). Purple wires. 


25¢ 10/$2 


Bussman fuse block for 3 (three) 
3” fuses, 60 amps or less. 4-1/4” x 
4-3/4” x 1- 7/8"H.- a Sn a ay ; 


(FUH)FUSEHOLD- R 
older accepts 3AG 
style fuse (3 a included). Red 
wires. 65¢ 10/$5 


3 Wire Power Core 
(WCC)PC3-5 5’ DC power cord 
includes 2 fuse holders (w/3a & 


(FUH)R25060-3CR 60 amg 


: 7 
(FUH)R25030-3CR° 
30 amp Bussman fuse block for 
3 (three) 2” fuses (like our FRN | 
style opp. page), 30 amps or ms . 
3” x 3” x 1-3/8"H =8SBieeas T 
(FUH)L60030M-3SQ 30 amp) 
Littlefuse fuse block for 3 (three) 
1-1/2” fuses (like our FO9B style 
opp. page), 30 amps or less. 


2-1/4” x3” x 121/4"H. 
Each 4-19 20+ 
$7 $5.50 $4.75 


(FUH)HDB Black, water resistant 


Clips 
CLP)RES75 
standard clip for 

‘§ 3/4” to 7/8” bodies. 
Tinned copper. $1 


for 1/2” to 9/16” bodies. 
lium copper. $1 

(CLP)FUSECLP 
clip for 1/4” dia. 3AG fuses. Be- 
ryllium copper. 25¢ 


m (CLP)FUSECLP-PC PCB 
t clip for 1/4” dia. 3AG 
bfuses. Tinned beryllium 
f copper. 25¢ 20+20¢ 


Beryl- 


“ ‘Resistor! Face | 


Our | (FUH) FHN26W Mil- -Spec Sray | 


20+ 85¢ | 
(CLP)5591-41 Our standard clip | 


20+ 85¢ | 
Our standard | 


20+ 20¢ | 


| panel mount 3AG fuse holder. Up 
to 30 amp 3AG fuse. 5/8” hole. 
Each 4-19 20+ 
$3 $2.50 $2.25 


$7 5+ $6 


| version of above. 


Each A-19 20+ .25a fuses) and 3 pin plug. Red, 
$2 $1.75 $1.50 black & orange wires. 
| (FUH)FHN20G  Mil-spec gray | — Each 4-19 20+ 
version ofabove. $4 5+$3 | $3 $2550 (52.20 
| Heavy- 25 amp _ Block 
Duty @ | 3AG 
Fuse Holder | Holder 


380 amp 
600v 


(FUH)R25400-1CR 
380 amp Bussman fuse block for 
1(one) 5” fuse (5” body length + 
blades), 380 amps or less. 3” x 9” 


(FUH)S8001 $1 10+ 80¢ 
20 amp _—PCB Med. Duty 
Holder 


(FUH)FUSPCB20 78.101 65% 


| (CLP)889676 
| clips for knife blade. 1/2” wide x 
| 3/4” high. 


x 4”H. $15 3+ $12 
Knife 


Blade f 


Contacts * 


Tinned copper 


50¢ 10+ 40¢ 


Quad Resistor Block 


(CLP)428R006G01 
| made to parallel 4— 1” diameter 
carbon resistors (a block at each 


end of array). Silver plated. Fin- | 
| ger stock clamp. 1/2” x 1-1/2” x | 
| 6”. Limited supply. $25 3+$22 


Holder 


50¢ 10+40¢ 


| (FUH)FUSPCB15 


Originally | 


Resistor/Fuse Clips 
(CLP)101-005-1 SILVER 
beryllium copper. 
m clip for 1/2”- 
“ie 5/8” bodies. 


10+ $1.50 


$2 


Fuse Cover 
fits 
3AG 
Fuses 
(FUH)463575 Bakelite cover 
snaps on 3AG fuse to electrically 
insulate terminals and PREVENT 
SHOCK! Good idea! $1 10+ 85¢ 


Dual 3AG 


(FUH)D3AG Holder 
with turret terminals. 
Quality, mil-spec. 


/ Wiremold Plug Strip 
| (CNE)3596689-3 20 amp _pre- 
wired plug strip. 3 heavy duty 115 
vac, 20 amp outlets, 12 ga wire, 
_allin 11” Wiremold housing with 
mounting holes. No bare wires 
or exposedac. Verynice. $9 


Leviton AC Outlet 
(CNE)LEV-1 15 amp pre-wired 
grounded ac outlet. Snaps into 
15/16” square hole. Leviton brand. 


Each 6-24 25+ 
$1.50 $1 75¢ 
15 amp 

125v 
2 Prong 


\(CNE)AC-1 Bakelite ac socket, 
| the 2 blade variety. Snaps in 1/2” 
xl’hole. 75¢ 10+ 60¢ 


‘Sales —www.surplussales.com 


C Plugs, Electrical Parts 


(CNE)2611 30 amp 3 conductor 
heavy duty plug. Save 50%. $10 


(CNE)2821 30 amp 4 conductor 
A80v, 3 phase. 5 wire gnd. $15 


(CNE)25CM11 20 amp 4 conduc- 
tor 208v, 3 phase. 5 wire gnd. $12 


e-mail: grinnell@surplussales.com Fax: 402-346-2939 319 


Hubbell mwlebliock Giant 15’ Long 1/0 - 4 Conductor 


(WCC)1/0-4-15 Guaranteed the largest hook-up wire we’ve ever laid 
our eyes on. We nick named it “The Python”. Is it obvious? 15’ long 
+ 18” worth of tinned pigtails one end, lugs the other. 
1/0 Type W, 90°C, 2,000 volt wire in a tough jacket. 


4 conductor 


$95 


AMPHENOL 


(CNE)146-106 Amphenol wall 
jack as found on household dry- 
ers, etc. Stock up. $5 


3 Blade 


Receptacles 


(CNE)BMCR-2 Switchcraft ac 
socket fits all 3 blade business 


numerous test equipment. Fits in 
3/4” x 1-3/16” mounting hole. 
$1.50 10+ $1.25 


machine style PH-386 as foundon | 


Leviton 277v Plug 
(CNE)5586 15 amp 277\v Leviton 
brand ac plug. 


30 Amp 
Switch Box 


Fused Disconnect 
(ELE)GFN221 30 amp fused 
Westinghouse disconnect box 
couldn’t be any higher quality. 
Interlocking switch only allows 
door to open when off. Requires 


two standard FO9B fuses. UL 
Listed. 6-1/2” x 7-7/8” x 4” high. 
Each 2-11 12-49 50+ 
$20 $18 $16 $15 


3 Blade 


w/ fuse 


‘CNE)BMCRF-1 AC socket fits all 
3 blade business machine style 


« 1-1/4” mounting hole. Requires 


> x 20mm fuse, holder pulls out | 


rom front. Marked 42R32. 


$1 10+ 85¢ 


Receptacle | 


Each «25-99 100+ 

$1 75¢ 65¢ 
Hubbell | 
‘Midget 


(CNE)7479 15 amp Midget Twist- 


| Lock 2 wire ac plugs. Hard to find. 


Strain relief fits .218-.312” cord. 


PH-386 plugs as above. Fits in 1” | 


Each 5-19 20+ 
$5 $4 $3.50 
Jerrold 
Outlet 
Cover 


(CNE)UTP1 Jerrold ivory wall outlet 
covers. Redecorate today! 10¢ 


eet ie 


| 6” x 8” Box 
| (ELE)EB-6X8 Very basic electri- 


| 4” high. 12 knock-outs. $5 


| cal box. Empty, 6-1/4” x 8-1/4” x | 


Wiremold 
», Conduit 


Box 


(ELE)G2110A Four 
| 1/2” knock-outs. 
Front cover removable. Mates 
with Wiremold strip. 1-5/16” x 1- 
| 1/2” x 2-1/4”. Gray.$1 10+ 75¢ 


15 Amp 
Breaker Box 


(ELE)102-2 15 amp, 220v dual 
| breaker Federal Pacific remote 
circuit breaker box. Two 15 amp 
220v breakers are strapped but 
| can be operated independently for 
seperate 15a circuits. 4-1/8” x 6- 
1/8” x 3-1/4” high. 7 knock-outs. 
Each 2-1] 12-49 50+ 
| $19 $17 $15 $13 


ee ain 


(SHW)T 4 
\W72 iY iw 


tions. 


fication. Professional quality. Mil-spec crank knob facilitates quick 
advance rotation or fine tuning fingertip control. Unit measures 2-1/ 
4"x3-1/2". Requires 1"x3" hole in equipment for mechanics. Screws included. 


$79.95 (1-2) $75.00 (3-24) 


$72.00 (25-99) 


$69.00 (100+) 


Ball Drive / Dial Asso 

HW)4 Add this handsome 6:1 
Jackson ball drive complete with 
graduated 1-3/4”D 180° dial plate, 
numbered ‘0-100’. 
minum knob. Perfect control for air * 
variable capacitors! $45 Ea $42 (3+). 


1”D knurled alu- 


‘Jackson 
6:1 
Ball Drive 


The old standby. | 
1000’s of these Jackson ball drives | 
are found in all types of commer- 
cially made equipment as well as 
homebrew stuff. Stock up for the 
next construction project or for | 


World's 
Best 


JAN-MS91528-4S2B 
Have you ever 

longed for a sturdy, good looking 
crank knob? One you can hang 
off the crank on, or velvet tune 


| Info/Tech./Intnl: 402-346-4750 
Shaft Hardware: Turns & Rotary Counters, Ball Drives, Knobs 


Déluse Turns Counter 


CV Finally, an afford- 
able high quality turns counter 

suitable for many applica- 
1/4" shaft coupling 
at rear. Counts to 9999.9 
for precise control of 
variable inductors. 
Guaranteed satisfac- 
tion. Manufactured to our speci- 


Duo-Dial , 
10-Turn 
Counter 


(SHW)DUO-RB Our huge stock of 


these jewels has not exhausted. 
Works well with 10-turn pot or 
any rotary counting job requiring 


1/100th turn resolution. 1/4” 


shaft, brake, 1-3/16” D. Removed. 


$7 Ea $6.50 (3-9) $6 (10-200) 


Kilo Eng. 
10-Turn 
Counter 


SHW) Miniature 10 - turns 
counter made to mount directly 
to 3/8” bushing & 1/4” shaft of 
pot. Outer ring advances once per 
turn. 1/2”D knob, 1”D base. Brake. 
$5 Ea $4.25 (3-19) $3.75 (20-49) 


~ 1H N\A19 


Kilo Eng. 
10-Turn 


Counter 


Very afiEG to above 
except all brushed aluminum!$9 


ORDERS: 800-244-4567 — 


omar, right | ‘ 
drive, counts 000.0 to 359.9 De- 
grees. Repeats. 1/8” shaft 5/16”L. 
Unit 1”H, 9/16”W, 1-5/8”L. Ha 


in 20’s (zero wheel fixed). One 
revolution = 200. 5/32” shaft 9/16”L. 


Unit 1-1/4”H, 1” W(without base flange) © 


2-7/8”L. Just a few pieces on hand. 
Front and side windows. 


“Rotary € Counter 
: ‘ Durant, left 


(SHW)D5Y32324400 Durant, — 
right hand drive, counts to 99,980 — 


$25 Ea 


i 
| 
4 
| 
| 
: 


hard arives count 000.00 to — 


999.90 by 1/ 100ths. 5/32” shaft 1/2”L. 


Unit 1-1/16”H, 13/16”W, 2”L. $19 Ea ~ 


replacements. 1/4” x 1” shaft, 1/ | with the center knurled body? 
4” female on back. $24 Ea | Here it is. We use it on our own 
$22 (3-9) $20 (10-49) $19 (50+) | turns counter. You could add it to 
——_— -- your own front panel. 1-3/4” D, 
| accepts 1/4” shaft. Don’t forget 
| to pick up the matching plain 
Economy knobs featured below. $14 Eo 
1/4” $13 (3-9) $12 (10-49) $10 (50+) 
Crank i 
‘ rich 
This simple nickel | Stylin 
plated 1/4” crank gets the job | Knobs 
done. 1-3/4 L shaft. $5 Ea $4 (5+) | 
De a 1/4” Shatt 
This is the 


Velvet Vernier | 
These National ‘Velvet 
l rier’ dials are the cat’s meow. 
ioved but clean. 4”D. 0-110 in 

° rotation. 1/4” shaft. $49 Ea | 


nen 
180 


companion knob to our crank 
| knob above. Use it for other con- 
| trols on same panel as our turns 
counter or crank knob ala carte. 
1-1/2”D. Two set screw. $5 Ea 
ig eh 


ee walt 249) 2512500) 


This beauty is 
the same as 
above but 1-3/4” 
diameter and has 
a white pointer dot 
on one side. 1/4” shaft too. $9 Ea 


West German 
manufactured, this light weight 
counter accomodates a 1/4” shaft. 


Veeder-Root 
Rotary 
Counter 


“ Counts 00.0 to 
99. 9, Werte! mount. 1/8” shaft 3/ 
A”L,. Unit 1”L(+shaft), 1-3/8” W(w/flange), 


cael ‘very nice compact 
counter registers 100 turns with 
1/100 turn accuracy. Fits 1/4” 


shaft. 1”W, 1-3/4”H, 1”D. $22 Ea | 


cute little counter 


| reads 000.0 to 199.9, then repeats. | 
| 1/8” shaft (spline one side). 1/2”W, | 
3/4”H, 2-5/16"L $16 Ea $14 (3+) | 


7/3” D, 15/16"H. $10 Ea $9 (6s) | 13/16’H. Removed. Cast Alum. $10 
ee eo 

Spectrol Sa 

99.99 

Turns Veeder-Root 
a 
| Counter — Resettable Industrial 
A 


Rotary Counter 
Right angle 
worm drive, up to 1000 RPM, for- 
ward or reverse! Measure wire or 
? Counts 0,0000.0 to 9,9999.9. 1/ 


| 4” shaft 1”L. Unit 6-1/4”L, 3-1/4’W, 


1-3/4”H. 3 bottom mount feet. $95 


| 
Veeder-Root 


meter counts to 
- = 9999 hours @ lhr 
ver 125, 000 turns of 5/16” shaft. $45 


“RRotaryHour | 


F shel Bushing A ssy 
_(SHW)SFTBUSHAS Panel mount 
bushing i is lock ringed onto 1/4” 
Shaft for easy installation and 
positive support. 2” long on back, 
12 front. 3/8” hole. Nickel. $6 a 


Stainless Shaft 
Bushing 
Ass 


Panel 


(SHW)SFTBUSH-SS 


mount brass bushing, set screw 
collar onto 1/4” stainless shaft. 
1-5/8” total length. Removed. $5 Ea 


Shaft Extension 
(SHW)SEXT Stainless steel 1/4” 
shaft extension lengthens any 
shaft by 3-1/4”. Pinning holes. 
Bore out for 3/8” shaft. $11 Ea 


Drive Shaft Couplings 
A unique aluminum drive shaft | 
system allows severe correction 
for alignment. Available in 2 shaft 


lengths, 3” and 7”. Hubs accept 
1/4” shafts. Stainless cross pins. 
(SHW)325 3-7/8” long. $5 Ea 
(SHW)725 7-7/8” long. $6 €£o 


ni SARI USALER COS 


| nH Smith flexible shaft will turn 
. 1/4” male shaft each end. $8 Eo 


EX] rs long 1/8” Manicter flexible 
! are ae for coupling. $2 fa 3/$5 


1/4” 
coupling h has oe 
_set screws. US made. 


$10 £a 
Shaft “aes 


titi Panel mount 
bushing provides support for 1/4” 
shaft. Mounts in 3/8” hole. $3 Ea 


Bronze 
Bearings 


(SHW)BSB1 3/16” bore. Bronze 
shoulder bearings press or solder 
into 1/2” hole. 5/32” high. $3 Ea 


(SHW)BSB2_ 1/4” bore. Mounts 
into 3/8” hole. .17” high. $4 Ea 


(SHW)BSB3 1/4” bore. Mounts 
into 3/8” hole. 1/2” high, 1/2” 
shoulder. Heavy duty! $5 Eo 


cetteail: stidnel@Rtitninesales: com 


W are: Shafts, Couplings, Bearings 


1/4” Flex 
Drive Shaft 


: So See wa 1 "ye See Tries 


Kit indudes 2 sprockets and 1 belt 


Sprocket & Belt 


(SHW)SK Perfect system for con- 
necting two shaft driven compo- 
nents side by side. Timing belt has 
teeth preventing slippage once 
sprockets are set in place. The belt 


we normally supply sets the 1/4” 


shaft centers @ 3-5/8” , leaving 1- 
1/8” gap between two of our 154 
series air variables. A 4-1/4’cc belt 
is also available. Sprockets are 
same size, 18 teeth ea. $34 Per Set 


3/8 7 
Shaft 
Ceramic 
Coupling 


. Bax “402-346-2939 


7 LBS at raha eae 
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1/4” Shaft 
Ceramic 
Coupling 
(SHW)SFTCOUP2 5 kv self align- 
ing coupling made by Millen ad- 


justs for shafts misalignment by 
sliding bushing laterally. $15 Ea 


1/4” Shaft 
Metal 
Coupling 


(SHW)SFTCOUP2M Metal cou- 
pling same design as above. $11 Ea 


1/4” Shaft 
Ceramic ¢ 
Coupling 


(SHW)SFTCOUP2F Extra flex in 
this 5kv 1/4” shaft coupling. $18 Ea 


(SHW)104-0251-1 20 kv Johnson 
flexible shaft coupling corrects for 
misaligned shafts. 2-1/8”0.D. $25 Ea 


Coupling 


(SHW)104-0251-2 20 kv Johnson 


1/4” Shaft 
Swivel 
Coupling 


(SHW)SFTCOUP4 Each end swiv- 
els independently, like fish eyes, 
correcting misalignment. Brass hubs, 
plastic body. Huco #0880111. $16 Ea 


flexible shaft coupling.corrects for 
misaligned shafts. 2”0.D. $25 Ea 


Set Screw 
Shaft 
©) Collars 


Slides over shaft and secures by 
locking down with set screws. 
(SHW)4318 3/16” shaft $2 Ea 


(SHW)5025 1/4” shaft, sro $2 Ea 
(SHW)5625 1/4” shaft, s6on $3 Ea 
‘SHW)5631 5/16” shaft,.se"on $4 Ea 
SHW)5837 3/8” shaft $5 Ea 


elf - Aligning 
Ball Bearing 


(SHW)WEG8 1/2” inside diam- 
eter, 1” O.D., 5/8” wide. With- 
stands 27,500 pounds! $6 Ea 


1/4” or 3/8" 
Shaft 

Ceramic 
Coupling 


(SHW)SFTCOUP5 10 Bes ting 
with removable bushing! $35 Ea 


Rubber Coupling 


(SHW)J1211-2 5/16” bore both 
ends. Made by Lord. 1-3/4” long. 
Stiff rubber insulating material 
will insulate for voltage or flex for 
motor coupling. $18 Ea 


1/4” Shaft 
Plastic 
Coupling” 


(SHW)SFTCOUP12 3 kv coupling 
with plastic center. 1/4” hubs are 
removable. Will correct for slight 
misalignment. $8 £a $7 (64) 


High Strength 
Ceramic 
Coupling 


(SHW)61133 Keep one of these 

in the glove box in case your U- 
joint goes out. The small one pic- 
tured here is for 1/4”-1/4” shafts 
& has No-Mar clamps with a pin- 
ning hole too. 1-1/2” O.D. 3/8” 
thick ceramic insulator. $25 Ea 


(SHW)61132 Same as above but 
| bigger! It’s for 3/8-3/8” shafts and 
| has 1/2” thick ceramic. $35 Ea 


| for 1/4” 


1/4” Shaft 4 
Plastic | 
Coupling 


(SHW)39016 3 kv Millen coupling 
with plastic center. Will correct 
for eo Tusa len cae ~) 1 Eo 


(SHW)39004 
Differential joint 
shafts. 
Drive shafts at 
odd angles to 
one another. $10 Ea 
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Dual Knob 


1/8”- 1/4” 
Shafts 


(KNB)DUL6 Dual knob for con- 
centric shafts. 1-3/8” high. Base 
knob 7/8”D, top 11/16"D. $7 


Dual Knob 


1/8"- 1/4" 
Be nts 
)40 Collins 
KWM- 380 Dual knob set for con- 
centric shafts. 1-1/8” high. Base 
knob 7/8”D, top knob 11/16”D. 
$10 Each $8 (3+) 


= Dual Knob 


~,.1/8”- 1/4” 
| Shafts 


Aircraft dual knob 
for concentric shafts. 1-3/16” 
high. Base knob 11/16”D with 
1-1/8” skirt, top knob 1/2”D. 

$8 Each $6.50 (6+) 


Dual Knob | 


1/37 1/4” | 
Shafts 


aluminum 
insef trim 


Dual knob for con- 
centric shafts. 1” high. Base | 
knob 11/16”D, top 1 1/2”D. pee | 


RaelCeee 


3/16”- 1/4” | 
Shafts 


Dual knob for con- | 
centric shafts. 7/8” high. Base | 
knob 1.175"D, for double flat | 
1/4” shaft. Top 1.11”D for slot- | 
ted 3/16” shaft. 


$2 Each tee, 50 (6+) 


This | 
nob matches the 
n series. 7/8” diameter, 
Removed 


$2.50 


taythec 
1” high, 1/4” bore. 
from equipment. 


Surplus Sales 


KNOBS: Dual, Crank 


| 1/2” diameter, 3/4”L, 


( )- G Have you ever 
Dased f fo a eats good look- 
ing crank knob? One you can 
hang off the crank on, or velvet 
tune with the center knurled 
body? Here it is. We use it on 
our own turns counter. Add it 
to your own front panel. 1-3/4”D, 
accepts 1/4” shaft. $14 Ea 

$13 (3-9) $12 (10-49) 


5S Baby brother to 
above knob. 1-1/4”D; used. $8 


b Stylin’ 
) Knobs 


This is the 


| companion knob to our crank | 
| knob above. Use it for other con- 
| trols on same panel as our turns 


counter or crank knob ala carte. 


| 1-1/2”D. Two set screw. $5 Ea 


Quantity Discounts: $4(10-49) 
Sh 50(50-249)  $3(250+) 


This 


| beauty is the same as 


above but 1-3/4” diameter 


_ and has a white pointer dot | 
on one side. 1/4” shaft too. $9 


Tear 

Drop © 
Pointer 
Knobs 


MS91528-2K2B. | 


7/8” diameter, 1-5/16”L, 1”H. 1/ 
4” bore. 2 set screws. $5 


Info/Tech /Intnl: 402-346-4750 


Spinner Knob 
(KNB 2 5/16” bore on this 
pee ee crank removed from 
test equipment. 1-1/8” height. 
Base knob 1”D, 1-5/8” max. len. 

$8 Each $7 (3+) 


Spinner Knob 
B)CRK3 5/16” bore, this 
aluminum crank also removed 
from equipment. 13/16” total 
hgt. Base knob 1-5/8” diameter. 

$7 Each $6.50 (3+) 


ORDERS: 800-244-4567 © 


Knob Inlay 


Drake, Heath, Collins ge i, 


Restore the appearance of your ham equipment back | 
to new condition by replacing the spun aluminum knob 
inserts. It really works wonders. Available i in the fol- 


eee de sizes: 


(COV \T 
\ VUL)I Y 


Spun Aluminum _ 


1 Small (5/8” dia.) fits all small Collins S-Line knobs 
$2Each $1.80 (10+) 
2. Medium (15/16” dia.) fits Collins 30L-1 knobs. 
$3 Each $2.75 (10+) 
(COL)IN 3 Large (1-1/2” dia.) fits Collins main tuning & 30S- \y 
$5 Each $4.50 (10+) 
(COL)! 4 Spinner (1-1/2”d.) fits main knobs with finger hole, 
$5 Each $4.50 (10+) 
NLAY-5 Drake Spinner (1-3/8”dia.) for Drake equipment. 
$5 Each $4.50 (10+) 
-6 Heath main knob (1-1/2"dia.) for Heath Kit rigs. 
$5 Each $4.50 (10+) 
7 Heath spinner knob (1-1/2” dia.) for Heath rigs. 


Fax: 402. } 


eh Sr 
+ te 
Kal Medium | 
_ ) os. 
0 


Spinner 


i a 


| 
| 


$5Each $4.50 (10+) 


MS91528-0K1B. | 


1/8” bore. 2 set screws. 


Mini 
Knob 


5/8"H. + 
$4 | 


MS91528-ON1B | 


The smallest knob in our 
Raytheon series. 1/2” diameter, 


1/2” high, 1/8” bore. $24) 


Spinner Knob 
1/4” bore, this 
crank also removed from test 
equipment. 1-3/8” total height. 
Knob 1-13/16” diameter. $12 


Main Tuning Knob 
1/4” bore, 
finger hole, aluminum ring. This 
is a Collins KWM-380 main tun- 
ing knob. 7/8”H, 2-3/16” D. 
$20 Each $17 (3+) 


1/4” bore, this 
crank also removed from test 
equipment. 1-1/4” total height. 


Single Knob 


1/4” bore, aluminum 
inset trim ring. This is a Collins 
KWM-380 single knob. It 
matches the spinner knob above 
and dual knob below. 11/16” 


Collins Knob 


This knob is a mag- 
nificent piece of work. Originally 
made for some Collins equip- 
ment, this spinner knob can be 
back lit to illuminated numbers 
and graduations. 3-7/8” dia. of 
skirt, 2-1/4” knob. 1/4” bore. 

$20 Each $17 (3+) 


This simple 
nickel plated 1/4” crank 
gets the job done. 1-3/4”L 
shaft. $5 Ea $4 (5+) 


Knob 1-5/8” diameter. $11 | diameter, 3/4” high. Dual set. 
$6 Each $5 (5+) 
| Economy Dual Knob 
| 1/4” 1/8”- 1/4” 
Crank “ mets 
Collins 


KWM-380 Dual knob set for con- 

centric shafts. 1-1/8” high. Base 

knob 7/8”D, top knob 11/16”D. 
$10 Each $8 (3+) 


2-1/8"D. Knob 


Easy to grip and large 
enough for fine tuning adjust- 


| ments. Flat black finish, knurled ” 


edge, 1/4” bore, metal insert in 
this handsome plastic knob 
originally made for Collins. 1-~ 
1/16” high, 2-1/8” diameter. 
Each 6-24 25+ 


$5 $4.50 $4 


Surplus Sales 


r (KNB)26 1/4” he numbered 
10. 5/8” high. Knob body 11/ 
6” D, 1-1/8” Dat skirt. $3 


‘0-20’ Knob 
(KNB)27 1/4” bore, numbered 
0-20. Back light for illuminated 
numbers. 5/8” high. Knob body 


‘1-6’ Knob 
0-120 1/4” bore, 
Eiimbeted 1- 6 indexed on 30°. 
Back light for illuminated num- 
bers. 5/8” high. Knob body 11/ 
16” D, 1-3/4’D at skirt. $5 


www.surplussales.com 


11/16”D, 1-3/4”D at skirt. $5 


1 /8” 
Gray 


(KNB)11 Aircraft, aluminum, 
gray (white pointer line) 1/8” 
bore. 7/16” high, 7/16” D. $3 


1/4” 
Black 
KNB)? GC! Aircraft 
pene Labs black (white 


pointer line) 1/4” bore. 5/8” 
high, 11/16” D. $2 


1/4” - Black 
Aircraft control knob, 
black (white pointer line) 1/4” 
bore. 21/32” high, 1-1/8”D. $3 


‘-10-110’ Knob 

1/4” bore, graduated 
dial reads 0-100 @ 180°, then 
overruns to -10 and +110. 5/8” 
high. Knob body 7/8” D, 1-3/4”D 
at metal skirt. Used/rem. $4 


| /4” 
Collins 
Aircraft 


Aircraft, 
gray (white pointer line) 1/4” 
bore. 1-1/8” high, 1” skirt. $9 


‘0-100’ Dial 
Graduated scale 
reads 0-100 in 330°. 2” diameter, 
black / white. Removed from eq. 


: $l Each 75¢ (3+) 


1/8” 
Collins 


Aircraft, gray, 1/8” 
bore. 3/4” high, 1-1/8” skirt. $5 


e e 
Collins Radio 
(COL)KNB18 Popular on older 
Collins equipment. Bakelite, 
1/4” bore, dual set screw, remov- 
able skirt. 3/4” high. Knob body 
1-1/8” D, 1-1/2” D at skirt. $19 


1/4” - Black 
Very popular black 
ohmite bakelite knob. 2 set 
screws. (white pointer line) 1/4” 
bore. 3/4” high, knob body 1-1/ 
4” D, 1-1/2” diameter at skirt. 
$1.50 Each $1.25(6+) 


Smaller sister to above 
knob. 1 set screw, 1/4” bore. 5/ 
8” high, knob body 1” D, 1-1/4” 
diameter at skirt. 


$1 Each 75¢ (3+) 


3” Knob 


This is a companion 
knob to our crank knob and fam- 
ily on adjacent page. Get a grip 
with this monster on the bigger 
jobs. 1/4” bore. 1-1/8” high, 
knob body 2-1/4” D, 3” diameter 


at skirt. Two set screw. $12 


e-mail: grinnell@surplussales.com Fax: 402-346-2939 


Collins Radio 
( 39-001 Alumi- 
num MHurled tapered knob as 
found on older 50’s & 60's vin- 
tage Collins and other equip- 
ment. 1-1/2” diameter. $25 
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1 /8” 
Mini Knob 


(KNB)34 Aluminum knurled, 
straight knob. Gray, 1/8” bore, 
dual set screw. 3/8” diameter 


11/16” high. $5 


1 /8 Wt 
Knob 


Plastic fluted knob 
has fine trim detail. Black, 1/8” 
bore in aluminum insert, dual 
set screw. 1/2” diameter, 5/8” H. 


Collins Radio 
Gray alu- 
minum knob with grooved edge. 
Commonly used to allow field 
adjustment of equipment brack- 
ets. 3/8” N.C. female thread. 
1-1/2” diameter, 3/4” high. $7 


| $0.75 (6-24) 


$1.50 Each 
$1.25 (6-24) $1 (254) 
1/8” 
Knob 


Plastic fluted knob. 
Black body, white hairline. 3/8” 
diameter, 1/2” H. Fits 1/8” flat- 
ted shaft, push-on style. 

$1 Each 
$0.60 (25+) 


2” Aluminum | 
We've had this one in | 

stock for years. It’s solid alumi- 
num mass makes a great ‘spin- 
ner’ feature. Bored for 1/4” flat- | 
ted shaft. 3/4” high, 2”D. $7 


Removed 
from 
equipment 


ever knob. 1/4” bore. 
1-5/8” long, 3/4” diameter. $4 


1/4” Collins 
Aircraft 


Big brother to above | 


knob. Aircraft, gray, 1/4” bore. 
1” high, 1-1/2” diameter skirt, 7/ 
8” diameter knob body. $6 


Skirted - Bevel 


MS91528-2F2B. 
Same style as above and our 


adjacently. 1/4” bore. 1” high, 
knob body 7/8” D, 1-1/2” diam- 


eter at skirt. $5 


Raytheon crank family featured | 


= 


] [4a” om 
Spline @ 


Plastic fluted knob. 
Black body, white hairline. 11/ 
16” diameter, 11/16” high. Fits 
1/4” spline shaft, push-on style. 
$1.50 Each 
$1.25 (6-24) $1 (25+) 


1/4” - Skirted 
Solid aluminum, | 

natural finish. 1/4” bore. 11/16” 
high, 7/8”D body, 1-1/4” skirt. | 
Removed from equipment. $3 


Dark gray all plastic 
knob. One set screw. 1/4” bore. 
1/2” high, 3/4” diameter. $1.50 


1/4” | 
Collins | 
Aircraft 


Solid aluminum fluted knobs are 
easy to grip and apply torque | 
with. Two colors. 3/4”D, 3/4” 
high, 1/4” shaft. Dual sets. 


Black in color. $5 | 
Gray in color. $5 | 


Pol esstersc 
knurled knob. gs 
| Black with white hairline. 1/4” 
| bore in aluminum insert, dual 


| set screw. 5/8” diameter, 3/4” H. 


$2.50 Each 
$2.25 (6-24) $2 (25+) 
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KNOBS 


1 /8” 
Bakelite 


(KNB)RN-99F1 Very popular 
black bakelite knob. One set 
screw in brass insert. White 
pointer line, aluminum inlay. 
1/8” bore. 7/16” high, fluted 
knob body 5/8” D, 3/4” D at skirt. 


$2 Each 
$1.50 (6-49) $1.25 (50+) 


1/4” 


Aluminum Inlay 


Nice trimmer 


knob. All plastic, aluminum in- | 


lay. 1/4” bore. 5/8” high, tapered 
(3/8”-1/2” diameter) fluted body. 


$1 Each 
$0.80 (6-49) $0.65 (50+) 


Surplus Sales 


Citizens 
Band 


P\CR1 


(KNB)CB1 Surplus from 
Hygain. Aluminum outer body. 
1/4” spline bore for push on 
shaft. 1/2” high, 1” diameter. 


$1 Each $0.85(6+) 


Surplus from 
Hygain. Gray color plastic body. 
1/4” spline bore for push on 
shaft. 5/8” high, 5/8” diameter. 


$1 Each $0.85(6+) 


Info/Tech./Intnl: 402-346-4750 


Plastic body, spun 
aluminum inlay. 1/8” bore in 
aluminum insert. 9/16” high, 
11/16” diameter. 


Collins 
surplus, these quality knobs have 


spun aluminum inlays. 1/4” bore | 


in aluminum insert with two set 


screws. 11/16” high, 1”D. $9 | 


Same but 
slightly larger than above knob. 
11/16” high, 1-1/4” D. 


Collins 

Pes typ a W's 
knobs similar to above but with- 
out indicator line. Spun alumi- 


um inlays. 1/4” bore in alumi- 
1um insert with two set screws. 
high, 1-3/4” D. 


CB 
Chrome 


Surplus from 


| Hygain. Chrome color plastic | 
| body. 1/4” flatted shaft w/set | knobwith grooved edge. Collins 


| screw. 5/8” high, 1” diameter. 


$1 Each 75¢ (64) 


$2.95 | 


$10. 


Collins | 
| surplus, this quality knob has a 
| flat black finish. 
| aluminum insert with two set 


1/4” bore in 


screws. 7/8” high, 1-3/16” D | 


body, 1-13/16” skirt. 2S 


ORDERS: 800-244-4567 
Citizens 


(KNB)CB4 Surplus from 
Hygain. Chrome color plastic 
body. 5mm’spline bore for push 
on shaft. 11/16”H, 3/4” diameter. 


$1 Each $0.85(6+) 


Bob’s Knob Assortinenn’ 


(KNB)AST — We have accumulated tons of knobs over thé | 
years from all corners. Communications, TV & radio. Our 
choice. 10 piece assortment. ; «Ses $4 


Citizens 
Band 


mn oe 
io 
19 


(KNB)AST- 


25 piece assortment 


5 Surplus from 
Hygain. Chrome color plastic 
body. 5mm spline bore for push 
on shaft. 5/8”H, 15/16” diameter. 


$1 Each $0.85(6+) 


“se 600 Dial 


) Graduated 6” 
diameter dial ibe Hammarlund 
SP-600 receiver. New. $35 


75-6-2G Her you ever 
a fora sturdy, good look- 
ing crank knob? One you can 
hang off the crank on, or velvet — 
tune with the center knurled 
body? Here it is. We use it on 
our own turns counter. Add it 
to your own front panel. 1-3/4”D, 
accepts 1/4” shaft. $14 Ea 


Clamp Knobs 
Black 
used this knob for securing 


mounting brackets. 1/4-20 male 
thread. 1-3/8” diameter. $3 


$13 (3- 9) $12 (10-49) 


)175S Baby brother to 
above knob. 1-1/4”D, used. $8 


3’D e 3 / 3” 
3” diameter, 
3/8” shaft. Hard-to-find. Great 
for variacs, large cheese slicers, 
etc. Used, removed. $9 


Black knob with 
grooved edge. #10 male thread. 
3/4” diameter. $1.50 


1/4” 


Course ribs in plastic 
body, spun aluminum inlay. 1/4” 
bore in aluminum insert with 
two set screws. 3/4” high, 15/16” 
diameter. $6 


Looks the same as 
above on the outside but no set 
screws. Made to push on 1/4” 


spline shaft. $2 Ea $1.50 (6+) 


numbers ‘()-1-2-6-7-8’ twice, on 


| high, 7/8” diameter body, —_1- 
| 1/2” skirt. $6 


¥ 


ef 
Stylin 
Knobs 
| This is the 
companion knob to our crank 
knob above. Use it for other con- 
trols on same panel as our turns 


counter or crank knob ala carte. 
1-1/2”D. Two set screw. $5 Ea 


Quantity Discounts: $4(10-49) 
$3.50(50-249) $3(250+) | 


Collins Radio 


Collins 
surplus, this is a very good look- 
ing skirted knob with a clear 
graduated dial bearing white 


30° index. 1/4” bore in aluminum 
insert with two set screws. 1” 


Oe ee, 


v 


3’ (Ventilated) 
Rack Cabinet 


(ENC)DCR18350 Flip top, back door opens 
for easy access, louvered for adequate venti- 
lation. Door latch fixture included. Overall 
Size - 21-3/4"W. x 18"D. x 37"H. ¢ Panel 
Height -35"/ Panel Width 19". Gray. 
(1)$125° (3+) $110 


Rolling Rack Cabinet 


- (ENC)RRACK-ACT 
22" W. x 32" D. x 60" H. 19" x 52-1/2" panel 
- space. Removable sides and back covers, 


blower optional (add $35), full set of front 
panels as used in original configuration. Ex- 
tra deep 32". Racks are in excellent condition. 


(ENC)RRACK-ACT $145 
Blower for (ENC)RRACK-BLWR $35 


net Racks: Metal, Rolling, Etc... — 


84" 


(ENC)SC-DL433898 
84" tall, 77" panel height, 22" wide, 19" wide 
panel, 25" deep (inside depth), 26-3/4" out- 
side depth. Gray. Back door. 
Includes: 

¢ Copper ground buss bar 

¢ Full height plug strip 

e Service drop light 

¢ Fully adjustable rails 

$550 each 


Rack Panels 


(ENC)6605-GH 
10-1/2" x 19" Gray Hammertone Steel Panel 


Qty. (1)$15 (6-12)$13 (13+) $12 
Aluminum 

(ENC)RKPNL-1.75 

Rack Panel, Black, 1.75" x 19" $5 
(ENC)RKPNL-19.12 

Rack Panel, Gray, 19.25" x 19" $18.00 
(ENC)RKPNL-3.50 

Rack Panel, 3.5" x 19" $9.00 
(ENC)RKPNL-5.25 

Rack Panel, Black, 5.25" x 19" $11.90 
(ENC)RKPNL-8.75 

Rack Panel, Black, 8.75" x 19" $14.00 


e-mail: grinnell@surplussales.com Fax: 402-346-2939 325 
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Cabinet 
(Blue) 
| 


70-1/2" (a7 


(ENC)9002610 
Sturdy steel construction with popular royal 
blue textured finish. Dual adjustable mount- 
ing racks. Overall Size: 24-1/4W. x 27-3/8" 
Depth Inside x 70-1/2"H. Panel Width 19", 
Panel Length 26", Panel Height 61-1/2". 
$195 (3+) $175 


Open 
Relay Rack 
(Black) 

(ENC)RR195 

Ideal for telecom- 
munications instal- 
lations where easy 
access to compo- 
nents is necessary. 
Ruggedly 
structed chassis- 


con- 


type base and sup- 
porting angle feet. 
Overall Size: 20-3/ 
AW. x 20-3/4"L. x 74- 
1/2"H. Panel Size: 
19" x 72". Shipped 
disassembled in flat 
box. Currently 
selling elsewhere 
for $275. 


(1) $99 (3+) $89 


326 Surplus Sales Info/Tech./Intnl: 402-346-4750 A ORDERS: 800-244-4567 


Enclosures: Aluminum, Steel, Plastic, Etc.. § GeaiNit | rT." =). pee 
)Instrument | = AluminumCase | = BUD | 
Case ~ Aluminum Chassi 
(ENC)CASE-KS — 
High quality black : . 
thermosetting 


plastic case has 
glass like finish 
and 6-32 brass 
inserts for cover 
mounting screws. A 
perfect box for instruments or a multitude 
of projects. By select the plastic lid for total 
non-conductive enclosure, or the aluminum 
lid for a heavier structure. 


Case Only (CASE-KS) 
$2.95 ea (4-12) $2.50 (13-49 )$2.20 
Phenolic Cover (CASE-KSPC) 
$1.40 ea (4-12) $1.29 (13-49) $1.18 
Aluminum Cover (CASE-KSAC) 
$1.75 ea (4-12) $1.50 (13-49) $1.35 


oe pice 


Builders Cabinet 
(EQP)PRTENC-E 2.5" high, 8" deep, 14,75" 
wide. Heavy built ventilated cabinet. Former 
“Printer Controllers”, old circuit board re- 
sides inside but easily removed. 


(1) $5 (2-19) $4 (20+) $3 


Plastic Case 


\. 1-3/4" high, 4-7/8" deep, 7-1/2" 
wide. Sturdy plastic case, many uses. Foam 
filled. Can be re-foamed to fit custom needs. 
Makes anice case. (1)$2 (5+) $1.50 


(ENC)RF-1 2-11/16" high, 11-3/8" deep, 4- 
1/8" wide. Flange mount, 5-1/4" wide, 2-11/ 
16" high. Perforated right and left, remov- 
able top and bottom panels, captive screws, 
3 type “N” panel jacks. Internally mounted 


(ENC)AC421. 5" deep, 9-1/2" wide, 3" high. 
Natural aluminum finish, very nice chassis, 


Pomona Box. good for a number of different uses. 
$15 $11 (3+) $10 © 
BUD - Aluminum Aluminum 
Utility Cabinet Component Mounting 
: Box 


(ENC)E10888 1-11/16" deep, 4-1/8" wide, 2- 

11/16" high. Box includes card guides and 

includes flange mount, 5-1/4" x 2-1/2". 
$15 (3+) $14 


Utility Cabinet 


(ENC)AU-1028-HG . 3" deep, 5" wide, 4" high. 
Sturdy aluminum box has many uses. Can 
be used with supplied cover, or cover can be 
made for numerous custom applications: 3" 
x 5/8" x 7/8" holes already cut in supplied 
cover. Beige. $5 


High Voltage 
Aluminum 
Connector Box 


(ENC)976936 3-11/16" wide, 2-3/8 high, 4- 
3/8 deep. Ideal for meters and other elec- 
tronic components. Removable top has four 
screws. Inside includes 3-32 pin connectors. 


(ENC)HV-1 4" deep, 5" wide, 6" high. Sturdy 


aluminum box with removable front portion. Light Gray. $6 
High voltage connector, 1/4" plate terminal a 
cap, includes female BNC chassis jack, 1-8 Electron Tube Shield 


pin phenolic octal socket. 


RCA 


$10 


Open Ended 
Aluminum Box 


Finger stock for posi- \ 
tive RF sealing of \ 
compartment. 
(COL)687-5581-001 12-1/2" wide, 3-5/8" (ENC)423147 3-1/2" wide, 2-1/16" high, 
high, 4-3/8" deep. A very sturdy box. Collins | 4-9/16" deep. RFI tight screen enclosure. 
surplus. | $6 $5 


“(ENC)FARRALL 2-1/2" wide, 1-1/4" high, 3- 
13/16" deep. Screws together, grooved for 
mounting panel or face plate. $1 


Walkie Talkie Case 


(ENC)MCMRTN 7-7/16" wide, 1-3/4" high, 
3-1/4" deep. Grilled 2-1/4" hole for mount- 
| ing speaker. Very sturdy plastic box, can be 
_ used for many different purposes. $1 


Metal ae 


7-1/8" 


7-1/8" 


2-1/2" 


(HWX)MB-7 Metal bracket for mounting 
shelves. Triangle style. $5 


Pole Mount Bracket 


|/— 2-11/16" | 


(4+) $4 


1-11/16" 
2-11/16" 


(HWX)1531960 Bracket is flexible for mold- 
ing to pole or rounded surface. 11/16" open- 
ing for RF connector. Chromate Plated. $2 


e-mail: ee com Fax: sea tate 


All Climate Outdoor 
Storage Case 


Air Tight + 2-3/4 C.F. - High Voltage Insulator 


(ENC)CASE-TUNER A new Navy gray alu- 
minum electronic storage box with a gasketed 
lid ideally suited for outdoor antenna tuner, 
repeater or? 10"H x 14.5" x 33", 32 pounds. 
One end has a 4" hole to accomodate a high 
voltage insulator, which is included. Two 
small knock-outs on the opposite end for elec- 
trical connectors. $125 


Polymount Monitor 
Mounting System 


GCX Corporation 


(HWX)461514 (A) 19", (B) 15", (C) 15.25". 
Comes with complete instructions for instal- 
lation and use. Rotates. $95.00 


(Monitors, T.V.’s, Cameras, 
Electronic Equipment, etc... 


GCX 


Corporation 


Tilt adjustment knob 


Maximum load for this system is 8035s. 


(HWX)46116800 (A) 19", (B) 9", (C) 12.25". 
Comes with complete instructions for instal- 
lation and use. Rotates. $95.00 
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Incredible Aluminum 
Transport Cases 


Air Tight - Crush Resistant »- Foam Liners 

(ENC)CASE-PRC66 Our new Army green 
equipment case was made for a Collins PRC- 
66B. A pressure relief button equalizes in- 
ternal pressure before opening. 11"x 15.5"x 
19", 17 pounds. A hinged portion inside lid, 
as well as removable foam liners lend this 
outfit to most any radio, camera or fragile 
equipment transportation job. $95 


Terminal Junction Box 


(ENC)742 3-1/4" wide, 1-3/16" high, 1-7/8" 


deep. 8 individual terminals or 4 pair. Color 
coded. Screws together. Beige. $2 


PULLS 


Round Handle 
Drawer Pull 


(HWX)HAND-4CH 4-1/4" wide, 1-3/4" deep. 
Threaded ends for easy installation. Stainless 
Steel. $5 


Round Handle 
Rotating Drawer Pull 


90° locking 
rotation of 
handle. Up 
or down. 


6 w 
(HWX)516954 5-1/2" wide, 1-3/4" deep. 


Threaded ends for easy installation. Black 
anodized finish. $8 
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Latches: Fasteners, etc... 
| PULLS Continued 


Aluminum Pulls 
(HWX)HAND-AL1 4-1/2" H., 9/ 
16" W., 1" deep. Threaded ends 
for easy installation. 

$5 


Aluminum Pulls 


(HWX)HAND-AL2 4-1/2" H., 7/ 
16" W., 1-3/8" deep. Threaded 
ends for easy installation. Screws 
included. $4 


1/4 Turn Pawl 
» Latches 


(HWX)LCH-8 Cyclinder size 9/ 
16". Overall length 1-5/8". Flated 
shaft for knob or handle. Turn 1/ 
4 turn to lock or unlock, turn fur- 
ther if you wish to increase lock- 
ing tension. 1/2" mtg. hole. $5 


Adjustable Grip 


Latches 


(HWX)LCH-9 
9/16" Diam- 
» eter x 15/16" 
' Projection. 
Mounting 
1-3/4" long x 7/8" wide. Holds 
doors and covers shut without 
precise alignment. Right hand 
locking, slotted for screwdriver 
operation. $5 


Barrell Bolts 


(HWxX) _LCHattiseies/16" x3", 
Shaft length 1". Slide the barrell 
into the groove and snap the bolt- 
action lock down for immovable 
security. Solid brass. $2 


ee cs Sc 
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Micro Release 
Hinges (Stainless Steel) 


(HWX)HG-83014 1-3/4" wide, 1- 
3/16" height. Shaft length 1/2". 
Spring loaded. $5 


Compression 
Spring Latches 


(HWX)LCH-3  1-5/16" wide, 1- 
15/16" height. Spring securely 
holds latch during almost any 
movement. $2 


Touch-Release 
Spring Latches 


(HWX)LCH-5 1-1/2" wide, 2-11/ 
16" height. Spring loaded touch 
to release. Hartwell H4600 $4 


Cam Lock 
(5 Disc Tumbler) 


(HWX) KEYMED 3/4" diameter 
cylinder. Key lock for extra secu- 
rity on cabinet or panel. Wash- 
ers included. Medco C8052. $6 


’ Catches 


(HWX)C1 5/8" wide, 5/8" height. 
Metal catch for spring loaded 
latches. Screw mount. 

.75¢ each 


Plated Steel 
Draw Latches 


(HWX)BP-12334 2-3/16" in- 
cluding flanges, 1-7/8" latched, 
2" open. Locking. $6 
Positive Locking 
Draw Latches 


(HWX)LCH-1 1-7/8" wide, 2" 
overall length open. $4 


(HWX)LCH- 4 Same as above ex- 
cept 2-1/8" overall length open. 
$4 


hm (HWX)LCH-2 Same 
rf as above except, 1-7/ 
8" wide, 1-11/16" 
overall length 

» open. 
$4 


Been .060 


rae po ee er) 
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La nyards_ 


(HWX)LCH-7C1-8-W_ 1- 9/16" 
wide, 1-1/4" height. 1/2" rod or 
bar diameter. Spring loaded, 
locks into place. 


Safety Latch : 
for C-L Hooks 


(HWX)S4055 Fits the following 
C-L Load Rated Hooks: S4055A, — 
S4055B, S4055C, Instructions 

included. .95¢ each 4 


Draw Latches | 


(HWX)LCH-7 
1-7/8" wide, 5-3/4" — 
length. Latch re- — 
quires no extra clear- 
ance since locking edge — 

moves parallel to mounting 
surface. $5 


(HWX)LN-1-2 Lengths of 14-3/4" and 5-3/4". Includes metal tab on 


end. Aircraft mounting cable. 


Diameter 025 


14-3/4" $2. 50 5-3/4" $1.50 


(HWX)LN-3 Length 3-1/4". Polyamide covering on wire rope. P/N 


V1970 


Diameter .060 


$1. 


(HWX)LN-4 Length 7-5/8". Plastic covered. Aircraft mounting cable. 


Hartwell 


$1.50 


anvarg wi Quick Release Pin 
, ssmusmnmemmmmemmnronsteonmmeranes (TT\WX)RP-1 6-1/4" cable length. 


gant 4-1/2" quick re- — 
lease pin. 1/4" 
shaft diameter. LW1480-1 $5 
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assis Slides: 


O 


Steel Chassis Slide 
with Rotating End 


(HWX)SL1 
Steel chassis slides. Easy 
sliding, very rigid. 3/8" wide, 3-1/16" 
height. Closed length of 20-5/8", open length of 41-3/ 
8", angle height of 6-1/2". 180 degree turn on angle end, 3 different 
locking positions for angle. Lock-out groove for safe operation. 


$75 
Stainless Steel / Heavy Duty 


(HWX)SL2 Heavy duty stainless steel chassis slide. Ball bearing 
driven. 3-stage slide, also locks into place for safe operation. Width 
5/8", height 3". Closed length 25", open length 50". $65 


Aluminum / Heavy Duty 


(HWX)SL3 1" wide, 3-1/2" height. Closed length 24", extended 
length 52". 3 stage chassis slide with locking pin. Cast aluminum, 
very sturdy. $75 


Steel Chassis Slide 


(HWX)SL4 Heavy duty steel GhekciseclidernBall bearing driven. 
Width 5/8", height 3". Closed length 14", open length 20-1/2". ZERO 


Corp. 016RH. $15 
Small Steel Chassis Slide 


Se 


wap ee ee ee 


(HWX)SL5 Small but sturdy steel chassis slide. Ball bearing driven. 
3/8" wide, 1-3/8" height. Closed length 7-1/2", open length 12-1/2". 
Accuride. $9.95 / Pair 


(HWX)SL6 3/8" wide, 1-11/16" height. 20" closed length, 33" open 
length. Chassis Trak D202-5-G chassis slide. $12 
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Chassis Slides: 
Steel One-Stage 


(HWX)SL7 5/16" wide, 1-3/8" height. 23" closed length, 40" open 
length. Ball bearing driven chassis slide. $15.95 / Pair 


Barnes Slim Trak (3-Stage) 


EE ~ 


(HWX)SL8 1-1/2" wide, 45" long extended. 22" closed length. 
Each section locking. 3 stage chassis slide. $19.95 / Pair 


Steel One-Stage 


IK NRRL AORN OOO DITO 


(HWX)SL9 5/16" wide, 3-1/4" height. 20" closed length, 31-5/8" 
open length. Ball bearing driven chassis slide. $22 


¢ FIINGES e 


Stainless Hinge 


(HWX)MS20257-C2_ Open width 1-1/8". Length 15-11/16". Open 
angle 45 degrees. $8 


Aluminum Hinge 


(HWX)HG-5B Open width 2". Length 6-1/8". Open angle 45 de- 
grees. $4 


Aluminum Hinge 


(HWX)338661L Open width 2". Length 5-5/8". Open angle 45 
degrees. Aluminum etched satin finish. ANODIZED. a5 


Aluminum Hinge 


(HWX)HG-5A 1-1/2" wide open, 2" 
= wide. 1 leaf 1/2" long, & 1-1/2" long. 
‘a $1 


Thin Aluminum Hinge 


(HWX)629-3438 5-1/4" wide, 3/4" deep. Six holes for attaching. 
Shorter side is 4-3/4". Olive. $3 


Pea 
 ‘y ee On 
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So ee ey ee 


Black 
1” D 
5/8” H 


(RPS)FR-17 Rubber foot, metal 
insert. No taper. Rounded corner. 


Each 10-49 50+ 
85¢ 80¢ 70¢ 
Black 
| 7/8” D 
11/2” H 


(RPS)FR-2. Rubber foot, metal 
insert. Tapered 7/8” to 11/16” D 


Each 10-49 50+ 

Bache 0:48 MROG 
7/8” D 
1/2” H 


(RPS)FR-15. Rubber foot/‘metal | 


| (COL)150-0859-SET Set of four 
| feet tilt equipment up. Higher 


insert. No taper. Rounded corner. 


Each 10-49 50+ 

65¢ 60¢ 55¢ 
3/4” D 
1/2” H 


(RPS)FR-21 Rubber foot. 


1” D 
3/4° H 


(COL)150-0859-010 Plastic foot, 
Tapered 1-1/8” to 7/8”. Rounded 
corner. Back feet on KWM-380. 


Each 10-49 50+ 

$1.75 $1.50 $1.25 
” 

rp 


(COL)150-0859-020 Plastic foot, 
Tapered 1-1/8” to 3/4”. Rounded 
corner. Front feet on KWM-380. 


Each 10-49 50+ 
$1.75 $1.50 $1.25 
Set of 4 
Cabinet 
Feet 


front feet (1”) elevate rig for ease 


| of tuning and view of front panel. 
| Rear feet are 3/4”H. $5 per set of 4 


Sun | 
faded. No taper. Rounded corner. | 


Each 10-49 50+ 
50¢ 42¢ 38¢ 
Black 
11/16” D 
7/16” H- 


(RPS)FR-8 


Each 10-49 50+ 
65¢ 60¢ 55¢ | 
' White 
‘ # 11/16" D. 
1/4” H 
‘S)FR-22 Rubber foot. Bright 
silicone white. Slight taper. 
Rounded corner. 
Each 10-99 100+ 
30¢ 25¢ 20¢ 


Rubber foot, metal | 
insert. No taper. Rounded corner. | 


Black 


1/2” D 
1/4° H 


(RPS) R-16 Rubber foot, metal 


_ insert. No taper. Rounded corner. 


(cts isle ae picks if At 


Stick-On 


3/4°D 3/8" H 


(RPS)FR-4 Rubber foot, self ad- 
hesive, rounded. 40 per pad. 


Each 10-39 Pad 
50¢ 40¢ | hiv 
Stick-On 


7/8” /3” [-} 


(RPS)FR-5 Rubber foot, self ad- 
hesive, indented. 24 per pad. 


Paths ice Cee ‘ sisi, d : 
‘Surplus Sales aintotiogh Antal 402-346-4750 ORDERS: 800-244-4567 Mi aE aX A( 


Equipment Bumpers: Rubber / Plastic Feet, Stick-On 


(RPS)FR-12 Push-inr 
Fits 1/4” hole, up to V/ 

Each 10-49 
- 906. 15am 


1/2” 
3/16” H 


Cone 


(RPS)FR-28 Push-in rubber foot. 


Fits 1/4” hole, up to 1/8” thick. 4 


Each 10-49 50+ 
20¢ 15¢ 10¢ : 
1/4” D 

5/32” H 


‘Each 10223 Pad (RPS)FR-29 Push-in rubber foot. 
50¢ A0¢ $8 Fits 1/8” hole, up to 1/16” thick. — 
Each 10-49 50+ 
Stick-On 20¢ 12¢ 9¢ 
iA 5/16” H 
7/16"D 3/16"H | >/ 


(RPS)FR-3 Rubber foot, self ad- 
hesive, rounded. 56 per pad. 


(RPS)FR-13 Push-in rubber foot. 


Each 10-49 50+ | 

SSG : 30¢ 7 25¢ 
1-5/16” D- 
1/2” H 


(RPS)FR-25 


Rounded edge. Nostalgia got ya? 


Ye Old Bassick | 
| KL-55538 rubber foot, 8-32 post. 


Each 6-24 25+ 
$3 $2.50 $2.25 
| (RPS)FR-26 


Push-in rubber ™ 
foot shown en- 
larged. 1/4” diameter, © 
5/16” long. Gray. Press Shown @ 
into .15” hole. 25¢ 


200% | 


| (RPS)FR-10 


Each 10-55 Pad Each 10-49 50+ 
15¢ 12¢ $5 20¢ i fee 11¢ 
| 

tick-On 
13/32” D 
1/8” H 


1/2"D 9/64”H 


Rubber foot, self 
adhesive, tapered from 1/2” on 
top to 3/8” on bottom. 56 per pad. 


Each 10-55 Pad 
pots 12¢ $5 


(RPS)FR-30 Push-in rubber foot. 
Fits 5/16” hole. Gray. 25¢ 


3/4" D 
7/16" H 


1/2"sq. 1/8"H 


| (RPS)FR-6 


Rubber foot, self ad- 

hesive, beveled. Brown. Sold each. 
Each 10-49 50+ 
20¢ 15¢ 12¢ 


(RPS)FR-6B Rubber foot, self ad- 

hesive, beveled. Black. Sold each. 
Each 10-49 50+ 
20¢ 16¢ 13¢ 


(RPS)FR-31 Hard plastic foot 
tapers 3/4” to 9/16”. Metal insert. 


Each 10-49 50+ 
65¢ 60¢ 55¢ 
& 1/2” D 
, 5/16” H 


(RPS)FR-27 Rubber foot, self ad- 
| hesive. No taper. Rounded corner. 
Each 10-49 50+ 
35¢ 30¢ 25¢ 


Fits 7/32” hole, up to 1/16” thick. — 


_ www. surplussales com | e-mail: Set opie oe Fax: 402-346-2939 331 


Strain 
Relief 


Part Number Fits Hole Dio. Cable Each 
(RPS)SR-2P4 5/16” 5/32” $0.25 


Rubber Grommets (RPS)SR-3P4 3/8” 3/16” $0.35 
a : oes : Protect the edges of cabinet penetrations to (RPS)SR-oP4 7/ 16” 3/ 16 $0.50 
bing hole with any inzie or outzie. : : : (RPS)SR-5L1 7/16” 1/ $0.50 
: ri pass cords and wires without abrasion. ‘ t 

sizes and styles. Quantity pricing! Det Nombert OD: LD. Width Ponel Fach 10+ | (RPS)SR-6P4 9/16” 9/32” $0.65 
e Size Length Color Each Thickness (RPS)SR-7P2 11/ 16" o/ 16” $0.75 
” 3/8” inside depth Red —-15¢ (RPS)GRMT-1 2-3/4” 2-1/16” 1/2” to 1/8” $2 $1.50 | (RPS)SR-7K2 3/4” 3/8” — $1.00 
2” 3/8” inside depth Yellow 15¢ 12¢ (RPS)GRMT-2 1-3/8” 3/4” 3/8”._‘ to 1/16”75¢ + 60¢ | (RPS)SR-8P2 13/16” 1/2” $1.25 

” 3/8” inside depth Red =—-'15¢ 1: (RPS)GRMT-3 1-1/8” 5/8” ~—«5/16” to 1/16” 50¢  40¢ 

/' 4” inside — Red = 15¢ 13 (RPS)GRMT-4 13/16” 1/2” 5/16” to 1/8” 40¢ 30¢ 

se 5/8” insertion Pink  15¢ (RPS)GRMT-5 5/8” 3/8” 1/4” to 1/16"30¢ + 22¢ 


LS)MS90376-8R External Cap 1/2” 7/16” insidedep. Red  20¢ (RPS)GRMT-6 5/8” 1/4” 33/8” “to 1/4” 40¢ = 30¢ 
(PLS)MS90376-10YF Internal Cap 5/8” 5/8” insertion Pink  20¢ 15¢ (RPS)GRMT-7 1/2” 3/16” 3/16” to1/16"25¢ 19¢ 
(PLS)MS90376-10Y Internal Cap 5/8” 5/8” insertion Yellow 20¢ 15¢ (RPS)GRMT-8 3/8” 3/16” 3/16” to1/16"20¢ 15¢ 
LS)TY-10 Internal Cap 5/8” 7/16” insertion Yellow 17¢ 13¢ (RPS)GRMT-9 5/16” 3/32” 5/32” to 1/8” 20¢ 15¢ 
(PLS)5/8SC External Cap 5/8” 7/8” inside depth Red  25¢ 20¢ 
707” 9/16” insertion Red 20¢ 15¢ 
3/4” «(1/2” inside depth Pink  25¢ 20¢ 
3/4” 5/8” insertion Yellow 25¢ 20¢ 
CD8 3/4” NPTinternalthr Red  35¢ 2% 
376-14YF Internal Cap 7/8” 5/8” insertion Pink  28¢ 22¢ 
Bemsaere 14RFExternal Cap 7/8” 1/2” inside depth Pink  28¢ 22¢ 
(PLS)MS90376-16RFExternal Cap 1” 1/2” inside depth Pink  35¢ 25¢ 
(PLS)MS90376-16YF Internal Cap 1” 7/16” insertion Pink  35¢ 25¢ 
(PLS)MS90376-18RFExternal Cap 1-1/8” 1/2” inside depth Pink  38¢ 28¢ 
(PLS)MS90376-18YF Internal Cap 1-1/8” 5/8” insertion Pink  38¢ 28¢ ; 3 
(PLS)MS90376-18Y Internal Cap 1-1/8” 5/8” insertion Yellow 38¢ 28¢ “ u 
(PLS)MS90376-20RFExternal Cap 1-1/4” 9/16” inside dep. Pink 40¢ 30¢ Plastic Snap-Ins Plug 
(PLS)MS90376-20Y Internal Cap 1-1/4” 5/8” insertion Yellow 40¢ 30¢ 
(PLS)MS90376-20R External Cap 1-1/4” 9/16” inside dep. Red ~ 40¢ 30¢ Part Number Hole 1.D. Width Max. Panel 10+ Boots 
(PLS)MS90376-22YF Internal Cap 1-3/8” 5/8” insertion Pink  44¢ 34¢ Required Thickness Each __ 
(PLS)MS90376-22R External Cap 1-3/8” 9/16” inside dep. Red  44¢ 34¢ (RPS)SB2.5-31 2-1/2” 2”. —‘11/16” to 1/4” $2 $1.50 | (RPS)727303 Spark plug / coil 
(PLS)MS90376-24YFInternal Cap 1-1/2” 5/8” insertion Pink 48¢ 36¢ | (RPS)SB1.187-15 1-1/8” 13/16" 7/16" to 1/8" 75¢ 50¢ | hoot can be used for many appli- 
(PLS)MS90376-24RFExternal Cap 1-1/2” 9/16” inside dep. Pink  48¢ 36¢ (RPS)SB750-10 3/4” 5/8” 3/8” ~ tol/8” 40¢ 25¢ cations. For 7mm wires. 5/8” I.D 
(PLS)MS90376-24R External Cap 1-1/2” 9/16” inside dep. Red  48¢ 36¢ (RPS)SB625-8 5/8” 1/2” 3/8” tol/8” 35¢ 22¢ ; . eS 
(PLS)MS90376-28RFExternal Cap 1-3/4” 1/2” inside depth Pink 56¢ 44¢ | (RPS)SB500-5 1/2” 5/16” 3/8” to 1/8” 25¢ 15¢ | Made by Belden/Napa. 40¢ 
(PLS)MS90376-28YF Internal Cap 1-3/4" 5/8” insertion Pink  56¢ 44¢ | ~ 
Plug/ Lock 


Liquid 
Tight 


(RPS)PC- 11 Liquid tight strain 
refiel connector mounts in .72” 
hole or larger. For 3/8” diameter 
tubing or cable. $1.50 


(PLS)EC-32 External Cap 9/16” inside dep. Black 65¢ 50¢ 
(PLS)MS90376-32Y Internal Cap 5/8” insertion Yellow 65¢ 50¢ 
(PLS)MS90376-32R External Cap 5/8” inside depth Red 65¢ 50¢ 


NMMwer 


(PLS)EC-36 External Cap 2-1/4” 9/16” inside dep. Black 70¢ 55¢ (PLS)250678 3/4” mount- Long . 

(PLS)MS90376-36Y Internal Cap 2-1/4” 5/8” insertion Yellow 70¢ 55¢ ing hole. 3/16” hex turns 

(PLS)EC-40 External Cap 2-1/2” 9/16” inside dep. Black 80¢ 65¢ | lock cam at back. Cheap Rubber 

(PLS)MS90376-40R Internal Cap 2-1/2” 5/8” insertion Red 80¢ 65¢ bi locate hate vl 

(PLS)EC-44 External Cap 2-3/4” 9/16” inside dep. Black 3 85¢ erate wn Abe (505) | Boot / Grommet 
(PLS)EC-48 External Cap 3” 3/4” inside depth Black $2 € Eac + 

(PLS)EC-64 External Cap 4” 1” inside depth Black $3 Extra long flanged grommets nestle 


perfectly inside one another, concen- 


= } _ trically adding, to create thicker walls 
P a st C Chrome for HV applications. 


Hole oF Hole (RPS)MS3420-20 Extra long 
Plugs = y Plugs | tubber boot 2°L, 1-1/4” OD, 


7/8” 1.D., 1/8” wall thick. Pen- 
(PLS)HP-43 Snaps into 7/16” Part Number Fits Hole = Material ~~ Each etrates through thick walls. $3 


Soft Caps (PLS)HP-62 — Snaps into 5/8” | (HWX)HP-37 3/8” Blk Steel$1.00 | put 2-1/16”L, 7/8” O.D., 11/16” 
(PLS)RUBBLU 5/8” Soft rubber | DOle. Up to 1/8" thick. = 25¢ | (HWX)HP-62 5/8” Chrome $1.25 | [.D., 1/16” wall thickness. $2 
external cap. 3/4” long. (PLS)HP-75 = Snaps into 3/4 (HWX)HP-75 3/4" Chrome $1.50 | (rpsyyg34920-12 Same as above 

Each 10-49 50+ hole. Up to 1/8” thick. 30¢ | (HWX)HP-87 7/8” Chrome $1.75 | but 2-3/16” long 93/39” OD 
oammen OChnayR 25 Cnt) ft OO Sheps into | rE py tomeee0 | Set p., 1/16" wall thickness. $2 
| hole. Up to 1/8” thick. AO¢ | (HWX)HP-1.2 1-1/8” Steel $1.50 | ated : 
” (PLS)HP-118 Snaps into 1-3/16” a 39 = 73 
(PLS)RUBRED 3/4” Soft rubber | (PUSIHP 118, Snaps into 1-3/16- a 


external cap. 5/8” long. 
Each 10-49 50+ 
40¢ 35¢ 30¢ 


é Caterpillar Feet | 
Plastic Forms around any hole perimeter. 


PL SiRUBR GRIT Oe Soft rabher ’ Grommet _ Cut to length as needed. Nylon. 
PartNumber Length Width Hgt Panel Each 


external cap. 1-1/4” long. (PLS)GRMTS Snap-in plastic Thickness | (RPS)POS1140 Potting Box 


Each 10-49 50+ grommet fits 1/2” hole, up to 3/ | (RPS)G5IH-C 11-5/8” 19/64” .15” 1/8” $3 | is open on 1 side only. 1-1/16” 
50¢ 45¢ 40¢ | 32” thick panel. 50¢ | (RPS)CF-3/16 11-5/8” 3/16” .165”.050” $3 | x3”x2” high. 1/16” thick. $1 
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| Cable eg PVC Tubiness 


Covered Clamps - 
MS21919 - Neoprene MS25281 + Reinforced 


Jacketed Steel Clamps HD Plastic Clamps 
Part Number LD. Color Each Part Number 1.D. Each 


(CLM)WH2R 1/8” Red — $0.50 peat 7/16” $0.40 

(CLMWHS 516 White ys (CLA)RS a6” ano tubing collection. Sheath coax, wires, cables and Ae 
(CLM)WCJ4 1/4” Various $0.60 ‘CREO 5/8” $0.65 doors or out. Stock up at our lowest prices ever! — 
(CLM)WDG6 3/8” —- Black $0.60 (CLM)R20 1-1/4” $0.95 - OAR BY, BASS 

(CLM)WDE6 : | 3/8”>) - Purple..$0.75 |"““= wee tee et Part Number Diameter Voltage Tonight Color Notes Por Foot 
(CLM)WH7 7/16” Red $0.70 RPS)4900-22 #22 .025"300v 105°C Black vw-1/CSA $0.08 


RPS)PVC-105/14 = #14 064 600v 105°C Black MIL-I-631D** $0.10 
RPS)814-8830 #12 083” 700v. 105°C White Turbolex 76A $0.12 


( 
(CLM)WH8 1/2”, Red __ $0.70 . 
(RPS)152-1671-000 #10 102" 300v 105°C Green vw-1/csA $0.15 
) $0.15 


(CLM)WDG8 1/2” Black $0.60 
(CLM)WCJ8 1/2” Blue $0.75 
(CLM)WDE8 1/2” Purple $0.75 
(CLM)WDG10 5/8” ~— Black $0.70 
(CLM)1390737 3/4” = White $0.75 
(CLM)WH12 3/4” White $0.80 


RPS)152-1672-000 #10 102” 300v 105°C Red Vvw-1/CSA 
RPS)8001037-151* 3/32” x vserx15105°C Yellow P 
(RPS)685-8377 _# ue 70D OSC Whote hotles 
asa" v 10 ite Turbolex 
Sibis tie Bet uci” Beet tee Gas a 
ac i : . 128” V "C Green HT-105. 
(CLM)WDE14 78° Purple $1.90 | White Plastic Clamps | ipps\cgsi59 1/8” 600v 105°C Yellow HT-105 
(CLM)DC16 Te Black $0.90 (CLM)WPC3 3/16” $0.10 (RPS)534090424*** 191” 600v 105°C Brown 1” long pcs. 
(CLM)TINN-8* 1” Black $1.35 (CLMWPC5 5/16” $0.15 (RPS)200-1821-000 1/4" 300v 105°C Black — Thick walls 
(CLM)WDCI7 1-1/16” Black $1.00 Hants othe Se V4” 600v 105°C Clear 
( )8 
( ) 
( ) 
) 


; 3/8 $0.18 RPS)013-3291-010 1/4” 300v 105°C Clear 44-P-1/4 
(CLM)WDG19 1-3/16" Black $1.10 CLM)HP7N 7/16” — $0.20 pss 8.498002 #2 ase” GOO © 10°C “Black vw 4900 


(CLM)WDG20 1-1/4” Black $1.20 CLM)WPC8 1/2” —$0.20 RPS)8034661-22 5/16 600v -67°C Black +200°C 35° 
(CLM)WH20 1-1/4” White $1.20 CLM)HP1ON 5/8” — $0.25 taps 88-498037 3/8  600v 105°C Black vw-1-4900 28 
(CLM)WH21_ 1-5/16” White $1.30 (CLM)HP12N 3/4” $0.30 (RPS)4900-5/8 5/8 600v 105°C Black Vw-1/CSA = j 
(CLM)WDG22 1-3/8” Black $1.30 (CLM)HP14N 7/8” $0.35 (RPS)152-0042-040 5/8” 300v 105°C Black NST $0.33 
(CLM)WH24 1-1/2” White $1.40 | (CLM)HPI6N_ 1” $0.40 (RPS)200-1841-000 5/8” 600v 105°C Black MIL-R-6855§ $0.50 I | 
(CLM)WH25_ 1-9/16” White $1.60 (CLM)HP24N 1-1/2” $0.60 (RPS)4900-3/4 3/4”. 600v 105°C Black vw-1/csA $0.50 40 
(CLM)WDG26 1-5/8” Black $1.60 + (RPS)556-2836 3/4” 600v 105°C Yellow MIL-I-631D** $0.55 $0.45 
(CLM)WDE32 2” Purple $2.50 | (RPS)152-1788-000 7/8”  600v 105°C Black MIL-I-631D** $0.75 $0.60 
(CLM)WH32 2” — White $2.10 | (RPS)10156122-8 1-3/8” 300v_ 105°C Black $0.85 $0.75. 
(CLM)WH37  2-5/16” White §3.50 (RPS)073-2012 1/4” x21” 600v 105°C Natural vw-1/CsA $2.00 $1.50 
Ri ; (RPS) 781-6826 is 600v 105°C Black $2.50 $2.00 
Tinnerman clamp with locking foot Pre-cut sleeves ready for auto insertion. 5000pcs per reel. bd MIL-I-631D, Grade A, Turboflex 764 4 


a5 a 
| 


8% Pre-cut sleeves of soft silicone rubber. .245” 0.D., 1.075"L__ § MIL-R-6855, Grade 60, Class Il, Type B, Extra thick wall 


Black Plastic Clamps 


Part Number 1D. Each oe 
(CLM)NX-1 3/16” $0.10 Foarn 
(CLM)NX-2 1/4” $0.15 


|  (CLM)WC54 9/32” $0.10 Sponge Rubber Rod 
. ———_ |  (CLM)NX-3 5/16” $0.15 ~—«| (RPS)044-3347-172 3/16” di- 
Aluminu mM, at Heck ; ameter foam. 20¢/ft 15¢(50+) 


Covered Clamp 
(CLM)MS9352-27 1-7/8” LD., | 
5/8” wide. Aluminum. dis 75 | 


~ Surgic. 
»Latex Rubber 


. Tubing | 
(RPS)RUBTUB203 1/4” soft sili- 
cone surgical tubing is just what 
the doctor ordered for sling shots, 
bows, pneumatic, hydraulic or 
drain lines. $1/f 75¢(10’+) 


Edging / Weather .@ 
Maa 


Static Bags 


| (RPS)SB18-18 Static “Chiploc’” | 
Ziploc padded bag, 18”x 18”. $2 


(RPS)11211 Sealed Air black, | ™ __ | Door Gasket 
| electrically conductive bag. 6” x | (RPS)200-1143-000 3/16” wide | Weather 


Sta : nless, curity. Boxes of 100 only. $35 | 16,18 or 20 ga. metal. Black. 20¢/ft 


Covered Clamp | (RPS)SB6-6 Pink electrically | (RPS)200-1108-010 —_ 1/8” wide | 
M)SI69SST-24 1-1/2” LD., | conductive bag. 6” x 6”. Open | across the ridge. 5/32” high. Fits | (RPS)4868 1/2” wide, 5/16” high 
|/2” wide. Stainless Steel. $3.75 | ended. Bags of 100 only. $22 | 20 or 22 ga. metal. Gray. | 15¢/ft | (un-compressed). $1.25/ft 
| 
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~ Vinyl & Silicone Rubber Jacketed 


Fiberglass Lined 
Voltage Temperature Color 
#20 032” 600v 105°C Black $0.35 
#20 032” 600v 200°C Black $0.50 
#18 .o45" 600v§ 200°C Natural MIL-I-3190/6 $0.40 
#17 045° 606v§ 105°C Black MIL-I-3190/2 $0.40 
#16 051"600v 105°C Black $0.40 
#16 051" 600v 200°C Black Turbo 117E HAl $0.65 
#16 128° 600v 200°C Red Turbo 1I7EHAI $1.10 
#14 064 600v 105°C Black TurboTuf8 $0.45 
#14 06 600v 200°C Black $0.75 
#14 064" 600v 200°C Red Turbo 117E HAI $1.10 
#12 081° 600v 105°C Black vw-1 $0.45 
#12 031" 600v 200°C Black Turbo 117E HA1 $0.85 
#12 081° 600v 200°C Red Turbo 117E HA $1.20 
#10 102° 600v 200°C White Turbo 117E HAL $1.25 
#11 091" 600v 105°C Black TUF-0095-0 $0.50 
7 1.000 #8 128" 105°C Black TurboSBAl $0.60 
000 #8 128° 200°C Red Turbo 117E HA1 $1.35 
#7 344” 130°C Yellow MIL-I-3190/2 $0.95 
#6 162" 105°C Black TvF-0166-0 $0.60 
1375-000 #6 .162” 130°C Black MIL-CL130TY $0.95 
9009-100 #5 182” 105°C Black TVF-0186-0 $0.70 
51 3/16” 105°C Black vw-1 $0.70 
995-000 #4 204” 105°C Purple HFS GradeA $1.10 
#3 229” 105°C Black vc-41 $0.95 
(RPS)208-9007-950 — #3 229" 200°C White Turbo 117E HAl $1.65 
)422-4030. #3 229" 200°C Black $1.50 
1/4” 105°C Black $0.95 
#2 257 105°C Black vVw-1 $1.00 
#2 257" 200°C Natural MIL-I-3190C $1.65 
#1 289” 105°C Black vw-1 $1.40 
PS)152-1389-000 3/8” 105°C Black TurboTuf 8 BA1$1.50 
(RPS)152-1398-000 3/8” 200°C Black MIL-I-3190/6 $2.00 
(RPS)152-1391-000 7/16” 130°C Black MIL-I-3190/2 $2.50 
(RPS)152-1393-000 1/2” § 130°C Black MIL-I-3190/2 $2.75 
(RPS) 152-2873- 1/2” 200°C Black MIL-I-3190/6 $2.95 
(RPS) 152-288: 5/8” 200°C Black MIL-I-3190/6 $3.25 
3/4” 200°C Blu/BIk Silicone Rub $3.50 
7/8” 200°C Red Turbo 117EHA1 $4.50 
7/8” 200°C Black Turbo 117E HAI $4.50 
7/8’x3’ 7000v 130°C Black MIL-I-3190/2 $15 
ile 600v§ 130°C Black MIL-I-3190/2 $5.50 
12 600v§ 200°C Blu/BIk Silicone Rub $5.95 
** 100’ roll (RPS)DMS2109D100 
+ Factory pre-cut in 3’ pieces 


Part Number 1D. 

(RPs}208 9008-000 

{apsiis2 2643-000 
) 


25'+ 
$0.30 
$0.40 


Notes Per Foot 


(RPS)208-9007-560 
(RPS)208-9007-440 
(RPS)8034660 
(RPS)152-1355-00 
(RPS) 152-2685- 000 
(RPS)TURBOTUF 14 
(RPS)152-2703 000 
(RPS)152-2705-000 
(RPS)152-1 on 00 
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> ie 
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1c | wwewoe 
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RPS)1 
C 
te) 
PS)2 
meee 
PS 
~ 
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at het 


oF 100 roll (RPS)DMS2109D750 now only 


: $3.50/ft 50’ roll $125 


~ e-mail: SHE @siitplliscates! com Fax: 402- 346-2939 


High Ze Ps: ‘ei Zipper 


‘ Harris Heat Treat- 


Bently 
By Fiberglass Sleeving 


(RPS)BEN Do oe 


(RPS)BEN-HAR-1.5 1-1/2” LD. 
Bently Harris VW-1 EX-FLEX heat 
treated fiberglass sleeving. Heavy 
duty but flexible weave protects 


cables from abrasion and heat. 
$2.50/ft 50’ roll $99 


EN-HAR-2 etl 
sleeving similar to above 


Polyester Sleeving 


Expandable polyester sleeving 
slips over any tubing, wires or 
cables to protect from abrasion 
and cutting. Several sizes /colors. 


1D. Color Per Ft. 
1/2” N $0.50 
3/4” N_ $0.75 
3/4” B $0.50 
Colors: N= Natural, B= Black 


Part Number 


Spiral Wrap 
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Teflon Tubing 
Spaghetti - Sleeving 


Impervious to heat (500°F), 

chemicals, rf and electrical poten- 

tials. Use to jacket bare conduc- 
tors or to move liquid / air. 

Part Number Fits ID Color Cost 

Wire Size Per Ft. 

26 $0.20 

24 $0.10 

22 $0.14 

20 $0.16 

18 $0.18 

16 $0.20 

16 $0.50 

A 14 $0.28 

12 $0.35 

nel $0.45 

11 .093” Y $0.60 

10 .104”N $0.60 

8 .130”N $0.75 

7 .146”N $0.95 

2 .257” N $2.00 

380” N $3.00 

505” N $3.75 

Colors: N= Natural, P= Purple, Y= Yellow 


.016” P 
021” N 
.026” N 
.033” N 
041” N 
.053” N 
5a%P 
.066” N 
.083” N 
.093” N 


Spiral wrap Nylon tubing is an 
excellent wire harness that can be 
applied to bundled conductors ter- 
minated or not. Branches out be- 
tween wraps. Several sizes avail. 


§ 2,000 volt MIL-I-3190C Rating 


Harris Silicone Impregnated 
HIBUUBIERE Pyrosleeve ST 


11 ga, .091” 
seiD:, this natural color fiberglass 
sleeving is soft and flexible yet is 
» tough enough to be specified for 
use in nuclear propulsion plant equip- 
\%, ment... or aircraft or automobile. 
- Buy it by the foot or a complete 250’ 


spool. We have 600 available. 
15¢/ft $15 per 250’ spool 


Part Number 1.D. Per Foot 10'+ 
1/8” $0.75 $0.60 | 
1/4” $0.95 $0.80 
50 $2.50 $2.25 
Pressure 


Gates 6B Series 
3/8” I.D. industrial red rubber rein- 
forced hose. Great for pneumatic air. 


3/4”0.D. $1/f# $0.90(25+) 


685555C_ ~—-.325” I.D. black rubber | 
hose. .594” 0.D.50¢/f 40¢(25+) | 


Zipper Tubing 


Polyvinylchloride Loc-Trac zipper 
tubing wraps around existing 
cables, provides protection and 
tidys up area. Several sizes ava. 


Color Cost 
Per Ft. 


B $0.50 
C $0.50 
C $0.75 


Fits ID 
Wire Size 
1/2 
1/2 
3/4 


| Colors: C= Clear, B= Black 


Part Number 


Mil-12- | _ 


» Ear Pads 


P An 


‘ d you thought you’d never 
Ee’ see these again. Ear cushions for 
= telephone / headsets, etc. , or place 
them right on your ear. If the phone is glued to your head all 


day, soften the touch. Start a fad 5}0¢eq. 40¢(1 04) 
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Heat $ Snahle peippet, Botieea) 


Info/Tech./Intnl: 402-346-4750 — 


Heat Shrink Tubing 


Part Number Size Color Notes Perft. 12'+ 
Dia / Len 

(RPS)088-2975 1/8”-rolls W RNF-100 $0.40 $0.32 
(RPS)152-0018-030  3/16”-rolls W RNF-100 $0.50 $0.40 
(RPS)152-3584-000 3/16”-rolls B PO-135 $0.50 $0.40 
(RPS)152-3991-000 1/4”-rolls W PO-135 $0.50 $0.40 
(RPS)RNF100-.218  7/32”-rolls_ B $0.50 $0.40 
(RPS)152-4015-000 9/32”-rolls R CS-38419 $0.60 $0.50 
(RPS)152-3988-000  5/16”-rolls W PO-135 $0.55 $0.40 
(RPS)152-3591-000  7/16”-rolls C 125°C $0.55 $0.45 
(RPS)15-02120 3/8”-rolls B 1XT22 $0.65 $0.55 
(RPS)152-0042-202  3/8”-rolls B RNF-100 $0.65: $0.55 
(RPS)152-3971-000 1/2”-rolls B RNF-100 $0.65 $0.55 
(RPS)152-3572-000  3/4”-rolls C $0.65 $0.55 
(RPS)FIT221-3/4 3/4”- 4’ len. C Irrad. Ply $4.00 
(RPS)FIT300-3/4 3/4”-4’ len. B Irrad. Ply $4.00 
(RPS)152-3999-000 1”-rolls W PO-135 $0.90 $0.75 
(RPS)152-3985-000 1”-rolls B PO-135 $0.90 $0.75 
(RPS)208-9009-250  1”-rolls O RNF-100 $1.00 $0.80 
(RPS)208-9009-260 — 1”-rolls G RNF-100 $1.00 $0.80 


(RPS)152-4049-000 
(RPS)152-4001-000 


(RPS)152-3982-000  4”-rolls 


1-1/2”-rolls BL FP-301 
1-1/2”-rolls W RNF-100 $1.65 $1.45 
B_ RNF-100 $4.00 $3.50 


$1.75 $1.50 


Colors: B= Black, W= White, G= Gray, 
O= Orange, BL= Blue, R= Red, C= Clear 


(RPS)M19622/3-009 


3” Pipe 
to Box 
Connector 


Plastic polyamide con- 


duit fitting. 3-7/8” mounting hole. 2-15/16” LD., 
3-1/2” high. Includes nut. Made by Danielson Mfg. 


S6Eq. $5 (5+) 


screws on to. 
thread. (RPS)19126 Made-by Varo. 


Rubber Eye 


& shield is some sort of 
& cushioned sight for a 
weapon. Just as sure as 
- /e print this catalog 10 
- people will call up with the 

make and model of cannon this baby 
Made in 1965. 1-5/8” 


$5 Ea. 


Tie wrens a 


$15 Each $12(10-49) 


Tie Wraps 


(HWF)TYWRAP-13-R 13” 
red tie wraps were excessed from 
our military due to expiration 
of shelf date. Tie up to 3-1/2” 
bundle. Sold 100 per i 


50- 249 Bags 
32. oe 


Per ae J 9 Sade 10- 49 9 Bags 
$4 $3.50 $3 


(HWF)PLT2S- MP 7” Panduit Nylon ti tie wraps secure up 
to 2” bundle. Sold 100 per bag or 1000 / box. 


$3/100 PEN 1000 


21 RERevabtE Nutone tie wraps secure up to ? pais Hid- 

den catch pin can be released to remove and reuse. Sold indi- 

vidually in both black and white. $2 Each = $1.50(10+) 
(HWF)TYWRAP-21B BLACK 
(HWF)TYWRAP-21W WHITE 


(HWF)TRI7-TW 7” TY-RAP. triple wide cable tie will 
cinch her down like never before. 1-3/4” wide, red. Flat header 
great for tags, signage. Pictured above. 75¢ Ea. 60¢(10+) 


ORDERS: 800-244-4567 


$10 (50-249) 


Zipper Tubing 
Shielded foil backed Polyvinyl- 
chloride Loc-Trac zipper tubing 
wraps around existing cables, pro- 
vides 100% shield, protection and 


tidys up area. Several sizes ava. 


Part Number ID Per Ft. 
S)ZTZ0500SH1 1/2 $0.90 
(RPS)ZTZ1875ZRP 1-7/8 $1.75 


| hAcid § 
Bottle 


Surplus Sales has various GATES 
v-belts in stock but many sizes did 
not make this catalog cut. E-mail 

your needs or check out the website. 


| (RPB) 154148 38” wide, 36” 

O.D.. Matched set of two. $9 

(RPB)8612 7/8” wide, 52.3” 

O.D.. Matched set of two. $15 

(RPB)8578 59.125” O.D., 38° 

(RPS)F311849 2”x4”acidbottle | angle, 78-81 Dodge pick-up $5 

has inlet / outlet on top. Gasket | (RPB)K040595 —-59.5” 0.D., 40° 

sealed lid. For use with 1/8” tub- angle. $7 
ing. Labeled as corrosive fluid. You ’ 

can’t have too many of these. $3 | (RPB)9465 V-belts $4 


Wye Pds +i i ie ee 


2 Gallon Polvethivienal Jt igs 
(RPS)PD167 This is a Jim Dandy jug. Tough polyethylene cbnsthlenael 
very thick 1/4” thick walls and tight sealing screw cap make this bottle a must 
have for every customer. Store or handle almost any liquid, chemical or pow- 
der that can be poured through the neck. There are hundreds of possible uses. 
OEM prices for similar bottles are over $30 each. We have 800 available. 


$9 (250+) 


Rings as used in the electronic / 
avionic industry. Many sizes did not 
make this catalog cut so please call. 


(RPS)5600007341 .734” LD., 


1/8” diameter, 70 durometer, silicone 


85¢(10+) 


rubber, brown. $1 ea 


(RPS)N0674-70 4-1/4” — 5-1/4” 
I.D., 1/8” diameter, 70 durometer, 


Surplus Sales stocks many O- | 


Le 


size: 2-224, Neoprene, Parker. $lea — 


90¢(25-99) 80¢(100+) 


a a 


(RPS)5500500250 5”LD., 1/4” di- | 


ameter, 70 durometer, Negprene blk. 


$3ea $2. 50(10+) 
(RPS)5600049752 4.975” I.D., 


1/4” diameter, 70 durometer, silicone 


rubber, brown. $3 eq $2. ..50(1 0+) 
(RPS)5600049752 8” I.D., 1/8” 


diameter, silicone rubber, brown. $2 


4” Insulator 


(ICR)56180 High voltage plastic 


bushing. Spares from the manu- ~ 


facturing of Maxwell’s 70 kv oil 
capacitors. 4” dia. male thread on 


bottom, 3/4” center hole, 6-1/2” » 


total diameter. $10 Each 


(RPS)N0674-70 O-Ring for above 
insulator. Neoprene. $1 Each 


ales 25 www. pSamphibanlenie com Penal: Biinhall@Airplissatesi com Fax: 402-346-2939 


High Vc tage: Wire, Connectors: Alden HV Connector Sets — 
nA... (CNE)8101SET eee -— 
Iie ax! well HV Cable, High ; Our popular 15kv connector sets made by Alden are the taple in many 
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HVdisconnect projects around today. We originally picked up this 
line to replace hard-to-find Millen connectors. The panel mount fe- 
male (right side) has a 12” lead to HV source in the chassis. The male 
connector has a 36” lead. Connectors are molded but additional wire 


(W. VMAX 1002 Extremely high 
potential cable from Maxwell 
Labs. 4 AWG fine stranded cen- 
ter + thick HV black insulation 
layer + Mylar + 1/16” thick heavy 
copper braid shield + Mylar + 
thick HV outer jacket. 13/16” O.D. 


perfoot 25-99" 100+ 


$9 $8 $7 


(WHV)MAX2164 High potential 
cable from Maxwell Labs. 5/16” 
diameter braided center conduc- 
tor over 1/4” poly core + .038” poly 
layer + heavy copper braid shield 
+ thick HV outer jacket. 1/2” O.D. 
per foot 25-99’ 100+ 


$4 $3.50 $3 


(WHV)MAX2124 
potential cable from Maxwell 
Labs. 14 AWG tinned copper cen- 
ter conductor + 3/8” dia. polyeth- 
ylene dielectric + tinned copper 
braid shield + poly jacket. 7/16” O.D. 


12 kv high 


D599’ 
$4.50 


100+ 
$4 


per foot 


$5 


High Voltage Wire 


High cur- 


(WHV)424-0928010 
rent 15 kv wire consists of a cen- 
ter 20 AWG steel wire wrapped in 
tinned copper braid, yielding a 10 


AWG conductor. Soft Neoprene 

high voltage jacket. 1/4” O.D. 
per foot 25-99’ 100+ 
$1.50 $1.25 $1.10 


stranded center + white soft sili- 
cone type jacket make cable ex- 
tremely flexible. Also high temp, 
150°C. .225” O.D. Markel Corp. 
per foot 25-99 100+ 
$2.25 $2 $1.75 


40 kv - 20 AWG 
(WHV)3239/VW-1 20 AWG tinned 
center + red .185” O.D. high volt- 
age jacket. 105°C. Reduced price! 
per foot 25-99’ 100+ 
$1.50 $1.25 $1 


Add'tl HV Wires 


(WTF) 1925TW-45 2,000v 12 AWG 
silver stranded (19/25) Teflon 
(white) jacket .175” OD. 200°C. 


per foot SiGe 100+ 
1 


$1.25 $0. 90 


(WHV)16- OKV W 2000v 16 AWG 
tinned stranded (19/29), Polyrad 
(white) jacket .045”0D. 2500’ spools. 


(WHV)16-2KV-G as above but Gray 


(WHV)16-2KV-B as above but Black 
per ft. 100-500’ 501-1k’ = 1k’+ 
35¢ 28¢ ae los 


(WHV)18-600V-W 600v 18 AWG 
tinned stranded (19/30), Polyrad 
(white) jacket .03” wall, 4000’ spools. 
Each 100-500 501-1k 1k+ 
13¢ 10¢ 8¢ 7¢ 


(WHV)20-600V-W 600v 20 AWG 
tinned stranded (19/32), Polyrad 
(white) jacket .03” ,wall. 4000’ spools. 
Each 100-500 501-1k 1k+ 
10¢ 8¢ 6¢ Ac 


(WHV)20-2KV-W 2000v 20 AWG 
tinned stranded (19/32), Polyrad 
(white) jacket .045” wall. 2500’ spools. 
Each 100-500 S501-Ik ~~ 1k+ 
28¢ 21¢ 18¢ §614¢ 


(WHV)40KV-18 18 AWG fine 


RE ey 


(WHV)423-0223 5 kv soft sili- 
cone rubber + 19/32 stranded sil- 
ver/copper 20 AWG conductor, 
very flexible anode wire. 3/16” O.D. 


Zou i OO+ 


per foot 
$0.85 $0.70 


$1.00 


HV Jumpers 
10kv jumpers with spade 
tongue terminals. Black. 
(WHV)1743-6 6”long $4 


(WHV)11308942-6 
» \ Same as above but 
LS 36”long $6 


(WHV)3239/VW-1) may be purchased to lengthen leads. $14 Each $12(6+) 


(CNE)8111SET Higher voltage 45kv 
connector set as above but larger 


body. 3-1/2” pigtail 
on fixed female side, 


7” male lead. Splice extra wire with WHV)3239/VW-1. $10 Ea $8(6+) 


Rep jace broken connectors 


MILLEN 


High 
Voltage 


Connectors 


(CNE)MILLEN Don’t get too ex- 
cited. We have only the female jack 
portion as pictured. A banana plug 
will work as the male mate. $8 


(CNE)862310-1 AMP 
high voltage double 
female bulkhead 


| version of above pigtail. 


Female Pigtail 


(CNE)RC1530-0L6 25 kv+ 16 AWG 
extremely high voltage 4” pigtail 
lead plugs into either of the 1st 
three jacks below. Rowe. $22 


(CNE)867964-1 AMP 4” version of 
above pigtail also fits jacks below.$22 


(CNE)6-832692-9 AMP 36” (3’) 
$35 


jack. 1-1/4” 
square flange. 
15/16” deep 
sockets. $22 


Rowe 
High Voltage 


. j 

may (CNE)IRMCI615P 

=” Unique 7 conductor 
connector system used where multiple | 
conductors of high voltage are necessary 
ina single connector. This one is rated at | 
15kv, 7 amps @ 70,000 feet, -55°C to 125°C 
and is prefabricated with 7” pigtail, & 
backshell. $150 factory cost. now $20 
(CNE)2RMC1615S mates above $125 | 


ee aa 
“ HVPatch *% 


hoky double female paneh 


High Volt Panel Jacks 


(CNE)1679336 25 kv+ plastic panel 
jack has 1-3/4” deep socket to 
accomodate above plugs. 1/2” mount 


| hole. 1-1/8” behind panel. Gold. $25 


(CNE) 


14RC1535 25 kv+ 
plastic panel jack 
has 1-3/4” 
deep soc- 
ket to ac- 


above plugs. 1/2” mount hole. 1- 
5/8” behind panel. Rowe. 


{4 ‘NE)8&6 ib 


D0- I 


_ AMP re nchlred jack is same 
| series jack as those above, fits 
| same pigtail plug. 3/4” mount 
| hole for body flange. 1-1/16” be- 


receptacle fits same plug as adja- | 
cent single jack. 2” long. $15 | 


| (CNE)8111SF% | hind panel. Plastic body. $25 
| Rowe 
Rowe 15 KV 
15 KV 
Connector 
Connector Block 
| (CNE)34RC1031 Quad block style | (CNE)ROWEHVC Single conduc- 


tor style receptacle with gold male 
pin. 7/8” long. 1/2” D. flange. $5 


$86. USurpide Sales 


meileseayle: Shielded & Coax 
: Shielded, Overall 


Picture: (WHS)208- 0048010 — 
Jacket /Shield Info 


No. Wire Solid/Strand 

Cond. Size Tin /Silver 

(WHS)16046 = 3.-—«*19 ga. str/tin  .285”0.D., gray, 
(WHS)125-01840013 16 ga. str/silvr .187°0.D. , wht, Te 
(WHS)208-9002580 3 16 ga. str/tin .187°O.D., wht, Teflo 
(WHS)424-02681103 14 ga. str/tin .1800.D., wht, braid tin $1.10 § 
(WHS)424-0268090 3 12 ga. str/tin .250°0.D., wht, braid, tin $1.50 
(WHS)8404 Belden 4 20a. str/tin .250”0.D., gray, braid, tin $0.85 
(WHS)439-07630104 18 ga. str/tin .187”0.D., clear, braid, tin $1.10 
(WHS)208-0036-030 4 20 ga. str/tin .250"0.D., gray, doubl braid $1.30 
(WHS)424-02681704 12 ga. str/tin .290”0.D., wht, braid, tin $1.85 
(WHS)208-0038010 4 12 ga. str/tin .375”0.D., gray, doubl braid $2.10 
(WHS)ST5M1247225 5 22 ga. str/silvr .125”0.D.; 600v, 200°C silvr $2.45 
(WHS)8405 Belden 5 20 ga. str/tin .281”0.D., gray, braid, tin $1.00 
{ 
{ 
{ 
( 


Price 


Price 


Price 


~ $1.00 
$0.60 
$0.70 


$1.40 
$1.50 
$1.80 
$0.70 
$1.10 
$1.00 


WHS)208-00370105 16 ga. str/tin .312”0.D., gray, doubl braid $1.45 
WHS)208-00360106 19 ga. str/tin .250"0.D., gray, doubl braid$1.25 $1.15 
WHS)208-0042010 6 18 ga. str/tin .312”0.D., gray, doubl braid $1.45 $1.10 
WHS)208-0 18 ga. str/tin .375”0.D., gray, doubl braid $1.75 $1.50 
16 ga. conductors, total 6 conductors (sample pictured above) 
26 ga. str/tin .312”0.D., black, braid, tin $1.00 $0.90 $0.80 
22 ga. str/tin .250”0.D., gray, braid, tin $1.50 $1.30 $1.15 
20 ga. str/tin .250"0.D., black, braid, tin $1.75 $1.55 $1.40 
20 ga. str/tin .312”0.D., black, braid, tin $1.45 $1.25 $1.10 
(WHS)S133-1400018 18 ga. str/tin .312”0.D., gray, braid, tin $1.65 $1.45 $1.30 
(WHS)208-0038020 8 12 ga. str/tin .5000.D., gray, doubl braid$3.95 $3.50 $3.00 
(WHS)5199 Alpha 10 22 ga. str/tin .250"0.D., gray, foil, 300v $1.40 $1.20 $0.90 
(WHS)3410 Alpha 10 18 ga. str/tin .375”0.D., gray, braid, kv $7.95 $7.30 $6.75 
(WHS)83562 Belden 12 22 ga. str/tin .24”0.D.,red, braid, foil TFES1.85 $1.50 $1.20 | ( 
(WHS)208-0043010 14 22 ga. str/tin .375”0.D., gray, doubl braid$1.55 $1.30 $1.10 
(WHS)424-0865010 14 18 ga. str/tin .437°0.D., gray, braid, foil $2.45 $2.25 $1.95 
(WHS)2464 15 26 ga. str/tin .25”0.D.,blk, braid, tin VM1$1.25 $1.00 $0.85 
(WHS)208-000005 16 22 ga. str/tin .375”0.D., black, braid, tin $1.95 $1.75 
(WHS)81-79188400 19 22 ga. str/tin .437”0.D., gray, braid, tin $2.10 $1.85 
(WHS)5564 Alpha 19 18 ga. str/tin .437’0.D., gray, foil, 300v $2.75 $2.50 
(WHS)8310 Belden 20 22 ga. str/tin .44”0.D., braid, foil, 10 pair $1.25 $1.05 
(WHS)424-0281010 20 22 ga. str/tin .5”0.D., braid, 10 pair 600v$1.75 $1.55 
(WHS)424-0288100 20 20 ga. solid/tin .5”0.D., gray, braid, 10 pair $2.25 $2.05 $1.85 
(WHS)439-5270 18 26 ga. str/tin .5”0.D., black, braid , tin $3.00 $2.70 $2.40 
plus 3 18 ga. conductors & 1 silver coax, total 21 conductors + coax 
(WHS)424-0322010 19 26 ga. str/tin .5”0.D., black, braid , tin $3.25 $3.00 $2.70 
plus 3 19 ga. conductors & 1 silver coax, total 21 conductors + coax 

(WHS)9617 Belden 25 24 ga. str/tin .37”0.D.,gray, tin braid, foil $1.95 $1.75 

(WHS)424-0281130 26 22 ga. str/tin .5’0.D., gray, braid, 13 pair $2.20 $1.90 $1.65 


048010 2 

plus 4 
(WHS)424-0396000 7 
(WHS)420-0150000 8 
(WHS)208-0007003 8 
(WHS)439-0695010 8 


$1.60 
$2.30 
$0.95 
$1.40 


(WHS)E47891 27 22 ga. str/tin .437°0.D., gray, braid, tin $2.25 $2.05 $1.85 | 
(WHS)90227126 36 22 ga. str/bare .437”0.D., gray, braid, tin $2.50 $2.25 $2.00 
(WHS)K84GEF 50 22 ga. solid/bare .56”0.D., black, heavy foil $1.75 $1.50 $1.30 


plus 600 vrms, in 25 twisted pairs, 2 drain wires, Teflon conductors 
(WHS)424-0907040 50 24 ga. str/tin .5”0.D., gray, double foil $2.55 $2.20 $1.85 

plus 600 vrms, in 25 twisted pairs, 2 drain wires, Teflon conductors 
(WHS)208-0043040 66 20 ga. str/tin  .75”0.D., gray, braid, 33 pr $5.00 $4.50 
(WHS)5338C Alpha 120 24ga. str/tin .75”0.D., gray, braid, 60 pr $6.00 $5.00 


ae Pac 


Info/Tech /Intni: 402-346-4750. 


ft, | (WHS)439-6061000 1 
45 | (WHS)424-0268050 1 
10 | (WHS)439-8760000 1 


- $0.70 | ( 


$0.95 | (1 


“pairs, i Hy 
‘Picture: (WHS)424-0115000 +2 


Wire Solid/Strand Jacket /Shield Info. 


rs Size Tin /Silver ae ra 
(WHS)424-0268080 1 26 ga. str/tin .125”0.D., white, braid, tin 
.187"0.D., white, braid, tin 


22 ga. str/tin 

20 ga. str/tin .125”0.D., white, braid, tin $0.70 $0.6 
20 ga. str/silvr .135”0.D., silver braid, TFE $1.25 $1. 
19 ga. str/silvr .187”0.D., silver braid, TFE $1.25 $1. 


(WHS)434-8766000 1 
(00 


(WHS)424- 0274010 2* 28 on siyan VOD, “black, +4 cond $0.75 $0.60 $0.50 i 
*note 2 shielded pairs + 4 iridivicisl #28 stranded, microphone cable ( 
(WHS)208-00470102 12 ga. str/tin .5”0.D., gray, dbl braid, tin $3.95 $3.50 93.00) 
plus double outer tin braid over indiv. braid shielded pairs 
(WHS)424- 0099010 3 20 ga. str/tin .25”0.D.,blk, 2 foil shl prs $2.00 
plus unshielded pair w/drain (2 ind. shld. prs. each ha dr. in) +16ga 
(WHS)8777 Belden 3 22 ga. str/tin .273”0.D., gray polypro, foil $0. 
(WHS)424-0113000 3 21 ga. str/tin .375”0.D., gray, braid, ti 
(WHS)208-0052010 3x318 ga. str/tin .437”0.D., gray, dbl braid - 
plus double outer tin braid over indiv. braid shield 
(WHS)424-01150005 22 ga str/itin 5’0.D., gray, braid, tin $2.4 
(WHS)424-0800000 6 20 ga. str/tin .375”0.D., gray, braid, on $2.85 $2.40 $1.90 
( 
( 


WHS)6012 Alpha 6 22 ga. str/tin .375’0.D., gray, foil/pair $1.00 $0.65 $0.45 
WHS)208-0052020 7x318 ga. str/tin .5”0.D., gray, dbl braid $3.65 . 
plus double outer tin braid over indiv. braid shielded treys (3/ bundle) 
(WHS)424-01170007 22 ga. str/tin .563”0.D., gray, braid, tin $2.95 $2.30 $1.90 
(WHS)6014 Alpha 9 22 ga. str/tin .375”0.D., gray, foil /pair $1.50 $1.15 $1.00 
(WHS)8776 Belden 15 22 ga. str/tin .5”0.D., gray, foil w/drain $2.50 $2.00 
(WHS)424-0866030 15 20 ga. str/tin .563”0.D., gray, foil w/drain$3.00 $2.50 $1.75 
(WHS)424-0289010 2* 22 ga. str/silvr .5”0.D., blk, + 30 silver wir $4.50 $4.00 $3.50 
*note 2 silver shielded prs w/#22 silver + 26 silver #24 & 4 silver #18 wires 
(WHS)424-0398200 4* 22 ga. str/tin .87°O.D., blk, +21 tin/str $3.00 $2.25 $2.00 
*note 4 shielded pairs w/#22, insulated + 21 individual #22 stranded wires 
(WHS)208-0061010 8* 22 ga. str/tin .68”0.D., gray, + 31 tin/str $4.00 $3.50 
*note 8 shielded pairs w/#22, + 31 individual #22 stranded wires 
(WHS)208-0045010 6* 20 ga. str/tin .62”0.D., blk, + 15 tin/str $4.00 $3.50 $3.00 
*note 4 shid treys #20 +2 shld prs #22 + 15 #22 str/tin wires +overall double shield 
(WHS)85L6-9 30 24 ga. str/tin .47’0.D., gray, foil w/drain $4.50 $4.00 $3.00 
plus 3— RG-316 style TFE coax cables (1/8” dia.) 


26 pair Mil-Spec 
nake Cable 


WHS)424-0927020 Each of 26 pairs is in- 
dividually braid shielded, 22 gauge silver 
plated stranded Teflon conductors with 
Teflon jacket. 1” diameter tough rubber jacket 
over the works can withstand abuse of rock bands, etc. MIL-R6855C-2(60)A- 
60E55-4-Q84. Remnants available. 

$5.00 per foot 10-49 f.$4.50 50-99 ft. $4.00 


23 pair / as above 


100 ft. $3.50 


(WHS)208-0050010 130 22ga. str/tin  .87"0.D., gray, braid, 65 pr $7.50 $6.50 $5.90 | (WHS)424-0927010 23 pair version of the above cable. $4.50 Ai. 20-99 ft. $4 
= Price —Price~——~Price per foot 100-249’ 250'+ 

age Coax Cables per foot 100-249’ 250'+ (WRF)RG-213 50Q, Mil-Spec, 2kw, same size. RG-8 $0.35 $0.30 $0.25 
WRF )836 81s ee 7—RG174 + 5- #18 stranded wires $2.50 $2.25 $2.00 (WRF)RG-214 50Q, Double silver shield, same size RG-8 $1.85 $1.50 $1.30 

F 9995P 10646 10-Base-2 coax cable, 3/16” dia. braid & foil $1.00 $0.80 $0.70 (WRF)RG-218 50Q, 7/8”dia, equiv. to RG-17, many KW $3.95 $3.50 
KY )409 189 20000 26 ga str/sil, silver braid, TFE die., no jacket Sl. 20 $1.00 $0.80 (WRF)RG-316 50Q, Double silver shield, TFE, same size RG178 Sl 435 $1.20 $1.00 
. 26 ga str/silver cen, silver braid, TFE jacket $1.50 $1.30 $1.00 (WRF)RG-393 50Q, Double silver shield, TFE, same sizeRG8 $5.50 $4.90 $4.25 
WR 3896 Belden 20 ga stranded, tin braid, clear Nylon jkt. $0.50 $0.40 $0.35 (WRF)RG-58CAJ —50Q, Double shield foil/braid, strand center ee $0.30 $0.25 
WEE)DASSSHBAA 75Q, video coax, tin braid, #25 strnd, .156’0D $0.25 $0.20 $0.15 (WRF)RG-58/ —_ 50Q, standard RG-58, white or black $0.30 $0.25 $0.20 
WREVYR25023 geiden 75Q, video coax, tin braid, #24 solid, .156"0D $0.35 $0.30 $0.25 (WRF)RG-59B/U —_75Q, standard CATV coax $0.30 $0.25 eae 
Vi 9009520 16 ga silver, stranded, tin braid, Teflon jkt. $1.20 $1.00 $0.80 (WRF)RG-6 75Q, Highest quality CATV/Broadcast coax $0.50 $0.45 $0.39 
MAU 750, Tkw, Mil-Spec $0.40 $0.35 $0.30 (WRF)RG-62/ 93, braid shield, stranded center Belden/Carol $0.25 $0.18 $0.14 
142 50Q, Double silver shield, TFE, same size RG58 $1.95 $1.65 $1.49 (WRF)RG-8X 50Q, braid shield, 1000w @ 30 Mhz $0.15 $0.13 $0.11 
174 50Q, mini coax cable $0.25 $0.22 $0.19 (WRF)IP-8 50, Impervious, best choice, same size RG-8 50¢ §0.40 $0.35 

78 50Q, Double silver shield, TFE, same size RG174 $1.25 $1.05 $0.95 (WRF)425-1576000 50Q, triple braid (1 silver).5” OD (graphic behind) $2.00 

50Q, Double silver shield, TFE, smaller than 178 $1.10 $0.95 $0.85 (WRF)9913 50Q, Improved equal to 9913, the best for VHF s6. 85 $0.75 $0.65 


Teflon Hook Up Wire 

We have ¢ quite the collection of hi-temp Teflon 
s eet eats e. Because we only stock surplus 
V not have much selection in color. 
W Then ect, give 1 & 2 color choice. We 
will substitute unless otherwise directed. 
Part Number Size Plating /foot 100-500 ft 
( VTF)248-MUL-S 24 AWG silver $0.15 $0.14 
(WTF)24S-MUL 24AWG tin $0.11 $0.09 
(WTF)228-MUL-S 22 AWG silver $0.19 $0.17 
(WTF)22S-MUL 22AwG tin $0.14 $0.12 
(WTF)20S-MUL-S 20 AWG silver $0.29 $0.23 
(WTF)20S-MUL 20AWG tin $0.20 $0.17 
(WTF)18S-MUL-S 18 AWG silver $0.40 $0.35 
(WTF)16S-MUL-S 16 AWG silver $0.50 $0.43 
(WTF)14S-MUL-S 14 AWG silver $0.59 $0.51 
(WTF)12S-MUL-S 12 AWG silver $0.75 $0.65 
(WTF)10S-MUL-S 10 AWG silver $1.10 $0.95 


PVC Hook Up Wire 


Stranded wire in various non-Teflon PVC jack- 
ets suitable for standard wiring applications. 
Because we only stock surplus wire, we do 
not have much selection in color. When or- 
dering, give 1* & 2™ color choice. We will 
substitute unless otherwise directed. 


Part Number Plating /foot 100-500 ft 
(WHS)26S-MUL tin $0.09 $0.07 
(WHS)24S-MUL tin $0.10 $0.08 
(WHS)22S-MUL tin $0.11 $0.09 
(WHS)20S-MUL tin $0.14 $0.11 
( 
( 
( 


501+ ft. 
$0.12 
$0.07 
$0.16 
$0.10 
$0.19 
$0.15 
$0.31 
$0.39 
$0.46 
$0.55 
$0.85 


501+ ft. 
$0.04 
$0.05 
$0.07 
$0.08 
$0.11 
$0.15 
$0.20 
$0.27 
$0.39 
$0.49 


Size 
26 AWG 
24 AWG 
22 AWG 
20 AWG 
18 AWG 
16 AWG 
14 AWG 
12 AWG 
10 AWG 
8 AWG 


WHS)18S-MUL tin $0.18 $0.14 
WHS)16S-MUL tin $0.25 $0.20 
WHS)14S-MUL tin $0.30 $0.25 
(WHS)12S-MUL tin $0.40 $0.32 
(WHS)10S-MUL tin $0.60 $0.50 
(WHS)8S-MUL tin $0.80 $0.60 


Twisted 2/3 
Two, three or four factory twisted, un- 
jacketed wires available in the following 


configs, colors subject to availability. 


ales =www.surplussales.com | 


Cable: Magnet, Teflon, Silver 


ie * 


TEFLON® Wire Tails & Scraps 

(WTF)TFEWIRE-x All sizes, all lengths, silver, 
stranded, can come in our assortment bags. 
Once included in our excess purchases from 
Collins, now they salvage their own wire. No 
more to surplus. Get in on the tail end of this 
deal. As these variety bags become more popular, our 
finite stock is depleting. Wouldn't you know it. 


1 Pound Bag ee 25 Pounder 
$15 \m§63ee)  §975 


PVC & Mil-Spec Wire Tails 


(WHS)PVCWIRE-1 or 5 or 25 Similar to the 
Teflon above but this group is best described as 
non-Teflon wires. It includes all sizes, all 
lengths, tinned, stranded & solid, PVC of all 
grades. Great for repair and small projects. Dig in. 


e- Seal: ser ineli@ au hiskales com Fax: 402- 346-2939 


(WMG)GP200-8 


100-499 500-2000 
S8AwG $1.50 $1.25 $1.00 $0.65 


Part Number ae Tok “5.99 


_(WMG)GP200-10 10Awc 40¢ 30¢ 25¢ = 19¢ 
(WMG)GP200-12 12aAWG 29¢ 24¢ 20¢ = 15¢ 
(WMG)GP200-14 1Z4AWG 26¢ 21¢ I7¢ = 13¢ 
(WMG)GP200-16 16AwG 20¢ 16¢ 13¢ 10¢ 
(WMG)GP200-18 18AWwG I7¢  I1¢ % It 
(WMG)GP200-20 20 AWG 16¢ % 7¢ 6¢ 
(WMG)GP200-22 22 AwG 14¢ &¢ 7¢ 6¢ 
(WMG)GP200-24 24AwG 12¢ 6¢ 5¢ 4 
(WMG)GP200-26 26 AWG 5¢ 4 
(WMG)GP200-28 28 AWG 4¢ 3¢ 


Tri-Filar & Bi-Filar Magnet Wire 
Special magnet wire has two (bi) or three (tri) 


enameled wires glued side by side. Ideal for 
winding small transformers requiring more 


| Pound Bag 5 Pontes aber than one winding. It looks nice and the job 
$5 $19 $80 is much easier. Several sizes to choose from. 
Part Number Size Type  /foot 20+ feet 

Super Flex (WMG)BIFI-30 30AWG Bifilar 50¢  40¢ 

Mi -S d (WMG)BIFI-28 28AWG Bifilar 50¢  40¢ 

2 Ico-Stran (WMG)TRIFI-28 28AWG Trifilar 75¢  60¢ 

"6 bundles 8 AWG ss (WMG)BIFI-26 «26 AWG Bifilar 60¢ 50¢ 

(WMG)TRIFI-26 26AWG  Trifilar 85¢ 70¢ 


(WHS)208- 0080010 High temperature, incredibly flex- 
ible, fine stranded copper cable jacketed with woven fi- 
berglass sheath. Six internal bundles each with hundreds 
of 40 AWG bare copper wires laced tight into about a #8 
wire with fiberglass thread. Outside diameter is 7/16”. 

Has the approx. current handling of “0” cable. $5 / foot 


Buss Bar Solid Copper Wire 


2/0 Welding Cable 


Tinned and bare copper. Several sizes in stock. 


q | 


Part Number #&Size Plating Jacket  /foot 100+ ft. 
(WTF)TP-28-T 2-28 AWGsilver Teflon $0.40 $0.28 
(WTF)439-059402 2-26 AWG silver Teflon $0.40 $0.28 
(WHS)TP-26-P  2-26AWG tin PVC $0.25 $0.18 
(WTF)TP-24-T 2-24 AWG silver Teflon $0.45 $0.32 
(WHS)TP-24-P 2-24 AWG tin PVC $0.29 $0.22 
(WTF)TP-22-T 2-22 AWG silver Teflon $0.48 $0.35 
(WHS)TP-22-P 2-22 AWG tin PVC $0.33 $0.26 
(WTF)TP-20-T 2-20 AWG silver Teflon $0.65 $0.50 
(WTF)4P-20-T 4-20 AWGsilver Teflon $1.00 $0.85 
(WTF)3P-18-T 3-18 AWGsilver Teflon $1.10 $0.90 
(WHS)070-0252* 2-16 AWG tin PVC $0.80 $0.60 

*RED / BLACK 
RFI Absorbing Wire 
RF Absorptive & 


wire absorbs RFI as a 
line filter does... out Ss : 
comes a clean signal. (WRF)M8548: 5/5-227 Violet 
color, 22 gauge stranded (19/34), tinned conductor. 
For use as RFI filtering, attenuator, etc. $1 per foot 


(WTF)M22759/7-6 6 AWG 
(WHS)PVC-6TS 
(WHS)439-6888 
PVC. High temperature, 105°C., 600v 
(WHS)439-6889 


$2’ 


(WHS)439-3750 


Str/SilverWhi/TFE 200°C $2.75 | 
6 AWG _ Str/TinnedWhite PVC $1.50" | 
6 AWG _ Str/Tinned/Fiberglass cover over | 
25:99 $1.50’ | 
4 AWG | Str/Tinned/Fiberglass cover over 
| PVC. High temperature, 105°C. 600v $2.25’ 25-99’ $2. 00’ | 
(WTF)W28D-P/T6 4 AWG Str/Silver/Gray/Teflon $3.50” | | 
4 AWG _ Str/Silver/White PVC 2. 25" 


ve Part Number Size Plating /foot 25+ ft. 

(WHS)422-4196 Belden 31-500- | (WUN)BUS-30 30AWG Tinned 10¢ § 7¢ 

E10  600v rubber jacketed high | (WUN)BUS-24 24AWG Tinned 12¢ 8 

durability cable. 11/16” OD. Fine stranded, tinned cop- (WUN)BUS-22  22AWG Tinned 12¢ 9 
per bundle is .57” 0D. 90°C. $3 / foot 25-99 $2 | (wun)BUS-20 20AWG Tinned 19¢ 126 
; (WUN)BUS-18 18AWG Tinned 22¢ 15¢ 

1 2 AWG (WUN)BUS-16  16AWG Tinned 24¢  I7¢ 

fee Silver Teflon | (WUN)BUS-15  15AWG Tinned 25¢ 186 

(WTF)422-004109 White Teflon jacket, 5/16” OD. (WUN)BUS-14 14AWG Tinned 28¢ 20¢ 
| Silver plated copper strands (24 AWG strands) make this | (WUN)BUS-14B 14AWG Bare 19¢  12¢ 
2 AWG cable ideal for any high current, high tempera- | (WUN)BUS-12. 12AWG Tinned 34¢ 25¢ 
ture, high voltage application. $5 / foot 25-99'$4 | (WUN)BUS-12S 12AwG Silver $1.25 $1 
7 (WUN)BUS-10B 10 AWG Bare 25¢ 18¢ 

Additional Large AWG Cable | (WUN)BUS-6 GAWG Tinned 70¢  50¢ 
(WUN)BUS-4B 4 AWG Bare 70¢ 50¢ 


6 AWG - Tinned - Stranded 
(WUN)421-2 
copper (133 strands #27) makes this 1/4” di- 
® ameter wire cable very flexible. Large quan- 
tity available. 

per foot 


$1.50 


431 Heavy duty, fine stranded 


2 o 
$1.10 


100-499’ 
$0.85 


338 Surplus Sales 


~ Picture: (Ws)1898. 10 


“‘Info/Tech./Intnl: 402-346-4750 _ 


Wire/Cable: Non-Shielded, Coax a Wires 


Un-Shielded Cables 


No. Wire ree 
Cond. Sits. Tin /Silver : 
(WHS)424-0481000 < tr/tin .055”0.D 


18 ga. 

“Wea 
12 ga. 
18 ga. 
18 ga. 
18 ga. 
16 ga. 
16 ga. 
16 ga. 
16 ga. 
24 ga. 
19 ga. 
18 ga. 
16 ga. 
6 ga. 
1/0 ga. 


(WHS)8461 Belden 2 
(WHS)LWAC112 . 2 
(WHS)19201 2 
(WHS)424-0236010 3 
(WHS)831803 Dearb. 3 
(WHS)81-811098 3 
(WHS)2464 Dearborn 3 
(WHS)81-25-801 3 
(WHS )424-0221000 3 
{WHS)424-0398000 3 
(WHS)TEL4/24 4 
(WHS)0568P 4 
(WHS)81-810-440 4 
(WHS)424-0318000 4 
(WHS)424-0225-000 4 
(WHS)P122MSHA 4 


str/tin 


str/tin 


str/tin 
str/tin 


str/ti O.D., gt 

‘nickel “Ta 50ft, cloth jkt Thercple $5. .0 

-str/bare 625”, 0.D. blk, Neop. $0, Cordage $1.25 $1.00 
str/tin .37’0.D., blk 600v MIL3432 $0.60 

.290.D., gray, 300v 

str/bare 25°0.D., black, 300v 
.25"0.D., gray, 300v 
str/bare .5”0.D., tan Medical, low lkg$0.50 
str/bare 43°0.D,, blk 600v MIL9156$0.60 $0.50 $0.40 
str/tin .37°0.D., blk 600v MIL3432 $0.70 $0.60 $0.50 
str/bare Flat., gray, telephone hkup $0.25 $0.20 $0.15 
solid/bare 187 ’0.D., thermostat — 
str/bare .312”0.D., blk, cordage SJO.$0.65 $0.55 $0.50 
str/bare .375"0.D., blk, cordage SJ. $0.75 $0.65 $0.55 
.87”0D, blk 600v MIL13777 $8.00 $7.00 $6.00 
1.75”0.D., black, 16’ long $150* (per length) 


Rotor Cables, Line Cords _ 


Jacket /Shield Info Price 


Price Price 
f ft 


100+ 


0.55 $0.50 
$0.50 $0.40 $0.30 
$0.40 $0.32 $0.23 
$0.50 $0.45 

$0.45 $0.40 


$0.35 $0.25 $0.15 


*note This cable is 16’ long, Type W, 2kv, 90°C, ring term. 1 end 


(WHS)424-0040020 5 
(WHS)424-0791010 5 
(WHS)1176C Alpha 6 
(WHS)CO-O6MOF 6 
(WHS)WT14-6 6 


14 ga. 


22 ga. 
16 ga. 


(WHS)424-0398160 6 12 ga. str/tin 
(WHS)TEL8/24 8 24 ga. 
(WHS)7042187 8 24 ga. 
(WHS)E108677 8 21 ga. 


solid/bare .187”0.D.,gray, 4 pair 
solid/bare .187”0.D., gray 4 pair 


str/bare .62”0.D., blk 600v SOW-A $2.50 $2.25 

10 ga. str/bare .81"0.D., blk 600v SO. 90°C $5.50 $4.90 $4.30 
str/tin .2” 0.D., gray 300v 
str/tin .62°0.D., blk 600v MIL3432 $2.50 $2.20 $1.90 
14 ga. str/bare .5’0.D., black, trailer cord $3.00 $2.50 

81”0.D., blk 600v MIL3432 $5.00 $4.40 $3.90 
solid/bare .187”0.D., tan, 4 pair 


$0.40 $0.30 $0.25 


$0.25 $0.20 $0.18 
$0.25 $0.20 $0.18 
$0.30 $0.25 $0.20 


(WHS)320-1501108 8* 20/18 ga. str/tin .25’0.D., gray, 300v, UV $0.30 $0.25 $0.20 
“note 2 conductors #18 + 6 conductors #20. Rotor cable 


(WHS)HC1822 


8* 22/18 ga. str/tin .25°0.D., gray, 300v, UV $0.25 $0.20 $0.18 


*note 2 conductors #18 + 6 conductors #22. Rotor cable 


(WHS)8488 Belden 8 22 ga. str/tin 
(WHS) 1898/10 10 18 ga. str/tin 
{WHS)1181C Alpha 12 22 ga. str/tin 


.187°0.D., gray, for rotor 
3/9 0.D., gray, 300v 
.25°0,D., gray 300v 
(WHS)424-0144000 13 24 ga. solid/tin .25”0.D., gray PVC jkt 


$0.20 $0.18 $0.15 
$1.25 $1.00 $0.85 
$0.40 $0.30 

$0.40 $0.30 $0.25 


(WHS)424-0191000 16* 20/16 ga. str/silver .5”0.D., black, Teflon $2.75 $2.50 $2.00 
*note 3 conductors #16 + 13 conductors #20. MIL1-3930-JN-L60 

(WHS)424-0289010 28* 24/18 ga. str/silver .44”0.D., black,Teflon $5.00 
“note 4 condtrs #18 + 24 condtrs #24 + 2- braid shielded pairs, all TFE wires 
(WHS)424-0158000 50 24 ga. solid/bare .375”0.D.,gray, twisted pr $1.35 $1.20 $1.00 


(WHS)50/24-19 50 24 ga. solid/bare 


375"0.D., gray, precut* $20 


*note Precut cables 19+ feet long, removed. Twisted pairs. 
(WHS)M6C36093B 75 24 ga. solid/bare .56” 0.D.,gray, twisted pr $1.95 $1.70 $1.50 


75Q 
16.9pF/ft 


Blue 
Video cable 


q: braid 
(WRF)21- 4460795 
available in random lengths from 


6’ to 200’. Diameter .285” OD. Blue 
jacket. 5kv test. 8.540Q/1000 ft. 
1dB attenuation @ 30 MHz. 79% 
velocity propagation. Spex ava. 


fT SQ 
. 29.1pF/ft 
Double Shield: braid/foil Purple 


(WRF)21-4411595 Video cable 
available in random lengths from 
| 3’ to 180’. Diameter .215” OD. 
| Purple jacket. 5kv test. 29.09Q/ 
| 1000 ft. 2.1dB attenuation @ 30 
MHz. 65.9% velocity propagation. 


per ft. 100-249’ 250’+ | per ft. 100-249’ 250'+ 
A0¢ 35¢ 25¢ 30¢ 20¢ 15¢ 
% 50Q Ethernet Plenum Cable 
‘ (WRF)CXCFT4 Orange Ethernet fancy smancy 10- 


<< Set ae: : 
aS power rf projects. 


.. BASE-5 triple shield, foam dielectric, 3/8” dia. coax. 
Same size as RG-214. Good for networks or high 


Sold new for $6 per foot. $1/ft 


no) ee”) | 


ORDERS: 800-244-4567 | 


antenna wire we’ve ever seen. Onainaly used onan cr 
craft as a trailing antenna, it came on a spool with over X 


to reel out of the plane at 600 mph and not break, even with 1000's 
of pounds of its own weight tugging. The cable has three groups of 
seven strands woven together then twisted into one cable .162” in| 
diameter. This weave makes the cable much more flexible and easy | 
to handle than a 6 AWG solid copperweld would be. Extremely heavy . 
copper plating allowed for wear and tear as an antenna and gives 
you a lifetime of duralility in the elements. Available in precut lengths | 
or we have a small reserve that custom lengths can be cut from. 

per ft. 100’-249” 250’-999’ 1000’+ 

$1.50 $1.25 $1.05 $0.95 | 
)TWA-100 100 feet precut trailing wire copperweld $115 
)TWA-150 150 feet precut trailing wire copperweld $170 
)TWA-300 300 feet precut trailing wire copperweld $299 
)TWA-500 500 feet precut trailing wire copperweld $495 
(WUN)TWA-1000 1000 feet precut trailing wire copperweld $895 


7 x 12 AWG Copperweld evita Wire 
(WUN)CW-712 Seven strands of 12 AWG 
copper plated steel, 3/8” diameter. Strong~ 

enough to guy the bigger towers, this Copperweld 
cable can be used for an antenna, guywire or both! Insu- SS 
late at top and bottom of tower to isolate cable, then feed it at 
one end. Make slopers, dipoles, etc. 500’ rolls only. $249 each 


Phosphor Bronze 
Antenna/Guy Cable 
95% copper, 5% alloy, this non-ferrous cabl 
was originally designed for use in explosiv 
enviroments, ie. mines. Very suitable for§ coe 
conductive antennas, guy wires, radials, etc. Sper flexible. 
(WMC)PHOS125_ 1/8” diameter 525 lbs. tensile strength 55¢/ft 
(WMC)PHOS316_ 3/16” diameter, 1470 lbs. tensile strength 75¢/ft 


Copper Plated Aluminum 
Heh antenna builders, do we have the wire for 
you. Combine light weight aircraft aluminum 
with a copper jacket for “skin effect” and youhave —aaaam 
the world’s best product for winding antenna traps rth 
or loading coils. Available in 1/8” or 1/4” diameters gmap 


(WUN)CU/AL125-7 1/8” diameter, precut 75’ length $15 
(WUN)CU/AL125-15 1/8” diameter, precut 150’ length $29 
(WUN)CU/AL125 1/8” dia. cut to any length over 150’ 17¢/ft 
(WUN)CU/AL25 1/4” dia. cut to any length 0-149’ 45¢/ft 
1/4” dia. cut to any length over 150’  35¢/ft 


“~ 10 AWG Alum-o-weld 


Antenna/Guy Wire 


10002 Twinaxial 
(WRF)7362211 Twinaxial cable, 
100Q, 20 gauge stranded center. 

$1/ft $0.85(100'+) 


(WUN)AAW10 Solid Steel 
10 AWG wire coated with 
aluminum. 0.102” diameter. 


pore Tuff stuff. Won’t stretch. 

ua 50 -25¢/ft 

nna aWidee Cable sy 206/h 
)4 in 250) foke : 

cable w/ 23 AWG Soha center. 150-499 14¢/ ft 

$1/ft — 85¢ (100-249) 0.65(250') 500-1999’ 9¢/ft 


e-mail: grinnell@surplussales.com Fax: 402-346-2939 339 


T. term litz wire is derived from the 
German word litzendraht meaning wo- 
ven wire. Generally defined, it is a wire 
constructed of individually film insulated 
wires bunched or braided together in a 
uniform pattern of twists and length of lays. 

The multistrand configuration mini- 
mizes the power losses otherwise encoun- 
tered ina solid conductor due to the “skin 
effect”, or the tendency of radio frequency 
current to be concentrated at the surface 
of the conductor. 

In order to counteract this effect, it 

is necessary to increase the amount of 
surface area without appreciably increas- 
ing the size of the conductor. It is also 
essential to position each individual 
strand in the litz construction in a uniform pattern moving from the center to the outside and back in a given length. Efficiency of the 
stranded conductor can be multiplied by increasing the number of twists per foot. Generally, six or eight twists per foot is common. All 
three of our selections have 40 twists per foot, creating a much more electrically efficient and costly wire to produce. 
Our litz wire was made by Kerrigan Lewis. The current industry standard insulation is a polyurethane film for insulating individual 
strands because of its low electrical losses and its solderability. Additionally, our wire has “Heavy Nyleze”, an extra thick coating. This 
film burns away in the soldering process. Litz wires are generally further insulated with a single or double wrap or serving, of a textile— 
typically nylon—but are also available unserved. Surplus Sales offers two unserved and one served selection. 

All three sizes are put up on 6” spools as pictured. Each spool contains from two to six pounds each and was stamped with the exact 
weight to 1/100 pound at the factory. The wire spool itself is not included in this weight. We also offer our own put ups of 1 pound to 
accommodate smaller orders. Take a typical order of one six pound roll of 7/36 unserved. We would then take from stock a spool 
weighing as close to six pounds as possible (according to factory weight stamp), and multiply the weight in pounds by $17. One or two 
pound spools would simply be the Group A price times one or two. For larger orders, greater savings are realized. An order for 35 
pounds of 12/36 served for example, would consist of six or seven factory sealed rolls totaling close to 35 pounds, multiplied by Group 
D pricing for 12/36 ($13 / pound). We have discounted our litz wire prices dramatically from factory costs and you are able to purchase 
a premium product at a very reasonable price. Our litz wire supply is limited and Surplus Sales reserves the right to restrict quantities sold. 


SERVED (With Textile Jacket) e UNSERVED (Without Jacket) 


5 


Unserved Wire Size Circular Ohms per Feet Per Pounds Per Price Price Price Price 
Mills 1000 feet Pound 1000 Feet Group A Group B Group C Group D 
(WHS)LW-7/36 7 strands 36 AWG 175 29.25 1779 062 $20 $17 $12 $9 
(WHS)LW-8/36 8 strands 36 AWG 200 51.85 1557 .642 $22 $19 $14 $10 
Served 
(WHS)LW-12/36 12 strands 36 AWG 300 34.56 1006 .993 $29 $23 $17 $13 
Price Group A Price Group B Price Group C Price Group D 
1 Pound Spools Random Spool 3-6 lbs. Spools Totaling 15-30 Ibs. Spools Totaling 31+ Ibs. 


(Priced Per Pound) (Priced Per Pound) (Priced Per Pound) (Priced Per Pound) 


eel, = gee 


Hee 
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Antennas: Feedline, Wire, Insulators, Relays, Baluns 


—_ 


Open Wire Feedline 
(WRF)450LAD 450Q 1500 watt 
+ grade open wire with 18 AWG 
solid copperweld conductors 
spaced 13/16” center to center. 

per ft. 100-249’ 250'+ 
29¢ 24¢ 19¢ 


(WRF)300LAD 300Q heavy duty 


Seratia as 

Antenna Insulator 
(ANT)500D Highest quality mil- 
spec strain insulator made by Por- 
celain Products. 1-1/2” diameter 
x 2-1/4” long. Inside hole diam- 
eter is .42”. Wires loop for safety. 
Great for antenna or guy wire. 


1500 watt + grade with 16 AWG Each 10-49 50’+ 
stranded copperweld conductors 
spaced 5/16” center to center. $3.50 $2.95 $2.50 
per ft. 100-249 250’ | 

25¢ 21¢ 16¢ RNF100 

Copperweld DPDT 

(WUN)CW-18 18 AWG solid RF Relay 
copperweld antenna wire. © 12 vdccoil 

per ft. 100-499’ 500’+ 

10¢ B¢ 6¢ (KO)RNF100- DP 10 amp, 5kv 


contacts. Deltrol relay made for 
use in rf circuits. 12 vde coil. 1-1/ 
2” high, 1-7/8” deep, 1-1/8” wide. 


(WUN)CW-16 16 AWG solid 
copperweld antenna wire. 


per ft. 100-499’ 500’+ | Great for antenna / trap switch- 
12¢ 10¢ 8¢ ing 9 gt use in amplifiers. 
Eac 5-24 25 + 
(WUN)SCW-14 14 AWG stranded $14 $12 $11 


copperweld antenna wire. 


per ft. 100-499’ 500’+ | (KO)RNF100-DP24 10 amp, same 
18¢ 15¢ 12¢ | asabovebut24vdccoil. $24 
Be Hanging hole 
_ - RNF100 
< SPDT 
RF Relay 


2 vde coil 
(KO)RNF100-SP 5 amp, 2kv con- 
6 tacts. Deltrol relay made for use 
Hygain Center Insulator | inrf circuits. 12 vd coil. 1-1/16” 
high, 1-3/4” deep, 1-1/8” wide. 


: 
ae * Sans si i eel eae | Great for antenna & trap switches. 
; | Each 5-24 25-49 450+ 


from high impact Cycolac. Zinc | 
plated hardware. For use with | $5 $4.25 $3.70 $3.25 


Coax exit hale 4 


Info/Tech./Intnl: 402-346-4750 


Big Knife Switch 
(SWZ)SA-13/U Ye old Navy knife 
switch. Perfect for disconnecting 
open wire feedlines. Silver plat- 
ing has tarnished (does not effect conduc- 
tivity) on these WWII jewels, even 
though they are still in the original 
box. Ceramic standoffs. 4” x 8” x 4” 
high. Pre-wired for reversing polar- 


ity ona feedline. $42 Ea $39(3+) 


Center “7 Insulator 
(ANT)IL-4/GRA-4 Military an- 
tenna center insulator. Silver N 
connector, cap. Stainless hard- 
ware. Hangs from center. $20 


~ORDERS: 800-244-4567 


600Q :50Q Balun — 
(ANT)NH12358 Need to convert 
open wire feedline or a 450-600Q 
balanced antenna to a 50Q coax 
(unbalanced) in the 2-32 MHz 
range? This wideband trans- 
former is the ticket. Made for the © 
US Army by North Hills. Its stated - 
power level is 1 kw continuous but - 
I can’t even get it warm at 2 kw! 

It also works on 160m. 1/2” thread - 
in end for mounting. 4 pounds. 
4-1/2” diameter. Sealed. $175 


RG-58, RG-8 and RG-8X cables. 
$15 Each $13(34) 


DPST 
Normally Open 


RF Relay 
28 vdc coil 
 (KO)21702-73 15 
amp, 6 kv contacts. 
Deltrol relay made 


Antenna Tension Unit 


(ANT)MX275/AR Aircraft spring | 
tension unit made by Dayton Air- 


craft Products. Stainless steel | bigs 
| for use in rf circuits. 28 vdc coil. 

body. Originally provided retrac- | ,) 7. Sie Uy 
¢ 2” high, 1-7/8” deep, 1-1/8” wide. 
tion on aircraft wire antennas to Both poles are silvexn’stradaed 

keep wire taut. Also useful in po STA 9RE 


from factory, ie. SPST, N.O. 
$19 Each $17(5+) 


mobile, RV applications. 5/8” di- 
ameter x 6-1/2” long. $15 Each | 


RF 
Rotary 
Transfer 
Relay 


(KO)RL-908 
Dual pole, 10 amp, 


| 20kv contacts. Remotely short or 


transfer an open wire feedline as 
schematic of one pole shows be- 
low. 120 vde coil. 5” high, 1-5/8” 
D, 3-3/8”W. Jos. Pollack Co. $125 


Position 4 


Balun Kit 
© Toroid 

e Wire 

¢ Fiberglass Tape 
¢ Instructions 


| 
| 
| 


Kit comes in two sizes, 1kw and- 
2.5kw. Complete instructions on — 
winding your own 1:1, 4:1, 6:1, 
12:1, trifilar, bilar or ?? balun. 
(ICH)TOROIDKT-1K 1000w kit 
includes T200-2 toroid and 14 
AWG wire. $9.95 3ormorekits $9 


(ICH)TOROIDKT-2.5 2500w kit 
includes T225-2B toroid and 10 
AWG wire. $15  3ormorekis $13 ; 


Mycalex Insulation 


DPDT RF Relay 
(KO)1709-2 Good ol’ fashioned rf 
relay. 15 amp contacts will with- 
stand 15ky. 1-1/2” spread on con- 
tact centers. 115 vaccoil. $49 


24 vdc, 250Q coil. 2-1/2” x 3” x 1-1/2” high. 


. Wide Spaced Relay (k0)1407MX Leech relay with 
, Mycalex insulation. Works well at rf frequencies. 15 amp contact. 


Must stand off from chassis with ceramic insulators @ three points. 
$45 


(3+) $40 


composite insulation and performs well 
in HV-RF applications. We have used it 
up to 5kv with no problems. 40 amp N.O. one 
contact. 28 vde coil. 2-3/4” x 3-1/4” x 4-1/2” high. 


Hygain 
Baluns 


(ANT)HY-242S A 
BN86 50Q 1500w 
balun is the 
bread and butter 
of all baluns. Clamp to a yagi or 
hang at the dipole center. $34 


(ANT)HY-243S 4000w avg. ver- 
sion of the above balun. Same 
size. Nomore burn outs. $89 


40 amp 
Contactor 4 
28 vdc coil 


(KO)JBA4002) & 
Prestolite relay has | 


ole 
35 


hee ae ees anor, 5 iar : + ae 


Ks Rew. surplussales. com 


= ee . Guy S, Insulators, ‘Mounts 


—— =... Guy 


Antenna Mounting 
Bracket 
(ANT)SMD-613079 Aluminum 
bracket fits large mobile insula- 
tor base. Green, naturally. 3” di- 
ameter center hole, 3-1/2” center 


¢ N Sonate Patriot Missle System portable 
‘ratchet steel cable assembly has 66 feet of 3/16” black neoprene coated 
cable anda large clasp hook on each end. Army green ratchet. Made 
for stout. Perfect for field day or any temporary installation. 


to center on mounting holes. $9 


Roof Top 
Bracket 


(ANT)BR18-2 
JFD swivel roof top 
mast mounting bracket adjusts 
for any roof pitch. Cad plated. 
Accepts 1-3/4”-2” OD mast. $2 


—— " Cable 


Ratchet 


$25 


Aircraft Cable 
(WUN)ACC.065 _ Stainless steel 
high strength aircraft cable, .065” 
(about 1/16”)diameter. Use for 
many different light duty guy 
cable situations. 

per ft. 10-24 25-199 200-999 
$1 90¢ 75¢ 50¢ 


—_— 


Motorola Cell Duck 
(ANT)CELL 5-1/2” long cell 
phone antenna. Female connec- 
toronbottom. $5 $4(4+) 


3/4” J Bolt 


}(ANT)JBOLT-8 Where were 
these J bolts when you needed 
them last time? In our ware- 
jhouse! We’ve been whittling off 
the pile for years. Just sink one 
jin soft cement. Galvanized. $2 


Back In The 
Saddle 


(ANT)64C3419 

We recently located 
more of these great 
mounting brack- 
ets. Green Chro- 
ate plated air- 
craft aluminum. I’ve seen them 
used for discones to verticals. 
Accepts 1-3/4” OD mast. 3 hole 
base flange. $21 $17(3+) 


Feedthru Insulators 
Feedthru ceramic beehive insula- 
tors ideal for passing high voltage 
or rf wires through chassis, walls, 
etc. Several sizes. H.H. Smith. 
(ICR)9544 5/8” dia., 1” long. $5 
(ICR)9545 1-3/16” outside diam- 
eter, 3-1/2” long stud bolt. 13kv. 
Each 6-19 20+ 
$5.95 $5.50 $5 


(ICR)9547 2-1/8” outside diam- 
eter, 8” L 1/4” stud bolt. 50kv. $25 


(ICR)9548 1-5/8” outside diam- 
eter, 4-1/4”L #10 stud bolt. 18kv. 
6-19 
$8.75 


Each 
$9.50 


20+ 
$8 


Feedthru Insulator 
(ICR)FTI5 Hurky ceramic feed- 
thru insulator has 1/4” stud. 
Overall length 4-3/4”, 1-7/16” di- 
ameter. Cap nuts. Very nice $12 


e-mail: grinnell@surplussales.com Fax: 402-346-2939 
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Insulators © 


Two sizes. Large and giant. Be- 
tween the both of them most any 
tower or antenna job can be 
accompolished. A.B. Chance. 
(ANT)C909-1041 10,000 tensile 
strength, 25kv dry, 12 kv wet. 3.5” 
long, 2-1/2” diameter. 1 pound. 
Each 6-24 25 + 
Oma rg 99H tae $4.50 
(ANT)C909-1044 20,000 tensile 
strength, 40 kv dry, 23 kv wet. 6-3/4” 
long, 3-1/2” diameter. 2-1/2 pounds. 
Each 6-24 25+ 
$8 $6.50 $5.50 


(ANT)S6284 3/4”x 15.5” hanger | 


straps made from stainless steel 
are tough and last forever in the 
outdoors. Accommodates 1/2”-3” 
dia. cable bundle/ tower legs, etc. 


| Shakespeare ad- 


Marine Ratchet 
Nylon Base 


(ANT)4186U 


justable antenna 
base made from, 
100% Nylon can* 
be used in marine or 
any environment where 
full insulation is important. 


$45 


9-3/4” Feedthru 


(ICR)21846 Feedthru panel ideal | 
thickness is 3/8”-1/2” thick. 1-3/ | 
4” dia. ceramic body tapers up | 


from both ends to peak @ 2-3/4” | 


from short end. Both flanges are 
free so walls over 5” thick can be 
penetrated. Overall length 9-3/ 
4”, 3” 12 hole flange. 


—— 


Each 10-24 25-99 100-999 
$2 $1 80¢ 65¢ 
re ny 


30’ Telescoping Mast 


(ANT)MAST-30 Push up 30 foot 
mast. Guy rings at each level. 
Ship motor freight only. $45 


‘19. 5” Collapsible Antenna 
(ANT)COLLAP- PY Pull out an- 
tenna with fold-over knuckle at 
base. Universal replacement for 


| portable phone or walkie-talkie. 


10-49 
$1.25 


50+ 
$1 


Each 
$1.50 


(ICR)AX-159 5” diameter ceramic |— 


bowl, 13” long 1/2” diameter stud | 


bolt. Provides hermetic seal. We | | 


$59 | | 


are down to just a few pcs! 


4” Ceramic Insulator | 


fm ((CR)3X1 Use for 


tubing in place. 1” 
wide, 4” dia., 3/8” center hole. 


Pia base or ?? Ridges | 
hold 3-5/8”, 3”,2- | 
1/8” or 1-3/8” ID 


$8 | 


wire groove 
Power | 
Line 
Iinsulatée 


(ICR)1991 
This has got to ™ 
be the biggest “""* 
insulator I’ve ever seen. 7-1/2” 
diameter, 6” high. Internal 1” fe- 
male thread for mounting. $25 


| _ 
Giant Flush Mount 
(ICR)C-10001 We have sold hun- 


| dreds of these flush mount glazed 
| ceramic insulators. Drill center 


hole only as large as you need it, 
then connect to 1/4” feedthru 
stud. Feed through walls of any 
thickness. Just slide Teflon 
sleeving or PVC pipe over conduc- 
tor inside of wall. 3-3/8” high, 4” 
diameter 4 hole base flange with 
cork seal. 4 aa os 


ce Coax Seal 

(ANT)COAXSL This 
is the real McCoy. 
Seals out moisture, 
permanently! Six 
foot roll of this hand 
moldable plastic is 
enough for nine 
joints. Stays flexible 
at any temp. $2.50 
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Ground Braid 


part number width thickness current 0-49 ft. 50-199 ft. 200-500 ft. 


(WBR)GB-250 1/4” 060 30a =: $0.40 $0.35 
(WBR)GBN-250* 1/4” 047 25a $0.75 $0.65 
(WBR)GB-375 3/8” 045 50a $0.45 $0.40 
(WBR)GB-500 1/2” 075 85a_~—- $0.95 $0.80 $0.70 
(WBR)GBN-500* 1/2” 047° 55a $1.35 $1.05 
(WBR)GBN-687* 11/16” .047 70a $1.65 $1.40 
(WBR)GBN-750* 3/4” .047,85a_—s $1.95 $1.70 
(WBR)GB-875 7/8” = 062, -100a_ $1.25 $1.00 $0.85 
(WBR)GB-1.0 ibe 062 125a $1.45 $1.20 
(WBR)GB-1.0H 1” 180 170a $2.25 $1.90 
(WBR)GB-1.125 1-1/8” 080 =-175a $1.75 $1.50 $1.25 
(WBR)GB-1.250 1-1/4”. 080 = 220a =$1.95 $1.70 $1.50 
(WBR)GBN-1.375* 1-3/8” .060 220a $2.95 $2.40 
(WBR)GB-2.0 2° 130 350a $10 $7.50 


* Mil-Spec, never corrodes, NICKEL plated copper 


They’re back! Surplus 


uy ins #AT 4432 «008 Sales was fortunate 

“ape per enough to pick up a lim- 
ae eaveess-o% ited quantity of two dif- 
BB 3309 ~ 


~~ Siien-owe ferent Collins vertical 
antennas, both featured 
in our past catalogs. 
Originally designed for 
use with the HF-380, you 
can use them with any 
auto tuner (like our 
Smartuner), or for 
single band operation. 
Since our debut with this 
item seven years ago, 
hundreds have been sold 
and put into service. 
seers = Several designs for 
Toy. "¥en. monoband antennas re- 

GP quires light weight alu- 
Nj minum wire for winding 


36’ and 16’ coils. This copperclad 


wire is available else- 


Vertical AntennasSwhere in our catalog. 


Each antenna kit includes zinc chromate aluminum tubing, 
stainless clamps, 225’ special uv dacron guy rope, sturdy base 
clamp that accepts 1-1/4” to 1-1/2” pipe and misc. hardware. 
The 36’ antenna has seven telescoping tubing sections, the 
16’ has three. Both are UPS shippable at about 25 pounds. 


partes GEL LEE 
- BAH GEEE OE 


rs 
GPE ER «GOD 


SECTION 
$41-G622> O03 


SROTION 
G45 4622+ O02 
Meena SEO HME 
$41 64622 - OOF 


BPP ORT BOQ 
Elkt + HGZ4 «OG 


Info/Tech./Intnl: 402-346-4750 
Misc. Antenna sehulf: Aluminum, Ground Braid / Clamps 


Hygain 
Collins 


Portable Dipole Elements 
(ANT)871436 66’ long stainless steel tape el- 
ements for the famous Hygain portable field 
antenna made for Collins. Two 66’ elements 
make nice 10-80 meter 1/2 wave dipole. Tape 
is graduated in meters to facilitate setting elec- 


trical length. Build your own antenna. 
Limited quantity ava. $35 Each $30(5+) 


—— 


Bonding Wire Braid 
(WBR)5124 Belden #24 (16 x 36) tinned 
copper ultra miniature bonding braid. .025” 
diameter. 85¢ per foot 65¢(20'+) 


Collins 


Grounding Kit 
(ANT)AC2819 Last chance to pick up one of 
these great grounding kits. If you bought one 
the first time... you know the quality. Three 
Blackburn heavy copperclad 6 feet rods, brass 
cable clamps and connecting wire are supplied 
to implement a 10’ per side triangular ground- 
ing system. 25 lbs for UPS. $45 


(ANT)GNDROD-6 Single Blackburn rods six 
foot long. HEAVY copper clad, mil-spec. $12 


Antenna Specialists 


Mobile Antenna 


(ANT)AC2816 Complete antenna in- 
cludes a high grade 8’ tapered stain- 

less steel whip, ball mount / insula- 

tor , heavy spring, instructions and 
hardware /wire. Tune any frequency 

with an auto tuner like the SG-230. 
(A) Originally sold as accessory for 
= Collins KWM-380. Only six we 


~_ ORDERS: 800-244-4567 


(ANT)AC-2811 36’ vertical kit, complete. $149 left in stock. Great price! 
\N1 \C-28 16’ verti cal kit, complete. bre 85 
- Aluminum Stock - 3/8” 

Surplus Sales acquired a few f 

sticks of square and rectangular Stainless Enormous 

aluminum stock. Limited avail- i 

ability i in other sizes too. s Thimble U-Bolt 
5 5” wide x 1-3/4” high, 20’ rR = ; 

lout Cansei $125 (ANT)S3/8S WC quality made (ANT)GUYCLP12 Handles 
Ba” eyiare’10’ orale stainless steel thimble for 3/8” 5/16” to 1/2” guy cable. Extra 

10 Gaeeon 20’ $100 é- cable. $3 $2.25 (10+) heavy duty. Zinc. $2 


te 402- 2-346 -2939 


versal Taaine eae has 1/2” a] 


mounting stud bolt. 
Each 5-24 25+ 
$4.50 $4 $3.50 


Universal | 


(ANT) QPX2828 
Super duty solid 
brass universal grounding clamp 
accepts up to 1/2” rod or cable in - 
parallel or perpendicular arrange- 
ment. 3/8” bolts. $10 


Ground 
Rod 
Clamp 


(ANT)GNDRDCLP CAB-0 3/8”) 
ground rod clamp, solid brass. $2 


Splice apf 
Conductor @ 
(TSL)DS-10 Solid copper clamps 


up to 4- 1/0 wires. $3 (5+)$2.50 


Terminal 
Post 


(TSL)LUG54 — 3/8” post (includes 
mounting nut). Jaw opens 1/4” 
wide, 1/2” high. Zinc. $2.50 


Terminal 
Post 


Guy Clamp 
(TSL)GB4C  Burndy splice post 
(includes nut). Ideal for 1/4” air- 
craft cable but jaw opens to 5/8”. 
Clamps on one or both sides. Zinc 
plated. $2.50 $2 (10-49) $1.50 (50+) 


(TSL)GB4C-S_ Sameas above but 
shorter bolt allows 1/4” gap. $2 


Cable 


» Clam 
ANT)6448 
oe” Big fat galva- 
” nized clamp jaw 
opens to 1/2”. 3-1/2” 
long. 1-5/8” wide. $3 


ae 
2 F x, 


. Leone. xo 


SS AN Ss <> = S 


PART NUMBER DESCRIPTION 


Replacement Tape Antennd ...........scssssssssssssseee 39.00 
12 Ele. LOG, 10-20 Meter, 27’L o.u......scssssssee 1,189.00 
14 Ele. LOG, 10-30 Meter, 27’L o......scssssseee 1,719.00 
HG-5 5’Mast, 2°OD Tower ..........sscscsseessssecssseess 79.00 
HG-10 10° Mast, 2"0D Tower ...........sssscsvessseeses 99.00 
HG-15 15° Mast 2"OD Tower ...........sssssssssseees 159.00 
HG-TBT Thrust Bearing<=2-3/16" ........scssssssee 88.00 
_ayeeanieam Coax Arm For Hygain Crank Towr..................... 23.00 

aaah SS HG-52SS 52'(21') Crank Tower.................. 2,309.00 

ee HG-37SS 37'(20.5') Crank Tower................. 1,399.00 

ere HG-54HD 54'(21.5') Crank Tower-............... 2,849.00 

geomet Ba HG-70HD 70'(21.5') Crank Tower............... 4,119.00 
~erpeoeeatee TAP OVEN GIN POI ose cretion tases 739.00 

ee, Center Insulator/Multiband .........ssssssssscssseeeee 15.00 
CAC) See aaa 7" Serrated End Insulators (2) ...........csssssesssssssese 7.00 
|ANT-HY-1575 ............. Center Insulator For Doublet .................v+..-.000+- 24.00 
ANT-HY-1823 ............. 18HTS Hy-Tower 10,15,20,40, 80M ................ 669.00 
JANT-HY-184 ............. 14RMQ Roof Mount Kit W/Radials ................... 59.00 


ee DX88 10,12,15,17,20,30,40,80 MM ................ 309.00 
JANT-HY-1898 ............. Ground Radial Kit For DX88 ..................c...00---. 69.00 
JANT-HY-190S ............. Roof Radial Kit For DX88 .........c...sscscssseeesonees 89.00 
ANT-HY-1915 ............. 160 Meter Add On Kit For DX88..................... 159.00 

Fe Sc 18VS Base Loaded Vert. 10-80m ...................... 69.00 

ne 3 Ele. 2 Meter 6.1dB 23FM Beam..................... 39.00 

ee 5 Ele. 2 Meter 9.1dB 25FM Beam..................... 49.00 
ANT-HY-208S-I .......... 8 Ele. 2 Mtr 11.8 dB 25FM Beam..................... 59.00 
ANT-HY-214S-1 .......... 2M 14 Ele. 13dB HyGain 214FM .............c.00000 69.00 
ANT-HY-2155S ............. 7030SAT 70cm, OSCAR Antenna ...............0...+. 189.00 
ANT-HY-2165 ............. 216SAT 2m, OSCAR Antenne .................0000.. 199.00 
ANT-HY-2175 ............. Fiberglass Crossboom, 1-3/8" OD ...............s-s-- 59.00 
ANT-HY-2185 ............. OSCAR System, Complete .............sscsccsccessessee 439.00 
ANT-HY-2215-1 .......... TH3JRS 3 Ele. Tri-Band HF Beam .................... 299.00 
ANT-HY-2265 ............. 203BA 3 Ele. 20 Meter Monoband.................. 269.00 
ANT-HY-230S-1 .......... 4 Ele. 6 Mtr 8.2 dB 64DX Beam .................... 109.00 
ANT-HY-2315 ............. 7031DX 420-438MHz 17.6dB Beam.............. 179.00 
/ANT-HY-233S ............. 215DX 144-146MHz 14.2dB Beam.............. 189.00 
ANT-HY-236S ............. 153BA 3 Ele. 15 Meter Monoband.................. 159.00 
ANT-HY-2395-1 oath: 103CA 3 Ele. 10 Meter Monoband.................. 119.00 
ANT-HY-2400-155...... Telex Head Set / Boom Mike ..........e...cessveeeeoee 112.00 
ANT-HY-2495 ........... BN-86 Broadband 50 Ohi Balun ........ssssssn 34.00 
ANT-HY-2435 ............. BN-4000B 4kw 50 Ohm Yogi Balun................ 89.00 
\NT-HY-2445 00000... BN-4000D 4kw 50 Ohm Dip. Balun................. 89.00 
\NT-HY-2455 ..00.0....... BN-4000N 4kw 50 Ohm yagi Balun ................. 99.00 
ANT-HY-300 ..0.00.0.0..... HDR-300 25 Sq. Ft. Rotator ............ccccsseccene 1,099.00 


ANT-HY-302 ........eseeeee (D451 8.5 Sq. Ft. Rotator ...........sssssseessesssen 329.00 
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ANT-HY-302-2 ............ (D451 Rotator 220vaC .........essccssseeescesssseess 329.00 
ANT-HY-308 ............00¢ T2X Tailtwister 20 Sq.Ft Rotor ........cessssssesecesce 559.00 
ANT-HY-303-2 ........... T2X Tailtwister 220VOC ...........cscscsssssseeeeseeee 559.00 
ANT-HY-3093D............. T2X Tailtwister 20sf W/ DCU-1 ..................0000 869.00 
ANT-HY-304 ...........00e Ham IV 15 Sq. Ft. Hygain Rotor .................0ee 469.00 
ANT-HY-304-2 ............ Ham IV 15 Sq. Ft. Rotor 220vac ...........e...sssee- 469.00 
ANT-HY-305 .............. AR40 3.Sq. Ft. Rotator .......ssscscccssssssssseeeeeeee 239.00 
ANT-HY-305-2 ........... AR40 3Sq. Ft. Rotator 220vaC .........sssessecesee 239.00 
ANT-HY-306 ............00 DCU-1 Digital Controller ............ssseeccscsscssseee 559.00 
ANT-HY-306-2 ........... DCU-1 Digital Controllr 220vac ..............ssssese: 559.00 
ANT-HY-307 ..........0000 Ham V 15s Hygain Rotor W/DCUI ............... 809.00 
ANT-HY-307-2 .........00. Ham V 15sf Rotor W/DCU] 220vac............... 809.00 
ANT-HY-33]5 ............ V-42R 2M/70cm Collinear Vert’l.................... 139.00 
ANT-HY-335S-I .......... V-2R 2M 138-175 MHz Vertical .................... 89.00 
ANT-HY-337S-1 .......... V-4R 70cm 400-475MHz Vertical ...........0.....000 89.00 
ANT-HY-338 .............. GPG-2B 2m 5/8 wave Gnd Plane.................... 39.00 
ANT-HY-3433 ............ 6 Ele. 6 Mtr 10.3 dB 66DX Beam ................... 209.00 
ANT-HY-3715 .......00..0. Discoverer 7-1 30/40M Rot Dip ................s00. 239.00 
ANT-HY-3723 ............ Discoverer 7-2 40M 2 Ele. Beam ................00+. 539.00 
ANT-HY-3735 ............. Discoverer 7-3 3 Ele. Conv Kit ..........cs....cssssees 329.00 
ANT-HY-375S ............. 105CA 5 Ele. 10 Mtr. Long John... 229.00 
ANT-HY-376S ............ 155A 5 Ele. 15 Mtr. Long John «0... 339.00 
ANT-HY-3775-1 .......... 205CA 5 Ele. 20 Mtr. Long John ........sssssseeseee. 599.00 
ANT-HY-3805 ............. 2BDQS 40-80M Trapped Dipole ...................... 109.00 
ANT-HY-3815 ............. Light Wt. Port. 10-80 Dipole ..0................ssseee. 209.00 
ANT-HY-3833 ............ 5BDQS 10-80M Trapped Dipole....................... 239.00 
ANT-HY-384S ............. 1 2AVQS 10-15-20M Trp’d Vert’) o......eeeeescsssseee 99.00 
ANT-HY-3855 ............. T4AVQ/WBS 10-40M Vertical ...........cscccccsssees 139.00 
ANT-HY-3885 ............. TH3Mk4 3 Ele. Tri-Band HF Beam.................... 389.00 
ANT-HY-390S ............. TH2Mk3 2 Ele. Tri-Band HF Beam.................. 299.00 
ANT-HY-3915 ......e..00e TH7DXS 7 Ele. Tri-Band HF Beam .................. 729.00 
ANT-HY-3938 ..........00 TH5Mk2 5 Ele. Tri-Band HF Beam...............0... 629.00 
ANT-HY-3945 ..........00 204BA 4 Ele. 20 Mtr. Long John ............... 429.00 
ANT-HY-395S ..........00: Explorer 14 Tri-Band HF Beam ..............sssess... 489.00 
ANT-HY-3968 ..........02. Explorer 14 30/40M Option Kit ..............00..... 149.00 
ANT-HY-39858 ............. THIIDXS 11 Ele. 5 Band HF Beam................. 979.00 
ANT-HY-5055910 ....... Tower Spacer Plate............cssccsssssssssesesssscecsssen 24.00 
ANT-HY-5146710 ....... Lower Mast Support Kit Hvy Dty ...0..........essseeee 79.00 
ANT-HY-5147210 ....... Lower Mast Support Kit Lt Dty ....... eee. 29.00 
ANT-HY-870876 ......... 160 m kit For 18HTS with coil... escccsssssssees 79.00 
ANT-HY-870876-1 ...... 160 m kit for 18HTS -long Wire ............cccssssseees 89.00 
ANT-HY-DX77 ..........00 DX77 Advanced Vertical Windom................... 379.00 
ANT-HY-V3R ........e0000e- V-3R 5/8 Wave 216-225 MHz Vert ...........ssss0-. 89.00 
ANT-HY-VOR ............... V-6R 5/8 Wave 51-54 MHz Vert 0.2... 169.00 
ANT-HYGAIN155 ........ Center Insulator/Dipole Ant ............:c.....sssseee 15.00 
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DIAMOND 


ANTENNA 


(GLASS MOUNT) 


2m/70cm Dual Band High Performance 
Glass Mount Mobile Gain 
Whip Antenna. 


eos Dae RASE SU a ee 


EO 10 Ft Extension Cable For C10) osnsneennssunnnneennnnnnnnannnnnnne 14,00 
CUIOBNG occ 10 Ft. ROS16/BNC lols 22.00 
(iL Combo.C10! & CLG W/PL259 «Hh ocseeesccpqctuetavcstsrcsostesech eres 39.00 
1 pe tomate dee 13-1/2' RG316 Teflon, Cable/UHE 35-> <sesssessesosesnmsnnesserarsennseressecatmnmneenimsse 37.00 
CA3SR eens LIGHTNING SURGE PROTECTOR: DC SOOMHZz, 400W ........ssssssscsccccscscessseesesssnssee 35.00 
R28 MOBILE ANTENNA: 2m/1-1/4m oo, 59.00 
LBs.) MOBILE ANTENNA: 200/9-1/40m .o--s.sccsessesososcesseevenesessscovecuornsscesstnessttvetostpbeene 95.00 
7K MOBILE ANTENNA: 2/1-1/4m/70cI ..essescssccesesonnsccccceesenseoceneseussensonesesernsee 89.00 
CR-G2)B eee MOBILE ANTENNA: 6m/2m/70cm Blk 
CR-627BNMO ........... MOBILE ANTENNA: 6m/2m/70cm Blk 

COAX SWITCH, DC-1000MHZ ............... 

COAX SWITCH, DC-TSOOMIE ooo. cccrereeesnttocececesseseeeeemeeserss esnieeemen 

3 Position HD Wideband Coax Switch ......socccsecssscecessnesessecrnsneeeevensenreersunsareerent 

WIDEBAND DISCONE ANTENNA occ oo cccsceseeenessesescssceesscscsteceeresssitoene 89.00 

MOBILE ANTENNA: BROADBAND ..............ssssccsssssscecssssssessssssseseessssscssssssvesensenses 109.00 

BASE ANTENNA: BROADBAND ............ssccccsosseseccsssececccssnsccescsnsessessnseccensnnescecennes 165.00 

DUMMY LOAD? 0-500 Miz. hatte, AEOt® cescens snes Oi cot eae 32.00 

BASE ANTENNA: 6ni2o\S 139.00 

ANTENNA MAGNET MOUNTS RG58-U CABLE & PL-259 ..scscsesevsnssarnonccareeseee 43.00 
DPK-4NM-M .....sosess. ANTENNA MAGNET MOUNTS TYPE N PLUG ON SD COAX onan... s.ssesceccscsonvseseeneneee 48.00 
DPK-4NM-N ........s.s00 ANTENNA MAGNET MOUNTS TYPE N ON MAGNET N PLUG o.n.......sssssssssccccccccseeeees 48.00 
HVE, Gla Seite BASEANTENNAS 23ers. ci2t:2% S300, .catetetesccessecsseseseronets teste Sete tenes 159.00 
APY] eo Aeeceatil o BASE ANTENNA: 1-1/ 41m. <.....:¢r.yi0t. fitteectleceescssessseanreesd datas le BAe 119.00 
DHL Ete SEE Toce BASE ANTENNA? Qi 99.00 
FLEE sccccceatinssccst BASE ANTENNA: 2m 143.5-146.5MHZ ..00.0......cssseesccsccsssasceseserconsveeseseccensvuensces 103.00 
HOR BASEANTINNAD 2M ee 149.00 
BUN esscdressccéovcettoses BASE ANTENNA: COMM 148-154 MHZ ........csccscssssssssceccccsssssseessercscnsvsnesseecenenss 149.00 
PENS ssrininarn es BASE ANTENNAS 2mm 143.5- 146: SMAI cccoscccectsccateresstesetossetressasseccsceesecsrcseneeatsace 158.00 
FPABAPA Sancta Ress BASE ANTENNA: 70cm 438-450 MHZ .........sssssscsssssesecsssseesesssssssssssssececsessseceesens 218.00 
TE O aemerrsmaner: BASE ANTENNA: COMM 460-472 MHZ ooccc..cccccccccceccscscssssesecssssoeccnsnscoscsssnevesenuee 229.00 
EIB eroccsccecsce BASE ANTENNA: 70cm 428-442 MHZ_.......scccscccccssovsvececsecarssveseseseecnsunsuesersenenense 218.00 
TMi Wee aos, BASE ANTENNA: 70cm 420-430 MHZ ............cccssscesesccccssssvesonesennnsepeenceegeananesccss 218.00 
Ul eis) § sapaaaprion eae UHF BASE ANTENNA &-H.T.-MOUNTING H.W. 7mm SIZE COAX ......es.ssssseeccssnsees 10.00 
GIP-38 ee... UHF BASE ANTENNA &-H.T.-MOUNTING H.W. MOUNTING HARDWARE RG-58U ....... 9.00 
LP Niet acres secs N-TYPE BASE ANTENNA &-H.T.-MOUNTING H.W. 7mm SIZE COAX ...........ccccssssseees 13.00 
HB LOD ccs eres HE: Desk Mount For: Handheld sss s:7 17 sn 9 ooereeerenserieeneene canes 41.00 
BBO soos csasecceee Remote Hatid MOWAT oc. coc.ssecccsccssseetcacscssecostctecsesceoncecevertscvectssibessbssscceusetaes 75.00 
HB400 a. HT. DASH MOUNT co eee a 18.00 
LL Pecos oped Til, DASH MOUNT itee nm -cunts ce de dtaasacd cot iecrtetasithaneeceal toa te Rak eoeaa ie 64.00 
HBSOQ 22 ckes Sree H:TREMOTE HEAD MOUNTS: 2228 fk, | cet ceterensaria irk ee ne eee 21.00 
NBOIU 3 eee reer HLT, Door MOUnt Sony eee Ee, ccseesepanssanmasighesn tute eta etiiecs 67.00 
LT Gemeente 20m Loading Coll Far MVSA cisvissssisscc ss cs cereus eee ca ac 38.00 
WGIB Tan Loading Col Foe MYA cccccccecccseccsee cece cnecenncesc se es 38.00 
VCD) os ccsssisccsseest 15m Londing Coll Fof MVSA choco isc cicccstsisiccnet ices cc ec, 25.00 
Ly Sy fc aparece ONT LOOM CON TON MIVIA -scraneeecerortetert tc iccrrccccoreccneeramrunseveatiees 38.00 
R200 eee eee TRURK LIP. MOUNTING KITS: «a 2tcss. ck tee esos. cccacsstnancthceteete eee etna 39.00 
RZ0OKM eo steer TRUNK TIP MOUNTING KIS io sc ectecceucncascceccte ccceesnc cee ccna 68.00 
M900. cecsecocxsesursswesepane RAIN. GUTTER, LUGGAGE RACK MI ctssssssscssescsssosscossssosasessustavscenutecceseswcousvencses 39.00 
KSC RAIN GUTTER ME. 10° RG316 BY occ co ccceeccctrsecerce ct ncccnassce ws 66.00 
ASOUKM cocci RAIN GUTTER, LUGGAGE RACK Ml ss oii cies ee eee 65.00 
RAY es TRUNK LIP MOUNTING KITS, Hatchback Mount ............cccccscsccsssssssssssssssssesssesesee 39.00 
K400-3/8C o.n...essssse TRUNK. LIP MOUNT KITS eee cSte 2° UCR etter catia a satadeennetts 66.00 
ADO GE i. csccsseccoseces TRUNKSLIP MOUNTING: KITS, UBF S55. .ccevsststiiis-t...ccpecccomssococoesreat ecceestetton areterose 66.00 
K400CNMO .......sscss0ee TRUNK LIP MOUNTING KITS. cx/seettitessstaditdilccesssstmcostonste ptierdei ced gk staaekcadt 66.00 
KAQON coicca a. TRUNK UP MOUNTING KITS 73.00 
| pacts es LUGGAGE RACK/Mirror/Carrier Mf ........+sscsssevsesesssesevsseevessevsvessssscsesesesenseneeseseces 39.00 
KS40KM onan ccsccsssseee LUGGAGE RACK/Mirror/Carrier Mt ........ssssssssssssssssssssssssssnssssssesesssstensensasersnaestee 65.00 
Ay: Pease Rooftop Rail Mound, Fob OVE sci. nesnipsonscassssssidistesrenssssstesdksdeespstrvnhassUbrebenae 48.00 
RISURM eee ee Rooftop Rail Mount, ‘Fold Overs /<Aes oe ree ee ee eee, 69.00 
CT TRUNK LIP MOUNTING KITS Variable Angle Trunk Mount w/Cable ...........-.sceses 69.00 
KOOOM os .csessscsscesese TRUNK LIP MOUNTING KITS, Variable Angle Trunk Mount w/Coble ...........ccseess»» 68.00 
KOON cc. TRUNK UHF Hidegway, Black .:.....csssssccsssensseccsescssssensectsicnemenearsecene 68.00 
KOO NMO cc... TRUNK NIMO Hideerwery, Black s..:.2.0csccs.ssscsdssssssstistslbs scsi eceitewesliboce 68.00 
K9QOOTM .....eessssesseee MOTORIZED, TRUNK/HATCHBACK MOUNT .....sssssssscccsscccccossssssssssnsssscsssesareenesen 105.00 
K9QOOLRM ............... MOTORIZED, LUGGAGE RACK MOUNT ..........ess.sssescssecscssssssssnssesssnscsevsvessenseensnes 105.00 
VT ae Sane cana PUTER GP aE i ean i cli A Bac ie lB, Sw: 79.00 
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DIAMOND TG-509 Gg 


ORDERS: 800-244-4567 


- sesee TRIPLEXER ..... POR OR OEE EC. 
hie. oe ee No Cable... beeper 
MX-214 ... wa DUPLEXER .. = 
MY-214D ............. DUPLEXER No Cable 
MX-3000 .....cssssescseoee TRIPLEXE 
TRI 
TRIPLEXER No Cable 
DUPLEXER 
DUPLEXER 
DUPLEXER No Cable 
.. DUPLEXER 
. “_ DUPLEXER 
NMO-UHF oon. cssssesese ADAPTER ANTENNA &-H.1. Adapter & Mnt 50239 to NMO BASE... see "93 00 
NRA 128 oo evecssss MOBILE: ANTENNA: 23¢10 «1. ccsisissacce+snuysasdcscas4ondectescncosastesevosesesasssameeehe allt 59.00 
NR-140A .........0........ MOBILE ANTENNA: 1-1/4m... sasesdbchsovesiyeoneecensTbos tec an a 
NR-2000NA .............. MOBILE ANTENNA: 2m/7 Ocm/‘ 93cm . nevinedecnsessteerdersaerauelest RCo 79.00 
NR-72BNMO ............. MOBILE ANTENNA: 2m/7Ocm Black oo.c.c.ccciclccc ec caecclccecscadeesecssconee 41.00 
NR-73BNMO ............. MOBILE ANTENNA: 2m/70an 2.0 55.00 
NR-77OHA ....ecsseesss.- MOBILE ANTENNA: 2r/70G0 occ. ccssssssessecsecseceeseescerectee nce 54.00 
NR-770HB oon... sees MOBILE ANTENNA: 2m/7Ocmn Black .........cssscsccssssscccccscsssssssvssssceseseseeeeseesensensneees 
NR-770HBNMO......... MOBILE ANTENNA: 2m/70cm NMO MT 
NR-770HNMO........... MOBILE ANTENNA: 2m/70cm NMO MT £4 
NR=770RA ooocscceccsescee MOBILE ANTENNA: 2rni/7 Otis 55. 00 
NR-770SA one ssccscsessee MOBILE ANTENNA: 2m/700m ccs esececet eee enes 39.00 
NR-790A cocccsesessssesess MOBILE ANTENNA: 2m/70an 85.00 
PO-TLIM «sossoscdacssoossnens TRUNK UP MOUNTING KITS i. -cccccsccscoasssscorsseecaconcetqercocsonncesessseecasseneealelesestatat 21.00 
i 4 pis 2in Toléscopic Aritonind 9°-47 5" _........s..-ssessesasesssemanpenreoeesenntee seston 26.00 
RH-S “2 eae MINT HT Dual 2m/7Ocm Antenna ..............ccccssssssssccssssssssseesssssssssecsscesesssvsvseesense 31.00 
RH70} eee: THEHT Dual: 2nu/2 Oem Antenna sss spss re coe ita 36.00 
RH-77CA voreeeccsoscsevnee FLEXIBLE GAIN ANTENNA 21/7O¢m .....-.scsccscosssossecssssssevvcesesceosssenecseasncenensnecses 29.00 
RHIS. FLEXI. GAIN DUCK: 2rn/7Ocr/23cMm ...-:.-s-.-cconcsovsesecooccnevscesecoccncvesscnencocnnnesssenee 51.00 
1b) pat twp Flox HY Dual 21/7010 Ant: BNC. ccccccsecesstoccnsccssecoscocacaevesscsscocsencecaaneesasctoeats 30.00 
§6-2000 ................... MOBILE ANTENNA: 2m (DISCONTINUED) .............c..cccsssssscsssessecssessnsesssessssssssenses 75.00 
SG2000HD. ...cn:.c.....2 MOBILE ANTENNA: 201 ....n::-cssiss-scoise-cucascseoccssccustesseds-corsonssconssnaseetosseeeiencneseenine 99.00 
SG6000NMO .........003: MOBILEANTENNA: Grrnscscessec copes oer cone eenonetr naar 75.00 
$67000 MOBILE ANTENNA: 2m/70cm 65.00 
567 200NMO............. MOBILE ANTENNA: 2rv/7006 cc ccc csceerce 82.00 
SOP Ghana ce MOBILE ANYENNA 211/700N noe ge 79.00 
$G7500NMO.............. MOBILE ANTENNA: 2m/70om 202 )c2 0 A PS ee ee 82.00 
SG7900A ....c..seesseeenee MOBILE ANTENNAS 21/7 Oem sss.2.sc2cs.c..000l.b.fl.sis.ccl2dacssscoonesssesonevesessalotenmtent 113.00 
GPSS cases ANTENNA MAGNET MOUNTS - 13’ Sm COAX/PL259 scscsssccccscsssssssscossassbssbessnenes 43.00 
SRHSIE Flex HT Dual 2en/7Gom Antenne ccc cscecccsesceccecscccceeec : 
SRHS0S Flex HT Tri 2m/70cm/23cm SMA, ANTENNA 
SRG1S Seen Flex HT Tri 2m/7O0cm/23cm, ANTENNA .........cccssccsssscsecesoe 
SX-1 00) 24x ees e.. POWER/SWR METERS 1.6-60 MHZ ...........ccsccsscccsvsescccssseseee 
$X2200  eaeeen arts POWER/SWR METERS 1.8-200 MHZ ...........ccssccsccscccccsscssecsssnvecscnsecesssesenssescennee 
SX ADD ence sccsercasaees POWER/SWR-METERS 140-525. MHz scscossssossssscsusessnssassovassoaosusesendecsssoussosscusteess 
$X-600 POWER/SWR METERS, DUAL BAND .u.........ccssscsevsscvsesecescececssnnsssnennvesussseeeecenenens 
SX 1000 23 oo... POWER/SWR METERS, 4 BAND cc ee 
TO509 ee MOBILE ANTENNA: 2m/7Ocrn Glass Mt ..........ccccscccsssssesscsssesescsssuscsesessusessecnneee 


BASE ANTENNA: 7Ocrm/ 23cm ........sssscsscscsccssccccesesssscsscececsesscssecceseececeseceeseeeeees 
BASE ANTENNA: 2m/7O0cm/23cM .......cccsssssssscssccsscescesessescsnsnssnansnseseeeeeeeensees 
BASE ANTENNA: 6m/2m/70CM ..asesecsesessssoveseesesesnrsesevarsevernesesneneneesevensnnenentese 
BASE ANTENNA: 21/706 o.oo cscccccsccssssesssorscseoosspaeorsareconeice eee ee 
BASE ANTENNA? 2in/ 1-1/4 08 25.5. 5.5. sccssstecisecciaeeesoncosnpaneneaee: 
BASE ANTENNA: 2/70 22:85 200. AER oe 
BASE ANTENNA: 21/1-1/4M/7OcI .......ss-ssscscsccsscssscssscscscecececesccsesceceneeceeecerers 
BASE ANTENNA: 2rm/7Ocrm H.D VER. .....2....csssscsscsscscssssscssscesscesseseecesscereeeeeeseeeee 239. 00 
BASE AMTEM NMS Fig 77 06 canta i ee al eileen ane 109.00 
BASE ANTENNA: Din/70ctie si5 occ osc cstctenceertiscerecseeenenccr sheers 109.00 
BASE ANTENNA: 2in/ 10m iis ccc ecw tsc serene scree. 189.00 
BASE ANTERNAS 2en/7 Dean (3.220.060 cccnninais cians aicatass 189.00 
BASE ANTENNA: 2m/70cm Optimized ...........sss+ssssssssssesssssesesssesessssneeesensesesnenees 189.00 
BASE ANTENNA: 2m/70cm/23CM ...sssssssssssscsccccesssccecssssssssssnsneceesecseceseeneunsset 198.00 
BASE ANTENIIA? 20/7 OG — es-osns--- seeded -a-petia aie kot tale 385.00 
Prices Subject to Change Without Notice. 


Surplus Sales —www.surplussales.com _ e-mail: grinnell@surplussales.com Fax: 402-346-2939 345 


DIAMOND 


ANTENNA 


X500HNA 
Ruggedized 
Base/Repeater 
Antenna 


The New X50NA is an excellent 
choice where ruggedness is required 
in a medium-gain, dual-band, base/ 


Diamond Antenna’s best base station/ 
repeater antenna. Designed for 
strength and performance, the 


X500HNA is pretuned to achieve 
maximum gain in both the 2m and 
Features: 70cm amateur bands. 


e Wide frequency bandwidth 

e Heavy duty fiberglass radome 

e Stainless steel mounting hardware 
and radials 


Features: 
e Heavy duty fiberglass radome 
¢ Overlapping outer shells for added 


e Type-N Cable connection strength 

e Compact size for easy mounting/ ¢ Stainless steel mounting hardware 
installation and radials 

Specifications: e Strong—waterproof joint couplings 


e Type-N Cable connection 

e Wide band performance 
Specifications: 
Freq.: 2m: 144-148MHz 
70cm: 440-450MHz 

Gain:2m: 8.3dB; 70cm: 11.7 dB 
Power: 200 watts 

Wind Rating:90 MPH (no ice) 
Height: 17.8 feet 


Freq.: 2m: 144-148MHz 

70cm: 440-450MHz 

Gain: 2m: 4.5dB; 70cm: 7.2 dB 
Power: 200 watts 

Wind Rating: 135 MPH (no ice) 
Height: 5.6 feet 


Radiation Pattern 


Radiation Pattern 


repeater application. 
| 


HF / VHF Mobile Antenna 


Diamond MV3A Mobile 


* Antenna System for 

~) New HF/VHF transceivers. 
Prepare yourself for Cycle 23 — *MOBILE* — with 
Diamond’s new MV3A. The MV3A is a mobile antenna 
system with 4 band capability: 2m, 6m and 2 HF bands. 


Ideal for users of Icom IC706 & IC706MKIl. 


——cauenne - >: Addition of Diamond MX62M duplexer gives your 
mobile installation 4 band capability. Unlike other 
Optional multi-band antennas, there are no moving of 
Loading Coils connections, switches, jumpers, etc. with the MV3A. 
HVC7 40m ..... $38.00 Fold Over feature for easy access into low over head 
HVC14 20m ... $38.00 Jb buildings. 
HVC18 17m ... $38.00 7 
HVC21 15m ... $25.00 Bands Supplied: 10m/6m/2m 
Opt. Loading Coils:40m/20m/ 
17m/15m 
Power, PEP. HF 120w/VHF 
200w F 


Mount Connection: UHF 
oe Length: Lyfe 
aS L SWR: 1.5:1 nominal 


& 


CAC Z 


bem aaanaertcattaaiar teeta en 


Popular HF/VHF Mobile 
Transceivers; i.e. 1C706, 
IC706MKII, etc. 

(Or combine your existing 2m & HF) 


HVC Loading Coils 


MxX62eM K600M K400C* 


Duplexer Specifications: $0-239 base, 16.5’ two-step cable $0-239 base6.5’ RG316 teflon coax 
HF/6m & 2m duplexer: assembly & PL-259. & PL-259. 

1.6-56 MHz LPF (More info on page 8.) *use C110, for front radio installations. 
76-470 MHz HPF (Refer to page 8 & 9 for cable options.) 
(76-120 receive only) 


Watts: 600 P.E.P. 
Loss: .2 dB LPF/.3 dB HPF 
Isol.: 50 dB 


; Sales 


High gain, mono and multiband VHF/UHF base station antennas. 
Diamond base station antennas have the otiowing features: 
© Fiberglass radomes 
© Overlapping outer shells for added svengh 
® Strong-waterproof joint couplings 


SEE PRICE 
LIST 


www.surplussales.com i 


e-mail: grinnell@surplussales.com 
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STATION ANTENNAS 
X, F, U SERIES 


e Highest gain 
e High wind rating 
¢ DC grounded 


BASE 


® Stainless steel hardware 
© Wide band performance 
° Factory adjusted—no tuning required 


SEE PRICE SEE PRICE 


UST LST 
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DISCONE / TRI-BAND 


DPGH62 
F22A 
F22J 
F23A 
F23J 
F23C1 
F142A 
F718A 
F718J 430-440 

F718L 420-430 

F718C2 460-472 

F1230A 23cm 

X50A 2m/70cm 

X50NA 2m/70cem 

X200A 2m/70cm 

X300A 2m/70em 
X510MA 2m/70cm 
X510NA 2m/70cm 

X510NJ 144-147/430-440 
X500HNA 2m/70cm 
X700HNA 2m/70cm 
X2200A 2m/1-—1/4m 
X3200A 2m/1-1/4m/70cem 
X6000A 2m/70cm/23cm 
U300A 70em/23cm 
U5000A 2m/70cm/23cm 
V2000A 6m/2m/70cm 
D130J 


NOTES: A. 6m antennas are adjustable. 
Frequency: 


6m: 50-54MHz 2m: 144-148MHz 


BIAMOND D130J DISCONE 
The D130J Super Discone Antenna is an 
ultra-wideband antenna covering 
amateur radio, commercial 2-way, 
cellular, air traffic control and various 
utility frequency bands. Rust-free 
stainless steel is employed in major 
component parts making the antenna 
rust resistant and durable. 
Features 

¢ Ultra-wideband design 25 to 1300 
MHz receive, 100-1300 MHz transmit. 
© Compact and lightweight design 
enables antenna to be installed on 
balcony railing at an apartment or 
condominium. 

© Ideal for 2m, 1-1/4m, 70cm, 33cm 
and 23cm amateur bands. 

e The D130J can be made further 
compact and lightweight by removing 
the top loading coil if 25-50 MHz 
reception is not required. 


8.3/11.7 
8.3/11.7 
8.3/11.7 
9.3/13.0 
6.0/7.8 
6.0/7.8/8.0 
6.5/9/10 
8.6/13.2 
4.5/8.3/11.7 
2.1/6.2/8.4 


B. 1/4X rated in dBi 


ORDERS: 800-244-4567 


V2000A 6m / 2m / 
7Ocm Tri-band 

The V2000A is the ideal antenna for 
FM operation on 6 meter, 2 meter, 
and 70 cm bands. 

Similar in construction to the X200A 
dual band, the V2000A has an 
additional counterpoise radial — 
adjustable for 6m FM (52-54 MHz). 
With increased 6m activity, enjoy 
the freedom of 3 bands in one 
compact antenna. 

Freq: 6m/2m/70cm 
Gain: 2.15/6.2/8.4 
Power: 150 watts 
Height: 8.3 feet 
Conn: UHF 


2-5/81. 

2-7/82. 

Optimized 143.5-146.5 MHz 
3-5/8 

Optimized 143.5-146.5 MHz 
Optimized 148-154 MHz 
2-5/8 

18-1/2r 

Optimized 428-442 MHz 
Optimized 420-430 MHz 
Optimized 460-472 MHz 
25-1/2A 

2m: 3-1/4; 70cm: 3-5/8A 


2m: 3-1/4A; 70cm: 3-5/8) repeater version 


2m: 2-5/8A; 70cm: 4—5/8A 

2m: 2-5/8A; 70cm: 5-5/8A 

2m: 3-5/8A; 70cm: 8-5/8A 

2m: 3-5/8A; 70cm: 8-5/8A 

Optimized 143.5-146.5/428-442 MHz 
HD Repeater version of XS10NA 

2m: 4-5/8A, 70cm: 11-5/8A 

2m: 1/40 + 1/2A; 1-1/4m: 3-5/8A 
2m: 3/4; 1-1/4m: 3-5/8, 70cm: 3-5/8 
2m: 2-5/8A, 70cm: 5-5/8, 23cm: 6-5/8. 
70cm: 4-5/8; 23cm: 10-5/8A 

2m: 6/84; 70cm: 3-5/8A; 23cm: 7-5/8 
6m: 1/40; 2m: 2-5/8A; 70cm: 4—-5/8A 


60-1300 MHz Wideband Discone. Approx. 2 dBi 


C. 2m: 146-148MHz D.6m:52-54 MHz_ E. 500 watts with minor: modification 
1-1/4/m: 222-225MHz 70cm: 440-450MHz 23cm: 1240-1300MHz 


ru 
avy 
Ui n 


= Ss 


- 


- 


NRI40A 


NR1I24 


NR770SA 
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MOBILE ANTENNAS - MONO & DUALBAND 


Diamond’s top of the line SuperGainer 
premium mobile antennas. 


e Factory pre-tuned/no adjustment 
e Highest gain 
e Wideband performance 


© 24Kt gold plated connector pin 
e Fold over feature 
e NMO/UHF base styles 


S67000A SG7200NMO0 SG7500A 


567500NMQ 


NR77OHB 
NR77OHNMO NR77OHBNMO 


NR77ORA NR77OGHA NR73SDA 
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DUAL & TRIBAND - MOBILE ANTENNAS 


Diamond’s most popular, 
high-tech VHF/UHF mobile antennas 


e Factory pre-tuned/no adjustment e 24Kt gold plated connector pin 
e Highest gain e Fold over feature (most models) 
e Wideband performance e NMO/UHF base styles—chrome or black finish 


NR72BNMO NR73BNMO NR2@O000NA CR214S CRe24A CRI20A ' CR672B 
CR627BNMO 


SG2000HD : 2-1/4 & 3/8A 

SG6000NMO : 1/42 

SG7000A 2m/70cm : é : 2m: 1/42 ; 70cm: 3/8 

SG7200NMO 2m/70cem 2/5. : 2m: 1/2; 70cm: 2— 5/80 

$G7500A 2m/70em 5/6. : 2m: 1/22; 70cm: 2-5/8A 

SG7500NMO 2m/70em 5/6. 2m: 1/2A; 70cm: 2-5/8 

S$G7900A 2m/70cm 0/7. : 2m: 2-1/4 + 1-3/8A ; 70cm: 3-5/8A 

NR140A 1-1/4m j ; 1/22 + 1/4 

NR124 23cm : 4-5/82 

NR770SA 2m/70em 2.15/2.15 d 2m: 1/42; 70cm: 1/2A 

NR770RA 2m/70cm 3.0/5.5 : : 1/2A; 700m: 2-5/8 

NR770HA 2m/70cm 3.0/5.5 b : 1/22; 70cm: 2-5/8 

NR770HNMO 2m/70cm 3.0/5.5 ; : 1/2; 70cm: 2-5/8A 

NR770HB 2m/70cem 3.0/5.5 g 21/22; 70cm: 2-5/8 Black 
NR770HBNMO 2m/70cm 3.0/5.5 ; : 1/22 ; 700m: 2-5/8 Black 
NR790A 2m/70cm 4.5/7.2 ; 2m: 3-1/4; 70cm: 3-5/8A A 
NR72BNMO 2m/70cm 2.15/2.15 4 : 1/42; 700m: 1/22 A, B, Black 
NR73BNMO 2m/70cm 2.15/5.3 ; > 1/2 ; 70cm: 2-5/8 Black 
NR2000NA 2m/70em/23cm 3.15/6.3/9.7 : 1/2 ; 70cm: 2-5/8/; 23cm: 5-5/8A 

CR214S 2m/1-1/4m 2.15/3.4 120 11/22; 1-1/4 m: 5/8A B 
CR224A 2m/1-1/4m 5.0/6.0 150 ( + 2-1/2 ; 1-1/4 m: 2-5/8 A&B 
CR320A 2m/1—1/4m/70cem 2.15/3.8/5.5 200/200/100 4 > 1/42; 1-1/4 m: 1/22 ; 70cm: 2-5/8} —_‘—B, Black 
CR627B 6m/2m/70cem 2.15/4.5/7.2 120 : 1/42; 2m: 3-1/42 , 70cm: 3-5/8A A, B, Black 
CR627BNMO 6m/2m/70cm 2.15/4,5/7.2 120 : 1/42 ; 2m: 3-1/4A ; 70cm: 3-5/8A A, B, Black 


NOTES: A. Not recommended for Magnet Mount. B. Grounding required. C. 6m antennas adjustable. 
1/4 2. rated in dBi Frequency: 6m:52-54MHz 2m: 144-148MHz 1-1/4m:222-225MHz 70cm: 440-450MHz 23cm: 1240-1300MHz 
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MOBILE ANTENNA MOUNTS 


Variety of deluxe, premium grade mobile antenna mounts. Trunklid, hatchback, rain gutter, mirror, luggage rack, etc. Diamond Antenna mounts 
require no holes, Rubber mounting pad on trunk lid mounts protect vehicle paint. Extra set screws to insure mounting strength of larger antennas. 


Most mounts available with C series Teflon cable assemblies for easy installations of both front and trunk mount radios. Use C110 extension cable 
for front radio installations. 


Diamond's hideaway antenna mount. As 
easy as 1, 2, 3. The K601 hideaway mount 
folds antenna safely into trunk. 

Fully adjustable, fits most vehicles. Black 
finish. Choice of SO-239 or NMO base. 
Recommended antennas: MR73BNMO, 
NR770HNMO, NR770HBNMO, 
$G7200NMO, NR770HA, NR770HB, 
HR770RA, SG7500A & SG7500NMO. 
K601M* $0-239 base 

6.5’ RG316 teflon coax & PL-259 
K601NMO* NMO base 

6.5’ RG316 teflon coax & PL-259 

*use C110, for front radio installations. 


Deluxe heavy duty trunk lid/hatchback 
mount. Strongest, most universal mobile 
mount available. 2 axis adjustment gives 
flexibility in mounting location, i.e. trunk lid, 
hatchback, verticle door, etc 

Available in SO-239, NMO, type-N, and 3/ 
X 24 thread. Recommended for large VHF 
UHF and medium size HF antennas 
K400C* S0-239 base 

6.5’ RG316 teflon coax & PL-259 
K400CNMO* NMO base 

6.5’ RG316 teflon coax & PL-259 
K400N Type-N base 

13.5’ RG316 teflon coax & Type-N 
K400-3/8C* 3/8X24 

6.5’ RG316 teflon coax & PL-259 

K400 Mount only 

*use C110, for front radio installations. 


8 


$0-239 base, 16.5’ 


$0-239 base, 16.5’ two-step 


cable assembly & PL-259. RGS8A/U cable & 
PL-259. 

| vient! Motorized trunk/hatchback mount. 
) S0-239 base, 16.5’ two-step Motor drive unit with trunk/ 
| cable assembly & Type-N. Deluxe, adjustable mirror/luggage rack hatchback mounting hardware 
/ Deluxe heavy duty, aerodynamic mount with wing nut antenna fold over (Use C-series cable assemblies.) 
) design. Vertical adjustment range feature. Fits 1/2” to 7/8” tubing mirrors or 
| 0-9". Four set screw, stainless steel utility racks. Black fiinish. For lightweight Motorized luggage rack mount. 

mount assembly. Recommended for to medium size antennas (45” maximum). (Use C-series cable assemblies.) 


high gain VHF/UHF antennas. 
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CABLE ASSEMBLIES 


Heavy duty 2.2 Ibs., 4” diameter magnet mount. Rated 25-500 MHz. ; 
Available in SO-239 & Type-N. Recommended for antennas under 45”. 
SPM35 S0-239 base, 13’ 3.5D-2V coax & PL-259 | | 
DPSPM/58U S0-239 base, 13’ RG58A/U coax & PL-259 | 


$0-239 base, 16.5’ 


RGS58A/U cabl 

‘ate vrgrte DPK4NM-M S0-239 base, 13’ 3.5D-2V coax & Type-N 
DPK4NM-N Type N base, 13" 3.5D-2V coax & Type-N 

Mount only 


Deluxe, adjustable luggage rack mount with 
wing nut antenna fold over feature. Ideal for 
new minivan racks. Black fiinish. For 
lightweight to medium size antennas. 

(45” maximum.) 


High quality adapter for 


converting antennas with 
ideal mount for Outbacker Perth, PL-259 base to NMO 
OB Jr., and other medium weight (Motorola style) mounts. 
antennas using */,x24 base. 2 axis Adjustable gutter mount with wing nut Heavy brass construction 
of adjustment. foldover feature. Ideal for lightweight to with polished chrome finish. 
Power: 350 watts RMS; medium size antennas (45” maximum). Very low VSWR to 500 MHz. 


500 watts PEP 

Cable: 6.5’ RG316 

teflon coax & PL-259. 
eUse C110, 10’ extension 
for front radio installations. 
Spring recommended for 
Stiff/heavy antennas. 


Black finish. 


$0-239 base, 10 foot RG316 
Teflon coax with PL=259. 


$0-239 base, 10 foot RG58A/U with PL-259. 


Mount Only 


C-Series Cable Assemblies C101, C211 & C213 fit all Diamond Antenna mounts (except K600).Use of very flexible RG316 Teflon 1/8” diameter coax and small mini-UHF connectors allow 
easy installation through tight vehicle body panels. Special low-loss PL259 adapter included. C101 & C110BNC provides excellent flexible connection for an HT. 


$0-239 base, 6.5’ RG316 Tefion 10’ extension cable for C101. 10’ RG8U/ + S0-239 base, 16.5’ cable assembly 90° coax entry base connectors. 

coax & PL-259. Ideal cable Mini -8 caox w/mini UHF connectors. Use & PL-259. Combination of C101 & GLP 58 S0-239 connector for RG58U cable 
assembly for trunk mount/remote C110 to extend cable to 16.5’ for most C110. GLP 5 SO-239 connector for RG8X/mini-8 cable 
head installations. front radio installations. GLP 5N Type-N connector for RG8X/mini-8 cable 
Same as above, but 13.5’ cable 10’ assembly similar to above, uses 

assembly. RG316 teflon coax terminating in 


BNC-male. 


Surplus Sales 


MX324D 
MX2000 LPF 
BPF 
HPF 
MX3000 LPF 
BPF 
HPF 
MX3000D 
HPF 
MX3000N LPF 
BPF 


NOTES: VSWR: 1.2:1 (nominal) Impedance: 50 ohm 


LPF, BPF, HPF 


LPF & BPF 


www.surplussales.com 
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1.6—470 

900-1300 

1.6—56 

76-470" 

1.6-30 

140-150 

400-460 

Same specifications as MX72D 


Same specifications as MX214 
1.5-150 

220-225 

400-550 

Same specifications as MX324 
1.6-60 

110-170 

300-950 

1.6-160 

350-500 

850-1300 

Same specifications as MX3000 
Same specifications as MX3000 
1.6-160 

350-500 

850-1300 


Mxeo00o00 


*76-120 MHz Receive only 


Fax: 402-346- 2939 393 


Highest quality duplexers and triplexers for splitting HF/VHF/UHF signals, Quality alornintintc case construction. Black finish. Duplexers and Triplexers may be used for 
combining two/three transceivers to one coax feed line. Available models in both direct connection and extension cables for all mobile and base station installations. 


Mx30000 


PL—259 / 12” 5D cable 
N-Male / 12” 5D cable 
PL-259 / 12” 5D cable 
PL-259 / 12” 5D cable 
PL-259 / No cable 


PL-259 / No cable 
PL—259 / 12” 5D cable 
PL-259 / 12” 5D cable 


N-Male / 12” 5D cable 
PL-259 / 12” 5D cable 
PL-259 / 12” 5D cable 
PL—259 / No cable 
PL-259 / 12” 5D cable 
PL—259 / 12” 5D cable 
PL-—259 / 12” 5D cable 
PL—259 / No cable 
$0-239 PL-259 / 12” 5D cable 
PL-259 / 12” 5D cable 
PL-259 / 12” 5D cable 
PL-259 / 12” 5D cable 
PL~259 / 12” 5D cable 
N-Male / 12” 5D cable 
PL—259 / No cable 
N-Male / No cable 
PL-259 / 12” 5D cable 
N-Male / 12” 5D cable 
N—Male / 12” 5D cable 


N—Jack (F) 


N—Jack (F) 


Diamond Antenna meters measure Power and SWR 5 to 10% of full scale. Illuminated meter, sensor switch and LED indicator. Power ratings listed below are for intermittent operations. For continuous 
mode (CW, FM, etc.), ratings vary with frequency. SX600 and SX1000 are designed with 2 sensors for multi radio operation. 12 VDC is required for displays. 6”w x 2°"h x 4d, 2 lbs. 


Freq. MHz: 140-525 

Power Ranges: 5/20/200 
Connectors: SO-239 

Min. Power SWR Test: 4W 


Freq. MHz: 1.8—160/140-525 
Power Ranges: 5/20/200 800—930/1240—1300 
Connectors: SO-239 Connectors:HF-VHFSO-239 
Min. Power SWR Test: 4W UHF Type-N 


Freq. MHz: 1.6—60 

Power Ranges: 30/300/3KW 
Connectors: SO-—239 

| Min. Power SWR Test: 20W 


Freq. MHz: 1.8—200 

Power Ranges: 5/20/200 
Connectors: SO-239 

Min. Power SWR Test: 2W 


Freq. MHz: 1.8-160/430-450 


HANDHELD / SCANNER ANTENNAS - ACCESSORIES 
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High quality, high gain HT antennas for mono, dual, and tri-band handheld radios. Available in both BNC and SMA connections. Increase the performance on your RH SERIES “ a 


handheld or wideband scanner with a Diamond RH Series antenna. 


RH77CA RH205 RH519 RH707 RH951S SRH519 SRH815 


RH3 : 2m/70em a Black Bullet”, + 120-900 receive, compact design. = 


RH77CA 2m/70cm High Gain, + Receive to 900 MHz. 

RH205 2m Telescopic, 1/4, retracted, 5/8) fully extended. 
RH519 2m/70em Flexible—slim design. 

RH707 2m/70em Tiltable whip. 

RH951S 2m/70cm/23cm High gain tri-band, flexible—slim design. 
SRH519 2m/70cm Flexible-slim design with SMA. 

SRH805 2m/70cm/23cm Tri-band, compact design with SMA. 

SRH815 2m/70cm/23cm Tri-band, flexible—slim design with SMA. 


~ > md a 


SNA F 


HB100 HB300 HB400 HB500 


Desktop mounting bracket for Universal mounting bracket for Mobile HT bracket. Mobile detachable front panel 
handheld transceivers.Includes detachable front panel radios. Mounts in air conditioning vents. bracket. Mounts in air conditioning 
13” extension cable with Heavy duty design mounts next to Ideal for lightweight HTs. vents. Ideal for light weight 

UHF & BNC connectors. seat for easy detachable front Adjustable. detachable front panel radios. 


panel radio installations. 


BL30A CX210A, CX®@10N, CX310A 
Compact Dummy Load Heavy duty wideband coax switches. 
Freq: DC-500 MHz CX210A specs: CX210N specs: 
Power: 15w average Freg: DC-1000 MHz Freq: DC-1500 MHz 

100w peak Power: 1.5 KW Power: 1.5 KW 
Conn: PL-259 Conn: S0-239 Conn: Type N 

CX310A specs: 
CA35R 


Freq: DC-800 MHz 

Power: 1.5 KW DC-30 MHz 
1KW 30-150 MHz 
500w 150-800 MHz 

Conn: S0-239 


Lightning Surge Protector 
Freq: DC-500 MHz 
Power: 400w PEP 
Imped: 50 ohm 

Conn: S0-239 
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G-230 SMARTUNER. | §G-2000 PowerTalk HF-SSB w/DSP 


utomatic Antenna Coupler for all HF-SSB Bands & Modes With SGC’s ADSP™ (adaptive Digital Signal Processing) 


™ . . 
* Microprocessor controlled, precision, & SNS (Spectral Noise Subtraction) * Audio+-visual fine tuning for swift 


automatic antenna tuning. agents interception of weak signals. 
* Non-Volatile memory / 500 addresses. : * High accuracy spinner knob. 


¢ Waterproof for all weather. : Ce ¢ 8 preset and 7 user programmable 
¢ B.LT.E. (Built-In test equipment) ake é at ADSP memories. 

Indicator. da gem oS ¢ $G-2000 transceiver provides 150 
* 1.6 to 30 MHz range. ° o Rees watts (stress power 275 W). 
* 3 to 150 watts input power. - 18 eee mee ° SG-2000 transceiver includes 644 


* 10 mS retuning time. e HAM and ITU discrete 
* Tunes from 8 to 80 ft. antennas. frequencies. 
¢ For marine, aviation, ham, and 


paramilitary applications. 04-10 SG-2000 and PowerTalk™ Control Head. 
04-22 PowerTalk™ Control Head Only. 


“4 All the power and refinement of the 
SG 2000sp / SLIMPAK HF-SSB $G-2000, in a slightly slimmer form. 

The Slimpak is, in every way, a class 
= * OMS offers unsurpassed & leading SG-2000 HF-SSB, yet with 


frequency agility needing no user fore = one important difference: it mea- 
eae y : sures a slim 3.6” H x 10.1” W x 13” 


* SGC smartuner automatic antenna ie iy ya meee 
coupler, SG-303 extended hace ; ee e sea mate but 
full range antenna, and weather BiGre Pen emt OVGNEE ere 

: ‘ minimal height and width. Like un- 
resistant OMS package. der the seat of your car or truck, in 

° 1.8 to 30 MHz —continuous— : an aircraft dash, behind the console 

instant tuning on the fly. 1 . of your sportfisherman. Really, any- 

= Features the SG-230 Smartuner, where space is tight, but where 
handling up to 150 watts. there's no room for anything less 
than the features, refinement and 

performance of an SG-2000 HF-SSB. 


SG-231 SMARTUNER. SGC PowerClear™ ESHER cosy eect tees 
HF/VHF 1.0 To 60 MHZ» 100 Watts * ANY Radio» ANY “Add-On DSP" aitberaucorigol ursh © Poway lear 


greatly increases signal clarity and 
Antenna-8 To 300 ft. SGC, Inc. has just announced re- : drastically reduces noise, providing 


lease of their new SG-231 auto- agi unsurpassed audio signal quality in 
matic antenna coupler. The SG- | | Be ©% any application. The listener will 
231 joins SGC’s series of oe ie ’ hear a remarkable improvement in 
“Smartuners” which use micro- | % te ke eae recovered SSB audio and increased 
processor control of its (pi) or L ee intelligibility of signals. 
network to match virtually any ‘ on ee * ADSP™ & SNS™ for stunning 
load to any transceiver. The SG- : ie a: : audio clarity. 
231 is a versatile, intelligent tun- oy * Audio & Visual fine tuning for swift 
ing solution. interception of weak signals. 

¢ 8 preset & 7 programmable ADSP 

memories. 


$G-235 500 Watt Smartuner $G-500 SmartPowerCube™ 


Automatic Antenna Coupler for all HF-SSB Bands & Modes Microprocessor Controlled Linear Amplifier 


¢ Microprocessor controlled, preci- ree _ Dramatically boost your 
sion, automatic antenna tuning. power, at low cost. When 
* Non-Volatile memory i evaluating the 12 volt SG- 
F ¢ Waterproof for all weather - ¢. BU SmartPowerCube™, 
conditions : = the key word is “smart”. 
¢ BLT. (Built-In test equipment) os Rd hc eae 8 a Because the SG-500 is not 
Indicator. ' ‘ so ABS eS just another mindless mass 
* 1.8 to 30 MHz range. of wire and diodes simply 
¢ 3 to 500 watts input power. er pias ho te NE a, pumping power down the 
* 10 mS retuning time. : seas tinentoee line. 
* Tunes from 23 ft. antennas at full * Weight: 21 Ibs. 
power. 
¢ For marine, aviation, ham and 
paramilitary applications. 


* Takes up less than 1 
cubic foot. 
¢ 500 watt output 


356 isniplas Sales 


Collins 651S-1 
(EQP)COL-651S1 This Collins general cov- 
erage receiver was originally made for the mili- 
tary but many thousands have ended up in ham 
shacks across the planet. At press time we have 
this one piece left in stock. It was obtained 
from Tucker Electronics in a buyout of their 
Amateur Museum. This 651S-1 has been 
through their lab and fully aligned. Each in- 
ternal compartment has the “Tucker Seal”. 
LED readouts make it a late model. Manual 
copy and cord are included in sale price. $1895 


651S-1 Nixies 


(LMP)DT-1704C Original 
nixie tube replacements for 
651S-1 displays made by 
Tung-Sol. Removed in 
working condition. Sold 
as-is, where-is. Grab a 
spare or two. $65 


Info/Tech./Intnl: 402-346-4750 


Collins Parts: 651S-1, R390/A, Collins Tube Kits | 


651S-1 Cabinet 
(COL)651S1-CAB Brand new cabinet (dust 
cover) for 651S-1. Only two left. $250 


(COL)651S1-RM — Rack mount for 651S-1 
with eae Removed from service. $190 


651S-1 Knob 


(COL)609-0547-001 
Finger hole only for spinner 
knob on 651S-1. $25 


651S-1 Speaker 


(COL)651S1-SPK We think this is the 3” [ 
x 5” 4Q speaker used in the 651S-1 rack | 
mount. They came from Collins, fit the | 


mount and sound fine. 


m5 


651S-1 Circuit Boards 


Circuit boards removed from Collins 
651S-1 transceivers and tested good (we 
plugged them into working radios and they 
All boards sold as- 


appear operational). 
is, where-is. Great spares to have on hand. 


(COL)608-9121-001 Decoder Driver $95 
(COL)778-2948-003 Audio Board $265 
(COL)778-2949-001 Regulator $225 
(COL)778-2951-003 IF Amplifier $175 
(COL)783-9283-001 Frequency Control $175 
(COL)793-9331-003 Synthesizer VCO $395 
(COL)793-9332-002 Synthesizer Mixer $295 
(COL)793-9333-001 Synthesizer Refer. $295 
(COL)793-9333-002 Synthesizer Refer. $325 
(COL)793-9334-002 Synthesizer Divider $145 
(COL)793-9414-001 DCV $225 
(COL)797-3571-011 _ IF Filter $325 


» ‘e 


ORDERS: 800-244-4567 — 


ey ag oe ae bi 
a ites a 


(MTR)3203-727 “Line (M 
Level” replacement VU 
meter for R390/A receiv- 
ers. Sealed, ruggedized. 
1-3/4” square, 1-1/2” 
mountinghole. $89 


cence ch 
dized. 1-3/4” : “Sah 


nonin pene 


R-390 Octal 
Capacitors 


(CFE)MS2S- 76 ; 
CE52C450N dual sectio 
45 uF @ 300 vdc octal be 
capacitor. $21 


(CFE)MS3S- 227 ~ CE53C300N triple section Ft 
uF @ 300 vde octal base capacitor. $25 


; 


R-390 


Ballast Tube. 
(TUR)3TF7 Hard to find 3TF7 ballast tube is es- 


651S-1 Panel Meter 


(COL)458-0840-010 The original Modutec 
meter pulled in working condition from 
651S-1 receivers. Sold as-is, where-is. $95 


sential to the proper operation of the R-390. $45 


y” R390 Power Cable aD 
@ (COL)R390-PC has 4 contact con) ; 
nector, center thumbnut. $35 4 


452-458 ke Oscillator 
(RF)AT-7620 R-390A/URR variable interme- 


651S-1 Filters 


(COL)293-1251-010 $175 
(COL)293-1252-010 $225 
(COL)293-1253-010 $175 
(COL)293-1265-010 $175 
(COL)293-1266-020 $175 


diate frequency oscillator. Brand new from 
Artisan. Use for replacement in R390 or for 
any project requiring a 455kc if. NSN 5820- 
00-697-9687 $45 


(PUB)COL-R390 R-390 manual copy $35 
(PUB)COL-R390A R-390A manual cpy $35. 


| 


We do not have a | 


Collins part number to match. Each speaker | 
as a Small flaw in the paper that can be eas-_| 


$12 


repaired with nail polish. 


651S-1 Manual 


(PUB)COL-651S1C Photo copy of 651S-1 manual Collins Tube Kits 

. Origi ilable. 2” thick. ; 
TDICOLESISIAG. Abicacd vicnshengttet > See ae 

‘OL-651S 1 ridged version o - 

manual. $ 45 30L-1 : KWM-1 : 
(TUT)KWM1 Complete tube kit w/6146s $175 | (TUT)328-3F Complete tube kit w/6146s $154 
(TUT)KWM2/A-F Complete tube kit w/6146s $159 | (TUT)32S-3 Complete tube kit, no 6146Ws $105 
(TUT)KWM2/A Complete tube kit, no 6146Ws $110 | (TUR)51S-1 Complete tube kit $125 ° 
(TUT)30L-1-MS. Set of 4 matched 811A (vetiona) $85 | (TUT)62S-1 Complete tube kit w/4X150. $225 
(TUT)32S-1F Complete tube kit w/6146s $154 | (TUR)75S-1 Complete tube kit $90 
(TUT)32S-1 Complete tube kit, no 6146Ws $105 ' (TUR)75S-3 Complete tube kit, no 6146Ws $105 
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s: KWM- 380, yi See “ale 


KWM / HF-380 Filters | (COLiKwa3s0-P1v cot 
fats KWM-380 lapel 

Our once vast supply of thousands fe Plastic $10 

of 380 filters has dwindled to just a tas 

few dozen. This will be your last 

chance to filter up your set. one | 

(C COL )6 64 9. 24 39_() 01 360 Hz CW fil- Soap “ eaves LE 


P 3 eee” : ma és 
Oscillator Oven 60 Ay-7 1 HF- 
(COL)638-6918-001 HF-380 ter, AC-3810. Reduced price! $79 | 38 CRN label. 


High stability oscillator oven Kiron Memory Board (COL)642-2440-001 140 Hz CWfil- | New reduced price!! $6 


board replaces crystal oscillator 
board in KWM-380. Standard | The best investment you can | 'hAC-3811 ee bw 5 $229 


equipment in the HF-380. $295 | make for your 380. No more | (COL)642 1.7 KHz ssb/data/ 
RIES SE 15.0000 MHz when you turn the ___ rtty filter, AC- 3812. Reduced price! $79 
set on because the last operated (COL)642-2442 

frequency is in memory. Alsoin- | AC.3813 * ae eu li eee hay oe see. KWM- 380 om eesive 
stant keypad access to 100 fre- | ave broadcast, watch the 380 receiver _|_ label. New lower price.$4 
quencies in a nonvolatile memory. come to life with this filter. $145 
Two models i in stock. 
(COL)KIF ‘ON- M2A HF-380 $129 (COL)293-13 ) 2.1 KHz SSB fil- 
(COL)KIRON-M3A KWM-380 $129 — teris stock i in "the radio. $249 
oe 


/CVK\T \ 


Collins / Rockwell red- 
white self-adhesive label, 
5/8” x 1-1-/8”. Very 
Interface limited supply. $35 


for Keypad 


A3 arr eee Filter 


(COL)638-6904-001 Low pas fil- 

ter board is standard equipment 
in the HF-380 and can be added 
to the KWM-380 for coverage of 
additional bands: 2-3 MHz, 5-7 
MHz, 4-5 MHz, 10-14 MHz. $295 


You will need this interface 
if you want keypad or computer control of the 
KWM / HF-380. Easy to install! $50 


ss 
Conversion Kit Reinforced Speaker Grill 
(COL)HF380-KRNKT Kit in- Original Brads Keypad , 
cludes everything you need for [2-002 Our 2-1/4 I JO1 The first 
conversion from KWM to HF-380. pound ‘pad, as originally pro- run 380s had a thin, easily dam- 
‘ . duced by Rockwell, stays put! aged speaker grill. Later models 
A3 Low Pass Filter Even the most demanding had this heavier grill that resists 
: Oscillator Oven collector’s add this pad to their denting. Great cosmetic repair. 
¢ Kiron M3A for HF-380 “380” station because it’s perfect. Replace yours now. $59 
¢ “HF-380” Emblem Limited quantity. $225 
* Complete Instructions % . | 
- Save $100 with kit Main Tuning Knob | —— , — 
3 Pick pantadeniehe Lens far KWM rr HF- 380 
;up a shiney new main | Brand new smoked plastic lens for 
spinner knob at a lower your 380 gives back its new luster. Soft plastic of original 
price than evey before! lens easily scratched with regular cleaning. Shipped with 
Dual Knob $18 each $15 (3+) | protective paper coating. Buy a couple for backstock. $45 


Gain and éelectiv- 
ity knob set. Also Complete Knob Set 
can be used for 


an | e Complete 
Te ee we. set of all 10 knobs for the 380. 


Replace all at once or as needed. 
Set is discounted. $39 


| Switch Banks 


Frequency selecto 
ganged push button | 
assembly $22 

MOX, VOX, NB, PROC, 
AGC, SLOW ganged push button assembly.$ 10 


380 Speaker 
4Q 3” 
, x 3” replacement speaker 
? for KWM / HF-380. 7 oz. 
magnet. $12ea $10(10+) 


Single Knob 


| Encoder 
Trimmer Knob | | 
| 


Most  populus 
snob on the 380. Used on 
neter, mic / car, mode and ss 
IFO. 1/4” shaft. Matches ‘= panel Vox and Gain trim one up for emenant 
ibove dual. $5 ea $4 (5+) functions. $4ea $3(5+) | future use. $45 


Replacement shaft 
encoder for 380. Pick 


F 1/8” knob used for front 
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Power Amplifier Board 
(COL)638-6775-001 PA board was received 
by Surplus Sales from Collins about 75% com- 
plete. In addition to the parts you see, we have 
a kit of additional parts including transform- 


ers, » baluns,ic ics, sete. (not 100%) $95 
; ’ Kit of parts for PA. $95 


380 Control Board 
)00 Control card received 
as you see, Abert 85% complete. $95 


’ Kit of parts to 99%. $85 


Info/Tech./Intnl: 402-346-4750 


ORDERS: 800-244-4567 


| KWM-380 
Power _ 
Transformer 


Driver Transistors 


Transistors for PA 
(COL)351-DRIVER Matched pair of driver 
transistors for HF / KWM-380. $75 
FINAL Matched pair of SRF final 
tranieitore for HF / KWM-380. $145 


Mic Gain Pot 
(COL)376-0276-030 Mic 
gain pot for 380. Popular 
replacement part. $19 


AF/RF Gain Pot 


adic and rf een ae bis 380. 
Stock up spares while they last. $18 


17v @ 28 amps 
34vct @ 14a 


Dual 17v secondary to 
series or parallel con- 
nect. Use either for re- 
placement part or to ¥e es 

build your own 12v power supply. Primary 
volts: 105/115/125/210/230/240/250vac 

oe 60 Hz. 14 pounds. 3.75” x 5” x 4.5” High 
06 50- 010 Standard transformer $42 
-(20 Copper EMI shield too! $49 | 


i 


(COL)662- 


(C COI L) 662-0650 


Replacement » 
Electrolytics | 


12,000UF 


Selectivity p pot for 380. $15 72 000u 
y 


Noise Blanker Board 
Noise blanker board was 
received by Surplus Sales from Collins about 
50% complete. Completion of this board not 
recommended for the novice. It’s a start! No 
kit for missing parts available. $135 


) 72,000uF 25vde 3”diax 4-1/ 
” high Sprague or r Mepco: New lower price. $10 © 


|-010 12,000uF 25vde 1-3/8"dia x 
4-1/4" H. Sorat or Mepco. New lower price. $4 | 


» Meter Switch 
030 Meter, 
Mode and VFO switch: 1PAT. $8 


AC / DC female 
Cable Connector | 


' 68-010 6 blade 
Cinch 1ahee connector. $10 


Build Your Own Display Kit 


Have fun building your own dis- 
play using bright orange General Instrument LEDs 


Crystal Oscillator Board 
A7 crystal oscillator 
100% complete and inspected by Rockwell..... 
ready to'go. Use as an emergency back up for 
your 380 or as a start for your own L.O. Board 
generates 39.6 MHz, 455 KHz and 454.2 KHz 
(800 Hz offset for CW tone). Frequencies are 


slightly adjustable. Requires only 5vdce. $49 


as used in the 380. Use single or dual digit read- 
outs. We use a 270Q 1/4w resistor and 5vdc to 
supply each segment. Bread board wire or etch 
your own n board. Kit includes all nec. parts. $29 


AC i DC male : 
Chassis Connector oo 


6 blade Cinch Jones chassis 
male mates with inline cable above. $3.75. 


MAN6680 4g 380 Pass Transistor 


RCA 
$22 


General Instrument 510ucd bright orange, com- 
mon cathose, 5vdc, .56” high, right hand decimal. 


Dual digit $5 (5+) $4 
Single digit $3 (10+) $2 


Wabash Reed Relay 


RF reed relay 
used throughout the KWM-380. 


66804 (Q4, 5 6). TO-3 


20 amp Toggle pees { 

Cuttler <r 
Hammer heavy duty toggleaiee 
Use as replacement for 3807 
or for your own project. 


Other KWM/ HF- 380 Boards 


) $8 


$10 (4-9)$9 (10-24) $8.50. (2 


High quality. Easily handles 150 watts. 
SPST, n.o., 12vdc. Build your own rf switch. 


| 


Directional Coupler, 75% $49 | Each 5-19 20-49 50+ . 
Receiver/Exciter, empty $3.50 $3 G2 b ee S225  50¢) 380 Black tl we 
Sli ete Loop Al 25% uy . ace ee - Ae 
Synthesizer, Loop A2 Mpty nut fits toggle above. 
Display Board, empty $19 KWM-380 = a BAS 4 
zee Ponte |... AE Re ay Plastic Collins Jack 

_ Plastic body, grounded ' 
' WARC ROM | Crystal can. sleeve, 3 circuit. $6.95 
| Adds WARC | HWF1201G01M. $ eae ‘que be! 


BEB Frequencies to the KWM-380 $4 


Plastic body, 
$9.50 


i WANS RES 


Each $49 insulated sleeve, KWM-380. 


" : sui 0 dlnah ohacat: a 


_ They’re back! 
Hes yet panty i a a aredts | 
: enoughtopickupalim- | gam r 
ited quantity of two dif- rrestor 


“ ferent Collins vertical | 
antennas, both featured 
in our past catalogs. 
Originally designed for 
use with the HF-380, you 


can use them 


r 
+43 om 
STD 


. e : UPA Wan* 


36’ ae 16’ 
VoutiGat Antennas 


coils. 


(ANT)AC-2811 36’ vertical kit, complete. 
(ANT)AC-2810 16’ vertical kit, complete. 


auto tuner (like our 
Smartuner), or for 
single band operation. 


Since our debut with this | cables caused by lightning strikes, 
item seven years ago, | direct or nearby and static. Neg- 
hundreds have been sold 


and put into service. 
Several designs for 
monoband antennas re- 
quires light weight alu- 
minum wire for winding 
This copperclad 
wire is available else- 
where in our catalog. 
Each antenna kit includes zinc chromate aluminum tubing, 
stainless clamps, 225’ special uv dacron guy rope, sturdy base 
clamp that accepts 1-1/4” to 1-1/2” pipe and misc. hardware. 
The 36’ antenna has seven telescoping tubing sections, the 16’ 
has three. Both are UPS shippable at about 25 pounds. 


Surplus | 


Dale and Hygain for use 


with any HF system with power 
levels to the legal limit. You can’t 
buy a better gas filled arrestor that 
effectively discharges to ground 
high voltage current surges on 
the inner conductor of coax 


with any 


ligible insertion loss to 300 MHz. 
UHF connectors. $75 


. RCA Jack 

am (CNA)RCAPJ 

y High quality 
~ hole mount RCA 

jack as used in the Collins KWM- 

380. $1 Each (10-49)90¢ 


| 454.2 KHz— 


Crystal — 
$149 | (COL)289-7337-010 CW 
$ 85 | offset crystal for KWM-380 $8 


, Oscillator Oven 
(COL)277-0494-020 
Replacement oven for 
Oscillator Oven Board 
as used in HF-380. 
~ Supplies 39.6 MHz and 
4.55 MHz (which is + 10 for 
455 KHz source). Requires 5 & 14vdc. $149 


Collins Meter 
(COL)450-0158-010 
Not a direct replacement 
for the 380 because scale 
ee 1§ 0-10. It is however the 
same otherwise; physically 
and electrically. In a pinch you could rebuild 
your 380 meter with parts from this one. $25 


Se estes 


Audio Low Pass Filter 
(COL)KWM380SB11 Service Bulletin 11, 
less circuit board. Includes all components 
and schematic to build the audio filter. $125 


EL 


ee 


-< 380 Pilot Lamps 


(LMP)7331 Hard to find replacement lamps 
for your KWM / HF-380. It takes three. 
12vdc. Dual filament. $2 Each (10+) $1.75 


KWM/HF-380 
Cabinet Feet 


(COL)150-0859-SET Set of four feet for the 
380 cabinet. Higher front feet (1”) elevate 
rig for ease of tuning. Rear feet are 3/4”H. 
New reduced price, so buy enough for the 
whole station. $5 per set of 4 


Opt. Filter Board,MT $3 


COL)634-5817-001 Rear PA Heatsink $150 


KWM / HF-380 Misc. Stuff 
(COL)380-ACCORD AC Cord for -380 $35 
(COL)622-3564-001 DC Power Cord AC2821 $59 
(COL)641-7125-002 Card cage divider $10 
(COL)641-7130-001 Card cage divider $15 
(COL)641-7176-002 Card cage divider $10 

COL)MM-281 Noise canceling mic$175 
) 
) 


( 
(COL)638-6914-002 
( 


oe hide ras ee 


al: grinnell@surplussales.c com Fax: 402. 346.2039 


for Collins by 
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Brand new 
CU-281 Automatic 


Antenna Coupler 


(COL)622-3533-001 Collins all band auto 
tuner made specifically for the HF-281 should 
work with any radio. UHF unbalanced input 
connector, high voltage insulated standoff for 
single wire output to feed vertical or wire an- 
tenna. No manual. $475 


Hygain 
Collins 


Portable Dipole Elements 


(ANT)871436 66’ long stainless steel tape el- 
ements for the famous Hygain portable field 
antenna made for Collins. Two 66’ elements 
make nice 10-80 meter 1/2 wave dipole. Tape 
is graduated in meters to facilitate setting elec- 
trical length. Build your own antenna. 
Limited quantity ava. $35 Each $30(5+) 


Collins 
Grounding Kit 


(ANT)AC2819 Last chance to pick up one of 
these great grounding kits. If you bought one 
the first time... you know the quality. Three 
Blackburn heavy copperclad 6 feet rods, brass 
cable clamps and connecting wire are supplied 
to implement a 10’ per side triangular ground- 
ing system. 25 lbs for UPS. $45 


KWM / HF-380 Chassis 
COL)641-7120-002 You probably will not 
yeed a spare chassis for your 380, but what a 


$35 


10velty. I’m open to suggestions on this one. 


KWM / HF-380 Internal Cover 


(COL)641-7097-002 Why not keep an extra cover 
on hand, just in case you misplace yours. All kid- 
ding aside, we do sell quite a few of these. It seems 
the originals show some wear and tear after 15 yrs. $19 


KWM / HF-380 Card Cage 
(COL)641-380 CAGE Here is the card 
cage for the lid next door. It measures 
9-1/2” x 10-1/2 x 4-1/2”H. $45 


ec, tao 


360 oSumptis Sales 


Mechanical Filters 
(COL)526-9427-000 2.1 KHz 
rectangular plug-in F455FA21. 


(COL)526-9337-000 2.1 KHz 
round “Y” solder-in F455Y21. 
Your Choice $249 


Function Switch 
(COL)259-1075-000 — If your 
time is worth anything, you 
may as well replace the entire 
S11. Often, the rear ac portion 
blows, but after 30+ years, the 
wafer and index are worn too! 
AC end switch available sepa- 


rately. Still Only... $35 


Transmitters & 75S Receivers 


Info/Tech/I 


: Collins Parts: aM 2, 


= tj OD 


4 


KWM-2/A Manual 
(PUB)COL-KWM2 Most 
complete manual, 9th Edition, 
15 January 1978. Includes 
complete fold out diagrams, 
revisions from KWM-?2 to latest 
Rockwell KWM-2A. $25 5+ $22 


You can’t depend on 
“rebuilt” meters! 
Collins had 6 
different meter 


m, interchange. 

You will end 
A up withan 
inaccurate 


“i Product i in the end. 


Panel Meter 
(COL)458-0491-000 Brand 
new replacement panel meter. 
Includes bulb. Logo : 
COLLINS RADIOCOMPANY $85 


he Wl Fi 


tnl: I 402-346-4750. 


WM-2A 


vendors and parts 
normally do not 


ea ee 


(COL)970-2439-010 T163X-96 
4 pole double split contact, 115 
vde coil Allied relay made ex- 
clusively for use in Collins’ 
KWM-2A. Don’t take ill advice 
of using a generic substitute. 
They don’t hold up! 


(COL)970-2439-020 T163X-97 
6 pole relay, otherwise as above. 


Your Choice $54 


Mic Gain Pot/Switch 
(COL)376-7404-000 Yes, it is 
the most often requested re- 
placement pot on the KWM-2. 
Responsible for intermittent 
tune up / mic gain control. 


$19 Each (5+) $15 


Other KWM-2 Switches 


Genuine new replacement 
switches and wafers for the 
KWM-2. 


(COL)259-1014-000 Meter Sel, S12 $59 
(COL)259-1076-000 Emission $9$145 
(COL)269-2023-000 Band Switch Wafer 

S2&S814 $42 
(COL)269-2048-000 Band Switch Wafer 

S3,S4&85 $45 
(COL)269-1983-000 Switch wafS6 $48 


IF/RF saree 


Original new replacement cans. 


$49 
7-000 L9 Tune. Coil $60 
$60 
$65 
$35 


L)278-0276-000 T1 Transfor. 
i 

L)278-0281-000 T5 Transfor. 

) T2,L4 

(00 Z5 Transfor. 


| 
| 
| 


Replacement Tubes 
(TUT)KWM-2/A-KIT 16 qual- 
ity tubes selected for use in the 
KWM-2/A. Basic kit includes all 
tubes but the finals. Pick up a 
set to have on hand for substi- 
tution trouble-shooting. $110 


(TUT)6146W-MP_ Matched pair 
US made 6146W tubes for use 
in KWM2 & KWM-2A. $49 


Other KWM-2 Pots 


Genuine new replacement pots 
for the KWM-2. If it’s worth 
replacing, stick in a new one. 


(COL)376-7402-000 RF Gain, R84 $19 
(COL)376-7405-000 AF Gain, R92 $12 
(COL)376-7202-000 Anti Vox Gain R45 

& Vox Gain R39 $19 
6-4619-000 Rec Gain, R132 $22 
(COL)376-4623-000 Car Balan R15 $18 
(COL)376-4621-000 ALC Zero R30$28 
(COL)376-4622-000 S-meter, R121$22 


(COL)37 


Plug-In Relays 


Pare 


(COL)KWMCONKT 
selling KWM-2 proc 
stalling this kit, your KW? i is 


updated to thé modern sealed 


plug-in relays (adjacent) of the 
KWM-2A. Cure the intermittents 
commonly found in older open 
frame relays . Includes all neces- 
sary parts + the two original full 


service bulletins from Collins. $13 5 


Original 
K4 


Relay 

(COL)970-1941-00 If the doc- 
tor orders just K4 replaced in 
your aged old KWM-2, and you 


don’t have the will power to in- 


stall our conversion kit (above), 
here you go. Just a few. 


Audio Transformer 
(COL)667-0368-000  T6, origi- 
nal Freed audio output trans- 


former for the KWM-2/A. $85 


Special Crystals 
(COL)289-1424-000 100 KHz 


$89 


$35 


Open Frame 


a 


(COL)290-8705-000 453.65KHz $45 | 


(COL)290-8706-000 456.35KHz $45 


(COL)290-8707-000 455.8 KHz $35 © 


Parasitic Chokes 
(COL)543-8022-002 ZI & 
Z2 choke as used on 6146 finals. 
Coil wound on 2 watt resistor. 


$7 Each (5+) $6 


PA Loading Trimmers 


(COL)918-0006-000 Cib2: 
C153 & C154. $12 
(COL)918-0010-000 C155. $15 


Plate 


Capacitor 


(CAV)920-0138 
arced final tuning capacitor. 13- 
452 pF per section. Exact re- 


placement for KWM-2. 


9 Tuning © 


Replace your | 


$49 


51S-1 Manual 
yet 1. Most com- 
plete operation and maintenance 
“manual for 51S-1/]A/1F/1AF/ 
1B; 11th Edition, 15 September 
1975. Includes complete fold out 
diagrams, 3/4” thick! $45 


51S-1 Meter 
(COL)458-0589-000 Late model 
opaque dial. Brandnew. $85 


= 


51S-1 CW Filter 


(COL)293-0928-00 800 Hz crys- 
tal filter for 51S-1,FL4 $175 


51S-1 SSB Filters 


(COL)526-9414-000 2.4KHz $290 
(COL)526-9415-000 2.4KHz $290 
(COL)526-9422-000 2.75KHz $199 
(COL)526-9423-000 2.75KHz $199 


51S-1 Tube Set 


(TUR)51S1-KIT Our com- 
plete tube set has 15 tubes. 


(COL)547- 2795. 000 
power cord, wired 115v. 


Bree Mer >See 
x ‘www. setsltazaless com | 


a." 


, ee ee are ye 
Bea -N ee 
a 


esta: grinnall@surplissalesic com 


ae: 518-1, 312B-4/5, 302C1/2 


51S-1 
Power 


Transformer 


(COL)662-0002-000. 
Freed sealed transformer. $135 


Original 


Original 
$32 


(COL)289-1578-000 
(COL)289-1570-000 
(COL)289-1572-000 
(COL)289-6996-020 
(COL)289-1569-000 
(COL)289-1573-000 
(COL)289-1567-000 
(COL)289-1575-000 
(COL)289-1576-000 
(COL)289-1580-000 
(COL)289-1577-000 
(COL)289-1582-000 


51S-1 Crystals 


$18 
$18 
$18 
$18 
$18 
$18 
$18 
$18 
$18 
$18 
$18 
$18 


9000.0 KHz 
9500.0 KHz 
10000.0 KHz 
10332.5 KHz 
10500.0 KHz 
11000.0 KHz 
12500.0 KHz 
13000.0 KHz 
14000.0 KHz 
14500.0 KHz 
15000.0 KHz 
16000.0 KHz 


Save! Buy the whole set for $175 


Over 2,000 Sold! 


Collins 4Q Speaker 
(COL)SPKR57-4 Your missing out 
if you haven’t replaced your 20-30 year 
old original speaker with our updated 
communications speaker made by the 
same manufacturer Collins con- 
tracted with. Delivers the desired 
warm audio from your tube type 
equipment. Many hams reorder ex- 
tras after trying out this new design. 
Slips right into same mounting as 
original speaker in B3, B4 or B5. 5” x 
7”, 4Q impedance. Join the club! 


$24 Each (3+) $21 


- Fax: 402-346-2939 


Directional Coupler 


(COL)542-4116-004 Opera- 
tional couplers fit the 312B-4 or 
B5. Great source of parts too. 
Removed from equipment. $89 


a 
ee 
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312B-4/5 Manual 
(PUB)COL-312B4/5 Latest 
edition, 7th, 15 March, 1976. 
Covers both 312B-4 and 312B-5 
operation and drawings. $29 


312B-4/B-5 Meter 
(COL)458-0467-000 Brand new 
replacement panel meter. $85 


500 KHz Crystal 


Other 312B4/5 Parts 
(COL)259-0966-000 S-3 switch 


for “Forward/Reverse” Watts. $39 | 


(COL)289-7064-010 (COL)376- 4628-00 R10 Vox | 
Repittenient IF Crystal $35 Balancepot. €= |= $22 
(COL)667-0326-000 TlandT2 | 
audio transformers. $65 | 312B-4 Overlay 
os (COL)OVERLY312B4 Brand 
02C-1/2 | new replacement overlay panel 
3 a tS oe | for 312B-4. Only a few left. $85 
IF/RF Transformers (COL)458-0388-00 | 3 a PCS 
Original new replacement cans. 3” square meter does | 
(COL)278-0639-000 T16 $65 ee PNOT fit 302C-3, only | 
(COL)278-0640-000. T12,T13 $65 1&2. 100/1000 watt scales. $85 | 
(COL)278-1763-000 T14,T15 $55 eel 
(COL)278-1764-000 T1, T2 $65 
(COL)278-1765-000 T3 ae 51S-1 
(COL)278-1766-000 17 65 3 312B-4/5 Lever Switch 
(COL)278-1819-000 L108 Q Mul. $135 Filter | Replace your worn or broken 
’ Cap | lever switches. Knob not incl. 
(COL)183-1763-00 C182: | (COL)259-1108-000 S-401 
A0uF, 40uF, 120uF @ 200v | VFO SwitchonB5only $49 
51S-1 Slug Rack can, twist lock capacitor $29 | (cor )959-1131-000. S-1. Func- 
(COL)51S1-SLGRK Entire | Other 51S-1 Parts tion SwitchonB4&B5 $46 
slug tuning rack for 51S-1 with | (COL)667-0522-000 14 Audio Transformer $69 r (COL)259-1132-000 S-2 Phone 
(COL)792-6980-001 Rack mount, used $125 


slugs, new, unused. 


$175 


| Patch switch onB4&B5 $39 


362 Surplus Sales 


516F-2 Electrolytics 


Purchase individual capacitors or 
the whole set of 8 to rebuild your 
516F-2 & save $5 on the kit. 


(CFE)30AFJ 30 pF @ 450 v. Use 
three in plate supply and one for 
1/2 dual (15/30uF) cap. $7.25 


(CFE)10ADE 10 uF @250v.C6 $4 
| (CFE)10ACI 10 uF @ 150v.C7 $3 


(CFE)I5AFA 15 uF @ 400 v. Use 
| one of these for 1/2 dual (15/30) $6 


_ (CFP)05BAMA .05 uF @ 1600 v. We 
supply a radial orange drop for C1. $7 | 


516F-2 Re-Cap Kit 
(COL)516F-2CAPK Includes (4) 
of the CFE-30AFA and (1) each of 
the other four caps, 8 total. $44 


516F-2 Manual 
(PUB)COL-516F2 = Most com- | 
plete manual, 15 July 1974. In- 
cludes complete fold out dia- 
grams. 523-0765629-001311 $19 


516F-2 Transformer Other 516F-2 Parts 
(COL)662-0434-010 Currently | (COL)668-0300-000 Power 
manufactured heavy duty replace- | Choke sold in 1/2 unit. $89 
ment has dual primary: 115v/ | (cOL)376-2376-000 —R9, Bias 
230v. Teflon wires. $225 Pot, 2 watt, 5K. $15 


(COL)516F2-CORD AC line 
cord, BLACK, 16-3, 8’ long. $10 


(COL)662-0249-010 Older trans- 
former, 115v only. (only 2lef) $195 


516F-2 Tube Socket, Bakelite 


(COL)220-1155-00 Made by Amphenol, high qual- 
ity, high temp, recessed mount. $8 (5+) $7 


Info/Tech./Intnl: 402-346-4750 — ORDERS: 8 800-244-4567 Fax: 4 
Collins Parts: 516F-2, 628-1, 51-4, 75A-4, MP-1, PM-2 af 


= SSE ey = 1 


62S-1 Parts 
| (COL)KR2565-1 Relays K1, K2 & 


| K3, all used in 62S-1. $52 
(COL)458-0454-00 Meter $85 
(COL)278-0668-00 FL1 $89 


(TUT)62S1 Complete set of 
tubes including 4X150A. $225 


| (PUB)COL-62S1C Photo copy of 
| 62S-1 manual only. Original not 
| available. $35 


Is your high voltage interconnect cable 


516F-2 
Interconnect 
Cables 


em it before you have an accident. The gray 
Pe Alpha cable used to make our Collin’s 

me cables looks exactly like the original but 
‘each conductor is rated at 2000v. It is 


eral cable lengths to choose from. Ifthe 
516F-2 is table top, the 4’ replacement will work. If your power sup- 
ply is hidden on the floor, you may want the 10’ replacement. We also 
offer a 10’ extension, that is a male/female extender for your existing 
cable (provided it’s in good shape.) This allows remote. mounting up 
to 14’. Our cable doubles up two 18 gauge wires for each filament. We 
also have a 4’ extension (male/female conn.) to remote a PM2 or 516F2. 


COL)516F2HVC4X 4’ long extension cable, 11 pin female/ male $85 


ve Cie 

Stars ae 
Frequency at 

Selector Card yi 


(COL)544-7262-000 


hes & 


a shiny new white card and gussey 
up your 75S-3C, 32S-3A or KWM- 


2A. Pencil in operating frequen- 


‘Redie | 
your frequency selector card with — 


cies for 2nd crystal deck right on 
this card. Reproductions. $10 » 
51J-4 Parts 


(COL)526-9009-00 F500B60 6ke $349 
(COL)526-9030-00 F500B14 1.4kc $295 
(PUB)COL-51J4 


75A-4 Parts 


| (COL)278-0197-00 73,74 IF can $49 
(COL)259-0417-00 S5AVC switch $25 


(COL)662-0020-00 L29 Choke $95 


Parts 


(COL)304-1500-000 Terminal 
housing, including posts. $89 


(PUB)COL-180S1C Operation/ | 


| Parts manual for 180S-1, copy. $19 


shot? Cracked, split or rotten? Replace | 


180S-1_ 


| (COL)667-0018-00 T5 Audio Xfmr $85 
(COL)526-9089-00 F455)31 3.1kc $349 
(PUB)COL-75A4 75A-4man. copy $35 
MP-1 
Mobile 
Power 
Supply 
(COL)662-0034-00 _T1 power 


very expensive per foot so you have sev- | 


L)516F2HVC10X 10’ long extension cable, 11 pin female/ male $107 | 


OL)516F2HVC4 
L)SL6FZHVC10 


4’ long replacement cable, 11 pin female 1 end $58 
10’ long replacement cable, 11 pin female 1 end $95 


Solid 
State 
5R4 / 5U4 


(SDI)1N1239 Solid state replace- 
ment for 5U4 or 5R4. $18 


5R4 


5U4 


(TUR)5U4_ Rectifier Tube 
(TUR)5R4 Rectifier Tube 


$19 | 
$24 | 


inverter transformer replacement 
made by Ballastran (BC-3254) for 
Collins MP-1. $125 


| (COL)970-2170-00 K1 relay for 
MP1 mobile power supply. $65 


(COL)352- 0320- 00 Q1, Q2 DA3F3 
for MP1 mobile power supply.$85 
(PUB)COL-MP1 MP-1 manual copy $15 


PM-2 Power Supply 
(COL)662-0033-000 Power 
transformer for PM-2. $169 
(COL)183-1054-00 C1,C2 20uF 
450v electrolytic caps. 0 


A0uF 450v twist lock. $22 


(COL)353-1661-00 CR1-9 Diodes $ 2 
(PUB)COL-PM2 PM-2 manual copy $15 


(COL)278-0092-00 T102 500 ke can $95 
(COL)278-0093-00 T101 500kccan $95 — 
(COL)672-0575-00 T108 Power Xfm $135 — 


51J-4 man. copy $35- 


a 


(COL)458-0044-00 Meter, newstyle $85 © 


(COL)183-1009-00 C7 40yF/) 


4 iar 
ot 
: has = 


Collins Pocket Guide 
(PUB)COL-REF Wonderful reference 
guide to all Collins equipment (that 
matters!) made from 1946 to 1980. 
Jay Miller did a superb job on photos 
(high resolution), accuracy, detail 
and completeness. Everyone from 
the steadfast collectors to the “don’t 
own one now but would like to” guys 
should keep this guide near by. With 
complete tube complements to ca- 
bling diagrams... it’s in there. Check 


_ Type 557 
. Ceramic > 
Trimmers 


The original Erie / Tucsonix tab 
trimmer found through out three 
eras of Collins equipment. Values 
can be mixed for best price. 


(COL)557/1.5-7 _1.5-7 pF 
(COL)557/3-12 3-12 pF 
(COL)557/5-25 5-25 pF 
(COL)557/8-50 8-50 pF 
Each 6-24 25-99 100+ 
$6.95 $6.35 $5.95 $5.45 


‘™. Oak Switch 
for Collins 


{COL)259-8011-010 The most 
popular Collins replacement part 
| we sell. Original Oak mfr (pn 
10070-4), not a cheap import. 
Fits 32Sx and KWM-2 sets. Coun- 
_ tries with 50 Hz have 2 times the 
| failure with the original AC 


% BWW. ae spo ~idigi e-mail: gon hie gee Pe com > 


4 point 
9pc Bristol Wrench Set 


(COL)BRISTOL-WRS Our Bristol 
wrench set is complete; nine tools, 4 _ 
and 6 point. Useful for work on most 


military radio gear. $26 3+5$24 


Fax: 402-346-2939 


2nd 


Crystal Deck 
(COL)CCDECK 14 
crystal deck. $38 
(COL)CCDECK20 
20 crystal deck. $25 


| (COL)543-8101-602 
| thing. Milled, black anodized, 
_ taper top to bottom and front to 


| sw 8 on 75S-3C, 328-3A & KWM-2A. 


| Extra ae Wafer for Crystal Deck. 


(COL)269-1977-00! 

fem This is S1B on your a 
matic and piggy backs to 

original crystal selection 


$10 
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_ Rubber Feet 
for Collins 


(COL)RUBBER-FEET Are your 
feet cracked and worn after 30 
years of holding up the Collins? 
Do you wish they could be re- 
placed? They can now. Quantity saves. 

Each 


$2 


9-23 24+ 
$1.85 $1.65 


Aluminum 
Extension 
for Collins 


The real 


back, aluminum extension feet. 
Each 5-19 20+ 
$9 $8.50 $7.65 


one out today. $19.95 | switch. Stock up with several. 
Each 5-19 20+ 
$32 $1059.50 
. Collins . 
T/R MLD\ Collins RCA 
Relay Ceramic Jack 


(COL)KR2565-1_ The original 
DPDT, 115vdc relay made by P&B 
or Deltrol (we stock one or the 
other, our choice). Same relay 
used in 32S, KWM2 and 30L-1. 
It’s a sensible replacement part 
to have onhand. $52 3+ $47 


y (CNA)RCACJ 
| Each ace 20+ 
| $4.25 $4 $3.50 


RCA Cable 


Plug-In Relays 
(COL)970-2439-010 T163X-96 
four pole double split contact, 115 

|} vde coil Allied relay made exclu- 
sively for use in Collins’ KWM-2A. 
Don't take ill advice of using the 
generic substitute. 
(COL)970-2439-020 T163X-97 six 
pole relay, otherwise as above. 

Your Choice $54 


4P & 6P 
Relay 
Sockets 


(SOK)X96SOC-S 4 pole X96 socket $4 
(SOK)X97SOC-S 4 pole X97 socket $4 


| (COL)CAB-RCA48 Four foot 


shielded, gray, RCA patch cable 
with molded Switchcraft angle 
& straight plugs. $12 


Metal 


RCA Plugs 


(CNA)RCANP Quality all metal, 
nickel plated RCA male plug. The 
quality you want for homebrew 


S 


Collins 4Q Speaker 


(COL)SPKR57-4 —_ Your miss- 
ing out if you haven’t replaced 
your 20-30 year old original 
speaker with our updated com- 
munications speaker made by 
the same manufacturer Collins 
contracted with. Delivers the 
desired warm audio from your 
tube type equipment. Many 
hams reorder extras after trying 
out this new design. Slips right 
into same mounting as original 
speaker in B3, B4 or B5. 5” x7”, 
AQ impedance. Join the club! 
$24 Each (3+) $21 


Foot Hardware 
(COLJHDWR-FOOTSC Set of 
nickel plated brass screws, nuts 
and washers to mount two front 
and two rear feet to cabinet. 


$2.25 Each $2 (5+) 


Collins patch cables. $1.45 10+$1.25 


100 ke 


Calibration 


Crystal 


(COL)289-1424-000 This new crystal 
is used in Collins and other eqpt $35 


| (CRY)0.100MU As above but 


used/ removed crystal. $24 


> 6.3v 


Pilot Lamps 


. Mil #1847 


(LMP)1847 Replacement bulb 
for all Collins tube type equip- 
ment. Stock up at these prices! 
Each 10-24 25+ 
$1.25 $1 90¢ 


Pinion Gear 
(COL)545-6002-002 
Replace worn gears on 
S-Line & KWM-2 $15 


Gray 
Screws 
for Collins 


(COL)TRMSW Gray trim screws 
for fastening cabinet to frame. 


Each 10-24 25+ 
35¢ 28¢ 25¢ 
Black 


Grill a 
Screws WD 
(COL)HDWR-516GSC_ Original 
black grill screws as used on all 
S-Line and KWM-2 equipment. 
Each 10-24 25+ 
35¢ 28¢ 25¢ 
G2 Vector Stand-off 
Se (COL)VECTOR! Turret post 
aa as used in most Collins 
= ~ tube equip. Replace vec- 


$5 


> tors with broken lugs. 


-01 uF Dual Disc 
(COL)913-3829-000 Original 
dual disc capacitor for repairs in 
all Collins tube gear. 500v. Very 
popular replacement part. 

Each 10-24 25+ 

$2 $1.80 $1.65 


Pig Bog ea Sales 


Collins Parts: 3: 30L-1, 30S-1 Amps 


30L-1 Transformer 
(COL)662-0010-00 Power trans- 
former, offginal 1B part, is T1 on 
the 30L-1 schematic. $225 


30L-1 Manual 
(PUB)COL-30L1 Operation 
and maintenance manual, 8th 
Edition, 15 July 1966. Includes 
fold out diagrams. $29 


30L-1 Panel Meter 
(COL)458-0592-00 Brand new 
replacement panel meter. In- 
cludes bulb. Logo : 
COLLINS RADIOCOMPANY $85 


100uF 450v Filter Cap 


(CFE)100AFJ Our most often 
sold 30L-1 repair item. With 20- 
30 years on any 30L-1 out there, 
filter caps are popping like corn. 
It is recommended to replace all 
six at once. 1” x 3-1/8” axial body. 
Sprague or Mallory. $9 (6+)$8 


30L-1 


| Switch 


Info/Tech./Intnl: 402-346-4750 


30S-1 
Tuned 


Input Coils 


(COL)544-6999-003 L110 10meter 

raciite 6998-003 L111 15meter 

(COL)544-7002-003 L112 20meter 
)9 


(COL)544-7001-003 L113 40meter 


(COT 
(UUL)O 


544-7000-003 L114 80meter 


( COL)544-6900-002 
\ L109, silver plated 
43/16” copper, 5 


TO "Tuned On / Off 
See nants Coils switch for 30L-1. $22 
L14 10meter $29 
L15 15meter $25 
L16 20meter $25 30L-1 
L17 40meter $25 
L18 80meter $25 Fan 
. Motor 
30L-1 
“Plate 
Motor re- 
~~ _ Bypass placement for 30L-1 blower. $59 
G11,\225mH 


‘turns. $45 
Abia) 30L-1 Parts 


1 Escutcheon $125 
V Svetlana 8114's $ 20 
3-1563-00 C10, 10uF 250v $ 4 
0173- 00 L191.5uHCh. $ 6 
(COL)240-1244-00 L8 Filament Xfr $ 55 
(COL)259-1368-00 S3 Meter Switch $ 35 
385-00 $1 Input Switch $ 49 
386-00 S4 Output Swite $ 75 
-4110-00 FLF2 8aFuse $ 2 
53-1661-00 CRI-16 Diodes $ 2 
5-00 R16 ALC Pot $10 
066-00 C32 Air Variable $ 75 
-00 .15uF 5kv Cap. $165 


10 Meter Coil 
—30L-1 


(COT ) ESCUT-3 30L 


\WVUly 


we 02 + Silver | 
slates 6 5 t turns #8 . $38 


ORDERS: 800-244-4567 


L10, 
$65 


ceramic form, 17 turns. 


choke bypass’ plate lead to gnd. $17 


T/R 
Relay 


30L-1 Plate Choke 
Ohmite Z-14 
44uH, 1 amp plate choke. $6.95 


| (COL)KR2565-1 


The original 
| DPDT, 115vdc relay made by P&B 
or Deltrol (we stock one or the 
other, our choice). Same relay 
| used in 32S, KWM2 and 30L-1. 


ie a ee 


Parasitic Choke 
Z1 & 722 | 
$5.50 Each 


kes on 811A. to have onhand. $52 3+ $47 


It’s a sensible replacement part | 


GRAY, 4' long 12 -3 so 

the OD is ni Will not 
work with strain it We will throw in grommet. Draw 
back: you can’t carry your 30L-1 by the cord anymore. 


| Fax: 402-3 N ; 2 


plete manual, 12th Edition, 15 
March 1976. Includes complete 
fold out diagrams, yh 


and trouble-shooting. — $35 


30S- 1 Mulit- Meter 
(COL)458-0483-000 Brand new 
replacement panel meter. $105 


30S-1 Plate Meter 
(COL)458-0484-000 Brand new 
replacement panel meter. $105 


30L-1 


1000pF lkv 
feedthru. C35-C44 in 30L- i $6 


Feedthru 


> for 30S-1. $595 


i. 


4 pin ceramic 


socket fits 811A & e798. $9 


Other 30S- 1 Parts 
) Dual 250uF can $ 12 
(. T201 Plate Xfr $475 
7202 2.5v Xfmr $125 
7203 Bias Xfmr $149 
T101 6v 12.5a $ 89 
K203 Relay $ 89 
S205 Dr Intrlk $ 25 | 
7101 Parsitic Cho. $7 
Escutcheon Plate $175 
Solid State 3B28 $ 65 


i - - Collins 
s Equipment 


Surplus Sales of Ne- 
_braska has sold 1000’s of 
cans of our perfectly 
_» matched enamel paint. 

~ Exclusively mixed for the 
“up ee repainting of vintage 


4 touch- 
— Collin’s equipment, our paint yields 
many compliments from satisfied 
~ customers. All 12 0z. aerosol ex. as noted. 


. (COL)PAINT-126 Shade #126 matches 
trim rings or on all all S-Line & KWM-2. 


: (COL)PAINT-156 Shade #156 matches 
KWM-380 front panel. 1/2 pt. can only. 


(COL)PAINT-180 Shade #180 matches 
cabinets on all S-Line & KWM-2. 


~ (COL)PAINT-250 Shade #250 matches 
front panel on all S-Line & KWM-2. 


(COL)PAINT-270 Shade #270 is St. 
James Gray for A-Line (non-wrinkle). 


(COL)PAINT-489PT Shade #489 
matches KWM-380 cabinets. 1/2 pt can. 


(COL)PAINT- 489SP Shade #489 
matches KWM-380 cabinets. Spray can. 


(COL)PAINT-PRIMR Fine Chromate 
(yellow/green) primer should be laid 
down on all bare metal. 


Each 5-14 
$12 $10 


15+ 
$9 


“103/16 
PJ-068 Mic Plug 
(CNA)PJO68B Solid brass , black 
bat, mil-spec, original Collins $14 
(CNA)PJ068 Standard nickel 
plug, new, black bat. $10 


(CNA)PJO68R Western Electric plug, 
new, red bat. Save a buck. $10 


(CNA)PJO68U Economy cut-offs. 
Our choice on color, style. $8 


Winged Emblems 


(COL)EMB-WING2 Perfect re- 
production of the 2” wide (1-1/2” 
c-c on bolts) winged emblem as 
used on the older 75A-4, etc. $49 


Collins Trim Rings 


Current manufacture of original 
Collins specified frames. Perfect 
color and fit. Today’s ABS plastic does 
not discolor like the trim rings of 25 
years ago. Many hams dress up their 
entire station by replacing all trim 
rings at once. This is the single most 
effective cosmetic repair you can 
make. It’s quick and easy. Due to 
the large volume of sales, we are able 
to extend even greater discounts. 


Small 
rim Ring 


(COL)TRIMRING-SM Small 
plastic trim ring fits all small cabi- 
nets, ie. 516F-2, 312B4/5, etc. 


Large 
Trim Ring 


(COL)TRIMRING-LG Large 
plastic trim ring fits all large cabi- 
nets, ie. 32Sx, 75Sx, KWM-2, 
30L-1, 62S-1, 51S], etc. 


e-mail: grinnell@surplussales.com 


Small 


ee Spinner hed 


Drake 
Spinner 


Aluminum Knob Inlays 
(COL)INLAY-1 Small (5/8” dia.) fits all small 


Large 


S-Line knobs, $2 (10+) $1.80 
(COL)INLAY-2 Medium (15/16” dia.) fits 
30L-1 knobs. $3 (10+) $2.75 
(COL)INLAY-3 Large (1-1/2” dia.) fits main 
tuning & 30S-1 knobs. $5 (10+) $4.50 
(COL)INLAY-4 Spinner (1-1/2"d.) fits main 
knobs with finger hole. $5 (10+) $4.50 
(KNB)INLAY-5 Drake Spinner (1-3/8"dia.) 
for Drake equipment. $5 (10+) $4.50 
(KNB)INLAY-6 Heath main knob (1-1/2”dia.) 


- Fax: 402-346-2939 
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Collins 
Pointer 
Knob 


(COL)548-9321-000 Collins pointer knob 


with skirt, 1/8” shaft (can be drilled to 1/4”) 
and set screw secured. $35 


Collins 
Pointer 
Knob 


(COL)544-0790-003 Collins pointer knob 
with skirt, 1/4” shaft set screw secured. $39 


(COL)544-0790-000 Collins pointer knob 


for Heath Kit rigs. $5 (10+) $4.50 | with skirt, spring clip secured. $39 
(KNB)INLAY-7 Heath spinner knob (1-1/2”. |-—— 
dia.) for Heath rigs. $5 (10+) $4.50 d 
Collins 
Pointer 
_ Main Knob 
@ Tuning | (coLKNo-5isar Pointerknobwith cen- 
Knob ter trimmer adj. hole fits 51S-1 & others. $39 


(COL)544-0775-004 Main knob 
(shown with optional inlay) as used on 
32S-1, 75S-1, KWM-2, etc. Just 
add a skirt (below), and an inlay , 
then you will have a brand new 
original knob assembly, w/clip. $59 


B Collins Jack 


203” (3/16") 


ENG. j Standard Switchcraft | 


.203” jack as found in most Collins 
equipment. 3 circuit. $8.00 


Each 5-14 15-49 50+ 
$24.95 $20 $18 $16 
Zues 


(COL \TRIMRING- HW Kit of hard- 
ware includes two jacks plus min- 
iature #2 bolts, nuts & washers to 
re-attach (rather than rivets) $6 


Plastic 


Collins Jack 
203” (3/16") 


i, 316-JP Plastic body, 
grounded sleeve, 3 circuit. $6.95 


(COL)647-2739-001 Plastic body, 
insulated sleeve, KWM-380. $9.50 


C5 


Zues 
© Snap Screw 
Fasteners 


| (COL)TRIMRING-HZ Kit of hard- 


ware includes two male fasteners 
for use in the lid of KWM-2, etc. 
plus two snap rings. $5 


| 


Collins 
Knob 


Bern 


~S 


GUMMY LOAD 


DL-1 Overlay 


(COL)549-4256-003 Brand 
spanky new overlay panels for 
Collins DL-1 Dummy Load. Just 
a few on hand. $50 


Skirt 


(COL)SKIRT Bakelite skirt pro- 
duced one by one, the old fash- 
ioned way. Great solution to re- 
pair your own Collins main tun- 
ing knob that may have chipped 


4 ai u 
ian Numbered 
Re = . 
% oe Dial 
ee | 3 
. £* {(COL)543-8034-002 
zg Numbered dial as 


used in all S-Line, 
KWM-2, etc. dials. $65 


or cracked skirt. These are truly | 
bakelite, not plastic. $39 3+$35 | 


PM-2 
Rubber Bumper 


({COL)PM2-B Origi- 
nal rubber bumbers. $2 


Hairline / Fiducial 
Knob | 


(COL)KNOB-BAR5 Cone shaped 
knob for the hairline adjustment 


| (COL)543-80 


76-002 Aluminum hub 
screws on back of various Collins 
dials. Accepts 3/16” shaft. $25 


on all S-Line / KWM-2 gear. $19 | 


75S AF Gain 
Knob 


©  (COL)548-9322-00 
AF gain knob. $35 


Knurled Knob 


(COL)647-3489-001 

Aluminum — knurled 
Collins knob, 1-1/2”D x 1- 
1/8”H. Older style. $25 


366 Surplus Sales 


Mechanical Filters 
(COL)526-9427-000 2.1 KHz rect- 


angular plug-in F455FA21. $249 
(COL)526-9498-000 6 KHz rectan- 
$319 


gular plug-in F455FA60. 


(COL)526-9337-000 2.1 KHz 


round “Y” solder-in F455Y21. $249 


75S Function Switch 

(COL)259-0949-00 This is S9 on 
your schematic which controls 
off /standby / operate / calibrate. $25 


ee ee a eu re a ; ae re 


Info/Tech. /Intnl: 402-346- 4750 


Collins Parts: 75S-1, gs 3; 32S-1, 3 


75S Manuals 


Latest revision manuals for each of 
the following series receivers in- 
cludes op., service and schematics. 


(PUB)COL-75S1 - 75S-1 $29 
(PUB)COL-75S3/A — 75S-3/A $29 
(PUB)COL-75S3B/C 75S-3B/C $35 


75S Panel Meter 


(COL)458-0044-000 Brand 
new replacement panel meter. 
Includes bulb. Logo : 
COLLINS RADIO COMPANY $85 


32S Manuals 
Latest revision manuals for each of 
the following series transmitters in- 
cludes op., service and schematics. 


(PUB)COL-32S1 328-1 $24 
(PUB)COL-3283 328-3 $24 
(PUB)COL-32S-3A* 32S-3A $25 
(copy)* 


32S Panel Meter 


(COL)458-0454-000 Brand 
new replacement panel meter. 
Includes bulb. Logo : 
COLLINS RADIO COMPANY $85 


Balanced Modu lator 
Fairchild solid state quad diode 
set used as balanced modula- 
tors in Collins transmitters. 


(SDI)FA4200E $65 
(SDI)FA4092 . $75 . 
(SDI)CA69871353 3271-001) $75 


(COL)KR2565-1 The original © 
DPDT, 115vdc relay made by P&B 
or Deltrol (we stock one or the 
other, our choice). Same relay | 
used in 32S, KWM2 and 30L-1. © 
It’s a sensible replacement part 
to have on hand. 


$52 each 


(3+) $47 


Extra Switch Wafer 


for 2nd Crystal Deck 

(COL)269-1977-000 This is S1B 
on your schematic and piggy 
backs to original crystal selection 
switch on 75S-3C, 32S-3A & 
KWM-2A. $10 till we sell out. 


Other 75S Wafer 
(COL)269-2027-00 S2,S3 or S4 
replacement switch wafer. $22 


$e 


(COL)376- 2151-00 R31 onyour 
schematic is a dual pot and con- 
trols audio and rf gain. When 
either becomes intermittent, 


75S 
~ AF Gain , 
Knob 


(COL)548-9322-00 AF gain 
knob, 09 on the schematic. $35 


(COL)183-1479-00 Two section, 
8uF @ 300v & 25uF @ 25v. If 
your 32S-1/3 cap is original, it 
should be replaced. $5 (5+) $4 


change the pot. $19 (5+) $17 


Replacement Tubes 
(TUR)75S-1 10 tubes selected 
for use in the 75S-1. $90 


‘UR)75S-3x 12 tubes selected 
use in the 75S-3/B/C. $105 


| 3 Hy power supply choke. 


Other 75S Parts 
(COL)668-0020-00 L6, reactor, 
$75 
R13, 
$25 


(COL)376-4605-00 
S-Meter adjustment pot. 


AC Line Cord 


75S-1 Escutcheon 
(COL)553-5707-004 Front panel 


(COL)667-0302-000 T7 y 
made by ADC and fits all 75S~/ 
receivers. Original equipment. cis 


: cover plate fits 75S-1. $75 
(COL)75S-CORD _ Fits all 75S 
receivers. Gray. 115v. $20 75Sx L3&T3 
: ea all Matched Set 
Audio 
| Transformer 


(COL)278-1721-000 When one 
goes bad, replace them both... 
they are a set! $97 


32S-x Escufeneene 
(COL)ESCT-32S1 Front panel 
cover plate fits 328- 1. $85 


(COL)ESCT- 3953 Front panel 
cover plate fits 32S-3. $90 


Other 32S Parts 
(TUT)32S1 Tube kit32S-1 $105 
(TUT)32S3 Tube kit 32S-3 $105 
(COL)269-1981-000 SwitchwafS5 $48 
(COL)269-1982-000 SwitchwafS6 $48 


, ee 


wr 


atieaaien & Female focket 
aon power connection on 51S-1. 
cal 9 of 

1 


~(CNEUUPIACK Female socket 
for power connection on 75S re- 
ceivers, 516F-2 and 32S or 
KWM-2 interconnect, plus 
Heath and many other Ham sets. 


Each = 5-19 204 

53.000 55. «$4.50 
me 11pin 

} Male Plug 


(CNE)11PPLUG Male plug fits 
chassis power connection on 75S 
receivers, 32S or KWM-2s. Also 


www. wS0eplusaales: com 


Save $$... 


Buy Combinations 


(CNE)11P-JHOOD Female 1lpin 

socket and two piece plastic hood 

combination for 75S power cord. 
$9.50 /set  $8.50(10+ sets) 


(CNE)11P-MHOOD~ Female 
11pin socket and one piece metal 
hood combination for larger cable 
like 516F-2 interconnect cable. 
$9.50 /set  $8.50(10+ sets) 


(CNE)11P-PHOOD Male 11 pin 
plug and one piece metal hood 
combination for extension cables. 


$9.50 /set $8.50(10+ sets) 


(CNE)9P-JHOOD Female 9 pin 
socket and two piece plastic hood 
combination for 51S power cord. 

$17 /set 


$16(10+ sets) 


8 pin Octal 


-2 
(COL)220-1155-00 Made by 
Amphenol, high quality, high 


use for extension of interconnect. | temp, recessed mount. $8 
Each 5-19 20+ 
$5.50 $5 $4.50 
Brass 
.. 1 piece Plate Cap 
» Metal (TUA)PLACAP.25 Fits 6146B 
Hood and many othe sweep tubes. $3 


(CNE)IIP- 1/SHELL Metal back 

shell hood with strain relief for 

larger cable, ie. interconnect. 
Each 5-19 20+ 
$5 $4.50 $4 


2 piece Plastic Hood 
(CNE)11P-2/SHELL Plastic 
Backshell hood with strain relief 
for smaller cable, ie. line cords. 


Fuses 
for Collins@ 


(FUS)AGC-2 
(FUS)AGC-3 
(FUS)FO3-3 


2 amp Glass Fuse 

3 amp Glass Fuse 

3 amp Ceramic Fuse 
(FUS)AGC-4 4 amp Glass Fuse 
(FUS)AGC-8 8 amp Glass Fuse 
(FUS)FO3-10 10 amp Ceramic Fuse 
(FUS)FO3-20 20 amp Ceramic Fuse 


Glass  $lea 756¢(5-24) 65¢(25+) 


Ceramic $1.25ea $1(5-24) 90¢(25+) 


Each 5-19 20+ 
$5 $4.50 $4 
Metal Hood | 


w/ grommet 


(CNE)11P-1/CAP 
Metal backshell w/ | 
rubber grommet.$3 


Quantity Discounts 
Each 6-24. 125-99 | 100+ _ 
$6.95 $6.35 $5.95 Ssias). 


| can be mixed for’ best price. 


Type 557 
Ceramic 
Trimmers 


| The original Erie / Tucsonix tab 


trimmer found throughout three 
eras of Collins equipment. Values 


(COL)557/1.5-7_1.5-7 pF 
(COL cee 2 3-12 pF 
COL)33 5-25 pF 
(COL)RRT/. 50 8-50 pF 


e-mail: grinnell@surplussales.com 


COL-CRY7.1550 
COL-CRY7.3550 


COL-CRY7.5550 


COL-CRY7.7550 — 


COL-CRY7.9550 
COL-CRY9.7550 
COL-CRY9.9550 
COL-CRY10.155 
COL-CRY10.355 
COL-CRY10.555 
COL-CRY10.755 
COL-CRY10.955 
COL-CRY11.155 
COL-CRY11.355 
COL-CRY11.555 
COL-CRY11.755 
COL-CRY11.955 
COL-CRY12.155 
COL-CRY12.355 
COL-CRY12.555 
COL-CRY12.755 
COL-CRY12,.955 
COL-CRY13.155 
COL-CRY13.355 
COL-CRY13.555 
COL-CRY13.755 
COL-CRY13.955 
COL-CRY14.155 
COL-CRY14.355 
COL-CRY14.555 
COL-CRY14.755 
COL-CRY14.955 
COL-CRY7.5775 
COL-CRY7.6775 
COL-CRY7.7775 
COL-CRY7.8775 
COL-CRY7.9775 
COL-CRY8.0775 
COL-CRY8.1775 
COL-CRY8.2775 
COL-CRY8.3775 
COL-CRY8.4775 
COL-CRY8.5775 
COL-CRY8.6275 
COL-CRY8.6775 
COL-CRY8.7775 
COL-CRY8.8775 
COL-CRY8.9775 
COL-CRY9.0775 
COL-CRY9.1775 
COL-CRY9.2775 
COL-CRY9.3775 
COL-CRY9.4775 
COL-CRY9.5775 
COL-CRY9.6775 
COL-CRY9.7775 
COL-CRY9.8775 
COL-CRY9.9775 
COL-CRY10.0775 
COL-CRY10.1775 
COL-CRY10.2775 
COL-CRY10.3775 
COL-CRY10.4775 
COL-CRY10.5775 


3.2-3.5 MHz 
3.4-3.6 MHz 
3.6-3.8 MHz 
3.8-4.0 MHz 
4.0-4.2 MHz 
4.2-4.4 MHz 
4.4-4.6 MHz 
4.6-4.8 MHz 
4.8-5.0 MHz 
6.6-6.8 MHz 
6.8-7.0 MHz 
7.0-7.2 MHz 
7.2-7.4 MHz 
7.4-7.6 MHz 
7.6-7.8 MHz 
7.8-8.0 MHz 
8.0-8.2 MHz 
8.2-8.4 MHz 
8.4-8.6 MHz 
8.6-8.8 MHz 
8.8-9.0 MHz 
9.0-9.2 MHz 
9.2-9.4 MHz 
9.4-9.6 MHz 
9.6-9.8 MHz 
9.8-10.0 MHz 
10.0-10.2 MHz 
10.2-10.4 MHz 
10.4-10.6 MHz 
10.6-10.8 MHz 
10.8-11.0 MHz 
11.0-11.2 MHz 
11.2-11.4 MHz 
11.4-11.6 MHz 
11.6-11.8 MHz 
11.8-12.0 MHz 
12.0-12.2 MHz 
12.2-12.4 MHz 
12.4-12.6 MHz 
12.6-12.8 MHz 
12.8-13.0 MHz 
13.0-13.2 MHz 
13.2-13.4 MHz 
13.4-13.6 MHz 
13.6-13.8 MHz 
13.8-14.0 MHz 
14.0-14.2 MHz 
14.1-14.3 MHz 
14.2-14.4 MHz 
14.4-14.6 MHz 
14.6-14.8 MHz 
14.8-15.0 MHz 
15.0-15.2 MHz 
15.2-15.4 MHz 
15.4-15.6 MHz 
15.6-15.8 MHz 
15.8-16.0 MHz 
16.0-16.2 MHz 
16.2-16.4 MHz 
16.4-16.6 MHz 
16.6-16.8 MHz 
16.8-17.0 MHz 
17.0-17.2 MHz 
17.2-17.4 MHz 
17.4-17.6 MHz 
17.6-17.8 MHz 
17.8-18.0 MHz 
18.0-18.2 MHz 


Eac 
$14 


Fax: 402-346-2939 
Collins Crystals 
Py Weare liquidating our Collins crystal inventory. 
| Sold out frequencies will not be replaced! 

‘ 20-49 
$10 
-COL-CRY10.6775 


“pl ie 
$12 


COL-CRY10.7775 
COL-CRY10.8775 
COL-CRY10.9775 
COL-CRY11.0775 
COL-CRY11.1775 
COL-CRY11.2775 
COL-CRY11.3775 
COL-CRY11.4775 
COL-CRY11.5775 
COL-CRY11.6775 
COL-CRY11.7775 
COL-CRY11.8775 
COL-CRY11.9775 
COL-CRY12.0775 
COL-CRY12.1775 
COL-CRY12.2775 
COL-CRY12.3775 
COL-CRY12.4775 
COL-CRY12.5775 
COL-CRY12.6775 
COL-CRY12.7775 
COL-CRY12.8775 
COL-CRY12.9775 
COL-CRY13.0775 
COL-CRY13.1775 
COL-CRY13.2775 
COL-CRY13.3775 
COL-CRY13.4775 
COL-CRY13.5775 
COL-CRY13.6775 
COL-CRY13.7775 
COL-CRY13.8775 
COL-CRY13.9775 
COL-CRY14.0775 
COL-CRY14.1775 
COL-CRY14.2775 
COL-CRY14.3775 
COL-CRY14.4775 
COL-CRY14.5775 
COL-CRY14.6775 
COL-CRY14.7775 
COL-CRY14.8775 
COL-CRY14.9775 
COL-CRY15.0775 
COL-CRY15.1775 
COL-CRY15.2775 
COL-CRY15.3775 
COL-CRY15.4775 
COL-CRY15.5275 
COL-CRY15.5775 
COL-CRY15.6275 
COL-CRY15.6775 
COL-CRY15.7275 
COL-CRY15.7775 
COL-CRY15.8275 
COL-CRY15.8775 
COL-CRY15.9275 
COL-CRY15.9775 
COL-CRY16.0275 
COL-CRY16.0775 
COL-CRY16.1275 
COL-CRY16.1775 
COL-CRY16.2275 
COL-CRY16.277 

COL-CRY16.3275 
COL-CRY16.3775 
COL-CRY16.4775 


367 


50+ 
$9 


18.2-18.4 MHz 
18.4-18.6 MHz 
18.6-18.8 MHz 
18.8-19.0 MHz 
19.0-19.2 MHz 
19.2-19.4 MHz 
19.4-19.6 MHz 
19.6-19.8 MHz 
19.8-20.0 MHz 
20.0-20.2 MHz 
20.2-20.4 MHz 
20.4-20.6 MHz 
20.6-20.8 MHz 
20.8-21.0 MHz 
21.0-21.2 MHz 
21.2-21.4 MHz 
21.4-21.6 MHz 
21.6-21.8 MHz 
21.8-22.0 MHz 
22.0-22.2 MHz 
22.2-22.4 MHz 
22.4-22.6 MHz 
22.6-22.8 MHz 
22.8-23.0 MHz 
23.0-23.2 MHz 
23.2-23.4 MHz 
23.4-23.6 MHz 
23.6-23.8 MHz 
23.8-24.0 MHz 
24.0-24.2 MHz 
24.2-24.4 MHz 
24.4-24.6 MHz 
24.6-24.8 MHz 
24.8-25.0 MHz 
25.0-25.2 MHz 
25.2-25.4 MHz 
25.4-25.6 MHz 
25.6-25.8 MHz 
25.8-26.0 MHz 
26.0-26.2 MHz 
26.2-26.4 MHz 
26.4-26.6 MHz 
26.6-26.8 MHz 
26.8-27.0 MHz 
27.0-27.2 MHz 
27.2-27.4 MHz 
27.4-27.6 MHz 
27.6-27.8 MHz 
27.8-28.0 MHz 
27.9-28.1 MHz 
28.0-28.2 MHz 
28.1-28.3 MHz 
28.2-28.4 MHz 
28.3-28.5 MHz 
28.4-28.6 MHz 
28.5-28.7 MHz 
28.6-28.8 MHz 
28.7-28.9 MHz 
28.8-29.0 MHz 
28.9-29.1 MHz 
29.0-29.2 MHz 
29.1-29.5 MHz 
29.2-29.4 MHz 
29.3-29.5 MHz 
29.4-29.6 MHz 
29.5-29.7 MHz 
29.6-29.8 MHz 
29.8-30.0 MH 


. oa A a>. 7, "ih 


368 Surplus Sales-«’ 


Collins Filters: Mechanical nia Crystal 


= Filter 


Fe= 455kc BWe= 18 kc 


(COL)526-9310-009  _F455Q3, 
“Y” style filter will fit S-Line. 
100kQ in/out imp. 3.5dB bw is 
18 kc, 70dB bw is 70 kc. $249 


E scarica Filter 


Fc= 500kc BW2e 3.2kc 


(COL)526-9420-00 F500Z10, 
DF500U-3.2-AB. 100kQ in/out 


impedance .43”D. x 2.5”L. $125 


_ Mechanical Filter 


Fe= 455kc BWe= 2.2kc 


(COL)526- 8319-010 “FA” style 
plug-in filter. 100kQ in/out im- 
pedance. Upper side band. $75 


5Mhz BW=28.7kc 
McCoy 


Fc=25. 
(COL)293-1289-010 
2B383. 2.9kQ in, 50Q output 
impedance. 6dB bw is 28.7 kc. 
.75”H, .62”W x 2”L $65 


Crystal Filter 


Fe= 20. 55Mhz BW= 50kc 
(COL)293-1160-010 = McCoy 
2B35. 2kQ in, 50Q output im- 
pedance. 3dB bwis 50 kc. .75”H, 


42”W x 2”L $75 
Crystal Filter 

Fe= 13.5Mhz 

BW= 500kc 

(COL)293-1516-010 Sokol 


06180-001. 50Q in/out imp. 3dB 
bw is 500kc. .5”H, .8”W, 1.7°L $95 


Crystal Filter 


Mechanical Filter 


Fc= 455ke BWe 2.1kc 


(COL)526-9897-010 Collins 
plug-in filter. 2.7 kQ in/out im- 
pedance. Upper side band. 
3dB bw= 2.1kc; 60dB bw= 6.25kc. 
TW x 1H x 2.78”L $145 


sate ‘Mechanica Filter 


Fe= 256kc BWe=3.55kc 


(COL)526-9700-030 3 kQ in, 
5kQ output impedance. Sym- 


metrical 3dB bw= 3.55kc; 
50dB bw= 7.65kc. 88" W x 
et Fee oe $75 


ant iter 


Fe=1 15Mhz BW=14kc 
(COL)293-1306-010 
2Q25. 50Q in/out impedance. 
3dB bw is 14 kc, 60dB bw is 170 
kc. .44”H, 62"Wx 1.7°L $49 


Crystal Filter 


Fc=66.56Mhz BW=12kc 
(COL)849-0513-010 = McCoy 
2Q744, 50Q in/out imp. 1dB bw 
is 12 kc, 40dB bw is 75 kc, 60dB 
bw=100kc. 25H, VWx2"L $85 


15 KHz Low Pass Filter 
(COL)673-0043-010 3kQ in/out- 
put impedance. 88dB @ 500 KHz. 
8”W x .5”H x 2.25”L. $45 


4.6 KHz Low Pass Filter 
(COL)673-0042-010 1-4,600 Hz 
pass band. 4.6kc - 3dB, 12.5kc - 
130dB, 50kc - 112dB. .85”W x 
1.2”H x 2.2”L. 5k in/out imp. $65 


McCoy | 


Fe=10.7Mhz B' 
(COL)293-1292-020 P 
crystal filter. 4kQ in/ou 
2dB bw is 15 ke, 80dB bw 
kes 1; VWx237 id ve 


: , ys fie 
Fe= 5 Mhz BW=2.9 ke 
(COL)293-1308-010 ~McCoy 
2B450. 3dB bw is 2.9 kc, 60dB bw 


is 6.65 kc. 350Q in/out imped- — 
ance. .6”H, .74"Wx2.5"L_ $75 


Crystal Filter 


Fce= 5.12 MHz 


(COL)293-0929-010 Netcom 
MDL 714DC 1H, 1-1/8’Wx3.2"L $75 


500kc Ceramic Filters 
(COL)241-0637-030 TL-23D11- 
36C1 Vernitron. 6dB bw is 10kc, 60dB 
is 36kc. 1kQ source/load imped. $15 


(COL)241-0637-010 TL-45D11- 
72C1 Vernitron. 6dB bw is 20kc, 60dB 
is 72kc. 1kQ source/load imped. KS 15 


Other Collins Crystal Filters In Stock: Call for Price 


COL293-0661-00  848Kc 
COL293-0662-000 CF 620 Kc 
COL293-0664-000 CF 1364 Kc 
COL293-0706-00 250KHz 
COL293-0733-000 1364 KHz 
COL293-0751-000 500.8 KHz 
COL293-0844-000 Fc 100 KHz 
COL293-0847-000 
COL293-0875-00  100Kc, 5.7Kc 
COL293-0876-00 100Kc 
COL293-0879-00  93.710Kc, BW 2.69Kc 
COL293-0879-010 93.750Kc, BW 2.75Ke 
COL293-0881-000 100KHz, BW 2.69 KHz 
COL293-0882-000 Fc 100 KHz 
COL293-0898-00  411-920KHz 
COL293-0905-00 
COL293-0928-00 500.8 KHz 
COL293-0929-010 5.12MHz 
COL293-0950-00 
COL293-0964-000 80.0 KHz 
COL293-0965-000 88KHz 
COL293-0970-00 
COL293-0980-000 
COL293-1046-010 273MHz 
COL293-1052-010 25MHz 
COL293-1052-020 25MHz 
COL293-1088-000 84.08KHz 
5- 1095-000 82-88 KHz 
;-1098-00 315-920 KHz 
}-1099-00 363-920 KHz 
160-010 20.55MHz 50KHz 
| 


020 18MHz 31.2KHz 
18MHz, 28KHz 
18MHz, 50KHz 


COL293-1185-010 
COL293-1188-020 
COL293-1189-010 


30.1MHz 60KHz 
18MHz, 50KHz 
3.7MC 5dB BW=3. 1KC 


COL293-1190-010 900 KHz C.F 
COL293-1191-010 

COL293-1191-020 

COL293-1191-040 

COL293-1195-010 9MHz 
COL293-1196-020 

COL293-1196-030 A2 Equalizer 
COL293-1196-040 B2 Equalizer 
COL293-1200-010 100-375 KHz 
COL293-1202-010 

COL293-1206-010 30MHz BW 90KHz 
COL293-1207-010 30MHz BW 45KHz 
COL293-1207-020 30MHz BW 45KHz 
COL293-1208-010 30MHz 45KHz /80KHz 


COL293-1209-030 
COL293-1210-010 


30MHz, 69KHz 
Tuned Filter, 28KHz 


COL293-1222-010 109.35 MHz BW 3 KHz 
COL293-1222-030 109.350MHz BW 7.5Kc 
COL293-1223-020 15MHz BW 4.4KHz 
COL293-1225-010 101.626 KHz 
COL293-1226-020 2B267 25.5 MHz 


COL293-1228-010 


CF 340.5KHz, BW 1.2kc 


COL293-1230-010 10.350 MHz USB 
COL293-1230-020 10.350 MHz 
COL293-1230-030 10.350 MHz 2B391A 
COL293-1230-040 10.350 MHz 
COL293-1232-010 450KHz 
COL293-1234-010 18MHz 
COL293-1237-011 70MHz 
COL293-1239-011 30MHz 
COL293-1250-010 10.350 MHz 
COL293-1250-020 651S-1, 10.350 MHz 


COL293-1251-010 
COL293-1252-010 
COL293-1252-020 
COL293-1252-030 
COL293-1253-010 
COL293-1253-020 
COL293-1257-010 
COL293-1257-020 
COL293-1259-010 
COL293-1259-020 
COL293-1260-010 
COL293-1261-010 
COL293-1261-030 
COL293-1265-010 
COL293-1266-020 
COL293-1268-010 
COL293-1270-010 
COL293-1273-010 
COL293-1273-020 
COL293-1276-010 
COL293-1276-020 
COL293-1277-010 
COL293-1283-010 
COL293-1284-010 
COL293-1284-011 
COL293-1284-020 
COL293-1286-010 
COL293-1287-010 
COL293-1288-010 
COL293-1289-010 
COL293-1289-020 
COL293-1292-020 
COL293-1292-030 
COL293-1292-040 
COL293-1292-050 


10.350 MHz 
10.350 MHz 
10.350 MHz 
10.350 MHz 
450KHz 
450KHz 

Fc 20 MHz 
20MHz 
25.5MHz 
25.5MHz 
25.5MHz 

20.0 MHz 
McCoy 2Q124 20 MHz 
452KHz, 370Hz 
10.352550 MHz 
450KHz 

Fc 10.350 MHz 


30MHz 

30MHz 

25.5MHz 

11MHz 

30mc 

30MHz 

30MHz 

10.7 MHz 
340.5KHz 2000Hz 
Piezo 5008 8.0MHz 
25.500MHz 
25.500MHz 
10.7MHz 
10.7MHz 
10.7MHz 
10.7MHz 


COL293-1299-011 
COL293-1302-010 
COL293-1303-010 
COL293-1306-010 
COL293-1308-010 
COL293-1309-010 
COL293-1316-010 
COL293-1321-010 
COL293-1323-010 
COL293-1324-010 
COL293-1327-020 
COL293-1327-060 
COL293-1330-010 
COL293-1331-010 
COL293-1331-020 
COL293-1331-030 
COL293-1331-040 
COL293-1332-010 
COL293-1333-010 
COL293-1334-020 
COL293-1337-010 
COL293-1339-020 
COL293-1340-010 
COL293-1341-010 
COL293-1346-010 
COL293-1347-010 
COL293-1349-010 
COL293-1350-030 
COL293-1352-010 
COL293-1355-010 
COL293-1356-010 
COL293-1511-000 
COL293-1516-010 
COL293-1523-010 
COL293-7321-010 


70MHz 

3.6MHz 

15MHz 

115MHz 14KHz 
5 MHz 
340.5KHz 800Hz 
Fc 69.8 MHz 
109.400MHz 

Fc 69.8 MHz 
30MHz 

20MHz 

25MHz 
109.350MHz 
450KHz 

450KHz 
456-290KHz 
443,710KHz 
2Q71 Band Pass Fil 
450KHz 

29MHz 

380 Filter, 2.1KHz 
450.0 KHz 
1.8Mhz 2800Hz 
97.8MHz 
315.920 KHz 
128KHz 

2.0MHz 

2B762 3MHz Band Pass 
1.8MHz 

3.0MHz 

99MHz 

100KHz 
13.5MHz 
10.7MHz 

Fe 1552 KHz 


2 oce vc eie eee 


— COL526-9161-009 


FM Radio 
” Filter System 


10.7 MHz 4 Pole Filter 


(FLX)XTAL-FM Two 2 pole 
monolythic Tchebycheff crystal 
filters combine in +7kc system. 
Spec sheets and recommended 
schematic are included. 


Each 4-12 13+ 
$7 $6 $5.50 
4.5 MHz 
TV / FM 

Audio Filter 


(FLX)SFE4.5MBF Murata two 
pole ceramic filter made for use 
| in TV sound. 8 dB insertion loss. 
3dB BW = +60 KHz 
20dB BW = + 530 KHz 
1 KHz impedance. Spur response 
20dB min. 50 vdc. Yellow body. 
Each 10-24 25+ 


$2 $1.50 $1.00 


(FLX)TP54-5MB2 Murata two 
pole ceramic filter. Looks like 
above filter but blue & smaller. 
No specs at printing time. 

Each 10-24 
$1.25 $1 


25+ 
$0.85 


55k 6.8khz. COL526-9406-000 


COL526-9407-000 
| -9306-0 COL526-9408- 000 
200 | COL526-930 COL526-9410-00 
1 COLE 9310-000 COL526-9413-000 
| COL526-9310-009  F455Q3 COL526-9414-000 
rape COL526-9415-000 
09-010 | COL526-9311-00  KWT6F300Z5 | COL526-9418-00 
~ | COL526-9312-00  KWT6F300Z4 | COL526-9419-00 
B60  —«|.- COL526-9337-000 FA5BY-21 COL526-9420-000 
; | COL526-9338-00 COL526-9421-00 
1.2KHe, 38KHz | COL526-9343-000 COL526-9422-000 
Poe titd COL526-9352-00 COL526-9423-000 
COL526-9364-061 USB,3.4Kc COL526-9427-000 
COL526-9365-031 COL526-9445-011 
. COL526-9365-061 LSB,3.4Kc COL526-9446-000 
- pA55I31 COL526-9367-00  F45505 COL526-9494-000 
-F455)60 COL526-9376-010 2.7KHz, 5.8KHz | COL526-9495-000 
COL526-9377-009 500kc 2.7kc BW | COL526-9496-000 
| COL526-9377-010 500kc 2.7kc BW | COL526-9498-000 
~ COL526-9154-000 F455)05 COL526-9378-000 51S-1,6Kc 500kc | COL526-9522-002 
~ COL526-9155-000 F455)15 COL526-9380-000 COL526-9605-010 
COL526-9160-009 ~ COL526-9388-00 COL526-9606-010 
8 KHz, 18KHz | COL526-9394-00 COL526-9632-010 


Cesreaile atin bli@aniplossalesiontas'a a Pax: 402-346.2939 


inchaniexl Filters In Stock: Callfor Price 


Bet _colmmegie2ae& 
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ie 


-F10427 COL526-9632-020 COL526-9700-030 3.55Kc 7.65Ke 256KH2 


F108-27.  ~—*|.-:« COL526-9632-030 , COL526-9700-050 F256-Z5F 

F500F31 COL526-9632-040 COL526-9714-010 3.82Kc C.F 

250 KHz COL526-9632-060 COL526-9734-020 

COL526-9632-070 F88-Z12 COL526-9871-010 — soHz, 270Hz, 11.98Kc 
COL526-9632-080 F92-Z12 COL526-9872-010 110Hz, 320Hz 

. COL526-9632-090 F96Z12 COL526-9897-010 2.1Kc @ 6dB, 455kc 

A4QKHz-6db, 500kc | COL526-9632-100 COL526-9901-010 
COL526-9632-110 F104Z12 COL526-9902-010 

F500Z10 USB COL526-9633-110 F10414 COL526-9906-020 
COL526-9634-010 — 2.7KHz, 4.4KHz, 450Ke | COL526-9930-010 

2.75KHz, 6.5KHz | COL526-9634-050 COL526-9935-010 

2.79KHz, 6.5KHz | COL526-9643-010 6.0KHz, 26KHz COL526-9939-010 2.1Ke,LSB HF281 

F455FA21 COL526-9643-030 6.75KHz, 26KHz | COL526-9955-010 
COL526-9652-050 2.5KHz, 4.4KHz COL526-9963-030 

F455FA08 800Hz | COL526-9664-010 2.2KHz, 3.8KHz COL526-9963-090 

F455FA05 COL526-9678-010 COL526-9974-010 200Hz, 1.5KHz 

F455FA15 COL526-9678-020 COL526-9974-020 

F455FA31 COL526-9679-010 COL526-9980-010 

F455FA60 COL526-9679-020 COL526-9986-010 
COL526-9685-020 F450V-60F COL526-9991-010 

1.7KHz, 5.0KHz | COL526-9690-010 

1.7KHz, 5.0KHz | COL526-9695-020 
COL526-9700-010 


70 MHz Sawtek Filter 


(FLX)850901 19 MHz @ 3dB 
bandwidth, 70 MHz center fre- 
quency. Spec sheets and recom- 
mended schematic are included. 
Passband ripple: 1dB max. 


z 50dB min : 
90-10 ) MHz 50dB min 
8-24 
$9 


pact 
$10 


a} 


a 


: iubleskes : : 
CERBING FILTER 
455 KHz Ceramic Filter 


(FLX)CFL455G3 Ceramic filter. 
Fc= 455 KHz. 6dB Band Width = 
+ 4.5 KHz. Murata. 


Each 
$4 


1 KHz Lowpass Filter 


(FLP)LM1-1000 UTC /TRW low 
pass filter cuts off at 1 KHz. 10KQ 
in / output impedance. $15 


20-99 
$3 


100-499 500+ 
$2.50». $2 


/ / 
10.7 MHz Filter 


(FLX)27-03-011 CTS Knights 
10.7 MHz crystal filter. $15 


91 MHz Filter 


Bbal, 


309 


(FBP)101B5 McCoy 91 MHz cen- 
ter frequency. $25 


. 


455 KHz Ladder Filter 
(FLX)CFU455-H3 Murata ladder 
filter for low cost projects. 

6dB BW= +60 KHz 
40dB BW= + 9 KHz 


Each 10-24 25+ 


21.4 Lite Filter 


(FLX)27-03-010 Heath Dyn. part 
| number A2740. 21.4 MHz crys- 
tal filter. $15 


(FLX)PTI-5530 Piezo version of 
above 21.4 MHz crystal filter. $15 


20 Hz Lowpass Filter 


(FLP)3306 Passband 4-20 Hz, 
cuttoff 20-50 Hz. 500Q source, 
10M load. BNC connectors. $75 


$3.50 $3 
456 KHz Ladder Filter 


(FLX)SFG456F Ceramic filter. 
Fc= 456 KHz. 6dB BW= +6 KHz 


Each 100-499 500+ 
$1.25 $1 75¢ 


$2.50 


Miscellaneous Filters 


(FLX)CRF455H Fc= 455 KHz, BW = 3 KHz. Ceramic $6 
(FLX)SAF10.7ME 10.7 MHz Murata SAW filter $7 
(FLX)FHA-103-4 10.7 MHz Tokyo filter $10 


(FLX)TL-45D11-72C1 Fe= 500 KHz; 6dB BW = 20 KHz, 60dB BW = 72 KHz$15 
(FLX)TL-23D11-36C1 Fe= 500 KHz; 6dB BW = 10 KHz, 60dB BW = 36 KHz $15 
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~— PUB-COL-354A-1. 


PUB-COL-356C-1 
PUB-COL-356C-2 
| PUB-COL-356C-5 
| PUB-COL-356D-1 
~ PUB-COL-356F-1 
: | HOUDE f J PUB-COL-356F-2 
| PUB-COL-356F-3 ker. 
All Rina listed Fie are Ist rabngetiOn copies | PUB-COL-374A-3 Receiver/Xmitter 
of originals unless otherwise noted. In some Pe eats Receiver/Xmitte 
cases, we have extra originals on hand that may | pyp-co377p-2 ‘Transmitter Control 
be available. Please contact our sales staff for | puB-COL-37P2/3 _ 37P-2/3/4/5 Glidescope a 
information. All Manuals are made to order, and OE en Aircraft Audio Control Unit 
are non-returnable. PUB-COL390D-11 
PUB-COL-1051A-1  1051A-1/2 Manual, 200.00 | PUB-COL-216D-1  216D-1/642E-1 Twin Tape Sys. 50.00 | PUB-COL-390J-2B  390J-2B ShockMount ( 
PUB-COL-1051B-1  1051B-1 Nav VHF Rec 90.00 | PUB-COL-21E/M 21E/M Broadcast Transmitter 75.00 | PUB-COL-390R-1  390R-1/2/3/4/5/6a Shock ae | 
PUB-COL-136B-2  136B-2 Noise Blanker Manual 15.00 | PUB-COL-231D-20 231D-20 Communications Xmitter 75.00 | PUB-COL-390R-18 390R-18/19/20 Univ. Shock Mone 4 
PUB-COL-136C-1  136C-1 Noise Blanker Manual 15.00 | PUB-COL-242C-3  242C-3 VHF Transmitter Manual 85.00 | PUB-COL-399B-4  399B-4 Manual, Copy — y 
PUB-COL-137A-4  137A-4/4.A/5/5A/6/6A/6B/6C/6D 75.00 | PUB-COL-242F-11  242F-11 Transmitter Inst. Bk 145.00 | PUB-COL-399B-5  399B-5 Manual, Copy tae 
PUB-COL-161A-1  161A-1/1A Trim Coupler Overhaul 65.00 | PUB-COL-242F-12  242F-12 Manual 175.00 | PUB-COL-399C-1  399C-1 Manual, Copy 25.00 
PUB-COL-161A-B —_161A-B Trim Coupler Overhaul 65.00 | PUB-COL-242F-2 242F-2 VHF Transmitter Manual 65.00 | PUB-COL-399U-1 = Acc. Unit W/349B-4 Shock Mount — 65. 00 
PUB-COL-161C-1  161C-1 VOR Instrument Coupler 50.00 | PUB-COL-242F-3  242F-3 VHF Transmitter Manual 65.00 | PUB-COL-39H-1 39H-1/1A/B Altitude Indicator 250. x 
PUB-COL-161C-4 161C-4 Computer Adapter Manual 50.00 | PUB-COL-242F-5  242F-5 VHF Transmitter Manual 75.00 PUB-COL-40K-1 40K-1 High Stability Oscillator 
PUB-COL-161E-1 Mode Coupler Overhaul Manual = 75.00 | PUB-COL-242F-9C  242F-9C VHF/UHF Transmitter 95.00 | PUB-COL-413E-1 Power Supply Manual — 
PUB-COL-161E-2 Mode Coupler Overhaul Manual 85.00 | PUB-COL-26U-1 26U-1 Auto Limiting Amplifier 55.00 | PUB-COL-416W-2 Power Supply Manual — 
PUB-COL-161E-2A Mode Coupler Overhaul Manual 65.00 | PUB-COL-26U-3 26U-3 Auto Limiting Amplifier 45.00 | PUB-COL-416W-3 Power Supply Manual 
PUB-COL-161F-1 Air Data Coupler Overhaul Manual 85.00 | PUB-COL-30K-5 30K-5 Manual 65.00 | PUB-COL-422A-1 Freq. Regulated Power Supply 
PUB-COL-161F-1B | 161F-1B/1C Air Data Coupler Man. 85.00 | PUB-COL-30L-1 30L-1 Manual, New, NOTACOPY 29.00 | PUB-COL-426U-2  426U-2 Power Supply 
PUB-COL-16F-14 — Radio Transmitter Manual 0.00 | PUB-COL-30S-1 30S-1 Manual, New, NOTACOPY 35.00 PUB-COL-432D-2  432D-2 communications Xmitter 
PUB-COL-172H-10 Electrical Dummy Load Manual = 45.00 _| PUB-COL-300J-2 AM Broadcast Transmitter 65.00 PUB-COL-437X-1  437X-1/1A/1B Antenna Overhaul 
PUB-COL-172H-11 Shunt Dummy Load Antenna 45.00 | PUB-COL-302C1/2  302C-1/2 Directional Wattmeter 45.00 PUB-COL-440X-1 Interconnect Test Cables 
PUB-COL-172H-12 Dummy Load Antenna 35.00 | PUB-COL-302C3 302C-3 Directional Wattmeter 35.00 PUB-COL-440Y-1 Adapter Tek Manual 
PUB-COL-172H-17 Electrical Dummy Load Manual 50.00 PUB-COL-309A-14  309A-14 Antenna Coupler Control 35.00 PUB-COL-440Y-11 Adapter Tek Manual 
PUB-COL-172H-8 Electrical Dummy Load Manual 50.00 | PUB-COL-310B1/3 310B-1/3 Amateur Exciter Book —75.00 PUB-COL-440Y-12 Adapter Tek Manual 
PUB-COL-179J-4A  179J-4A/5/6/6A/7/8/8A/12/14/15 65.00 | PUB-COL-310V-1  310V-1/548L-4 HF SSB Xmitter — 75.00 PUB-COL-440Y-13 Adapter Tek Manual 
PUB-COL-17L-3 VHF Aircraft Transmitter 50.00 | PUB-COL-310Y-3 310Y-3 Exciter, 2 Book Set 300.00 PUB-COL-440Y-14 Adapter Tek Manual 
PUB-COL-17L-4 VHF Aircraft Transmtr 3rd Ed. 50.00 | PUB-COL-310Y-3A  310Y-3A HF Exciter, 1 Book 95.00 PUB-COL-440Y-15 Adapter Tek Manual : 
PUB-COL-17L-4/6 VHF Aircraft Transmtr 5th Ed. 50.00 | PUB-COL-310Z-1  310Z-1 FM Exciter 65.00 PUB-COL-440Y-16 Adapter Tek Manual i 
PUB-COL-17L-6 VHF Aircraft Transmtr 2nd Ed 65.00 | PUB-COL-310Z-1T 310Z-1 FM Exciter Tek Support 95.00 PUB-COL-440Y-17 Adapter Tek Manual i 
PUB-COL-17L-7 VHF Aircraft Transmtr 6tH Ed. 65.00 | PUB-COL-312B2 312B-2 Speaker Console 20.00 PUB-COL-440Y-19 Adapter Tek Manual 75.00 
PUB-COL-17L-71 VHF Transmitter Installation Man. 50.00 | PUB-COL-312B4/5 312B-4 & 5 Manual, New 29.00 PUB-COL-440Y-2 Adapter Tek Manual 65.00 
PUB-COL-17L-70 VHF Transmitter Overhaul Manual 85.00 | PUB-COL-313N Controls Instruction Book 45.00 PUB-COL-440Y-20 Adapter Tek Manual 75.00 
PUB-COL-17L-7P | VHF Transmitter Ill. Pts Catalog 50.00 | PUB-COL-313N-1 Radio Set Control Book 45.00 PUB-COL-440Y-23 Adapter Tek Manual 75.00 
PUB-COL-17L-8/A  17L-8/8A Mod. & Power Sup Man. 35.00 | PUB-COL-313N-2 Radio Set Control Book 85.00 PUB-COL-440Y-24 Adapter Tek Manual 75.00 
PUB-COL-180L-1  180L-1 Manual, Copy 39.00 | PUB-COL-313N-2/  313N-2/2D CU Maint. Manual 65.00 PUB-COL-440Y-25 Adapter Tek Manual 75.00 
PUB-COL-180L/C — 180L-2/180L-3(3A) Copy 45.00 | PUB-COL-313N-20 313N-2/2D Overhaul/Parts Manual 85.00 PUB-COL-440Y-27 Adapter Tek Manual 75.00 
PUB-COL-180L2/3  180L-2/180L-3(3A) Auto Tuner = 125.00 | PUB-COL-313N-3M 313N-3/3D Maintenance Manual _—_ 65.00 PUB-COL-440Y-3. Adapter Tek Manual 65.00 
PUB-COL-180M-1 Antenna Matching Test Set 65.00 | PUB-COL-313N-30 313N-3/3D Overhaul/Parts Manual 85.00 PUB-COL-440Y-33 Adapter Tek Manual 75.00 
PUB-COL-180R-10  180R-10A Antenna Coupler 85.00 | PUB-COL-313N-4  313N-4/4A/4B/4BA/4C/4D VHF Ctl 64.00 PUB-COL-440Y-34 Adapter Tek Manual 65.00 
PUB-COL-180R120  180R-120 Overhaul Manual 95.00 | PUB-COL-313N-5  313N-5/5AVHF Control Manual — 45.00 PUB-COL-440Y-36 Adapter Tek Manual 65.00 
PUB-COL-180R12M 180R-12A Maintenance Manual 95.00 | PUB-COL-313N-6  313N-6/6B/6C/6F/7 VHF Manual —_ 50.00 PUB-COL-440Y-39 Adapter Tek Manual 65.00 
PUB-COL-180R120 180R-12A Overhaul Manual 95,00 | PUB-COL-313V-8  313V-8 Radio Set Control 125.00 PUB-COL-440Y-43 Adapter Synchro Simulator Manual 65.00 
PUB-COL-180R6/7 —180R-6/7 Antenna Coupler 125.00 | PUB-COL-323A-1 — Flux Detector Overhaul Manual 50.00 PUB-COL-440Y-5 Adapter Tek Manual 65.00 
PUB-COL-180S-1C  180S-1 Manual Copy 19.00 | PUB-COL-323A-4 — Flux Detector Overhaul Manual 50.00 PUB-COL-440Y-6 Adapter Tek Manual 75.00 
PUB-COL-180T-2 180T-2 Antenna Coupler Manual 95.00 | PUB-COL-327D-5 — Surface Position Indicator 75.00 PUB-COL-440Y-7 Adapter Tek Manual 75.00 
PUB-COL-180V-2 180V-2 Antenna Coupler Manual 65.00 | PUB-COL-327J-5 Mode Annunciator Indicator 75.00 PUB-COL-440Y-8 Adapter Tek Manual 75.00 
PUB-COL-180Z1/2  180Z-1/2 Auto Line Flattner 85.00 PUB-COL-328A-5 Compass Amplifier Overhaul Manual 75.00 PUB-COL-440Y-9 Adapter Tek Manual 65.00 
PUB-COL-184U-10  184U-10/10A RF Matrix Uniswi’h 45.00 | PUB-COL-329B-9L Altitude Director Indicator 75.00 PUB-COL-456C-1  456/288A-1/278H-1/614J-1/614K1 50.00 
PUB-COL-184Z-11  184Z-11 Antenna Matrix 45,00 PUB-COL-32MS-1 SSB Sys Preliminary Inst Book 75.00 PUB-COL-475D-1 DME Ramp Test Set 50.00 
PUB-COL-18S-1 Aircraft Transceiver Instruction Bk 75.00 PUB-COL-32MS-1A SSB Sys Preliminary Inst Book 75.00 PUB-COL-476D-1 Distortion Analyzer-Monitor 75.00 
PUB-COL-18S-4/A Aircraft Transceiver Instruction Bk 75.00 | PUB-COL-32RA-10 32RA-10 Transmitter Manual 65.00 PUB-COL-476E-3 Flight Director System Test St 45.00 
PUB-COL-18S-4/C Transceiver Inst. Bk, 2nd Ed. 75.00 | PUB-COL-32RS-1  32RS-1 5th Ed. Xscvr Manual 65.00 PUB-COL-476F-1A Tracker Signal Simulator 50.00 
PUB-COL-18Z-3/4  182Z-3/Z-4 Air. SSB Transceiver 100.00 | PUB-COL-32RS-1A 32RS-1A Remote Contrl Manual 45.00 PUB-COL-476G-1A Doppler R/T Tester 50.00 
PUB-COL-197C-1 197C-1/C-2 VOR Preamplifier 45.00 PUB-COL-32RS-1C | 32RS-1C Transceiver Manual 35.00 PUB-COL-476J-1 Selective Voltmeter Manual 50.00 
PUB-COL-204F-1 Linear Amplifier 145.00 PUB-COL-32RS-1D 32RS-1D Transceiver Manual 45.00 PUB-COL-476N-1 Selective Voltmeter Manual 65.00 
PUB-COL-204H-1 Linear Amplifier 145.00 | PUB-COL-32S-1 32S-1 Manual, New NOTACOPY 24.00 PUB-COL-476U-3  VOR/ILS Test Set 50.00 
PUB-COL-205J-1 205J-1 Manual Copy 175.00 PUB-COL-32S-3 32S-3 Manual, New, NOTACOPY 24.00 PUB-COL-476X-1 ATC Transponder Ramp Test Set 65.00 
PUB-COL-208/U10 208/U-10 Manual 175.00 | PUB-COL-32S-3A  32S-3A Manual, Copy 25.00 | PUB-COL-476X-2  476X-2/2A IFF Ramp Test Set 85.00 
PUB-COL-208A-1  208A-1 Power Amplifier Manual 125.00 | PUB-COL-32V-1 32V-1 Manual, Copy 49.00 PUB-COL-476X-2B  476X-2B IFF Ramp Test Set 65.00 
PUB-COL-208A/1A  208A-1A Power Amplifier Manual 75.00 | PUB-COL-32V-2 32V-2 Manual, Copy 49.00 PUB-COL-476X-3 ATC Transponder Ramp Test Set 75.00 
PUB-COL-208U-10  208U-10 Power Amplifier Manual 145.00 PUB-COL-32V-3 32V-3 Manual, Copy 49.00 PUB-COL-477U-1 ADF Loop Simulator 50.00 
PUB-COL-208U10A 208U-10A Descrip. Of Principle 145.00 PUB-COL-339H-2 Radio Altitude Indicator 95.00 PUB-COL-477V-2 ADF Test Set 65.00 
PUB-COL-208U10M 208U-10A Maint. Book Part II 65.00 | PUB-COL-344B-1  344B-1/1A Instrum’n Unit Manual 75.00 PUB-COL-477V-3 Fault Isolation Panel 65.00 
PUB-COL-208U10P 208U-10A IIlust’d Parts List 100.00 PUB-COL-344C-1D  344C-1D Instrument Amp 200.00 PUB-COL-477W-7 Test Bench Harness 40,00 
PUB-COL-208U-3 208U-3 Manual 75.00 | PUB-COL-344C1 344C-1 Instrum’n Overhaul Man 250.00 PUB-COL-478A-3 VOR Radial Standard 75.00 
PUB-COL-20V 20V AM Broadcast Transmitter 100.00 | PUB-COL-344C1F  344C-1F Instrumn Overhaul Man 175.00 PUB-COL-478C-2 Integrated Flight System 50.00 
PUB-COL-20V-2 20V-2 AM Broadcast Xmitter 100.00 PUB-COL-344CIF 344CIF Instrument Amp 175.00 PUB-COL-478H-1 Test Set + 413F-1 Power Supply 75.00 
PUB-COL-20V-3 20V-3 AM Broadcast Xmitter 100.00 | PUB-COL-344CIG 344CIG Instrument Amp 200.00 PUB-COL-478R-1 Panoramic Spectrum Analyzer 75.00 
PUB-COL-212B Collins 212B Manual, Copy 44.00 | PUB-COL-345E-1 Inertial Sensor Unit Overhaul 75.00 PUB-COL-4795-6A  4795-6A Sig Gen Manual 300.00 
PUB-COL-212B-2  212B-2 Broadcast Speech Console 35.00 PUB-COL-346A-1 Aircraft Interphone Overhaul 65.00 PUB-COL-479S-3 Audio Signal Generator 65.00 
4 B-C )L-212E-1  212E-1 Broadcast Console 45.00 | PUB-COL-346B-3 Audio Control Center Overhaul 85.00 PUB-COL-479S-4 ILS Audio Signal Generator 65.00 
3-COL-212F-1 212F-1 Broadcast Console 45.00 PUB-COL-346D-1 Passenger Address Amp Overhaul 85.00 | PUB-COL-479S-4A ILS Audio Signal Generator 85.00 
Pu B-COL-212F-2 212F-2 Broadcast Console 45,00 PUB-COL-346D-1A  346D-1A/1B Aircraft PAAmp Man 150.00 PUB-COL-479S-5 VOR Audio Signal Generator 100.00 
PUB-COL-212G-1  212G-1 Broadcast Console 45,00 PUB-COL-346D-2  346D-2/2B Aircraft Address Amp 165.00 PUB-COL-479S-6A — VOR/ILS Signal Generator 185.00 
UB-COL-212H-1  212H-1 remote Amplifier Manual 35.00 | PUB-COL-35G-1 35G-1, 35F-1 RF Filters 20.00 | PUB-COL-479T-2 Signal Generator 65.00 
IB-COL-212M-1  212M-1 Manual Console Manual 50.00 PUB-COL-351D-1 Mobile Mount 10.00 PUB-COL-479U-1 479U-1 Signal Generator Instr 75.00 
B-COL-212V-1 212V-1 Audio Console Manual 50.00 PUB-COL-351D-2 Mobile Mount 10.00 PUB-COL-479V-2 479V-2 Precision Omni Bearing 35.00 
COL-212Z-1 212Z-1 Remote Amplifier Book 35.00 | PUB-COL-351R-1/2 S-Line KWM-2 Rack Mounts 15.00 PUB-COL-479X-2 479X-2 Resolver Zeroing Panel 45.00 
L-216C-2  216C-2/642A2 Tape Cart System 50.00 | PUB-COL-353C-14/31 Mechanical Filter Adapter for 75A-1 40.00 PUB-COL-488A-4  488A-4 Pwr Inverter Instr Book 45.00 


! T  490T AntennaCoupler 
_ 490T-1/1A Ant Coupler Maintnc — 


PUB-COLASGA. 5S 


: Fe ea ey 
_ 496A-2/B-1 Pkgd Autotune Manual 75.00 


& “PUB-COLAB6CS 
— PUB-COL-50T 
-PUB-COL-514A-1 
~ PUB-COL-514A-3 
PUB-COL-514A-7 
PUB-COL-514A3/4 
PUB-COL-514E-2 
PUB-COL-514S-1 
PUB-COL-516E-1 
PUB-COL-516E-2 
PUB-COL-516F-2 
PUB-COL-516F-2B 
PUB-COL-516L-1 
PUB-COL-516M-1 
PUB-COL-516P-1 
PUB-COL-516Q-1 
PUB-COL-516S-1 
PUB-COL-51J1 
PUB-COL-51J3 
PUB-COL-51J4 
PUB-COL-51J4B58 
PUB-COL-51J4B60 
PUB-COL-51J4SB 
PUB-COL-51J5 
PUB-COL-51M10 
PUB-COL-51M11 
PUB-COL-51M2 
PUB-COL-51M7 
PUB-COL-51M8 
PUB-COL-51M8-G 
PUB-COL-51N2 
PUB-COL-51N2B 
PUB-COL-51R-1 
PUB-COL-51R-3 
PUB-COL-51R10 
PUB-COL-51R4/4A 
PUB-COL-51R4/40 
PUB-COL-51R6 
PUB-COL-51R6M 
PUB-COL-51R60 
PUB-COL-51R7/8 
PUB-COL-51R7/8B 
PUB-COL-51R7A/8 
PUB-COL-51RV1 
PUB-COL-5IRVIA 
PUB-COL-5IRVIC 
PUB-COL-51RV1M 
PUB-COL-51RV10 
PUB-COL-51RV1OV 
PUB-COL-51RV2 
PUB-COL-51RV2B 
PUB-COL-51RV2BO 
PUB-COL-51RV2BP 
PUB-COL-51RV4/4 
PUB-COL-51RV44P 
PUB-COL-51S-1 
PUB-COL-51V 
PUB-COL-51V-2 
PUB-COL-51V-3 
PUB-COL-51V-3M 
PUB-COL-51V-30 
PUB-COL-51V-4 
PUB-COL-51V-4T 
PUB-COL-51X-1A 
PUB-COL-51X-1C 
PUB-COL-51X-2 
PUB-COL-51X-2/2 
PUB-COL-51X-2M 
PUB-COL-51X-20 
PUB-COL-51X-3/A 
PUB-COL-51Y-4/4 
PUB-COL-51Y-4/A 


‘UB. st in 


~ PUB-COL-51Y-7/A 


00 | PUB-COL-51Z-1 


“10 Ant conrad se 


eb 10. 95.0 
90R- ou Coupler 309C-6 75.00 


iM ~-A90S-1 Ant Coupler Teh 65.00 


490S-1 Ant Coupler Overhaul 135.00 


90T-9 Ant Coupler Overhaul 123,00 
493A-3 Indicator Overhaul Manual 125.00 
_ 493A-4 Weather Radar Indicator 125.00 
493A-5 Indicator Overhaul Manual 100.00 
495R-1 Indicator & Mount Manual 125.00 


_496C-6 Packaged Autotune Manual 75.00 


HF SSB 50T System Instructions 65.00 
 514A-1 Radio Set Cntrl Manual 125.00 
514A-3/4/5 Radio Set Control 65.00 
514A-7 Radio Set Control Instr 65.00 
514A-3/4 Radio Set Control 75.00 
514E-2 Cockpit Control Unit 65.00 
514S-1 Remote Control Unit 95.00 
516E-1 12 Volt DC Pwr Supply 75.00 


516E-2 Collins Pwr Supply 30.00 
516F-2 Manual, New, NOTACOPY 19.00 


516F-2 Service Bulletins 5.00 
516L-1 Power Supply Instr 65.00 
516M-1 Power Supply Instr 65.00 
516P-1 Dual Power Supply 65.00 
516Q-1/R-1/U-1 Pwr Supplies 65.00 
516S-1 Power Supply Instr 65.00 
Communications Receiver, Copy 65.00 
51J-3 Manual, photo Copy 59.00 
51J-4 Manual, photo Copy 35.00 
51J-4 Sales Brochure 1958 15.00 
51J-4 Sales Brochure 1960 15.00 
51J-4 Service Bulletins and notes 30.00 
51J-5 Blue Print / schematic only 85.00 
51M-10 VHF/UHF Tech Manual 75.00 
51M-11 Receiver Instruct. Bk. 95.00 
51M-2 VHF Receiver 85.00 
51M-7 VHF Fixed-Tuned Recvr 65.00 
51M-8 VHF Fixed-Tuned Recvr 65.00 


51M-8G VHF Fixed-Tuned Receiver 75.00 


51N-2 HF Receiver Inst. Book 65.00 
51N-2B HF Receiver Inst. Book 75.00 
51R-1 VHF Navagation Receiver 75.00 
51R-3 VHF Navagation Receiver 110.00 


51R-10/10 Component Maint. Man 150.00 


51R-4/4A Installation Manual 75.00 
51R-4/4A Overhaul Manual 75.00 
51R-6 VOR/LOC Install. Manual 50.00 
51R-6 VOR/LOC Mainten. Manual 75.00 


51R-6 VOR/LOC Overhaul Manual 150.00 


51R-7/8 Instruction Manual 95.00 
51R-7A/8A/8B Instruction Man. ‘125.00 
51R-7A/8A Instruction Manual 110.00 


51RV-1 VOR/ILS Revr Main. Manual 65.00 


51RV-1A Overhaul/Illu PtsMan 165.00 
51RV-1C Maintenence Manual 65.00 
51RV-1A Maintenence Manual 65.00 
51RV-1A Overhaul Man,II. Parts 165.00 
51RV-1C Overhaul Man, II. Parts 165.00 
51RV-2 Instruction Manual 85.00 
51RV-2B maintainence Manual 85.00 
51RV-2B Overhaul Man,II. Parts 165.00 
51RV-2B Product Description 35.00 
51RV-4/4 Maintenence Manual 125.00 
51RV-4/4 Illustrated Parts Man 100.00 
51S-1 Manual, New, NOTACOPY 45.00 
Glide Slope Recvr Inst. Book 65.00 
Glide Slope Recvr Book,2nd Ed 65.00 
Glide Slope Recvr Instal Book 50.00 
51V-3 Mainten./Instal Manual 65.00 
51V-3 Overhaul/parts Manual 85.00 
51V-4 glide Slope Rec’vr Book 95.00 
51V-4 Training Manual 65.00 
51X-1A Receiver Instruction Bk 125.00 
51X-1 Instruction Book, Copy 95.00 
51X-2 Receiver Instruction Bk 95.00 
51X-2/2C VHF Navigation Recvr 250.00 
51X-2 Receiver Maintenance Bk 65.00 
51X-2 Receiver Overhaul Book 95.00 
51X-3/3A VHF Commun./Nav1 Bk 75.00 
51Y-4/4A Receiver 200.00 
51Y-4/4A ADF Revr Overhaul Bk 100.00 


PUB-COL-51Z-3 


- PUB-COL-512Z-3T 


PUB-COL-51Z-4 


_ PUB-COL-537F-7/ 


PUB-COL-537F-7A 


~ PUB-COL-548L-4 


PUB-COL-548L/C | 
PUB-COL-548S-1 
PUB-COL-548S-1I 


PUB-COL-548S-3 


PUB-COL-548S3 
PUB-COL-548T-1A 
PUB-COL-548U-5 
PUB-COL-548Z-1 
PUB-COL-54N-1 
PUB-COL-54W-1/1 
PUB-COL-54W-1B 
PUB-COL-54W- 1D 
PUB-COL-54W-3/A 
PUB-COL-54Z-1 
PUB-COL-550A-1 
PUB-COL-55G-1 
PUB-COL-561G3/4 
PUB-COL-562A-5E 
PUB-COL-562A-5F 
PUB-COL-562A-5G 
PUB-COL-562A-5M 
PUB-COL-562A-6 
PUB-COL-562A5F1 
PUB-COL-562A5F2 
PUB-COL-562A5F4 
PUB-COL-562A5F5 
PUB-COL-562A5M5 
PUB-COL-562C-3 
PUB-COL-562C-3E 
PUB-COL-562C-4 
PUB-COL-562C-4A 
PUB-COL-562C-4C 
PUB-COL-562C-5 
PUB-COL-562C-5/ 
PUB-COL-562C-8A 
PUB-COL-562F-1B 
PUB-COL-562F1BP 
PUB-COL-562P-1 
PUB-COL-562P-1F 
PUB-COL-562P-4 
PUB-COL-562P-4A 
PUB-COL-562P410 
PUB-COL-562P411 
PUB-COL-562P412 
PUB-COL-562P413 
PUB-COL-562P414 
PUB-COL-562P415 
PUB-COL-562P416 
PUB-COL-562P417 
PUB-COL-562P418 
PUB-COL-562P420 
PUB-COL-562P4A2 
PUB-COL-562P4A4 
PUB-COL-562P4A7 
PUB-COL-562R-1 
PUB-COL-562R-1F 
PUB-COL-562R-4 
PUB-COL-562R-4A 
PUB-COL-562R4A3 
PUB-COL-562R4A4 
PUB-COL-562S-3 
PUB-COL-562S310 
PUB-COL-562S314 
PUB-COL-562S3A3 
PUB-COL-562S3A5 
PUB-COL-562S3A6 
PUB-COL-562S3A7 
PUB-COL-562S3A9 
PUB-COL-562T-1 
PUB-COL-562T-1A 
PUB-COL-562T-2 
PUB-COL-562T-2V 
PUB-COL-562T1A2 
PUB-COL-562T1A7 
PUB-COL-562T2A5 
PUB-COL-562T2A7 
PUB-COL-562T2A8 
PUB-COL-562T2A9 
PUB-COL-562Y-4 
PUB-COL-562Y416 
PUB-COL-562Y419 
PUB-COL-562Y4A6 
PUB-COL-562Y4A7 
PUB-COL-562Y4A8 
PUB-COL-562Y4A9 


Receiver < 
3 -T/INTCITD ADF Maint, Man : 
-1 Marker Beacon Receiver. 


_ 512-3 Marker B’cn Train’g eign .00 
_ 512-4 Marker Beacon Receiver — X 
_ 537F-7/F-8 Antenna Overhaul 50.00 
-537F-7M/F-8A Antenna Overhaul 45.00 
548L-4 Linear Power Amplifier 75.00 
Collins 548L-4A Manual Copy —_50.00 
5485-1 Power Amp Cplr Instr 200.00 
548S-1 981G-1 Ant. Load Coil 200.00 


548S-3/3A/5/5A/6 Pwr Amp Coupler225.00 
548S-3 Ant Coup 300.00 
548T-1A Linear Peet Amp Inst = 125.00 
548U-5 Linear Power Amp Instr 95.00 
548Z-1/1A/1B RF Amp Instr 125.00 
54N-1 FM Frequency Monitor Bk 75.00 
54W-1/1C Manual, Monitor 225.00 
54W-1B/1D Comparator Warn’g Mr 35.00 
54W-1B/1D Manual, Monitor 225.00 
54W-3/3A/3B Cntr! Instrmt Manual 200.00 
54Z-1 AM Frequency Monitor Bk 65.00 
550A-1 AM Broadset Xmitter 
55G-1 Preselector Manual 
561G-3/4 Cockpit Control Kit 
562A-5E Stering Comp OverHaul 50.00 
562A-5F/5F1/5F2 Steering Comp 350.00 


562A-5G Steering Comp 300.00 
562A-5M Steering Computer 300.00 
562A-6 Steering Computer Instr 75.00 


562A-5F1 Stering Comp OverHaul 250.00 


562A-5F2 Steering Computer 65.00 
562A-5F4 Steering Computer 300.00 
562A-5F5 Steering Comp Parts 250.00 
562A-5M5 Steering Computer 300.00 
562C-3 Comp Amp Inst Overhaul 95.00 
562C-3E Comp Amplifier Inst 65.00 
562C-4 Autopilot Amplifier 300.00 
562C-4A Auto Pilot Amplifier 300.00 
562C-4C Autopilot Amplifier 100.00 
562C-5 Autopilot Amp Vol I 125.00 
562C-5 Autopilot Amp Vol II 125.00 
562C-8A YAW Damper Control 95.00 
562F-1B Computer/Tracker Inst 65.00 
562F-1B/1C Comp/Tracker Parts 175.00 
Pitch Steering Computer 65.00 
562P-1F Pitch Steering Comp 95.00 
562P-4 Pitch Computer Overhaul 125.00 
562P-4 Pitch Comp Appendix 245.00 
562P-4 Al0 Comp Voter SW Logic 65.00 
562P-4 All Servo Amp & Monitor 65.00 
562P-4 Al2 Voter SW & Mon Over 65.00 


562P-4 Al3 Rate CMD SW Pwr Mon 65.00 
562P-4 Card Al4 CWS & Rate CMD 65.00 


562P-4 A15 Glideslope & Flare 65.00 
562P-4 Al6 Glideslope & Radio 65.00 
562P-4A17 Atitude Normal Accel 65.00 
562P-4 A18 Versine Attitude 65.00 
562P-4 A20 Approach Mach IAS 65.00 
562P-4 A2 Servo Engage Logic 65.00 
562P-4 A4,5 Memory 1,2 Logic 65.00 
562P-4 A7 Fault Isolation Mon. 65.00 
562R-1 Roll Steering Computer 195.00 
562R-1F Roll Steering Computer 100.00 
562R-4 Roll Computer Overhaul 225.00 
562R-4 Roll Comp Appendix I 100.00 
562R-4 Card A3 Level Converter 65.00 
562R-4 CardA4 Roll Valid Logic 65.00 
562S-3 Speed Control Computer 75.00 
562S-3 Al0 F/S Display Overhaul — 65.00 
562S-3 Card Al4 U/Dot Overhaul 65.00 
562S-3 Card A3 TO/GA Logic 65.00 
562S-3 A5 Logic Conv & Annun. _ 65.00 
562S-3 A6 A/T Disc-Scs Logic 65.00 
5628-3 A7 MCE Flare A/T Intlk 65.00 


562S-3 A9 AC Demod & Servo Com 65.00 


562T-1 Fces Computer Overhaul 225.00 
562T-1 Fces Comp Appendix I 165.00 
562T-2 Augmen Comp Appendix! 95.00 
562T-2 Augmen Computer Voll 125.00 
562T-1 A2 Fees Comp Pwr Elect —65.00 
562T-1 A7 DLC Logic Overhaul 65.00 
562T-2 A5 Pitch Trim 1 Overhaul 65.00 
562T-2 A7 Pitch Trim Overhaul 65.00 
562T-2 A8 Mach Trim Overhaul 65.00 
562T-2 A9 Mach Feel Overhaul 65.00 
562Y-4 YAW Computer Overhaul 165.00 


562Y-4A16 Servo Amp Comparator 45.00 


562Y-4A19 Decrab Limit Memory 45.00 
562Y-4 A6 Logic Input Process 45.00 
562Y-4 A7 YAW FD Valid Logic 45.00 
562Y-4 A8 Alim Rom/RHK Logic 45.00 
562Y-4 A9 RMP Eng, Voter SW 45.00 


00 | PUB-COL-578D-1 


| PUB-COL-578D-1C 


00 | PUB-COL-578D1/1 
3123 Marker B’cn Install Manual 35.00 


PUB-COL-578E-2 
PUB-COL-578L-1 
PUB-COL-578M-1 
PUB-COL-578N-1 
PUB-COL-578P-1 
PUB-COL-578Q-1 
PUB-COL-578X-1 
PUB-COL-578X-3 
PUB-COL-590A-10 
PUB-COL-590A-3 
PUB-COL-590A-3A 
PUB-COL-590A-3H 
PUB-COL-590A-3) 
PUB-COL-590A-5 
PUB-COL-590A-6 
PUB-COL-590B-1 
PUB-COL-590B-2 
PUB-COL-590D-1 
PUB-COL-590D-2 
PUB-COL-599A-1 
PUB-COL-599B-1 
PUB-COL-599H-1 
PUB-COL-613J-1 
PUB-COL-613L-3 
PUB-COL-614E-10 
PUB-COL-614E-11 
PUB-COL-614E-13 
PUB-COL-614E-20 
PUB-COL-614E-22 
PUB-COL-614E-23 
PUB-COL-614E-2F 
PUB-COL-614E-4 
PUB-COL-614E-5A 
PUB-COL-614E-7 
PUB-COL-614E-8B 
PUB-COL-614E-9B 
PUB-COL-614E-9C 
PUB-COL-614E10H 
PUB-COL-614E20K 
PUB-COL-614E20R 
PUB-COL-614E22/ 
PUB-COL-614E22B 
PUB-COL-614E22D 
PUB-COL-614E22F 
PUB-COL-614E22G 
PUB-COL-614E23/ 
PUB-COL-614L-8 
PUB-COL-614U-1 
PUB-COL-614U-5 
PUB-COL-614U-7 
PUB-COL-618F-1 
PUB-COL-618F-1T 
PUB-COL-618M-1 
PUB-COL-618M-1M 
PUB-COL-618M-10 
PUB-COL-618M-2 
PUB-COL-618M-2A 
PUB-COL-618M-2B 
PUB-COL-618M-2M 
PUB-COL-618M-20 
PUB-COL-618M-2V 
PUB-COL-618M-3 
PUB-COL-618M-3M 
PUB-COL-618M-30 
PUB-COL-618T-1M 
PUB-COL-618T-10 
PUB-COL-618T-1P 
PUB-COL-618T-M 
PUB-COL-618T-O 
PUB-COL-618T-P 
PUB-COL-618W-1 
PUB-COL-618Z-4 
PUB-COL-619Q-4 
PUB-COL-619Q-5 
PUB-COL-619Q-7 
PUB-COL-619Q-8 
PUB-COL-619Q-9 
PUB-COL-621A-2 
PUB-COL-621A-2A 
PUB-COL-621A-2M 
PUB-COL-621A-3M 
PUB-COL-621A-30 
PUB-COL-621A-3T 
PUB-COL-621A-6 
PUB-COL-621A-6A 
PUB-COL-628T-1 
PUB-COL-62S-1C 
PUB-COL-62S-1B 
PUB-COL-635T-2 
PUB-COL-635U-1 
PUB-COL-635V-1 


- 578D-1 DME Bench Test Set 


578D-1C DME Bench Test Set 
578D-1/1C DME Bench Test Set 


_578E-2 Test Panel Vert Ref — 
578L-1 Doppler Navig Test Set 65.00 
578M-1 Doppler Nav Test Panel 65.00 
578N-1 Doppler Test Panel 65.00 
578P-1 Test Panel For Doppler 50.00 
578Q-1 Freq. Discr Test Panel 50.00 
578X-1/2 ATC Bench Test Set 85.00 
578X-3 ATC Bench Test Set 50.00 
590A-10A/10B Barometric Alt 65.00 
590A-3 Altitude Cntrlr Overhaul —-85.00 
590A-3A Altitude Cntrlr Mntne 50.00 
590A-3H/3J/3K Air Data Cntrl 125.00 
590A-3J1/3K1 Air Data Cntr] 65.00 
590A-5 Air Data Sensor Overhaul 125.00 
590A-6/6A Altitude Control 45.00 
590B-1 Air Speed Compensator 45.00 
590B-2 Airspeed Sensor Overhaul 45.00 


590D-1 Central Air Data Computer 125.00 
590D-2 Central Air Data Computer 135.00 


599A-1/1A FLT Sys Adapter Unit 65.00 
599B-1 Speed Command Adapter 65.00 
599H-1 Manual, Adapter Instr 65.00 
613J-1 Manual, Control Unit 45.00 
613L-3 Manual, Control Unit 45.00 
614E-10 FLT Dir Cntrl Overhaul 85.00 
614E-11/11A FLT Dir Cntrl Over —-65.00 
614E-13/A/B FLT Director Cntrl 95.00 
614E-20/A/D/E/G/H/I Selector 75.00 
614E-22 RMT Selector Over Part 55.00 
614E-23 FLT Mode Selector Over 60.00 
614E-2F/2G/2GI Pedestal Cntrlr 50.00 
614E-4 AutoPilot Cntrl Overhaul 65.00 
614E-5A AutoPilot Controller 50.00 
614E-7 Flight Dir Cntrl Overhaul 95.00 
614E-8B FLT Dir Cntrl OverHaul 50.00 
614E-9B FLT Dir Cntrl OverHaul 50.00 
614E-9C/9E FLT Dir Cntrl Over 60.00 
614E-10H FLT Dir Cntrl Mntne 65.00 
614E-20K FLT Mode Selector 75.00 
614E-20R/23R/37 FLT Selector 75.00 
614E-22/B/22F/22M RMT Selector 75.00 
614E-22B RMT Hdng & Selector 60.00 
614E-22D RMT Hdng & Selector 75.00 
614E-22B/22F RMT Selector Over 50.00 
614E-22G/L RMT Hdng & Selector 75.00 
614E-23/C/E/G FLT Mode Selecto 65.00 
614L-8 ADF Cntrl Unit Overhaul 75.00 
614U-1/2 Control Instr 50.00 
614U-5 Control Instr 65.00 
614U-7/8 Control Instr 95.00 
618F-1 VHF Xcvr IF Audio Pwr Sup 75.00 
618F-1 VHF Xcvr Training Man 95.00 


618M-1 VHF Xcvr Overhaul Parts 225.00 


618M-1 VHF Xcvr Mntnc Parts 50.00 
618M-1 VHF Xcvr Overhaul Parts 145.00 
618M-2 Test Equipment Instr 85.00 
618M-2A/2C VHF Xcvr Mntnc 45.00 
618M-2B Mod Instr 100.00 
618M-2B/2D VHF Xcvr Mntne 65.00 


618M-2B/2D VHF Xcevr Over Parts 125.00 
618M-2B/2D VHF Xcvr Over Vinyl 300.00 
618M-3 VHF Xcvr Overhaul Mntnc 300.00 
618M-3/3A VHF Xcvr Mntnc 165.00 
618M-3/3A VHF Xcvr Over Parts 65.00 
618W-1/1B/2/2B/3/3B Xcvr Mntne 145.00 
618W-1/1B/2/2B/3/3B Xcvr Overh 200.00 
618W-1/1B/2/2B/3/3B Part Cat 250.00 
618T Airborne SSB Xcvr Mntnc —:125.00 
618T Airborne SSB Xcvr Overhaul 300.00 


618T Airborne SSB Xcvr Parts 275.00 
618W-1 Test Pack Instr 75.00 
618Z-4 RF Translator Instr 95.00 
619Q-4 Translator RMT Control 65.00 
619Q-5 Revr Filter Cabinet 50.00 
619Q-7 Xmtr/Xcvr Cabinet Instr 50.00 
619Q-8 Revr-Xmtr Cabinet Instr 65.00 
619Q-9 Power Amp Cab Instr 85.00 
621A-2 ATC Transponder Parts 85.00 


621A-2A ATC Transponder Overhaul 95.00 
621A-2A ATC Transponder Maintne 75.00 
621A-3 ATC Transponder Maintne 85.00 
621A-3 ATC Transponder Overhaul 175.00 
621A-3 ATC Transpondr Training 85.00 
621A-6 ATC Transponder Mntnc 85.00 
621A-6/6A ATC Transponder Over 245.00 


628T-1 HF Revr/Xmtr Parts 300.00 
62S-1 Manual, Copy 35.00 
62S-1 Service Bulletins 15.00 
635T-2 BP Filter & 914B-2 Unit 65.00 
635U-1 HF Preselector Instr 125.00 
635V-1 BP Filter & 914B-3 Filt 100.0! 
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Collins 


PUB-COL-639D-1P 
PUB-COL-639G-1D 
PUB-COL-639U-1 
PUB-COL-642C-1 
PUB-COL-648W-1 
PUB-COL-651F-1 
PUB-COL-651G-1 
PUB-COL-651S-1 
PUB-COL-652U-1 
PUB-COL-662B-1 
PUB-COL-671-U4 
PUB-COL-671B-1 
PUB-COL-671U-2 
PUB-COL-671U-41 
PUB-COL-671U-42 
PUB-COL-671U-43 
PUB-COL-671U-4A 
PUB-COL-671U-A 
PUB-COL-678P-1 
PUB-COL-678R-1 
PUB-COL-678Y-1 
PUB-COL-678Z-1 
PUB-COL-678Z-2 
PUB-COL-680T-1 
PUB-COL-680T-2 
PUB-COL-699H-1 
PUB-COL-699H-10 
PUB-COL-699H-11 
PUB-COL-699H-2 
PUB-COL-699H-3 
PUB-COL-699H-7 
PUB-COL-699H-8 
PUB-COL-699H-9 
PUB-COL-699K1/2 
PUB-COL-699L-1 
PUB-COL-699L-2 
PUB-COL-699L-3 
PUB-COL-699L-4 
PUB-COL-699L-5 
PUB-COL-699L-7 
PUB-COL-6T-1 
PUB-COL-70E-8A 
PUB-COL-708A-3 
PUB-COL-714E-1M 
PUB-COL-714E-10 
PUB-COL-714E-5 
PUB-COL-714E-6M 
PUB-COL-714E-60 
PUB-COL-714E1/2 
PUB-COL-718B-8C 
PUB-COL-718B-8D 
PUB-COL-718B8CI 
PUB-COL-718F-8A 
PUB-COL-718U 
PUB-COL-718U-2B 
PUB-COL-718U-2C 
PUB-COL-718U-3 
PUB-COL-718U-4A 
PUB-COL-718U-4B 
PUB-COL-718U-5 
PUB-COL-718U-9 
PUB-COL-718U4B/ 
PUB-COL-718V-5 
PUB-COL-719R-1 
PUB-COL-7303A1B 
PUB-COL-7303A1C 
PUB-COL-7402G1A 
PUB-COL-744B-1 
PUB-COL-75A-1 
PUB-COL-75A-2 
PUB-COL-75A-3 
PUB-COL-75A-4 
PUB-COL-75A-M 
PUB-COL-75A-4B 
PUB-COL-75S-1 
PUB-COL-75S-3/A 
PUB-COL-75SB/C 
PUB-COL-76F-3A 
PUB-COL-776-3 
PUB-COL-776C-3 
-UB-COL-776C-4 
B-COL-789R-1 
COL-789T-1 
PUB-COL-789X-1 
PUB-COL-808A-1 


x PUB-COL-636W-1A 


oa a 


636X-2A Manaul, Powel Su upply 
637B-1/1A Transportable H 
637E-1/1A Uni Direction AC Ant 
639D-1/1P/2/2P Pwr Supply Desc 
639D-1/1P/2/2P Pwr Supply Diag 
639G-1D/1E Pwr Supply Instr 
639U-1 Lighting Pwr Unit Instr 
642C-1 Manual 

648W-1 Vehicular Pwr Amp Instr 
651F-1 HF/SSB/AM Revr 

651G-1 Manaul, Rec Filter 
651S-1 Manual, Copy 

652U-1/2 Battery W/ 990J-2 Mnt 
662B-1 VHF AM Xcvr Instr 
671-U4 Rec/Exc 

671B-1 Manual, Recv/Exc Copy 
671U-2 HF Revr-Xctr Instr 
671U-4/4 Revr-Xctr Instr PT] 
671U-4/4 Revr-Xctr Instr PT2 
671U-4/4 Revr-Xctr Instr PT3 
671U-4/4A/4B Revr-Xctr Parts 
671U-A/AC Rec/Exc 

678P-1/2 Radio Set Test Harnes 
678R-1 Test Set Tech Man Instr 
678Y-1/3 Mntnc Kit Instr 

678Z-1 Function Test Set Instr 
678Z-2 Tuning Monitor Instr 
VHF Synthesis Planar Ass’y 
680T-2 VHF Digital Synth Ass’y 
699H-1 Test Adapter Tech Man 
699H-10 Test Adapter Tech Man 
699H-11 Test Adapter Tech Man 
699H-2 Test Adapter Tech Man 
699H-3 Test Adapter Tech Man 
699H-7 Test Adapter Tech Man 
699H-8 Test Adapter Tech Man 
699H-9 Test Adapter Tech Man 
699K-1/2 Trim Adapter Instr 
699L-1 Test Adapter Tech, Manual 
699L-2 Test Adapter Tech, Man 
699L-3 Test Adapter Tech, Man 
699L-4 Test Adapter Tech, Man 
699L-5 Test Adapter Tech, Man 
699L-7 Test Adapter Tech, Man 
6T-1 Monitor Amp Inst. Book 
70E-8A PTO Instructions & Specs 
708A-3 Master Oscillator Instr 
714E-1/2/3 Manual, Maintenance 
714E-1/2/3 Manual, Overhaul 
714E-5 Radio Set Cntrl Instr 


65.00 


714E-6 Radio Control Maintenance 45.00 


714E-6 Radio Control Overhaul 
714E-1/2 Radio Control 

718B-8C UHF Xcevr Parts 
718B-8D UHF Xcvyr Instr 
718B-8C UHF Xcevr Instr 
718F-8A/8B Revr/Xmtr Grp Instr 
718U Manual, Mountings Instr 
718U-2B HF Comm System Instr 
718U-2C HF Comm System Instr 
718U-3 Airborne HF Sys Instr 
718U-4A/4AN HF Xevr Instr 
718U-4B Manual, Photo Copy 
718U-5 HF Airborne Xcvr Instr 
718U-9 Transport HF Comm Sys 
718U-4B/4BN HF Airborne Xevr 
718V-5 Manual 

719R-1 Revr - Xmtr Shockmnt 
7303A-1B Test Sig. Gen Instr 
7303A-1C,4C Test Sig Gen Instr 
7402G-1A Term Unit Instr 


95.00 
45.00 
65.00 
65.00 
65.00 
95.00 
125.00 
95.00 
95.00 
45.00 
95.00 
75.00 
85.00 
65.00 
95.00 
175.00 
175.00 
75.00 
100.00 
85.00 


32S-1 to 32S-2 Conversion Bulletin 25.00 


75A-1 Manual, Copy 
75A-3 Manual, Copy 
75A-3 Manual, Copy 
75A-4 Manual, Copy 


49.00 
49.00 
49.00 
35.00 


75A “Mods by Collins Eng Staff’ 1955 40.00 


75A-4 Service Bulletins and notes 
75S-1 Manual, New 
75S-3/A Manual, New 


30.00 


NOT A COPY 29.00 
NOT A COPY 29.00 


75S-3B/C Man, New NOT ACOPY 35.00 


Speaker / Amplifier 

776-3 Synchronizer Overhaul 
776C-3 Synchron 349B-4 Instr 
776C-4/4A Synchron 349B-4 Over 
789R-1 IF Translator Instr 

789T-1 IF Translator Instr 

789X-1 Translator Instr 

808A-1 Manual, Console 


20.00 
75.00 
150.00 
125.00 
150.00 
150.00 
200.00 
45.00 


PUB-COL821A. a 
PUB-COL-821A-2@ 
PUB-COL-830B-1A 


PUB-COL-830D-1B 


PUB-COL-830F-1A 
PUB-COL-830F-1B 
PUB-COL-8311A-2 
PUB-COL-8311A-3 
PUB-COL-831D-1 
PUB-COL-831G-1 
PUB-COL-831G-2 
PUB-COL-831H-1 
PUB-COL-837B-1 
PUB-COL-844A-1 
PUB-COL-8564B-2 
PUB-COL-860E-1M 
PUB-COL-860E-10 
PUB-COL-860E-2M 
PUB-COL-860E-20 
PUB-COL-860E-2P 
PUB-COL-860E-3M 
PUB-COL-860E-30 
PUB-COL-860E-4 
PUB-COL-860E-4M 
PUB-COL-860E-Al 
PUB-COL-860E3A2 
PUB-COL-860E3A3 
PUB-COL-860E3A4 
PUB-COL-860E3A6 
PUB-COL-860E3A8 
PUB-COL-860E3A9 
PUB-COL-860F-1 
PUB-COL-860F-4M 
PUB-COL-860F-4P 
rate aah 
PUB-COL-878L-13 
PUB-COL-878L-15 
PUB-COL-878L-3 
PUB-COL-8845A1/ 
PUB-COL-887A-1 
PUB-COL-888A-2 
PUB-COL-889A 
PUB-COL-889A-2 
PUB-COL-899S-1 
PUB-COL-8U-1 
PUB-COL-900C-1 
PUB-COL-900C-2 
PUB-COL-900C-3 
PUB-COL-900F-1 
PUB-COL-913M 
PUB-COL-913Q-1 
PUB-COL-913Q1-2 
PUB-COL-913Q1/2 
PUB-COL-913R-1 
PUB-COL-913R/S 
PUB-COL-914F-1 
PUB-COL-916A-19 
PUB-COL-916A-6 
PUB-COL-916B-1 
PUB-COL-916B-2 
PUB-COL-916K-1 
PUB-COL-916K-2 
PUB-COL-916K-3 
PUB-COL-917A-1 
PUB-COL-918M 
PUB-COL-937R-1 
PUB-COL-941A 
PUB-COL-942A-1 
PUB-COL-943A-1 
PUB-COL-951A-1 
PUB-COL-960F2/3 
PUB-COL-960G-1 
PUB-COL-968A-1 
PUB-COL-970E-1 
PUB-COL-970V-1 
PUB-COL-971F-1 
PUB-COL-971K-1 
PUB-COL-971S-1 
PUB-COL-971T-1 
PUB-COL-972Q-4 
PUB-COL-972S 
PUB-COL-973G-1 
PUB-COL-973W 
PUB-COL-974R-1 
PUB-COL-974S-1 
PUB-COL-975D-1 
PUB-COL-975D-2 


PUB-COL-830E-1B 


‘Manuals & & Publications a ui 


Asis -636A-1, Poded ae Instr — 
_ 636W-1A Power Supply Ineest 


830B-1A 250 W PM Xmitter 


8311A-3 Device Cntrl Computer — 
831D-1 2KW FM Xmitter 

831G-1 20KW FM Xmitter 
831G-2 20KW FM Xmitter 
831H-1 10KW FM Xmitter 
837B-1/1A VOR/LOC Antenna Inst 
844A-1 VOR/LOC Instr Ass’y 
8564B-2 Nav. Computer Unit 
860E-1 DME Maintenance . 
860E-1 DME Overhaul 

860E-2 DME Self Tutoring Man 
860E-2 DME Overhaul 

860E-2 DME Parts 

860E-3 Dist Meas Equip Sys 
860E-3 DME Overhaul 

860E-4/5 DME Parts 
860E-4/4A/5 DME Maintenance 
860E-DME Al Monitor Mod Over 
860E-3 DME A2 Dist. Module 
860E-3 DME A3 Dist. Module 
860E-3 DME A4 Dist. Module 
860E-3 DME A6 Receiver Module 
860E-3 DME A8 Xmtr/Modulator 
860E-3 DME A9 Control Ident 
860F-1 Radio Altimeter Over 
860F-4 Radio Altimeter Mainten. 
860F-4 Radio Altimeter Parts 
878L-1 Amp Test Set Instr 
878L-13/18/19 Ant Cplr Module 
878L-15/16/17 Ant Cplr Module 
878L-3 Discr Test Set Instr 
8845A-1/2 Mag Tape Unit 

887A-1 Digital Unit 

888A-2 RF Translator Maintenance 
889A IF Translator Maintenance 
889A-2 IF Translator 

899S-1 D/S Range Adapter Instr 
Frequency Divider Instruct Bk 
900C-1 FM Mod Mon 

900C-2 FM Mod Mon 

900C-3 FM Mod Mon 

900F-1 67.5Kc SCA Mon 

913M Manual, Transceiver 
913Q-1/2 Controls Diagrams 
913Q-1/2 Controls Instr 
913Q-1/2 Manual, 

913R-1/1B, 913T-1 Cntrl Inst 
913R/S/T-1 HF System Gen Info 
914F-1 Manual, Control Unit 
916A-19 Manual, 

916A-6 Altitude Control 

916B-1 Manual, FCS Panel 
916B-2 Manual, FCES Panel 
916K-1 Manual, Display Unit 
916K-2 Display Unit Overhaul 
916K-3 Inertial Sensor Overhaul 


918M Manual, Transceiver Maint 
937R-1/2/3/4 Manual, Antennas 
941A Translator Parts 

9424-1 Synthesizer Control 
943A-1 RF Amp Mod 

951A-1 Glideslope Revr Overhaul 
960F-2/3 Manual, Control Wheel 
960G-1 Manual, Stick Shaker 
968A-1 Manual, Test Set 

970E-1 Manual, RMI Test Set 
970V-1 Manual, DF Test Set 
971F-1 Manual, Test Set 

971K-1 Manual, Test Set 

971S-1 Aide Box 

971T-1 Test Set 

972Q-4 Test Set 

9728 

973G-1/1A Manual, 

973W Test Set Instr. 

974R-1 Rate Gyro T.S. 

974S-1 Auto Throttle Serv 
975D-1 DME Test Set 

975D-2 DME Test Set 


—830D-1B IKW FM Xmitter 

— 830E-IB 5KWFM Xmitter = =—s_ 1 
-830F-1A 10KWFM Xmitter = =—>_-150. 
_ 830F-1B 10KW FM Xmitter 

8311A-2 Device Cntrl Computer 


200. 00 
100.00 
917A-1/2 Xmtr Modulator Overhaul 200.00 


175.00 
125.00 
50.00 
125.00 
125.00 
200.00 
65.00 
50.00 
65.00 
50.00 
75.00 


t PUB-COL-S79A-2 
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PUB-COL-980L1 
PUB-COL-980N 1 
PUB-COL-980W-1/ — 
PUB-COL-980X-1 
PUB-COL-990C-5 
PUB-COL-999P-1 
PUB-COL-99L2-MW 
PUB-COL-ACG104A 
PUB-COL-ADF-650 
PUB-COL-ALT-50 
PUB-COL-ANS-31 
PUB-COL-AN/TRC32 
PUB-COL-AP-101 » 
PUB-COL-AP-101/ 
PUB-COL-AP-101E 
PUB-COL-AP-102 
PUB-COL-AP-103 
PUB-COL-AP-103D 
PUB-COL-AP-103E 
PUB-COL-AP-103F 
PUB-COL-AP-1031 
PUB-COL-AP-103S 
PUB-COL-AP-104 
PUB-COL-AP-106 
PUB-COL-AP106 
PUB-COL-APM-246 
PUB-COL-APP-80 
PUB-COL-ARA-50 
PUB-COL-ARC-105 
PUB-COL-ARC-182 
PUB-COL-ARC-552 
PUB-COL-ARC552M 
PUB-COL-ARM-165 
PUB-COL-CC2 
PUB-COL-CC3 
PUB-COL-CU-351 
PUB-COL-CU-351A 
PUB-COL-DCE-400 
PUB-COL-DF-301E 
PUB-COL-DL-1 
PUB-COL-DLM-700 
PUB-COL-FCS-105 
PUB-COL-FCS112B 
PUB-COL-FD-105 
PUB-COL-FD-105C 
PUB-COL-FD-105D 
PUB-COL-FD-1051 
PUB-COL-FD-105X 
PUB-COL-FD-107 
PUB-COL-FD-108 
PUB-COL-FD-108A 
PUB-COL-FD-108B 
PUB-COL-FD-108C 
PUB-COL-FD-108D 
PUB-COL-FD-108E 
PUB-COL-FD-108F 
PUB-COL-FD108B1 
PUB-COL-FD108FM 
PUB-COL-FD108H1 
PUB-COL-FD108J 
PUB-COL-FD108J1 
PUB-COL-FD108K 
PUB-COL-FD108L 
PUB-COL-FD108NP 
PUB-COL-FD108R 
PUB-COL-FD108T 
PUB-COL-FD108X 
PUB-COL-FD109 
PUB-COL-FD109A 
PUB-COL-FD109B 
PUB-COL-FD109B2 
PUB-COL-FD109E 
PUB-COL-FD109G1 
PUB-COL-FD109L 
PUB-COL-FD109N 
PUB-COL-FD109P1 
PUB-COL-FD109P3 
PUB-COL-FD109P4 


PUB-COL-980L1A 


— OTOA-2 Ra 
9 


-980W. 1/2 Test se ms 
980X-1 Antenna — 
990C-5 Manual 

999P-1 Instrument Adapter 
99L2-MW MAN Wire line L 


ACG-104A Antenna Coupler Sys. } 


ADF-650 ADF Receiver ey 200.00 


ALT-50 Radio Altimeter 
ANS-31 Area Navagation System 
AN/TRC-32 RadioSet = 
AP-101A/B/C/D Flight Cntrl Sys. 


AP-101E/FD-105 w/562A-4A Man’s — 
125.00 | 


AP-101E Automatic Flight Cntrl 
AP-102/562A-7 Auto Flight Cntl 
Auto Flight Ctr’l Parts Cat 

Auto Flight Control System 
AP-103E Manual 

AP-103F/FD Manual 

Auto Flight Ctr’l Installation 
Auto Flight Ctr’l Specification 
AP-104 Manual 

AP-106/107 Manual 

AP-106 Manual 3 Vol Set 
AN/APM-246/247 Radar Test Set 
Auto Pilot Panel Instr’n Book 


35.00 
45.00 


115.00 


95.00 
45.00 


45.00 
125.00 
250.00 


200.00 


45.00 
35.00 
200.00 
225.00 
800.00 
65.00 
75.00 


AN/ARA-50 Field Main. Instruction 49.00 


ARC-105 Manual 

ARC 182 Systems Manual 
ARC/AN-552 Radio Set Parts 
ARC/AN-52 Radio Set Mntnc 
ARM-165 Radio Test Set 

CC-2 Suitcase Manual 

CC-3 Suitcase Manual 

CU-351 Antenna Coupler 
CU-351/A Ant. Coupler Over’! 
Distance omputing Equipment 
Direction Finder Mainten. Man 
DL-1 Dummy Load , Copy 
DLM-700 Manual, Datalink 
FCS-105 Manual 

FCS-112B Flight Control Man. 
FD-105/AP101E Appendx I 
FD-105C Integrated Sys Instr. 
FD-105D Overhaul Manual 
Integrated Flight Parts Cat 
Integrated Flight Installation 
FD-107 Integrated Sys Instr. 
Integrated Flight Maint. Man 
FD-108A Integrated Flight Man 
FD-108B Integrated Flight Man 
FD-108C Integrated Flight Man 
FD-108D Integrated Flight Man 
FD-108E-4 Integr’d Flight Man 


FD-108/FD-108G/FD-109G Manual 


FD-108B-1 Integr'd Flight Man 
FD-108FM Integr’d Maint. Man 
FD-108H-1 Integr’d Maint. Man 
FD-108J Integr’d Mainten. Man 
FD-108J-1 Integr’d Maint. Man 
FD-108K Integr’d Maint. Man 
FD-108L Integr’d Maint. Man 
FD-108N/P Integr’d Maint. Man 
FD-108R_ Integr’d Maint. Man 
FD-108T Integr’d Maint. Man 


FD-108X/FD-108Y/FD-108Z Manul 


FD-109 Integr’d Mainten. Man 
FD-109A Integr’d Mainten. Man 
FD-109B Integr’d Mainten. Man 
FD-109B-2 Integr’d Maint. Man 
FD-109E Integr’d Maint. Man 
FD-109G-1 Integr’d Maint. Man 
FD-109L Integr’d Maint. Man 
FD-109N Integr'd Maint. Man 
FD-109P-1 Integr’d Maint. Man 
FD-109P-3 Integr’d Maint. Man 
FD-109P-4 Integr’d Maint. Man 


200.00 
225.00 
75.00 
100.00 
45.00 
5.00 
5.00 
95.00 
65.00 
65.00 
100.00 
15.00 
125.00 
200.00 
75.00 
35.00 
45.00 
95.00 
75.00 
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.surplussales.com e-mail: grinnell@surplussales.com Fax: 402-346-2939 373 
| PUB-COL-IND-42 DME Indicator IND-42 99.00 ; PUB-COL-TDR-950 TDR-950 Manual, Transponda 200.00 
PUB-COL-INS-60B —_ INS-60B Inertial Sensor Sys 65.00 | PUB-COL-TE-216 — TE-216 Mod Bulletin & Info 50.00 
) Ope 65.00 | PUB-COL-TE-216* Wireline Modem PCB Descript'n 125.00 
85.00 | PUB-COL-TE-302  TE-302 Carrier Telegraph Sys 50.00 
Service 249.00 | PUB-COL-TE-302C  TE-302C Carrier Telegraph Sys 50.00 
PUB-COL-KW380/0 _KWM-380 Operations Manual,Copy 15.00 | PUB-COL-TE-814  TE-814 Aux. Tele Set Instr 45.00 
45.00 | PUB-COL-TE-890  TE-890/890A Test Set Instr 50.00 
PUB-COL-KWM-1 -1 Manual, copy 45.00 | PUB-COL-TE-891  TE-891 Fault Locator Instr 50.00 
PUB-COL-KWM-1SB KWM-1 Service Bulletins 30.00 | PUB-COL-TE-893  TE-893 Test Adapter Instr 50.00 
PUB-COL-KWM-2/A KWM-2/A Man, New, NOTACOPY 25.00 | PUB-COL-TE-897  TE-897 Test Unit Instr 75.00 
PUB-COL-KWM-2SB KWM-2/2A Service Bulletins 30.00 | PUB-COL-TE204A0 TE-204A-4 Circuit Diagrams 145.00 
PUB-COL-KWS-1 _KWS-1 Manual 45.00 | PUB-COL-TE204AI  TE-204A-4 Instruction Manual 145.00 
PUB-COL-KWT-6 45.00 | PUB-COL-TE204AS TE-204A-4 Service Manual 100.00 
PUB-COL-KWT-6/5 200.00 | PUB-COL-TE216A  TE-216A-2D/3D/4D DataModem _ 85.00 
PUB-COL-KWT-6/8 | KWT-6 Manual (Type 8 145.00 | PUB-COL-TMX-201 Lo Density FSK Equipment 50.00 
PUB-COL-KWT-6/A = KWT-6 Manual (CDS-359B) 45.00 | PUB-COL-TS8020  TS-8020 Manual 175.00 
KWT-6 Manual, copy 59.00 | PUB-COL-TS8021  TS-8021 Manual 175.00 
rah Director System Tek Man 45.00 | PUB-COL-TS-8023 — TS-8023 PA Card Test Set Instr 75.00 
_ MAP-65 Mode Annunciator Panel 45.00 | PUB-COL-TS8024  TS-8024 Manual Driver Test Set 175.00 
_ MC-101 Magnetic Compass Book 45.00 | PUB-COL-TS-8060 — TS-8060 Preselector Test Set 50.00 
' HF80/M © MC-102 Magnetic Compass Book 35.00 | PUB-COL-U-1102  U-1102 AM/FM/FSK Rec 85.00 
-PUB-COL-HF80/S PUB-COL-MC-102M MC-102 Maintenance Manual 50.00 | PUB-COL-U1402 U1402 Literature 25.00 
PUB-COL-HF80/T — HF-80 1-kW PUB-COL-MC-1020 MC-102 Compas Overhaul Manual 95.00 | PUB-COL-UHF-201 Communication System 145.00 
-PUB-COL-HF8010 PUB-COL-MC-102P MC-102 Illustrated Parts Cat 50.00 | PUB-COL-UHF-601 UHF-601 GroundComm. Instr 125.00 
PUB-COL-MC-103_ MC-103 Compass Maintenance Man 50.00 | PUB-COL-UHF-719 UHF-719 Airborne Comm Sys Inst 145.00 
PUB-COL-MCS-107 MCS-107/107V Magnetic Compass 45.00 | PUB-COL-UHF104G UHF-104G-1 Communications Sys 125.00 
HF-8014 Manual Part 1 PUB-COL-MK-1708 MK-1708 Literature 95.00 | PUB-COL-UMT Mount & Thinline II Manual 45.00 
PUB-COL-HF8014IM HF-8014 Exciter Interm Mntnc PUB-COL-MP-1 MP-1 Collins Pwr nade ,COpy 30.00 | PUB-COL-UMT10/ — UMT-10/11/12/13 Mounts/ThinIn 45.00 
PUB-COL-HF8020  HF-8020 Manual k PUB-COL-MR-1000 MR-1000 Manual, Modifications 400.00 | PUB-COL-URC-32  AN/URC-32 Volume 1 Tek Manual 125.00 
PUB-COL-HF8020IM HF-8020 Intermediate Maintenanc 175. PUB-COL-MR-1000C MR-1000 MF Comm . System 110.00 | PUB-COL-URC-80  AN/URC-80(V.5) Mainten. Man’! 95.00 
PUB-COL-HF8021  HF-8021 Manual 175.00 | PUB-COL-MR-1000A MR-1000A Sys Conf & Wiring Dia 200.00 | PUB-COL-VHF-101 VHF-101 Communications Systems 75.00 
PUB-COL-HF8022  HF-8022 Manual, 10-kW Pwr Amp 175.00 MR-102 Maritime Transceiver 75.00 | PUB-COL-VHF-20  VHF-20 VHF Transceiver 200.00 
PUB-COL-HF8022-2 HF-8022 Manual, Part 2 175.00 - MR-150 HF Communications Sys 75.00 | PUB-COL-VHF-21  VHF-21/22C Transceiver Ist Ed. 45.00 
PUB-COL-HF8022IM HF-8022 Manual, Interm Mntnc 175.00 | PUB-COL-MR-150A MR-1000A Sys Conf & Wiring Dia 200.00 | PUB-COL-VHF-250 VHF-250 VHF Transc. 200.00 
PUB-COL-HF8030  HF-8030 Manual 1kW Pwr Supply 175.00 | PUB-COL-MR-I50HF MR-150HF SSB Comm System 125.00 | PUB-COL-VHF-251 VHF-251 VHF Transc. 200.00 
PUB-COL-HF8050  HF-8050 Receiver Instr. Book 225.00 | PUB-COL-MR-150L MR-150 Interim Parts List 125.00 | PUB-COL-VIR-30  VIR-30 Navig Sys 200.00 
PUB-COL-HF80501 HF-8050 Receiver Part] Book 225.00 | PUB-COL-MR-201  MR-201 VHF-FM Maritime Xceivr 50.00 | PUB-COL-VIR-31  VIR-31 Navig Sys 250.00 
PUB-COL-HF8050II HF-8050 Receiver Part 2 Book 225.00 PUB-COL-MW-518 | MW-518 Microwave Radio System 125,00 | PUB-COL-VIR-32 Navigation Revr Instrctn Book 175.00 
PUB-COL-HF8050M HF-8050 Rec. Intermed. Maint. 225.00 | PUB-COL-NCS31C NCS-31 Navig Systems, Complete 300.00 | PUB-COL-VIR-350  VIR-350 Nav Rec Manual 175.00 
PUB-COL-HF8054  HF-8054 Intermediate Maintenanc 175.00 | PUB-COL-NCS-31 — NCS-31 Navagation Cnt! System 75.00 | PUB-COL-VIR-351 —Navagiation Receiver,IND-350 125.00 
PUB-COL-HF8054A1 HF-8054A Manual, Part 1 175.00 | PUB-COL-OR-401 Omni Range System 175.00 | PUB-COL-WP-101 WP-101 Airborne Weather Radar 95.00 
PUB-COL-HF8054A2 HF-8054A Manual, Part 2 175.00 | PUB-COL-PB-150 — PB-150/190; AB-150/190 Tape 35.00 | PUB-COL-WP-101D WP-101 Book Of Drawings 40.00 
PUB-COL-HF8060  HF-8060 Manual 175.00 | PUB-COL-PM-2* — PM-2 Manual, Copy 15.00 | PUB-COL-WP-103 Weather Radar Illus. Parts Cat 95.00 
PUB-COL-HF8060IM HF-8060 Interm & Depot Mntnc 175.00 | PUB-COL-PN-101  PN-101 Pictorial Nav System 200.00 | PUB-COL-WP-103I Weather Radar Installation Man 35.00 
PUB-COL-HF8070  HF-8070 Receiver - Exciter 175.00 PUB-COL-PPM Preferred Parts Manual 8/88 175.00 | PUB-COL-WP-103M Weather Radar Mainten. Manual — 85.00 
PUB-COL-HF8070-1 HF-8070 Manual, Part 1 175.00 | PUB-COL-PRC-66  PRC-66MAN., 5MANUALSET 750.00 | PUB-COL-WP-1030 Weather Radar Overhaul Manual 65.00 
PUB-COL-HF8070-2 HF-8070 Manual, Part 2 175.00 | PUB-COL-PRC-75 — PRC-75 MANUAL, 3 MANUAL SET 550.00 | PUB-COL-WP103GS Weather Radar Mainten. Manual 65.00 
PUB-COL-HF8090 = HF-8090 Manual 175.00 PUB-COL-R388 R-388 Manual, Copy 49.00 | PUB-COL-WXR-150 Weather Radar System Main. Man 115.00 
PUB-COL-HF8091  HF-8091 Manual 175.00 PUB-COL-R390 R-390 Manual, Copy 35.00 | PUB-COL-WXR-300 Weather Radar System Main. Man 165.00 
PUB-COL-HF8092  HF-8092 Manual 175.00 | PUB-COL-R390A R-390A Manual, Copy 39.00 | PUB-COL-WXR-80 Weather Radar System Main. Man 45.00 
PUB-COL-HF8093 -HF-8093 Manual 175.00 | PUB-COL-RCP-65  RCP-65 Remote Compensation Bk 35.00 | PUB-COL-WXR150/ WXR-150/200 Weather Radar Sys 115.00 
PUB-COL-HF8094  HF-8094 Manual 175.00 | PUB-COL-RMI-30 — RMI-30 Radio Magnetic Indct’r 65.00 | PUB-COL-WXR200 WXR200 Radar Manual 50.00 
PUB-COL-HF8095 = HF-8095 Manual 175.00 | PUB-COL-RMI-36  RMI-36 Radio Magnetic Ind Man = 75.00 | PUB-COL-WXT200A WXT-200A/250A Weather Radar 135.00 
PUB-COL-HF80VOL1 HF-80 Exciter, Rec & Controls 175.00 | PUB-COL-RMI-36B RMI-36 & BDI-36 Bearing DisIn 145.00 | PUB-COL-XTALBUL Crystal Deck Service Bulletin 3.00 
PUB-COL-HF80VOL2 HF-80 Exciter, Rec & Controls 175.00 | PUB-COL-RNS-300 Radar Navigation Syst. Manual 65.00 
PUB-COL-HF80VOL3 HF-80 Exciter, Rec & Controls 175.00 | PUB-COL-RT-1250 RT-1250 Rec/Transmitter 125.00 
PUB-COL-HF8130/A HF-8130/8130A Manual 175.00 | PUB-COL-RT-1324  RT-1324 1327/1407/1360 Pt 1 185.00 
PUB-COL-HF8140/A HF-8140/ 8140A Manual 175.00 | PUB-COL-RT1324 — RT-1324 1327/1407/1360 Pt 2 200.00 
PUB-COL-HF8150/A HF-8150/ 8150A Manual 175.00 | PUB-COL-RTTY RTTY “How To” for KWM2 S-Line 20.00 
PUB-COL-HF-9000 | HF-9000 HF Comm System Instr 100.00 PUB-COL-SBR Reference on all Service Bulletins 145.00 
PUB-COL-HSI-45 —_ Horizontal Situation Indicator 99.00 PUB-COL-SP-178 Tape Cartridge System 45.00 
PUB-COL-ILS-70 nstrument Landing Receiver 65.00 PUB-COL-SVO-65 — Servo/SMT-65 Repair Manual 45.00 
PUB-COL-ILS-700 — Inst. Landing Revr Overhaul Bk © 125.00 | PUB-COL-SW-4000 SW-4000 Operators Console 125.00 | 
PUB-COL-IND-30 — IND-30/31/31C Indicator 65.00 PUB-COL-TDR-90 Transponder Instruction Book 75.00 


Collins Service Bulletins & Overhaul Manuals: Military & Avionic 


Attention Avionic Repair 


Surplus Sales has thousands of over- 
haul manuals in_ stock for 
components of Collins avionic equip- 
ment like motors / synchros / 
generators, etc. made by many dif- 
ferent manufacturers. Detailed 
information on the disassembly, 
repair, cleaning and troubleshooting 
is laid out with Collin’s systematic 
procedures. — These bulletins are 
arranged in sixteen 3” binders and 
are too numerous to list here. 
Please fax or e-mail your require- 
ments and we will respond promptly. 
Each overhaul manual is $15 each 


Collins Service Bulletins 
Surplus Sales acquired a complete literature 
collection, originally from the Toronto Canada 
Rockwell facility. Included with a rather com- 
plete array of manuals is a collection of over 
3,000 service bulletins for military related 
equipment (mostly obsolete), in numerical se- 
quence, from a 16F-9 to a 8564B2. These 
bulletins are arranged in forty 3" binders. Please 
submit the model and description of equip- 
ment when requesting bulletins. $10 each 


Collins Overhaul Manuals 


Collins Service Bulletin 


Index 


“CDC Products Service Bulletin / Service 
Information Letter Index" is a 489 page 
collection of service bulletin titles listed by 
equipment, with the date issued and what 
the bulletin accomplished. The publication 
number Is 523-0769332-00621R, 6th edi- 
tion, 1 September 1988. Most amateur 
equipment is covered as well as military & 
avionic equipment. PUB-COL-SBR $145 


Preferred Parts Manual 


A compendium of information on standard 
component parts used in the manufacture 
of Collins equipment, relative to the publi- 
cation date August 1988. Handy for parts 
identification and specifictaions. 2” thick 
book. PUB-COL-PPM $175 


Surplus Sales 
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DESCRIPTION 


Alinco DJ162TD/ED Service Manual ................ccsesscssecccseecesoveeee 20.00 
Alinco DJT80T/E Service Manual .............s..cssccccssseccssescesveesenneese 45.00 
Alinco DJSOOT/E Service Manual ...............csssccssssecssssecsssececsnsees 20.00 
Alinco DJS60T/E Service Manual ............c...sscssccscecsseecsssesesnseees 20.00 
Alinco DJ560T/E Instruction Manual .............cs..csssscssseecssseecsseseen 20.00 
Alinco DJ580T/E Instruction Manual ..............scscscesccsesesosecesseenseee 15.00 
Alinco DJ-FIT Instruction Manual ...............cscssccssessssseccsssecenseeess 20.00 
Alinca DI-FII/E; F&T/E.-Sorv oscar ne 20.00 
Alinco DJ-GIT/E Serv Manual ...........scccsscsscscscsseccoueccssccossesenvecs 20.00 
Alinco DR-1 VOT Maral ........2...:-c...ccss.cccsscocsssecsusssovesetoeterssneeete 15.00 
Alinco DR11OT/E Serv Mag) ccc. <c--cccccs.......0+-ccacecosesscoseconeies 20.00 
Alinco DR-1200T Serv. Mamudl ..........ce...ssscssscsssecssssssssescenneesneess 20.00 


Alinco DR-1200T Inst. Mamtal ...........s..csssccscscssssccssssessessanseeesnns 10,00 
Alinco DR130, 330, 430 Manual ................ccsssccsscssssssecssseensseee 19.00 
Alinco DR130T, Etc. Serv MGM ..c.se.ccsssessssssesssssssscsessssveersnneerseensee 20.00 
Alinco DR160T/E Instr Manual ...............ssccscccsssssssssrvesesssseesseeeee 20.00 
Alinco DR570T/E Serv Manual ...............c....-cccesssscsvsecenssseeecenseee 20.00 
Alinco DR5S70T/E Instr Manual .................ccssssccsssssveeesssesnneesseees 15.00 
Alinco DR-590T/E Serv. Manual ........c.......ccsccsccsssssssssssesenseveseee 20.00 
Alinco DR-599T/E Serv. Manual ......ccc......ccccccscsssssessseconsssseeeson 20.00 
vee Alinco DR-600T Inst. Manual ........ssssccsses.-ossseseooscvvsearnsesveccnseccnce 20.00 
Alinco DR-G00T Serv. Manual .........:sssscc-sscessccovccescossevsssrensecsersese 20.00 
Blinc OR-GVOT Adj. Sheet <a. ooo. case oe ctcctnneeee 5.00 
Alphas 274 Hi-Power Lin Arp ....ssenssssssssssssssssssececseecsescersessnsssssss 20.00 
Alpha 374 Hi-Power Lin Arp ....sssssssevssesssssssssssecssccesseesessssesssssss 30.00 
Alpha 76A/PA/CA Linear AM .....scsccccsssssssssssssssossssssnnesseseneeseees 25.00 
Alpha 78 Hi-Freq Lin Pow Amp ..........cssssssessssseccecsossssssssesseeseeesee 20.00 


ANIC EONS. ALE oon Sie ee Free ee een 15.00 
Ameco PS-3 Power Supply ............ccssssssssscessescessssssssssssssseseeessessees 5.00 
Ameco TX-62 Transm. (Partial) ........c..cssscsscscssecssseecsuessssecesnsessses 10.00 
Ameco TX-86 Transmitter .............ssssseccsssscsssssscsssessssseessssessssssesees 5.00 
Amp Supply LK400/500 Manual ...........sssssssscscssceccecsccceseeceseeceees 20.00 
Atlas 180 SSB Transceiver ...............sccscessseccccsssesccuccsusccusesnecenseess 25.00 
Atlas 210/215 Tromsceiver.ic..co..-::2..0ssu acetone ates 25.00 
1-21 noes EE Ss Atlas 210X/21 5X Transceiver «....:.-02:-.0baseeacwtee ee caccke 25.00 


7 pesteechies Alas 2 A narennnrnerernentene 25.00 


Info/Tech./IntnI: 402-346-4750 ORDERS: 800-244-4567 


All Manuals are made to 
order, and are non-returnable. 


DESCRIPTION PRICE 


Brimstone 144 2m FM Transceiv ...........s:..ceccssesesseecsssecsevecsesessess 20.00 
Boonton 92C, Photo Copy .......ssssssscsssssccsssssssssesesesesseeesseeseeeeeesee 20.00 
B&W 5100 Transmitter ManUGl .....ccccsscsnssecsesneeneaeesneen 25.00 
B&W 5100 Transm. Service Notes .........c:.sssssecsesssecsessesseessesseesees 15.00 
B&W 650/651 Matchmaster .......s:..cccccsscssssesscsssscscssssscecssseeensens 10.00 
B&W L-1000A Supplement ....sssiccsoccssccsssseecevsssssessssssereeeessee 10.00 


B&W PT-2500 AMPLIFIER Man. .......ss-csssssccsscsssecssesssecssecsessseersees 15.00 

B&W VS-1500 KW Antenna Tuner ...........sescscccssecessecsssessssecessess 15.00 

vase BRW VS-300 300w Anterna Tuner o.......c...scccsesssseecssecsssecevseeane 10.00 

CDE Ham II Rotor System Man ...ssssecsssccsccssssssssssssssceecessssnnnesseeeees 5.00 

Central Elec 10-A/B Mods .... csctcsissnnsesteteacinmmneee VOD 

seseccess Civirel Elec 10-B Excite acca asaecencasesdennnnnnees 25.00 
Sovesovyaeesce CMtTON Elec 20-A Schnerrprie oan. sscevsessececesnsncensees’ 10,00 
Central Elec 458-10 10m Conv............ Ee 20.00 

wos Convtrerl Flot 6000 Regs esnnnneadecesennte 20.00 

Central Hoc APT Adopter... 5.00 

Central Flee aAST ASA 2 12v ... I sen cectrevusssence 20,00 

PUB- CEN- in swoiesstees .. Central Elec GC1 ... oe Liasecnlesecsenveseeeene 10.00 
Central Elec MM-2 Analyzer ... ee |'E 
SC  — oe 5.00 

Central Elec Q Mult Kit AQ/DQ oou...ssccesesccssssssssssssssescsssssssseeesen 10.00 


Central Elec Sideband Slicer A .......sssssssssssssssscscesessecceeceecssesssnenee 20.00 
Central Elec SB Slicer A&B ............cssssssssssecceccssssssssesesseseecssnsnneeses 25.00 
Clegg 99er Grn Transceiver ........ssssssssecsssssssssssesececcesseeceessnsesnsvees 10.00 
Clegg Interceptor B VHF Receiv ............ssssssesscssscsssssssseseessecenessens 25.00 
136A / B/C Blanker Manual ..............ccccccsssssssssssssssssesseseeeseesees 35.00 
136B-2 Noise Blanker Manual ..............ccccccsssssssssssssssssvessseseeeees 15.00 
136C-1 Noise Blanker Manual .............cccssssssssssscecccesssssssscseeeeeees 15.00 
TBOL-1 Manuel, Copy sc.cc-a-5...ccsoonSccsscoscnsessccovnssoetestoncbessecnsbieects 39.00 
TBOL-2/180L-3(3A) Copy ..........csccccccccccccsccsscescssesseseeeseseereeeereee 45.00 
1B0L-2/1 B0L-3(3A) Auto Tuner ...........ccccssssssssssssssssssssssesseeeeees 125.00 
Antenna Matching Test Set ........sssssssscscccscccscccscessssssnsnssnsnsussessees 65.00 
1805-1 Mandal 22025502 en he ee ee 19.00 
1805-1 Manual) Copy. so: Sos ee eee ae 19.00 
Linear Amplifier SEIN SN ict Sect = We 145.00 
Lisvocr Alii N00 i sccsscncsigencstnesssiiose-Sse Sasiedatr neste tinie 145.00 
208/0-10 Manual 2) ea omendeereamemeceere 175.00 
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MANUALS: Ham 


j iy 4 \ \ 
B-COL-208A1 «....n» 208A-1 Power Amplifier ManUdlo..:sh0nronsommscnnen 125.00, PUB-DRAKE-34NB .ccuoneDroke 34-NB Noise BlOOKe© o..sccssrsenoenetunan 10.00 


PUB-COL-208A/1A............. 208A-TA Power Amplifier Manual .......cccssscocsscsssccsesseessesnees 75.00 PUB-DRAKE-AA10 DrOke ANAL PA Soeeviisel 272 5 caaecbll SRDS 10.00 
~ PUB-COL-208U-10 ............. 208U-10 Power Amplifier Manual ........sccscsscccsoccscccscossececsee 145.00 PUB-DRAKE-AC4 Drake AC-4 Power Supply Copy ......csscssosccsssesssssesnseecsssseecesece 5.00 
PUB-COL-208U100 ............ 2OBU-10A Descrip. Of Principle ......cssssssssscccsesessessseesneseene 145.00 PUB-DRAKE-CPS1 Drake CPS-1 Power Supply Copy ...scsssssssssssscsessessscnssseeeensee 10.00 
~ PUB-COL-208U10M............ 208U-10A Maint. Book Part II .uu......ccccccccscccssssssescsesecssscesssssssesee 65.00 PUB-DRAKE-DC3 Drake DC-3 Power Supply ....sesesssocsssssscsccccsssssssccesecssesevsssssssseee 10.00 
PUB-COL-208U10P ............. 208U-10A Ilust’d Parts List... ccsssscccce ... 100.00 PUB-DRAKE-DC4 ............... Drake DC-4 Power Supply Copy ....s....scsccssssscsccccssssceceeesnnseeeseee 5.00 


seuseesseneee 302C-1/2 Directional Wattmeter......... ... 120.00 PUB-DRAKE-DSR2 .............. Drake DSR-2 Recemwerttet 36S Nola cceccccn to te.. 25.00 

PUB-COL-30L-1... 

PUB-COL-305-1 oceans. 
ee 959 Mond NOWsiekc! 2 ead ihe 24.00 | PUB-DRAKE-ML2.......... Drake ML-2 TWonsC@iVel occcccrcscccccocee.. 25.00 


PUB-COL-325-1 . 
~ PUB-COL-325-3 


JB-COL. 32S-3A Manual, New ....scsccssscssscscsesecssssessssssscesssscescceseesssnsees 49.00 PUB-DRAKE-MN2 .............0. Drake MN-2000 Manual ............ssscsssssssessscssssssscececcsesccenssssssnees 20.00 
PUB-COL-32V-1 .....sssssssseee Ber Monier Copyics 92.) 2 catenin ei 2 49.00 PUB-DRAKE-MN27 ............. Drake MN-2700 Manual ........ccccssssssccccsssssssssssessssssseseeeseee 20.00 
ee iin: 32V-2 Manual, Original .............ssscsssscsssesssssssceseeseesecesseeseeeeee 100.00 PUB-DRAKE-MNG .............. Drake MN-4 Manual ....ccccscsscsscscscsssssssssssceessccecsssessesssessessereeeee 20.00 
~— PUB-COL-32V-2C................ SEN L MORIN, CODY i). nth teased acepiagentveersl bandas 49.00 PUB-DRAKE-NB7A .............. Prete NB ZA. Wet iA B OE 3S2. cite ecsssoteennapensccacsbes 10.00 
PUB-COL-32V-3 .......essessseee Bets MONON CONV NS cateetla eR Tes 49.00 PUB-DRAKE-P75 ............... Drake P75 Phone Patch Copy ...sscsesscsscsccssssssssessssssssesesessnses 15.00 
PUB-COL-516E-1 .......... vows 516E-1 12 Volt DC Pwr Supphy 2..s.icistsssieielectvereecooreeraies,! E50 PUB-DRAKE-PROMO ............ Drake Full Line Promo 1979 ...cscccssscssccccssssssssssssssssssssesesenee 10.00 
PUB-COL-516E-2 .......ssoo0000 516E-2 Collins Pwr Supply, Copy .....ssssssscscsssssseccserseseeseneseeeenee 30.00 PUB-DRAKE-PS7 ................. Drake PS7 Power Supply Copy ....sccssssssscscsssssssssssseessssseeeeenssees 15.00 
PUB-COL-516F-2 ..........2..... BUGE-2° Manuel New oo... oe:.scsscekhecocssierensoesnneorseennentood bes 19.00 PUB-DRAKE-R4 0... sssssseese Drake R-4 Receiver Copy ........csssssssscsccccssssssssessssessssseseceessnee 20.00 
PUB-COL-S1JT .....essssessseess Communications Receiver, Copy ...........sssssscccssssssssssevssssssssnneseses 65.00 PUB-DRAKE-R4A on... sssneee Drake R-4A Receiver Copy ........sscssssossscsesccsssssssssssssseesessseseneen 25.00 
PUB-COL-51J2 .....cesseesssceses SUP Manual G3 e265 eae ass 42.00 PUB-DRAKE-R4B ..............0 Drake R-4B Receiver Copy ......scsessscsscssossssssssseessssssseeeeensseeen 25.00 
PUB-COL-5153 ....sessesssssesees 51J-3 Manual, photo Copy ........sccssssssssccccssssseseseeessssseseeeeeesese 59.00 PUB-DRAKE-R4B/A ............ Drake R-4B Align. Proc. Copy ......-sssscsssssssessscssssssssssesssseseesesen 15.00 
PUB-COL-51J4 ......esssssseeeees 51J-4 Manual, photo Copy ......cssscsssscssssscsssssssseessssnseseseeseteese 35.00 PUB-DRAKE-R4C .............. Drake R-4C Receiver Copy ......c.sssscsssssscscesssssseseeesssssssseessesnnees 35.00 
PUB-COL-51S-1 ......sssssvsseee BUST Manuel, NOW co.cc is carseeeneseoplatciceeneine 45.00 PUB-DRAKE-R7 ........ccssses Drake R-7 Receiver Copy ......sccccsocsssssscecsesssseecesssssseesnsssseeee 20.00 
PUB-COL-55G-1 .....scssssseee Oe 6 ll ee 65.00 PUB-DRAKE-RV4 ................ Ditie RY-ASV Eg oie LL S28 tae LIS 5.00 
PUB-COL-625-1 ..........scsseses ys =—=—6lU ll ee 35.00 PUB-DRAKE-RV4C................ Darin RAG VEO oe eh OBI Bo ceecacns, fa 5.00 
PUB-COL-651S-1 ......escssseee 6515-1 Manual, Copy ...........222 2  .... 185.00 PUB-DRAKE-RV7 .............00. Drtake RV=7 VEO Conrycteste siecsretce isagk on ceneecsvevisrsenaanel 15.00 
PUB-COL-651S1/A .....sss0000 6515-1 cl Version Mam, 5 s5csiiso isa seccseseedecsncestatecs 45.00 PUB-DRAKE-SC2 ........scsess00 Drake SC-2 2M Converter .........cccsssscsssccssssssssseeesssssssseseesennenees 5.00 
PUB-COL-75A-T ....sssssssseee T5A-1 Manual, Copy ....3\......o 3 49.00 PUB-DRAKE-SCC1 ............... ATT EL Tys |C ne eeret ty oe an 5.00 
PUB-COL-75A-2 .....csssseseeee 75A-2 Manual, Copy «$2 45.00 PUB-DRAKE-SP75............... Drake SP75 Speech Proc Copy ccccssccssscsssssesesssccsssssssssensesseseeeen 
PUB-COL-75A-3 .....sssssssss00 T5A-3 Manual, Copy .ssssscmnics © 2 Sisspeceecssttsctersermeeerece icc 49.00 PUB-DRAKE-SPR4............... Drake SPR-4 Receiver Copy .....cccsscsscsssccssssssssessssssssssessecereeese 
PUB-COL-75A-4 ....ssssscssseees T5A-4 Manual, Copy aaa ecco aseeperrscsiescteeeree 32.00 PUB-DRAKE-SSRI ............... Drake SSR-] Receiver Copy ........s..cc-scscsssssssscssssssesessssseesesssesee 
PUB-COL-75S-1 ......ssssssseses 755-1 Manual, New.i.j 29.00 PUB-DRAKE-T4X ......sse. Drake T-4X, 14 Photo Copy «.......s..sssssssses 
PUB-COL-758-3/A .....scose000 T5S-3/A Manual; New 2.00: 555i arenes iin 29.00 PUB-DRAKE-T4XB .............. Drake T-4XB Copy ............... 
PUB-COL-75SB/C ......esccseee 75S-3B/C Manual, NOW on cssscsecsccecanrsocnsovsnninsboslosscen 35.00 PUB-DRAKE-T4XC................ Cet | 
PUB-COL-HF-380 ............00 HF-380 Service Manual isco cscccatccictecscsesssecsscoresesseicnsse 249.00 PUB-DRAKE-THETA ............. Uf Ss ee 
PUB-COL-HF380/0 ............ HF-380 Operations Manual, Copy ......sseccssccssscvsscvsseeonssnsescossesnee 15.00 PUB-DRAKE-TR22 .............. Drake TR-22 2m Trans Copy ceccssvcvssecscccsscssssssssssssscesseeessseeesee 
PUB-COL-KW380/0 ........... KWM-380 Operations Manual, Copy .............cc.cccscsssssssseersreeeneeene 25.00 PUB-DRAKE-TR22C............. Drake TR-22C 2m Trans Copy ...eccssssssecccecsscsssssssvssssesssesesseeseeee 
PUB-COL-KWM-1 ................ KWM-1 Manual, copy ......s-.-sccssscsses ee 45.00 PUB-DRAKE-TR33C ............ LOSE a ee 
PUB-COL-KWM-2/A KWM-2/A Manual, New 25 ccccee oecsccrseens 45.00 PUB-DRAKE-TR4 .........scecsee UO ei ee 
PUB-COL-KWS-1 KWS-1 Manual, copy’wi5 45.00 PUB-DRAKE-TR4C................ Drake TR-4( Side ee 
PUB-COL-KWT-6 KWI-6 Manual (CDS-31 2} 2255s iccsssscecneegtobctsbsceesioue 45.00 PUB-DRAKE-TR6 ........seessesee Drake TR-6 Gm Trams Copy .....cssscccsscscccscccssssssseecesssssseeeeeesen 
PUB-COL-MP-1 .......sssssssss00 MP-1 Collins Pwr Supply, copy ......sososscscccssscssscsseccssceansssnseeenseeen 15.00 PUB-DRAKE-TR7 «sc... EE UC ee 
PUB-COL-PM-2 ......ssssssssse00 PM-2 Manual, Copy ....225 23 15.00 PUB-DRAKE-TR72 ............0 CPL AT CS a 
PUB-COL-R108/GR ........... R-108/GRC 1097 10 We Mantel cess 25.00 PUB-DRAKE-TR7A .............. Drake TR-7 Assy Install Guides ............cccsccscsssccssssssceccsceseseeseeeeee 
PUB-COL-R274/ER ............ R-274/FRR Tech. Manual 5/52 .......cccsscccsssosecssesssscsssessseescenn 35.00 PUB-DRAKE-TR7P ............... BR ne 5.00 
PUB-COL-R388 .........sssssse00 R-388 Manual, Copy 25 ccsiccccrcccsiarrmanrsaennamatacioes 49.00 PUB-DRAKE-TR7PL ............. Dei E TRF HET IOO Price List csccss cisco cscs ssssccssseseencnesectecunn 5.00 
PUB-COL-R388URR ............ R-388/URR 53.00 40.00 PUB-DRAKE-TR7V............... Dg ag 10.00 
PUB-COL-R389/U .............. R-389/URR Inst. Book 7/540 a 35.00 PUB-EFJ-AVENG ........sscccseon EFlonnson Avenget, Gany oi eccscicscssll see esescscccscctecovscne 20.00 
PUB-COL-R389/UR ............ R-389/URR Tech Manuel 8/55 ....s-scccossscrsscssscesecesssceeesevsneasee 45.00 PUB-EFJ-CHALL ................0 EFJohnson Challanger Copy .....ccsessscescscccccsssssssssssseesesesseeseeen 20.00 
PUB-COL-R390 ...........cosseees R-390 Manual, Copycat 35.00 PUB-EFJ-MESS .0......sssesecsee EFJohnson Messenger Copy ....cccscccceccccscsssssssssssssssssssseseeeseeseee 10.00 
PUB-COL-R390/UR ............ R-390/URR Organ. Maintenance Manual .............cceccsssessseesseeon 25.00 PUB-EFJ-MESS2 .........eseccsoes EFJohnson Messenger Two Copy ...............c.ccscccccsssssssssssssseerereee 25.00 
PUB-COL-R390A .......secsssssss R-390A Manual (Opp ee 35.00 PUB-EFJ-PACE/C ...........00.- EFJohnson Pacemaker Copy ..cssssssesecsscccscssssssevsssssseseesesseeeene 10.00 
PUB-COL-R390A/S .........000 R-S9OA Schematics 5.015 Sesccsssssccecssseseseeess ets ribcage todd 35.00 PUB-EFJ-VAL UI ..sscssccsseeee EFJohnson Valiant II Copy -....ccccsssssoccscssccsccsecesesssssossoseseesseee 20.00 
PUB-COL-R390A/U ............ R-390A/URR Op Manual 1/61 .......scccccccscccssssssssssssvssssvesssssson 25.00 PUB-EFJ-VALIANT ............... EFJohnson Valiant Photo Copy ......ccssscccccsccssssssseecsssssssseseeesen 20.00 
PUB-COL-R39OURR ............ R-390/URR Complete Book 10/53 ........sssssscscccssessssssssssssssesesees 75.00 PUB-EFJ-VIK UN ...........0000000 EFJohnson Viking I Copy ....sccscssssosscccsccccccsssssssssssseseseseeseeee 20.00 
PUB-COL-R392/UR ........... R-392/URR Manual Copy 06/54 on.cscccsccscscccscccsseseseseseeeeeeeeeee 65.00 PUB-EFJ-VIK TK ............0000 EFJohnson Viking Il Kit Copy ..........c...sccccssscecscsceccscessssseseeseeeeeeee 25.00 
PUB-COL-R394/U .......ssso00 R-394/U Manual Copy 11/54 ....sssccscccscccccscssssssssssvsssssnsssevecese 35.00 PUB-EFJ-VIK6N2 ............... EFohnson Vang GN2%, Seulesagtlcatlel ,...senneueasddel bbe! 25.00 
PUB-COL-RBA ..............s0ves+s RBA ROCEIVOE y Copihet B02. IY Serle secession bodied 15.00 PUB-EFJ-VIKADV ..............+- EFJohnson Viking Adventurer ..................ccccssssssssssssssssssseensvveeee 15.00 
PUB-COL-REF .........ssssssseee Pocket Ref Collins 1946 -1980 ..........sscscccsssssssssceseeseeeesesessensnee 19.95 PUB-EFJ-VIKKW .............0000 EFJohnson Viking Kilowatt Amp .......ccsccsssscsscsssssssssssesseeeessessseee 35.00 
PUB-COL-REF-CAL............... Calendar 1997 Guide To Collins ............cc.ccscsscccscscscecesssceseseseeeeeeee 9.95 PUB-EFJ-VIKMBOX ............. EFJohn. Viking Matchbox Copy 15.00 
PUB-CRE-CE1000 ............... CE-1000 Amp Manual Creative .............cccssssssssssssssssvsssceesseseecees 20.00 PUB-EFJ-VIKRANG ..........0.. EFJohnson Viking Ranger Copy 20.00 
PUB-CUR-EK4200 ............. EK-420A Curtis Op Manual .................cccccssssccssssesseseseseesteeseeetensnee 5.00 PUB-EFJ-VIKRII ..........0.00000 EFJohnson Viking Ranger Ul ................ccccsssscssecssssscseseee 25.00 
PUB-CUR-IK4400 ............0+- IK-440A Curtis Op. Manual .............ccsccsccscccsssssssssececesesssssssssseeeces 5.00 PUB-EFJ-VIKTH ............sece00e EFJohnson Viking Thunderbolt 30.00 
PUB-CUR-KB4200 .............. KB-4200 Curtis Op Manual ............ssssccssccccccsssssssssssssssvsssssseeeseeee 5.00 PUB-EICO-221 .......esssseees Bo 221 OV INMID GIG Ue eee a I 10.00 
PUPBBUIS-UED icicovevseseosoneses Cushman CES Comm. Monitor ....2...........csssscsscsscsscssesecesssesererveee PUB-EICO-667 .........ssssssess EICO'GGT ube lester 5) Ae tlotalls es acrennectonndiebed 25.00 
PUB-DAI-RF550 ..........00s00+s RF-550/440 Daiwa Ins. Manual PUB-EICO-667/A .........o... bob-667) * lube Dat eeSGI2 swe ttocdiett «..cscinnntmdboloe 25.00 
PUB-DEN-MT3000A............ Denton MI-A000A;, 2.06352 becb ne cetae ll ceninernverc tb eordt ! PUB-EICO-706 ...0....escseeeone E206 JC PO Mamita 15255..2. crates! css cessssscarecedh ebdall 5.00 
PUB-DEN-PROMO............... Dentron Promo - Watt Wacher .............cscssssssscssssssesessesseeersseneens PUB-EICO-720 o.o....sssecsccsses Brey 20 i slronsniieridets 2. ngtlowilists nrccnnnditoioed 25.00 
PUB-DEN-STPLUS .............+. Dentron Super Tuner PIUS ..............-..sssssssssssssseesessessssssesssnsnsssen PUB-EICO-722 .0......esssseeess BT 22 JAVED Mew ESS 2 sesticestotd scsesnsrresern ode 10.00 
PUB-DOV-MPC1000............ Dovetron MPC-1O00T/LCO Copy .o........cccccesssssssssssssvsssceseseeeeeee 35.00 PUB-EICO-723 .......sesccssees ays 23 | sirname @ S852 ratlee Bek oc ssnmecenlbtad 10.00 
PUB-DRAKE-1525 ............-- UT Cy et) oe he) 2 aa ee eS PC 10.00 PUB-EICO-730 ........ssescsseees EG 730. Modulator ....-B03..J.ciathasalliedh snvesesornsoenndtliaed 20.00 
PUB-DRAKE-TA ..........ee-+00++ Drake. TAySR Recemven eget? Licaslazsitarll coseoneceesredes eed 15.00 PUB-ELD-PROMO ............... ELDICO Complete Set Promos .............ccssscssscssscssssscsssssseveessseseeee 20.00 
PUB-DRAKE-2A .........--.--00: Drake 2AiSBiRoctvee 00252 bid see tt ll a ievreeemres edb 25.00 PUB-ELD-SSBI1OOA ............. ELDICOSSS-1008 528-1025. 2 arathged ill ss esrendbeee 35.00 
PUB-DRAKE-2B .........-..vve++- Drake 2B Receiver Copy ..........sssscsscsccccccssssssssssssssusseseeceeseeeeees 25.00 PUB-ELM-AFO7 ...........svsssees Elmac AF-67 Inst & Oper Manual .............c..ccsccsscccsscsssssssseesesereee 10.00 
PUB-DRAKE-2BQ ................ Drake:2-BO OQ Mult Gopytee hii 008 serecosen aL. 5.00 PUB-ELM-SCHEM ............... Fimuc Schematics Mist 12.25 2 cist ocstllehh .. cssveomneecld abel 10.00 
PUB-DRAKE-2C............-.ssssees Drake 2C Receiver Copy ........ssvscsssssssssccsecsssssssssssnssssvacesecesseeeeee 25.00 PUB-GAL-300 .........sssssseeee Galaxy 300 OTT Sais eS RC Pe A 25.00 


PUB-DRAKE-2NT ................ Drake 2-NT Transceiver ...........ssssscsssscssssssssssssseeseesetnsnsssnseeees 25.00 PUB-GAL-B1 1 o.....essessssssees Gedey OE. Oscillator: 20:582 2: chasis .ncenosaen BL oo EiES 10.00 


376 Surplus Sales 


MANUALS:. Ham 


PUB-GAL-AC35 .......ssssscsseee Galaxy AC-35 Power Supply .........ssscsssscceccsssssecsessssnsssseeeeeens 10.00 
PUB-GAL-FM210 ...........s008 Galaxy FM-210 Receiver ......csccssssscsssssccccesssessssssecssceseseressneet 20.00 
PUB-GAL-GT550 ..........ssssse Galaxy GT-550 (Mame isos cc cise lsssastscceneestsnntsstersdet 20.00 
PUB-GAL-GT5500A............... Galaxy GT-550A Manual .........ccccssssssscccccesescsssesssnsecceesseeseeseese 20.00 
PUB-GAL-II} ....csssssssssesessess Galaxy. II Manual (iccich Jc. Secsted lca iedscsssusassesecrtestut ed A 20.00 
PUB-GAL-III/A .......cscc.00000 Galaxy LiL Scleinitrtieyieis 2200. B20 AMIE sasscesiscscressslee een 10.00 
PUB-GAL-PA-210.........ss...00 Galaxy PA-210--2m Ampesne noc RANG dicluccsscssecsedttioes 10.00 
PUB-GAL-R530 ......sscssssnees Galaxy RSSO:Recobwee ees 2:11, TRIN jassteonsssvasnsasctoodele 25.00 
PUB-GAL-RV550A .........0.... Galaxy RVSSOA VEO .ssicsseccsccocsresssvssieiieisunis “ea 10.00 
PUB-GAL-V .......sccscccsscscsseee Galaxy V Manuol «5.26 Saccoviiticld ili coutsastasnesmucee 25.00 
PUB-GAL-V/A ........scscssssseee Galaxy V Schematic cs iccniilennescmcnener 10.00 
PUB-GLO-DSB100 .............. Globe DSB-100 Sidewinder ......c::cecccsscccssocssscossccsscstsstsseecssansneess 25.00 
PUB-GON-T0-1] wocsessscssseee Gonset 10-11M Convert Particl ............csssssssssvssssssccesossssssssssvesseees 5.00 
PUB-GON-3041 ooccs.n..ssssseee Gonset 3041 Manual 2 ee 10.00 
PUB-GON-3063 ................. Gonset 3063/65/67 ccs 5.00 
PUB-GON-3342/CD ........... Gonset 3342/CD. 6m XSVE icc R cece 25.00 
PUB-GON-3441 oo.c.n..cssssseee Gonset 3441 remote Het ........sssvvescssscsssessssssssssssessscosseesnasseuessse 5.00 
PUB-GON-900A o.....ssssssees Gonset 900A Sidewinder 2m .....ssss..cssssvscscsccssssscssccssssssseeeesensese 
PUB-GON-GI51A ..........0.... Gonset GIS1-A FM uc Be es 
PUB-GON-G28 ...............0. Gonset G-28 10m ca Slt adieu cleats ee 
PUB-GON-G50 ...... Gonset G-50 6m Base ........c..see.00-. 
PUB-GON-G76 ...... Gonset 6-76 3338/; /3349/ 3350. ; 
PUB-GON-G77A Gonset G-77A Mobile Transmit .... a 
PUB-GON-GSB100 ............. Gonset GSB-100 SSB Transit. ..:..-c..ccssscsssccssusssscsssscssvarsvenpsosvsecss 25.00 
PUB-GON-GSB101 ............. Gonset GSB-101) Amp ccsscscctesctcscecctcicltctcctssemtesssecrs estes 
PUB-GON-GSB201 ............. Gonset GSB-201 Amp .cccssccctccecssscestesctsarcesestenereveescessie: 
PUB-GON-IB .......ccsseesseesee Gonset Communicator IB... cscccscsctssscscccocescssecosscessccsosctensece: 
PUB-GON-HI oo... Gonset Communicator Wh clic 
PUB-GON-IV ......cessesssesssesees Gonset Communicator Wis oi 
PUB-GON-PROMO .............. Gonset Promo Info Complete ......cssccssscsseccssecsssessscessesetensseesneess 
PUB-GON-S/12 .......scsscsssee Gonset Super 12 Mob Cony: cssccccsscslicssissessecstesccresscsscesteerstbersee 
PUB-GON-S/6 ....ssesscsscsssceee Gonset Super 6 CONV... cniccsegssie 
PUB-GRU-G66B.................. Grundig G-66B Mobile Receive ..............-.ccccssscssssssssssssssssssssssesss 
PUB-GRU-YB400................ Grundig Yacht Boy 400 Service ............cccscscsscccssecessecsseessseneeenees 
PUB-HAL-1550 ......sscsccsssce Hallicratters 1550 Elec. Ke. scoswcatesssiecacccceccccues 10.00 
PUB-HAL-ATTDATA .......+.ssse Hal Sup Data For Atten/Imped. ..........s..ssscsssccsscccsccssseessessnsssnnsess 15.00 
PUB-HAL-DKB2010 ............ Hallicratters w/EMO-128 0 ccc 20.00 
PUB-HAL-DS3100 .............. Hallicrafters DSSIOO ASR ccc 10.00 
PUB-HAL-FPM300 .............. Hallicrafters FPM-300 Transt ...ccccccce cece 35.00 
PUB-HAL-HA-] ...sssscsssssscoee Hallicrafters HA-1.. Keyer ..ccscssccsseccssectssisscecsssssessencaensorrestelosense 10.00 
PUB-HAL-HA-2 ...........ssees-- Hallicratters HA-2 Tronsvert.32 ke 25.00 
PUB-HAL-HA-2/6 ............0.. Hallicrafters HA-2/6 Promo. 10.00 
PUB-HAL-HA-4 .....eeesssssscsee Hallicrafters HA-4 Keyer s.cc:ccscrccssvessstsdsvasssecasteseevssssstscnepecooere 10.00 
PUB-HAL-HA-5 ........esssseee0e Hallicrafters HA-5 VFO)... Sickece Bic eran eee 10.00 
PUB-HAL-HA-6 .......se.ssesssees Hollicrafters HA-6 Transvert 8h eu ee 25.00 
PUB-HAL-HT-18 ............0..0. Hallicrafters HT-18 VFO si.) ieee ec cscccstsactocsusees 15.00 
PUB-HAL-HT-19 ..o.....seesssseee Hallicrafters HT-19 Prelim Mam .......cs...ccssesscssssesscssssesescnssscecenneee 20.00 
PUB-HAL-HT-20 ...............0. Hollicrafters HT-20 Rum T cee Se Ae eae See 20.00 
PUB-HAL-HT-32/C ............. Hallicratters HI-32 Copy ae Teh Pent ae ee curanoeecteees 
PUB-HAL-HT-32A ................ Hollicnfters HT-32A = 22m en? seh eae eee 
PUB-HAL-HT-32B ............0... Hallicratters, H¥-32B °. Seria seen 13 ae hee bed seme 
PUB-HAL-HT-33 ..0.......e..ssee. Hallicrafters HT-33 Mark | 
PUB-HAL-HT-33A ................ Hallicrafters HT-33A Mark | 
PUB-HAL-HT-37/C ..........000 Hallicrafters HT-37 Copy ........ 
PUB-HAL-HT-40 ............0..... Hallicrafters HT-40 Mark | .... 
PUB-HAL-HT-40K ............... Hallicrafters HT-40K Mark | 
PUB-HAL-HT-41 ................ Hollicrafters HT-4 182 ee sete En, a 
PUB-HAL-HT-44 00... Hallicratters HT-44:2../0 Bee Sete aie 3s deen eee 
PUB-HAL-HT-45 .....0...00...0.:. Hollicraftors HT-45 22oyee 8 eee). oe, : 
PUB-HAL-ID-TA ........cccss000 Hallicrafters ID-1A Rep/Ident .......ssss.ss.scccssssssssessccssccsssssssssveeess 15.00 
PUB-HAL-OPSFMSB ............ Hallicratters OPS/FM-5B ia euyd GROG Mi cissencitsis eet 50.00 
PUB-HAL-OPSFM5SC ............ Hallicrafters OPS/FM-5C%, Seis teeta cae eee 50.00 
PUB-HAL-PC-230............0.. Hollicratters PC-230 week Rie a a eee 40.00 
PUB-HAL-PC-26 .........sssss0e. Hallicrafters PC-26:2): 824) Sis Ce en ee 5.00 
PUB-HAL-RVD100J.............. Hallicrafters RVD1O0J Display ................cccccccccccscesssssssssssssssseesees 20.00 
PUB-HAL-S107 ................0.. Hollicrafters S-107 MKII Receiver ..........scscsssccscsssescsssscccsseeseensescone 5.00 
PUB-HAL-STOB ssissiscsissccesce Hallicrafters $-108 Receiver .........ccc.sccccssscesseccsseessssecsseccsseeessues 10.00 
PUB-HAL-S119 sscassssssussscosss Hallicrafters S-119 Receiver .........cccccsssscccssesccssssccssecccssseecenseesene 15.00 
PUB-HAL-S120A ...........e..0e Hallicrafters S-120A Receiver .........c..csescssecscsssccsecccscssseccenecerseees 15.00 
PUB-HAL-S38B ................... Hollicrafiers $-38B..2neanit 22% «30 hoot coast auataane 25.00 
PUB-HAL-S38D ...............0.. Hallicrafters $-38D MKIA/1B ........sccsssccssscsscscccsssccssscssssccssecesseecs 25.00 
PUB-HAL-S40B ..............0.... Hallicrafters S-40B ..... death UE ant indie ee 25.00 
>UB-HAL-S40B/BU ............ Hollicratters S-40B/BU sc. ehoewitt, BS acre 25.00 
UB-HAL-S76/U ..........00... Hallicrafters §-76/U Recs. Auneni natin Rate 25.00 
B-HAL-SB5 ikciniicnnaed Hallicratters $-85/U MK] Recah. 22 tet aclnatiaasdl eee 25.00 
HAL-S85/U .ca.cssccssosess Hollicrafters S-85/U MKVA/VB .o....ssesscsscssssssscsssccssssecssssecconsecsene 20.00 
PUS8-HAL-SBT100 ............... Hallicrafters SBT-100°SSB' /.....:. eeepc 40.00 


PUB BT 2218 ........02-. Hallicrafters SBT-22-18:SSB;....5. Reunites ecg ee 40.00 


Info/Tech./Intnl: 402-346-4750 


ORDERS: 800-244-4567 | 
PUB-HAL-SP-44 .....sssccssssee Hallicratters SP-44 Sider ADR cD crete ae 
PUB-HAL-SR-142 .............. Hallicrafters SR-142 Trane. soocsossosssssotsssssesscsenseereesenseneee 19.00 
PUB-HAL-SR-150 ......cssssssss Hallicrafters SR-150 Tramse. .....ssscsescscssssssscssescescsnsersseenceeye 2900 
PUB-HAL-SR-160 ......sssssses Hallicrafters SR-160 Transe, ..........csscssssssssssssssssssssssseess as 25.00 — 
PUB-HAL-SR-2000 ............. Hallicrafters SR-2000 Trams .............cssssssssssscseccsesssesnee Ad 35.00 
PUB-HAL-SR-400 .............0 Hallicrafters SR-400 Transe. ..............cccscscscsssssssssssseesens 35.00 
PUB-HAL-SX-100 .....ssssseen Hallicrafters SX-100 MKI ...sssssssssecesenecsessseeessneeesneee nd 25.00 
PUB-HAL-SX-101. .aacccssccsssee Hallicrafters SX-107 MIKI ......sssssssscssssscsssssssssseesecs mine wey ly 00 
—-PUB-HAL-SX-TOTA «sss Hallicrafters SX-1O1A Receiver .....sscsssssssssssssseensssseensennsens 25.00. 
PUB-HAL-SX-101B .....csssssee Hallicrafters SX-TOT MKD .....c..sccccccscccssccssssssssesssssssssessssssesseeeees 25-00 
~ PUB-HAL-SX-101C 2...  Hollicrafters SX-101 MKIIA ........ssssscccsssssscssssssssssssssescossnsssussssess 25, 
PUB-HAL-SX-1 10 ....ccssssoe Hecticretiers SX-110 Copy’ i.a:cissscs..schcosscsesscusstdssnmenabeebeliee 
PUB-HAL-SX-T1 7. ...sssccsnses Hallicrafters SX-117 Copy ...esessssssssccccssssseccesesessssssessecennsnceee i 
PUB-HAL-SX-122 ...scssccsese Hallicrafters SX-122 Copy .....csssssssscccccsrsssceecccccsssssseceseerssseee ww 20. 
PUB-HAL-SX-140 .............. Hallicrafters SX-140 Copy ..eessssssssssssssssssssssssssssssssesssseeeees Taal 2 
PUB-HAL-SX-140K ...........0 Hallicrafters SX-140K Copy ..asessssscscccsessssssccccessrssssansesesesnasecee 20.00 
PUB-HAL-SX-146 ......ccssccsn Hallicrafters SX-146 Copy .....ccssssscccccssssssscssccessssssssseesennneneree 
PUB-HAL-SX-16 ....ssccccsecon Hallicrafters SX-16 Skyride Lili sallefedvoheAlesatett/ieni aan 
PUB-HAL-S¥-25 .sccssseossesss Hallicrafters SX-25 S. Defiant 
PUB-HAL-SX-28 ......ccsecess Hallicrafters SX-28A Sup. Sky 
PUB-HAL-SX-28A ............. Hallicrafters SX-28A Sup. Sky 
PUB-HAL-SX-42 ... wees Hallicrafters SX-42 o......ssssesssscoee 
PUB-HAL-SX-496.............. Hallicrafters SX-42 Sam's Pho 
PUB-HAL-SX-42SB Hallicrafters SX-42 Serv Bull....... 
PUB-HAL-SX-62 o.....ssssssssss. STOP ICEUTOES SX-62 ....cicccttacsnccchaeetsscdkad ess. sncaassrasraietne een 
PUB-HAL-SX-71 o...sesssessseess PGES OKT D c.ccesshsconsscdt rete 00. ssssceunn seine ee : 
PUB-HAL-SX-71/U .....sssces.. Hallicrafters SX-71/71U Run 3 o.cca....sssesssscsssssscsssecssssssccecsesssssses 25.00 
PUB-HAL-SX-71U .....sssssss.s Hallicrafters SX-71/71U RUM 4 ........ssssssssscscsssecsscccsssscecsccsssssesses 25.00 
PUB-HAL-SX-73 occu, Hallicrafters SX-73 Tech Mam .........cssssssssscscssscsssssssssseseseseceesesens 25.00 
PUB-HALSX-74 3... Hollicratters SX-74.R-274 occa cc sscssssssscaeaseebeeteedeed 25.00 
PUB-HAL-SX-96 ooo... Hollicrattors SX-96 Mark | .c.scsc.cisclessuscsecossosusosssssossucsssscboattbnnsed 25.00 
PUB-HAL-SX-99 oa... ssecsseess Hallice. SX-99/99U MKIB/C/D .uu....ssssssssssesesescessens pias eake 25.00 
PUB-HAL-SX-99U ......ssssse0 Hallicrafters SX-99U MKTA ......ssssscscccsssssccccssssssssecssscsssesssesenseseee 15.00 
PUB-HAM SUPER ............000 Hammarlund Super-Pro BC779A ...sssssssssssssssssssssssssssssccsccseeeseseees 25.00 
PUB-HAM-HC10 .........ss0..0 Poverarvictr testi HEE- 10 ois ccletssicccsecgecaceastcnedesescsssssstsatuceecntluceen 25.00 
PUB-HAM-HQ100A2........... Hammarlund HQ-1O00A/AC/AE #2 ......c.sssssccsccssssessssssecccscnsesesene 25.00 
PUB-HAM-HQIOOCE ........... Hommarlund HQ-100 C/E Issue 1 o..........csssesscssssessssssesccsssvecenenee 35.00 
PUB-HAM-HQ110............... Hommoarlund HQ-110 Issue 1 ou........scesssssscsssscccsssecsssseccssscesnnseces 25.00 
PUB-HAM-HQ110/1........... Hommoarlund HO-110 After SN5000 .o.......sccesscssssessssssscccssseseenes 20.00 
PUB-HAM-HQ110A1 ........... Hammoarlund HQ110A After SN8900 ...........cscscccsseccccossssssconsesees 25.00 
PUB-HAM-HQ110AS........... Hammarlund HQ110A Big Schem. ......sssssssssssccccccessevssssssesseceeees 15.00 
PUB-HAM-HQ129X............. Hammarlund HQ-129X Hes Sheet ii. natecseate cen eee 5.00 
PUB-HAM-HQ129XP........... Hammarlund HQ-129X Photo Fact ............csscssscsssssecsssesssessssseeens 15.00 
PUB-HAM-HQ145 .......00...... Heornorrvcnrltsrad HQ=1 45 o.0506.c.c.c0c2.il ascscccesssscccnsssnbssuedscdeadiotes 20.00 
PUB-HAM-HQ145/2........... Hammoarlund HQ-145 Issue 2 .......c...cssssssccssssscssssessscssssccessnsessens 20.00 
PUB-HAM-HQ145P.............. Hammoarlund HQ-145 Advert Promo ..........csssssssssssssssssesessssseseee 10.00 
PUB-HAM-HQ145xX............. Hammoarlund HQ-145X Issue 1 .........scessssesccsssscssuscccssescesseecensees 40.00 
PUB-HAM-HQ150P............. Hammarlund HQ-150 Advert Promo ..........ssscssssssssscssssssssssseeeene 10.00 
PUB-HAM-HQ160............... Hammoarlund HQ-160 Receiver .........sc.ccsscscssssssssuesccssesccnseessnsece 25.00 
PUB-HAM-HQ170............... Hammoarlund HQ-170 Issue 1 ..........cssessscsssessscsssssessssescssnsseeenns 25.00 
PUB-HAM-HQ170/1........... Hammoarlund HQ-170 After SN3300 .........cccscssssssccscssssesesssscesens 25.00 
PUB-HAM-HQ170A............. Hammarldind HQ-170A s..2.00 8 Sere cicaa accel eee 35.00 
PUB-HAM-HQ170A1........... Hammoarlund HQ-170A Issue 1 .........sessssscscssscccsssecscsseccessecssnsecs 35.00 
PUB-HAM-HQ170A3........... Hammoarlund HQ-170A Issue 3 .........sssessccssssssssssssccsssssecessnsesesene 35.00 
PUB-HAM-HQ180................ Hammoarlund HQ-180 Issue 3 ..........cscsccssesccssssscssssccsnsccssssecesneecs 25.00 
PUB-HAM-HQ180A.............. Hammarlund HO-TBOA s.ccics:.css..scsescsossscosecoscsescosssscssnesccabersenseted 35.00 
PUB-HAM-HQ215............... Hammoarlund HQ-215 Issue 1 ......c.ssssccssssescossccsonsecssssecenssecssnvess 30.00 
PUB-HAM-HX50 ................. Hammarlund HX-50 Issue 1 ........ssscscccssssscccsssecccsssseccenssscescensssee 35.00 
PUB-HAM-HX500............... Hammoarlund HX-500 Issue 1 .......cs.scseccssssccccsesessssccssseccsnseseesneees 40.00 
PUB-HAM-HXL-ONE............. Hammarlund HXL-ONE Linear Arp .......csccscccscssssssssssccescesseeeesees 25.00 
PUB-HAM-PRO3IO............. Hammoarlund PRO-310 Ad Promo ........sscc.sssescsssescssssccsssecesssees 10.00 
PUB-HAM-SP400................ Hammarlund SP-400SX saya. 0, ieictesaasscrues bana 20.00 
PUB-HAM-SP600JX ............ Hammarlund SP-600JX21A Copy ......scsssssssssssssssssusscesssseseeeeeeeees 30.00 
PUB-HAM-SP600V.............. Hammoarlund SP-600-VLF31 ........c.ssssesscsseccsssecccssessssuecsensescsnsecs 25.00 
PUB-HAM-SP6P .................. Hammoarlund SP-600 & SPC-10 Ad .....ccs.ccscssssscsccssssccsssesssueecsnsecs 15.00 
PUB-HAM-SP6P/1 .............. Hammarlund SP600/JX/J #7 1956 .....sssccsscccsssscesscccssssssseccesnseee 25.00 
PUB-HAM-SP6P/1A ............ Hammarlund SP600/JX/) #4 Oct52 .....scssccscssssesescscsssecssecsssnseee 25.00 
PUB-HAM-SP6P/2 .............. Hammarlund SP600/JX #4 Sept 52 .......csssssssssssssessecescescssesececees 25.00 
PUB-HAM-SP6P/33.............. Hammoarlund SP600/JX #2 Mar 51 .......ccescsscscsssessssseecossecssnseee 35.00 
PUB-HAM-SP6P/4 ......2....... Hammarlund SP600/JX #6 May 56 .....cccscscssssscsscccssesssecseeeeeseee 20.00 
PUB-HAM-SP6P/4A............ Hammoarlund SP600/JX Tech Summ ..........ssscssssssssccsssssesessssseesens 25.00 
PUB-HAM-SP6P/5 .............. Hommarlund SP600JX21 3IRZ41 011 on..cccecsceccssssecssseeccssseessnsees 15.00 
PUB-HAM-SP6P/5A............ Hammoarlund SP600JX21A #1 Dec69 oon... escsessssscscsssssssseecsnsees 25.00 
PUB-HAM-SP6P/6 .............. Hammoarlund SP600/JX17 31R24182 u....ccccsccsssesscssssesecssssesesene 35.00 
PUB-HAM-SP6P/6A............. Hammoarlund SP600/JX17 Revision .........s...csccscsssecscssscsssssconsees 15.00 
PUB-HAR-HFL1000 ............ Horris HFL-1000 Linear (0.8. 2.s002:4 SRO dence 25.00 
PUB-HAR-RF5O5A .............. Harris RF-505A Full Manual ..............scccscsscsscsssccssseccsssscsovescesnsess 90.00 
PUB-HAR-RF505AC ............ Harris RF-505A Condensed ...............scccsssescsssescssseccssseccenseessneees 25.00 
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fhe Heath ik 100 Mrivc fons 


... Heathkit DX-100B Manual Copy 


Sean eeeeseseeeereeeeseee: 


.... Heathkit DX-20 Transmitter ...... 
we Heathkit. DX-35 Transmitter ..........c:sccsssccssccscccscssssccsessseesecesenne 
ceee Heathkit DX-40 Transmitter ...............c.cscccscccccccssscsssssssssssnvvvsoss 

PUB. HEA. “a Heathkit DX-60 Transmitter .......cssscssscscccssssssccsccscccssccscecesssssseee 
 PUB-HEA-DX60B ................ Heathkit DX-60B Transmitter .........cccccssssccssscccssssssccsssesccecssessee 
 PUB-HEA-FM-3A................. Heathkit FM-3A .......ccccsssssssesecssce 

 -PUB-HEA-GCTA uw... Heathkit GC-1A Mohican 
PUB-HEA-GD-1183............. ... Heathkit GD-1183 «0.0... i 
PUB-HEA-GW32 ................. Hoothkn GWa2 ohne CC ee ra 

 PUB-HEA-GW522 ............... Heathkit GW52A Handy Talkie ........scsssssssscsscssscsssccesesssnssee 

~ PUB-HEA-HAIO .................. Hoothkit HA-10 <3. since eas ies ht 
PUB-HEA-HD10.................. Heathkit. HD-10.w.2 
PUB-HEA-HD1410.............. Heathkit HD-1410 Mamual ........ccccscccccccsscccsccossesssesccscssssessssssses 
PUB-HEA-HD19.................. Heathkit HD-19 Phone Patch .........cssssscsvcscvoescsccccccsscosccssssssssen 
PUB-HEA-HD20.................. Heathkit HD-20 Crystal fat a eee ee 5.00 
PUB-HEA-HG10.................. Heathkit HG-10 VIQ 2 10.00 
PUB-HEA-HM102 ............... Heathkit HM:102° co 20.00 
PUB-HEA-HM15 ........sssss000 Heathkit HM-15 SWR Bridge .....-scscsscscssssscccunossosssesssssseeessees 10.00 
PUB-HEA-HN31 .................. Heathkit Cantentna .......-cc.-cscvesssesecose ee. 5.00 
PUB-HEA-HO10.................. Heathkit HO-10 3 20.00 
PUB-HEA-HO13................... Heathkit HO-13 Panoramic “ ee ee 15.00 
PUB-HEA-HP13 ........ssssssssss Heathkit HP-13 DC Power Supply .....ssccsssssscsscccssesssesssesssessssson 15.00 
PUB-HEA-HP20 ..........ssss000 Heathkit HP-20 AC Power Supply ..e...scsscscsscsssccrscsssccsrsesseceereees 10.00 
PUB-HEA-HP23 0... sssssssssss Heathkit HP-23 AC Power Supply ......sscssssssccssscssssnsscessserseensoee 10.00 
PUB-HEA-HP23A ................ Heathkit HP-23A AC Power SUD. ....sssssscssssssscsscccsssssssssnsssssessee 15.00 
PUB-HEA-HR10 on... .ssssses Heathkit HR-10 Receiver Sos DSS. a eine mice bm 10.00 
PUB-HEA-HR10-B ............... Heathkit HR-10-B feceiver 3.0005. 255 8 cocowecdae 18.00 
PUB-HEA-HRA-101 ............. Heathkit HRA-10-1 Xtal Colbtr .........sesccccccccccsssssssecscceccanssssesecsess 5.00 
PUB-HEA-HS-24 oo. .e.....ssee Heathkit HS- i os ch neg: | CRORE Crise 5.00 
PUB-HEA-HW100 ............... Heathkit HW-1OO skid) Bor Fe ee : 
PUB-HEA-HWIOOMK .......... Heathkit HW- i008: 100/SB101 .. 
PUB-HEA-HW101 ............... Heathkit HW-101 .......ssesesc.sc00.. 
PUB-HEA-HW16 ................. Heathkit CW Transceiver 22 oie ed on ccschec lc 
PUB-HEA-HW18-1 .........0000 Heathkit HW- + FE Manwal Copy eee eis 
PUB-HEA-HW19 0.0... Heathkit: HWS: nk eS ee 
PUB-HEA-HW7202 ............... Heathkit HW- "0 PcirnU either i. ses coc cpuccoyeoresen 
PUB-HEA-HW2021 ............. Heathkit HW-2021 HW-2021-3 .....csccecsssscsscccccossccvscsssccsscccnses: 
PUB-HEA-HW22 ................. Heathkit 40 meter Transceiver ..........cccc.cc.ssssveccsscssssvccssessssseeseoes 
PUB-HEA-HW29A ............... Heathkit HW-29A Manual ............cccccscssscssscccccssssssesecssseccessssseees 
PUB-HEA-HW30 ................. Heathkit HW-30 Woer ss fsck Le eS 
PUB-HEA-HW32 ................. Heathkit 20meter Transceiver ..........cceccsscsssscecsccssssseesecsssssscessee 
PUB-HEA-HW32A ............... Heathkit: HW-32A Copynsectit fee ake 
PUB-HEA-HW5400 .............. Heathkit HW-5400 Schematic ...........scscccsssssseccccsssssvesscssssseeseeee 
PUB-HEA-HW7 ................... Heathkit: HWedssa sae He ey oe 
PUB-HEA-HWM-321 ........... Heathkit HWM-32-1 Mod Kit .....c......ccssssscssssssesscsscssseessesssssscesees 
PUB-HEA-HX10 .................. Heathkit HX-10 Marauder .............sccccccsssecccsssecscssseecccssveesessseess 
PUB-HEA-HX11 ...............00. HoathkiT aH xe Ut Qeostetee eco te TAN acs cscsconcnsannetdtted 
PUB-HEA-HX30 .................. Heathkit HX-30 Six Meter ........csccs.sscccccccssceccssssseccsssseeccssueceecssees 
PUB-HEA-IG102 ................. Heathkit; (G1 02ioMectnet? Tiare ee eae 
PUB-HEA-IG52 o..........sseeee Hoathicit GS 2k, sete FS) ONE YEON hoa scean ltt 2 
PUB-HEA-IG62 ................0.. Heathkit 16-62 weuMrend vey rts 89 acs sarecacn ALL: 
PUB-HEA-IMI18................... Heathkit IM-18:VIVMO0S...l.zdondicl) E88. 
PUB-HEA-IPT8 ......ssssssee Heathkit IP-18 Power Supply ..........cccccccssssssssssssssssssssssssssnssssen 
PUB-HEA-IP32 ............+...-- Heathkit IP-32 Power Supply ...........ccsssss.sscssssssssecessesessssssseesees 
PUB-HEA-IT31 20 ................ Heathkit 11-3120) saree tes ond eth ccc ROLL 
PUB-HEA-KLI ........ssssessseseee Heathkit KL-1 Chippewa ..........s..cscccssssssssssssssssssssssssssssssssnssssee 
PUB-HEA-MP10.......0........... Heathkit MP=10...tqatil walss862 BLL SAS, scssesnconteoeand led 
PUB-HEA-MR1 Heathkit MR-1 Comanche 
PUB-HEA-QF1 Heathkit QF-1 Q Multiplier 
PUB-HEA-RX1 Heathkit RX-1] Mohawk ........c..ccccsscsccsccscscssecessscecssuecesseccssneeeenee 
PUB-HEA-SB10 ........ssssssssees Heathkit SB-10 Side Band Adpa ................cccccssssssssssssssssssesesseee 
PUB-HEA-SB101 ................. Heathkit SB=1 01a: celaennees. PEGG AMS. caine 
PUB-HEA-SB102................. Heathkit. SB-1012: tarteehe OS OLIN MR ccscnn dS LTRS: 
PUB-HEA-SB110A............... Heathkit SB-110A Manual ............cscssccccccsscsssesscssssessesssessesssesee 
PUB-HEA-SB110B............... Heathkit SB-110B, Incomplete .............s:.ssssscscccsssssssssssssserseecsceee 
PUB-HEA-SB200................. Heathkit SB-200 Manual ...cccccccsccsccccosssceseocsseesessesesees 
PUB-HEA-SB220 ..........soo000 Heathkit SB-220 Amplifier Mam .................cs..ssssssssssssssessseeeeeeeee 
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PUB-HEA-SB221 Heathkit SB-221 Manual 

PUB-HEA-SB230 Heathkit SB-230 Manual 

PUB-HEA-SB300.. Heathkit SB-300 Receiver 

PUB-HEA-SB301 ... Hout SB-GU Veseesawtntee 20 Nemertina eb 
PUB-HEA-SB303 HASCIWAK Ts SEO TRF ctesl SSN BE sstecsimcenccncte bere ble 
PUB-HEA-SB400 Heathkit SB-400 Transmitter 

PUB-HEA-SB401 .................. Heathkit SB-401 Transmitter 

PUB-HEA-SB600 .............s00 Heathkit SB-600 commun. Spekt ............c..ssccsssssccsssscecesccsssssssees 5.00 
PUB-HEA-SB610..........sssss.s. Heathkit SB-610 Monitor Scop .........ssssssscssssssscssssccccsssesssssssseee 
PUB-HEA-SB620................. Heathkit SB-620 Spectrum Ana 

PUB-HEA-SB630................. Heathkit SB-630 Station Cons ............cccccsccsccssssssssssssssssssssssessees 
PUB-HEA-SB634 ..............0.. ORRIN Bro tte eee SEI ccsccencedbi cue all 
PUB-HEA-SBA310............... Heathkit SWL Recvr Mod Kit ..u.........ssssssssssssssssscsscsssssescessesseseeee 
PUB-HEA-SBM1021 ............ LUCE S "01.3 CESSES A see eta ea EE 

PRBS HEA TS cs cccoiscsccsic bstsse BOGAN hte Ed PN a cccauseccconads 
PUB-HEA-TX1 ........cssccsesen ROOUINKH, Phe Ache iiiile, Aciiart BRU eccnrsecscs nl ecckat 
PUB-HEA-UT-]...a.-ssnsssecooss..s HOCtneH ere ee PN 2T pnaw ad sewleccsieeladels ’ 
PUB-HEA-VFT on. cse.cccsoeee Hagman Vidas eine ec 1 eon atl becca 5.00 
PUB-HEA-VHFI ..............00-. oo MG! 0) SS BG DOR le, ee 
PUB-HEA-VP-1-12 .............. Heathkit VP-1-12 Vibrator PS ...........cccccssssssssssssssssssscccsesessesseseee 
PUB-HEA-VX1 ...a.ssssesscsousse Heathkit VX-1 Voice Control .........ccssssssssssssssscccseseccssescsecsseceee 
PUB-HEA-W4AM .......sssssssose “OR SESS Qe GR de 1 te 
PUB-HEA-WA-P2 o.......ssssons METS RBA AER El ee! On 
PUB-HEA-WAP2 oo... sssscsone Boe Pre Ap tae POP on oi casas Rak 
PUB-HEN-2020 ................. Henry Tempo 2020 HESSE Sees ten en ARS. 
PUB-HEN-2K/D 00... .ssecscsssce Henry 2K/D-5 Classic Manual ..........sscccccssssssscccccssssssssssssseseseee 
PUB-HEN-2K4A ......sosesecesese Henry 2K-4A Amp Manual ...............ccccccccccsssssssssssssssssssssesseeeee 
PUB-HEN-2KD5 os cssccsesee Henry 2KD-5 Amp Manual ..........cccccsssscscscsccsesscssssssssssssseeseeseee 
PUB-HEN-3KA oo. .cccssssssssens Henry 3K-A Amp Manual .............c.cscsssssssssssssssecesesssessccssesseeeenen 
PUB-HEN-FMH nn...scsssesssess EL ere ancien 
PUB-HEN-FMAV 0... eeccscoee oe EIN SL SRE Ss sa Adr 1 rh ar cr 
PUB-HEN-TEMP146 ............ Henry Tempo (146) Commercial 

PUB-HEN-TEMPI ......sesssessee oe CEO) siete i Mi ee rr a 
PUB-HEN-TEMPS15 ............ 2 CEN ORS a | RL Se G00 Up ies licaE ) 
PUB-HEN-VHF-1 ......ssssssee Henry Tempo VHF-1 Manual ..................... 

PUB-HEN-VHF-IP ............... Henry Tempo VHF-1 Plus ........... g 

PUB-HW-APS90 Harvey Walls APS OO POW SUp CE STH nccsviereersserctaciors 
PUB-HW-T90........ Harvey Wells 1-90 Tromstmitter ............sccccsccscsccccccscceccsesseseeecsesees 
PUB-ICM-215 ...sesssscssssesesees cba 215 martin Copyi CADE 8 Ue cecsseenensialaed tes 
PUB-ICM-3A/AT ...........see... Icom 3A/AT 220MHz FM Trams .........ccsccccsccsssscecscccsssecsssessssccees 
PUB-ICM-55] ..ssssscccscssssess Icom 551 Schematic Only Copy .....sssscssssssssssssssssssssecssssessssssessessee 5.00 
PUB-IOM-R70 oo. ecssesseee Icom R70 Receiver Manual ................ccccccscsccsscscssvecssssescssecsssesee, 35.00 
PUB-KAN-FIELD ..0......s....00 Kantronics Field Day 2 Code .............csscccssssssssssssssuscssesessssesseeeees 10.00 
PUB-KAN-VARI ................... SEAS OU ATES TEs ih So ne et ce ee Ae 5.00 
PUB-KEN-AT230 ................. Kenwood Antenna Tuner Manual ................co.-cccccessssveeescssececcooss 10.00 
PUB-KEN-DG5 .........nccec.-cone RONWOOd Dice ne Mend ee ccccccsan cl oD 10.00 
PUB-KEN-HS5 ooo. csssiec, Kenwood HS<5. MONUGH i aN Id scccccsescsconcemveadeceee oes 5.00 
PUB-KEN-KPS12................. Kenwood KPS-12 Manual ..........ccccc.cccsssssccscssssveesesssssssesescsssssesssen 5.00 
PUB-KEN-KPS7 .............0..... Kehwoud Res-2 manual 0h skh ascececsceoene eel 5.00 
PUB-KEN-MC50 ................ Kenwood MC-50 Microphone Man .........css....ccssssssscsssssssssssssssececee 5.00 
PUB-KEN-PCTA ...-ccccsss.ccoves. Renwoud POs een TAIN sare AN ca ccccccmaeleoebac 10.00 
PUB-KEN-PS30 ..........oossesss- Kenwood PS-30 Power sia PROMI ha ccs ectvsenoance UNAS 5.00 
PUB-KEN-PS$430 ............22... Kenwood PS430 Power Supply Mam .............cccsccscssescesssssesseseeeesee 5.00 
PUB-KEN-R1000 ................ Kenwood R-1000 Manual ..........c.c...cscccccssssscsscssceesesssseesssssecessess 10.00 
PUB-KEN-R5000 ................ Kenwood R-5000 Manual ...........ccc...ccsssccccccccsssecesccsssssecesecsssessee 10.00 
PUB-KEN-R599A ............... Kenwood R-599A Transmitter Man ........scccc..ccssvcsssccssssveessesssssece 20.00 
PUB-KEN-R599ASM............ Kenwood R-599A Service Manual ..........s.....-ccsvcessscssvssveesssssssesece 35.00 
PUB-KEN-SM220 ................ Kenwood SM-220 Station Monitor ...........cc..ccscecssceessssesssseeeecsseee 25.00 
PUB-KEN-SM220SM ........... Kenwood SM-220 Service Manual ..........c:....cssccessscssssssecesscssssesce 35.00 
PUB-KEN-SP230 .........sssssess Kenwood Speaker Manual .........cssssssccscssccssssscsssssssssseceseesseseeeeeeee 5.00 
PUB-KEN-1599 ww... Kenwood 7-599 Transmitter Man .........c...-.ssscecssssscesccssseesesseeeeen 20.00 
PUB-KEN-TH22AT ............... Kenwood TH-22AT Sup. Info ..........cscssssssssssssssssssscssesssesecesseseeesen 10.00 
PUB-KEN-TH28A/E............. Kenwood TH-28A/E TH48A/E Man. ............sscsccccsscccscsssecescssseeeon 15.00 
PUB-KEN-TH77AE............... Kenwood TH-77A/E FM Duo Bander ...............scsscssesssssessssseescvsees 15.00 
PUB-KEN-TM231 ................ Kenwood TM-231/331/431/53] MOM .......sscccccccscssscssveesssceceeeon 10.00 
PUB-KEN-TM2570A............ Kenwood TM-2570A/50A/E/30A 

PUB-KEN-TM411A.............. Kenwood TM-411A Manual .................. 

PUB-KEN-TM7OIAE ............ Kenwood TM-701A/E Manual .............ccccccccsscccscssvccecsssssesessseceoe 
PUB-KEN-TM/7 21AE ............ Kenwood TM-721A/E Manual ...........c..csccccscessseccsscccsceescsecssseeosee 
PUB-KEN-TM732AE ............ Kenwood TM-732A/E Manual ..........:c.csccccscssscessssesssssecesseeessesece i 
PUB-KEN-TM733, .............. Kenwood TM-733A App Note .......sscsscssssscsssssscesessesscesescsessseseeeeeees 5.00 
PUB-KEN-TR2200............... Keawood 1R-2200 00s Aaa ae I, ice lecctces LER E 10.00 
PUB-KEN-TR2400............... Kenwood TR-2400 2m Transceiver .............ccee.-sssseecsssseeecessseeesen 15.00 
PUB-KEN-TR2500............... Kenwood 1R-2500 ver tel aide A IS cy lle het 10.00 
PUB-KEN-TR7400............... Kenwood TR-7400 Manual ............c...ccccsscccsssececosssecscsssseessssseceoe 10.00 
PUB-KEN-TR7800............... Kenwood TR-7800 Manual ............c....cccscscsssscescsssecescsssesesesseeseon 15.00 
PUB-KEN-TR7950............... Kenwood TR-7950/7930 Manual ..............scccc-sssceccssssecessssseessees 15.00 
PUB-KEN-TS1 208 ............... Kenwood TS-120S/V Xsceiver Man ........c...csseccccsssvecssssssecsessseeeon 20.00 
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PUB-KEN-TS1 80 ..........ssseese Kenwood TS-180 Transceiver Mam ..............ssssssssssssssssssssssssseveesee 25.00 
PUB-KEN-TS4308 .............00 Kenwood TS-430S Transcvr Man .....ssssssssssccsscscccccecsssccessssseeseesees 20.00 
PUB-KEN-T$4405 ............... Kenwood TS-440S Tramscvr Ma ..........sscssscsssssssssssssssssssssusesseseee 20.00 
PUB-KEN-TS50S ..............0 Kenwood TS-50S Manual .............csssssssscccecsccssssssssssssnsnsssssssssssess 25.00 
PUB-KEN-TS511S .......ssss000 Kenwood TS-511S Tramscvr Man .......ss.sssscceccccssccssescsccceseessseseesee 15.00 
PUB-KEN-TS520SE.............. Kenwood TS-520SE Transevr Man .........:..cscssssssssssssssssesssssssseseeee 20.00 
PUB-KEN-TS5308 ...........sse+ Kenwood TS-530S Transeve Man ........ssssssssssssssesseeees .. 30.00 
PUB-KEN-TS700A ............000 Kenwood TS-700A Transcvr Man ..... cases 0.00 
PUB-KEN-TS79AE ........sssces0 Kenwood TS-79A/E FM Duo. Boner. . 20.00 
PUB-KEN-TS820 .........ssccee Kenwood.JS-820 Promo ccci..cistecsssccctssyovcschscanctecepsncleshasseetucesosstcs 5.00 
PUB-KEN-TS8200M ............ Kenwood TS-820 Op Manual.......... .- 20.00 — 
PUB-KEN-TS820SM............ Kenwood TS- 820(5) Service Man c.3istie seek dae 45.00. 
PUB-KEN-TS820T .............0 Kenwood TS-820 Tecty bebo 5.05.53. 5000.0 sncsnensnennunsdscntosddtionc 10.00 
PUB-KEN-TS820TM............. Kenwood TS-820 Tech Manual .............sssssssssssssssssssssessessessesceesee 25.00 
PUB-KEN-TS850 ........c.ss0000 Kenwood TS-850 Ins. Manual ..........ssssssssssssssssesssssssccsesecencenseenees 20.00 
PUB-KEN-TS900 ........ssess-. Kenwood TS-900 Manual ........sssss.ssssssssssssssscsccssscsssssssssssisersseeane 20.00 
PUB-KEN-TS9308 2... Kenwood TS-930(S) Manual ..............sccscseccssssssssnssensssseesess ic 35.00 
PUB-KEN-TS930SI ........2..... Kenwood TS-930(S) Ins. Manual ...........csccsssssssssssssssssscseeesseseeeee 25.00 
PUB-KEN-TS930SM.............. Kenwood TS-930S/SP930/AT930 ......sssssscssssssssssssssssesssseeseeceenees 35.00 
PUB-KEN-1S9408 ............... Kenwood TS-940. Instr. Manual ........cssssssssssssssscssssssssscoeceneesesenet 25.00 
PUB-KEN-TS950 ........sseesss Kenwood TS-950 Ext Ctrl Man ..cc.s.ssscccsssssssssccsscssccssssnsuessesecceenene 25.00 
PUB-KEN-TS9508 ........ssess.. Kenwood TS-950SDX Marval .........ccssssssssssssssssssssssessssscsssseseeeeees 35.00 
PUB-KEN-TS950SD ............. Kenwood TS-950SDX Cir Dia 
PUB-KEN-TX599 ............scee. Kenwood 1X599 Service Manual 
PUB-KEN-VFO230 .............. Kenwood VEO sMaiiOl oc ccceccee ce ccessccreccsances 
PUB-KEN-VFO520 .............. Kenwood TS-520 VFO Manual 
PUB-KEN-VFO820 .............. Kenwood TS-820 VFO Manual ..........ccsssssssscsssssssssssssssesssecennenstens 5.00 
PUB-KNI-83Y27 26 ........0000 Knight 83Y2726 Receiver .........cssscsssssssssssseveee Fe 
PUB-KNI-R55 .......scsccscssenen Knight R-55 Receiver Man 
PUB-KNI-R55A .......sscccsnseees Knight R-55A Receiver Man ot 
PUB-KNI-SIGNAL ............c0e Knight Signal Wace s....205. desk cctittecdcaescpSecsnnasanscton ee : 
PUB-KNI-T150A on. .ssecsssnsee Knight T-150A Transmitter Mam .uu........csssssssssssssssssssscssseeesessseeeees 25.00 
PUB-KNI-T60 ..........sssessoooes Knight 7-60 Transmitter Mam .u......ccsssssssssssssssssssssssscsssesseceseseeees 25.00 
PUB-KNI-X10A .u.....ccccsssse0 Knight X-LOA Crystal Colibrante 2c2805 6:3: ccencccsssonnstsenceseecante 5.00 
PUB-LAF-99-457 ......cssssssees Lafayette 99-457.26 Intercom .......cscssssssssssssssssssecssssssesessceeeeessssee 5.00 
PUB-LAF-99-5065 .......ssso00 Lafayette 99-5065 Lab Tester .........scssssssssssssssssssessssssesscecesseee 10.00 
PUB-LAF-HA146 ..........sseeeoe Lafayette HA-146 Transceiver ...........sscssssssssssssssssssssseseesssssesseeees 20.00 
PUB-LAF-HA350 .........c.cc0s»- Lafayette HA-350: Receiver ...ssarssesssssssstessscsnssccessssssssssssseeeeseeanet 15.00 
PUB-LAF-HA460................. Lafayette HA-460 Transceiver .....ssssssssssssrsssssseccssscssssssesseeesessesee 15.00 
PUB-LAF-HA750 ..u.......ccc000 Lafayette HA-750 Transceiver .....sssssssssssssssssssssscscssssssessssceesensese 15.00 
PUB-LAF-HA800 ............sse+« Lafayette HA-B00 Receiver ....cssscccscocssssssssesssesvansssssssseseeseeseevee 15.00 
PUB-LAF-HAS800B............... Lafayette HABOOB Receiver ....sssssssssesssssssssssssnssssssssssssssssesessese 15.00 
PUB-LAF-KG3000............... Lafayette KG-3000 Intercom .....ccsssssssssssssesvsesssssssscseceeececseesene 5.00 
PUB-LAF-P350 ...........c000000 Lafayette P350 VHF Receiver .........cscsssssssssssssssssvvscesssessessecceeceee 10.00 
PUB-LAF-PA25B .........sss00-- Lafayette: PA:25B. PA Ait 26 5 cccsctivststseossc osouecconsecebecsestins 10.00 
PUB-LOU-MKIII ............s000e- Loudenboomer MK III Ant Ob WG orc ccceerccsacse there 25.00 
PUB-LSI-PHASE ..........ssss00 Lake Shore Ind Phasemaster SSB ........ccssssssscsssssssssscossscesessssseee 20.00 
PUB-MEL-AFO7 ..........csssnnees Multi-Elmac AF-67 Operation .........ssssssscssssssscccsccsecccccscssssssnssssees 20.00 
PUB-MEL-AF68 ..........ss...0000 Multi-Elmoc AF-68-cjcustt Se ete cael 20.00 
PUB-MEL-NC155 0......ssssssse Multi-ElmocNC-155 ciel OM becwnek os ee 15.00 
PUB-MEL-PMR6A ................. Multi-Elmac PMR-6A HF Receiver .......sssssscssssssssssscsssseessssssssseseee 15.00 
PUB-MEL-PMR7 ...........++..... Multi-Elmac PMR-7 Operation .........ssssssssccssssssessssssssssesssssssseeeee 10.00 
PUB-MFJ-1020A ............00. MF). JO20ACopyssesewetl 20028 bonwrah eee 5.00 
PUB-MFJ-1272 ......sssscssse0 MFI.1272.Copy:.:. teaver. 00 Mewes .caccsccussoaass AMM eee 10.00 
PUB-MFJ-1272B ...........-00+e MFJ 12728 eA Mantial Copy’ irnsisrmcd <.cccossseccomnn tebe relies 3.00 
PUB-MFJ-1284 ooo..a..scsssssees MFI. 1284 :Peick of Copyyart. Alesis, RXR ssnnrerusansosesclle eitesies 5.00 
PUB-MFJ-1289 0......sssccooee MES. 1.289. Copyath ssccice2 BOP? <8 Powerit... consent ete 10.00 
PUB-MFJ-1750 .......scsssseess MF) 1750-1752 Antenna Copy .......ssssssssssscccssssssssseeseeccessssssssececes 5.00 
PUB-MFJ-1786 ........s.sseeee MEJ.1786 Loop:Antenmans 25.5242. 20Wiah -..cccose tienen tee 5.00 
PUB-MFJ-1796 ......sssssseesees MFI 1796 Vertical Antenna .......ce...ccssssssssssssssscccsscssssesssssssssssessee 5.00 
PUB-MFJ-2040 ........ccssssees MFJ 2040 Repeater Controller ..........sccssssscsssssesescossssseeecessssseeessen 5.00 
PUB-MFJ-249 ...sseccsscssssseees MEJ.249,Copysc, sap iss. FAs tr O0s SY css. cectansdeee ttle seeeciee 5.00 
PUB-MFJ-422 ........sesssseeees MFJ.422. Kever Copy ts 5. J255 2) 000M: ceensoonsiennctcthaeer sce 5.00 
PUB-MFJ-482B ouu.n...sssssssss MEF}, 482B:Keyer:Copy'.2.A 5.6! boast 2... ature 5.00 
PUB-MFJ-8100 .........c.ss0ee- MFJ 8100 World Band Receiver .........ssccsssssssscccssseecssssseecessseeesees 10.00 
PUB-MFJ-817 ......seesssseeone ME) Wattmeter Copy stil ia ofl, 20M .sccosennevodh dhecstloncl 10.00 
PUB-MFJ-9015 ou....seesseseee MF) 9015 15M CW Transceiver ...........ccccscsssscsseessesssecsseessesseesees 10.00 
PUB-MFJ-9017 .......ssssssssoee MF) 9017 17M CW Transceiver ..........sssssscscccsssssssscessssssecsscessssece 10.00 
PUB-MFJ-9020 ..........sssss0es MFJ 9020 20M CW Transceiver ..........cccscssscessecsscssscsssesssesseeesees 10.00 
PUB-MFJ-9030 ......csesssssee MFJ 9030 30M CW Transceiver ........ccssssccssssssssccscssssssececsssesssece 10.00 
PUB-MFJ-9040 oun... sees MFJ 9040 40M CW Transceiver .......c..cc.cccecsessssscseesssesssssseessecssees 10.00 
PUB-MFJ-931 nn. .sssssssssessss ME) Artifical Ground Copy .....ss.ss.sccscssssssssssccsseccccssssssesecesseesssessees 5.00 
PUB-MFJ-94 1 Eu... ceesssseceeone MEJ Versa Tuners Copy! 2502) Raed sss cesseiatiossbecckase 10.00 
PUB-MFJ-945D os sssessseee MEI. Mobile Tuner Copy... 2025.25 Wome  ssscoseoouscdee os clae 5.00 
UB-MFI-948 ..scesssssssssssee MEL Del, Tuner Copy sate’ 9) Iuyetr da sscaceonnl eet 5.00 
B-MPI-949E oo. sssseessnee MES Versa. Tuner, ILGopy' 205..AS ISAM. cetsoncsasonetd abet 10.00 
PUB-MPI-956 ......esssscccssess MFJ 956 Tuner-Preamp Copy .........sssssscccsssssscsseessoneesssseccssseessasecss 5.00 


PUB-MFJ-959B .....sssscsssnee MFJ 959B Tuner-Preamp Copy ...........cssccssssssssssescssssesssseesssseersssess 5.00 


Info/Tech./Intnl: 402-346-4750 


ae 9 See a 


ORDERS: 800-244-4567 — 
ft) 
PUB-MFI-96.2C ........ccsssssssee MFJ 962C Versa Tuner copy qa SAL cccecee — Ad us ). 
PUB-MFS-971 .....sssscccscsceees MFJ 971 Antenna Tuner Copy ..........sssssssssssseeee Ba Z. 
PUB-MFJ-986 ...........ssscceee MFJ 986 Antenna Tuner Copy ...............+-..-- en 5.00 — 
PUB-MFJ-989C 0... .sossesees MFJ 989C Versa Tuner V Copy .. ste ene acted 
PUB-MFJ-FAST ........c.ccccsssese MFI Fast Start Copy: iccsteaccese:s-cbdtocbtM Civile seeeyileeasees 
PUB-MIL-90651 ................ Grid Dip manual Copy ........cssccsssssssccscsssssseccesecsnsnneceees 
PUB-MIL-90700 ................. Voriarm. manual Cony eM ADE [hs Mo al 
PUB-MIL-90801 ......csssccsns Exciter/Transmitter Copy .....scessscssssccsssssseecceeeunaseeee 
PUB-MIL-90810 Transmitter manual Copy .........:..sscsscssssssssnsessssesessnnee 
PUB-MIL-92101 re Amp manual Copy ...csessssssscssscssscssssessssssnrecceseeeseeses 
_ PUB-MIL-92200.................. Iransmatch manual Copy......... 
— PUB-NAT-200 on... oaon.cseossses Nat’l 200 Transceiver Manual ..............cscsssssssssecsccceeeeeees ( 
© PUB-NAT-686 ccsccssses Nat'l 686/697/1286 PS Manual 5. 
PUB-NAT-HFS-PRO .............. Nat'l HFS Receiver Promo ....ssssssssssssssssssssssssssssssseseeseessseessseesesees 19: 
PUB-NAT-HRO5O sss... Nat'l HRO-50 Manual ........ccssssssssssssssssssscssssosssssecceceeecesseeees hts 
‘+ PUB-NAT-HRO50/1 ............ Nat'l HRO-50 12 New Features .............ccccssssssccsscccoscesssssusescesees 1! 
~~ PUB-NAT-HRO50/2 ........... Nat'l HRO-50 Original Promo .....ssssssssssssssssssssssssssesssssesssceeseeeeesss Ds 
PUB-NAT-HRO500 .............. Nat'l HRO-500 Marval .........c...c.cssshesssscscssssssssssssunseusssssvessetocs 
PUB-NAT-HROZRT .........ss.-+s Nat'l HRO-7R/T Photo Feact .i.2.:hc...1sskssit00h _sesnnsacsecossstvaesl tall 
PUB-NAT-HRO7RIP.............. Nat'l HRO-7R/T Prose .2.....cl5:..Jiccts.c0eld ceennsnsenreenste ante 
PUB-NAT-LFT 0 ...a.....ssssssesses Natl LF-10 Low Frog...) s:c0.1,.JL21LUCc0, .senconseseesessns AIRE 
PUB-NAT-MB40L ..........ssee Nat'l MB-40-L Tonk iti 228.105. Wactnols seal aM eetene 
PUB-NAT-NCV 21 ....sssssssses Not’ NC-121 Mernucad .ccc..2 LG. Makcchtce es escannecnamett choosed 
PUB-NAT-NC173 ou....c.cssss00 Nat'l NC-173 Receiver Manual ..............scssssssssssssssssssssssesseeseeeess 
PUB-NAT-NC173/P ............. Nat'l NC-173 Promo 2 Side ......ccsc..ssssssstsosasecsssoceccecssconnassesseserste 
PUB-NAT-NC2-40D ............. Nat'l NC-2-40D Original Promo .......sssssssssscsssscssssssssssccsceessesseeeee 
PUB-NAT-NC270 ......sssssssee Nat'l Receiver Manual Copy ......sssssssssssssssssssssssssssssssecsssssecseseetses 
PUB-NAT-NC300 .............000 Nat'l NC-300 Receiver Manual ...............scssssssssssssssssssssussseeseeeese 
PUB-NAT-NC30001 ............. Nat'l NC-300€1/C2/C6/CC Copy 
PUB-NAT-NC300(2 ............. Nat'l NC-300C2 Service Bull........... 
PUB-NAT-NC300S1 ............- Nat'l NC-300 Serv Bull FSN-33 .o........sssssssccsscssssessccsssusecesensessssess 
PUB-NAT-NC30082 ............. Nat'l NC-300 Serv Bull FSN-35 .............ccsssssessscceccsssssnsnsssseseceenses L 
PUB-NAT-NC30083 ............. Nat'l NC-300/HROGO S.B. FSN-37 oouu...sssssscssssssssecccconsusseececeensee 10.00 
PUB-NAT-NC300S4 ............. Nat’l NC-300 Serv Bull FSN-36 ............scsssssssccecccssssssssssssseseceesees 10.00 
PUB-NAT-NC30085 ............. Nat’l NC-300 Serv Bull FSN-37 oo.........sssssssssscccsscssssssssseseeseceeseess 10.00 
PUB-NAT-NC300S6 ...........+. Nat’l NC-300 Serv Bull FSN-38 ..o..........sssssssscccccccsssssssssseseeesecenses 10.00 
PUB-NAT-N(300S7 ............. Nat'l NC-300 Serv Bull FSN-39 uuuu.......ssssssssssssssssssscesssseseeceeeeesees 10.00 
PUB-NAT-NC30088 ............. Nat'l NC-300 Serv Bull FSN-30 ...........ssssssssecccsccccssssssessesseecesenses 10.00 
PUB-NAT-N(303 ...............0 Nat'l NC-303 Receiver Manual .........cscsssssssssssssssssscececesesecseeeeeeee 25.00 
PUB-NAT-NC33 oou...csssssseees Nat'l NC-33 Receiver Manual ..............sscssssseecccecsessssssnssesesssensees 10.00 
PUB-NAT-NC57 0u...sscsssseseee Nat’ NC-57 Receiver Manual ..............ssssssssesscsccsssssssssseeeseeesen 20.00 
PUB-NAT-NC57/PS ............ Nat'l NC-57 Promo.Sheet :....c:.1i03...s...:.:dédbennevssseeseaclandstbtettetettl 5.00 
PUB-NAT-NC57B ........s........ Nat’l NC-57B Receiver Manual .............scsssssscscsccccscsssssssseeeeseeseees 20.00 
PUB-NAT-NCL2/S .........+..... Nat’l NCL-2000 Serv Bull 64-16 o..........cscsssssscsscsscssssssssseesesecseesens 5.00 
- PUB-NAT-NCL2/SB ............. Nat'l NCL-2000 Serv Bull 66-4 .............csssccscccssssseccesessssseescsssennee 15.00 
PUB-NAT-NCL2000 ............ Nat’) NCL-2000 Amp Manual ..............scsssssssssssssssvessesesseseseeee 25.00 
PUB-NAT-NCX-3 0.0... Nat'l NCX-3 Transe, Manual o...........sscscssssesscccsssccssssseesecssseeeess 25.00 
PUB-NAT-NCX-3/1 ...ssssssse Nat'l NCX-3 Service Bull 66-2 ...........cccssssssscssscccssssssssesesseescsnssene 5.00 
PUB-NAT-NCX-3/2 .....sssseee Nat'l NCX-3 Service Bull 63-2 2:..5...2.:...c:.0.s: ssnssssossecennssenrsebinetates 5.00 
PUB-NAT-NCX-3/3 0.22.2... Nat'l NCX-3 Service Bull 63-8 .........ssssssessscssssssscccscsssssesesesssssesee 5.00 
PUB-NAT-NCX-3/4 ....sssssees Nat'l NCX-3 Service Bull 63-5 .....cc...c.sctssisescsssneveceecessssssettovesssosses 5.00 
PUB-NAT-NCX-3/5 0.0.2.2... Nat'l NCX-3 Service Bull 64-9 .....c.ce..ssssssssscssssssecsssssssssesesssenssees 5.00 
PUB-NAT-NFM-73 ...........2... Nat'l NEM=-73 Manual i... s.sscci.tlau/..ccLlcett enmeececorsnunstacstes ened 5.00 
PUB-NAT-NFMO7 ................ Nat'l NFM-O7 NBFM 22 2025.00 loti) eenencultbeseetinenerae 5.00 
PUB-NAT-NHU ...........es.seesee Nat'l NHU Marsal 22... coccets-dhe0e! S02) ties eeeeeeneeeerernene EAR 20.00 
PUB-NAT-PROMO ............... Nat'l Original Receiver Promo ........cssccsssssssssssesssssessssessesseseseeeeee 25.00 
PUB-NAT-SOJ123 ............... Nat'l SOJ-1/2/3 Select-O-Ject ..........ccssssessscsssssssscescssssessesessnsese 10.00 
PUB-NAT-SW-54 ........sseesoee Nat'l SW-54 Tramse. MGMUG ........ssscssscsssssssesccsssssssecesessssseccecerensee 20.00 
PUB-NAT-VFO-62 ............... Not’! VEO-62: Manuel 2.:....2.-.c..c0isusJ6s.00L0se4esoneossoseeresnnnnssteeevtlade 15.00 
PUB-NAT-VP7631 ............... Nat'l VP-7631T Stereo Mod ........ssccsccssscseccsssssccssssecsesssseesensssesees 45.00 
PUB-NYE-MBIV ..........scssss000 Nye MB-IV-A1/2 SKw Ant Tuner .nn........csssssssssssssssssssssesseeseeseeeee 10.00 
PUB-PH-LA400...............00+5 P&H Electronics LA4O0 Copy ...........:ccsssssssssecsssccccssnssssveseceeesentens 10.00 
PUB-PH-LA4QOC ..........ssssee« P&H Electronics LASQOC Copy ........ccsssssssssssssssssssscessesseeseceeseeeees 20.00 
Cs Ee Polytronics Lab Poly-Comim #2 ........ccsssssssssesssecccscssssssuseseseceeessss 20.00 
PUBEPOL YEG Ac tacocsereocninck Polytronics Lab Poly-Cormm #6 ............csccssssssesssssssssseseseeseeseeeeeee 15.00 
PUB-REA-PRO-34 ............... Realistic Pro-34 Scammer ../.....-c-scososolesccsslesscvvsoeecenveveeensuctenopsebetees 5.00 
PUB-REG-HR2B ................. Regency HR-2B 2m Transceiver ...........sssessscccssssessececsssereeeeeesnees 25.00 
PUB-RME-100 ..........sssssesees RME.100 Speech Clipper cinsisssc.ssos..lecedssctluls ceconssnonnuvasnestoentstiats 10.00 
PUB-RME-458K ..............0.+ RME 458K Kit For BC-458 00. 2..55.00.. 221.1000. ececonovennmeeneee tA 30.00 
PUB-RME-50 .........sscssesseeees RME 50 Receiver Color Promo .............ssssscssssesecsssssecesssseesesssneeess 20.00 
PUB-RME-70 .........-ssessseeee0e RME 70 Receiver Service Manual ...........c....csssssessecccsssveesecsssssees 30.00 
PUB-RME-DB20.................. RME, DB20.Ammp Scrcinlt 2G CRE Bae aevsupsensieeren eee 20.00 
PUB-RME-DB23 ............e-.00« RME DB23 Preselectorc..:nictt ices 01 sserveroneesesnnsete dane 5.00 
PUB-RME-HF10-20............. RME HF 10-20 Converter Promo ..........s:sssssssecssesssesseessseesseesneeese 20.00 
PUB-RME-PROMO................ RME Promo Catalog August 1944 .........csssssssscccesessesessseeseeeteeeees 25.00 
PUB-RME-VHF1 52 .............. RME VHF-152 Converter Promo .........sc:sscsssssssessssecsvecssecssessnsenne 20.00 
PUB-SAN-ST144 ........sseesoeee Santec ST-144/VP Manual .........s..ccccsssssscsssssssssececssssseessecssenvesss 15.00 
PUB-SBE-LB450 ................. SBE LB-450.- UHP-FMMeacth LSS. he, SRK... osernanmnpdecb ional 15.00 
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i i SBE. SB144.. tue Se SBE SB-144 Manual .........cssscsssssssssseseees a SRE 15.00 PUB-YSU-FRIOT ......sesesces0es Yoesu FR-101 Instruct Manual ...........scssssssssscssssssssssssssssssesesseseee 20.00 
PUB-SBE- splay 5 ahe SBE SB-144 Service Manual ...........scsscssssssssssssssssssssssssesensesesseees 15.00 PUB-YSU-FRDX400 ............ Yaesu FRDX-400 HF Receiver ........ssssssssssssssssssccsscssssesesseseeseereees 20.00 
PUB. SBE-SBQLA ..sssssesee URAL AT OL FT ead lia menial 25.00 PUB-YSU-FRG100............... Yaesu FRG-100 Operating Manual ...............cscsscccssssssssesseeeeeeseee 20.00 
PUB SBE-SB330 . set Hates occa tips aeeeh celeb sami, Mlle het dards cee Wea 10.00 PUB-YSU-FRG7 ........ssssosee Yoesu FRG-7 Instruction MOnUGl ......sssssatsssssstnssssstnessnen 

~ PUB-SBE-SB34 .........ssscsseee SBE SB-34 Transceiver Mandl ...........sccssssssscsssssssssssssssesssssssesee 30.00 PUB-YSU-FRG7000............. Woose. PROTO etic aie hl ea 


POBE-SBSG ,cseranersnes SBE SB-36 Transceiver MONUGI ...........ssessssssocccccsssssssssesesassossee 30.00 PUB-YSU-FRG7700............. Yoests FRG:7 700 os3.oi6s. cal concccn le 
~ PUB-SBE-SB450 .....esssseee DEB ME a ee, Sco easeenhncpbsaplMbonvrennncecscoclseespSebc cs 20.00 PUB-YSU-FRG8800............. Yaesu FRG-B800 ............scccccccsseses 
PUBSO-GXI MA... cc tae LIL eesti hetes 2 ai atadeeatan alana igh 45.00 PUB-YSU-FT1000 ............... Yaesu FT-1000 Operating Manual... 
Rarietisein te. Spacfte $C-30/250 Freq Ct ..ccssssssscssssesssssssssessssseeseeeeeeee 10,00 PUB-YSU-FT1 0008 ............. Yaesu FT-1000 Schematics ............. 
1200 aa Swan 1200W Amp Copy ..........ssscssscsscssuessssssseceeeesesesessssensssssee PUB-YSU-FTVOV ........scsscsoe Yoesu FI-101 Maint. Svc Manual ..........ssssssssccccssssssssssssessesessnee 
Pe... an Mi Haak ‘hen nf PUB-YSU-FTTO1/M ............ Yaesu FI-107 Mods For limprov .aessssssssosccssscccssesssscsecsccesseeseees 
a4 = Swan 240 Gr SSB .....ccsssssssosseeeeee LF PUB-YSU-FTIONA ...... vooe Yeresu FI-TO1 Instruct Manual .........csssssssecsccsssscssssssssesseserseeee 


eonmpanedea sin ray’ 730) a0) 400/500 PS... PUB-YSU-FTTONB ............... Yaesu FI-101B (Japanese) ........ccscccsecssssssssssssescssssssesusssseeeen 
A ae Swan 250 6M SSB .......eessssesccsessssseeee ; PUB-YSU-FTLOT Besse okcns, VROSU FE HOT BPEL EX 2 eo foc cesses blanc scuassbebscecsoseunnscontnn 


RMU POUCTORT OND 0 SEPT ART asin scsseecetcetcione. \ PUB-YSU-FT101ZD ............. Yoesu FI-101ZD Instruct Mandl ...........scsceccccsscccccssscscccsssseceseoss 
‘ eee... DEI OOM VORNE Fe hee 22001. ihe ah aehltecoccnvncneseedtbchelesciesbes : PUB-YSU-FT102 ...........2..... MOOSE LOL ed tic 
~ PUB-SW-270B .................... TLE PS | AS RTS Sa Re eI ea ; PUB-YSU-FT127RA ............. EO aoe oi cscctocscssectuiersosmers 
PUB-SW- aoe ee. SMGIU/IZUTT SSR ne , PUB-YSU-FT2000 ............... Yaesu FI-2000 Instruct Manual ...............sscccccsssesscssssveeseessseeeee 
PUB-SW-350 .o..n..ssseesscssseess Warr S90 HT SOB) nen Pg Ge BN ove SVS : PUB-YSU-FT201 ................. OOS FL 20 soc BE caceastnsesleecseloenls. 
~ PUB-SW- 350C ee ORES MBE AST 9 ea Ns 8 ils rn f PUB-YSU-FT207R ............... Yoesu FT-207R Maint Svc Manual 
PUB-SW-400 ...0........s.see.- BW AUO.HE SAB BeFar Als. 86, jarsthonctvcchG occ ncesesacon Qi Dehseletees ‘ PUB-YSU-FT207RA ............. VOCS EOE se ee ns cau 
PUB-SW-400H.................... IAC UR SS Peg cso sacsareoseas nieigorsirrnes . PUB-YSU-FT208R ............... GENTE A) (es MRA SSE, inet ei oie 
~ PUB-SW-500 eee te Luin tle flies ieaae Syne. 25 tise opt atesenaendidl itll PUB-YSU-FT209RH ............. NOU TURN er re RRS mice ae OE 
PUB-SW-500(X ............000.. WOR DOGO HESSD ..ah5.0e ee SIOR, pages. PUB-YSU-FT212RH ........0.... MEO EE DLR ch cccsscscc rcs Melee cevcatasascovserchosssedeseccs 
PUB-SW-600T ...............0ee.. Sworn G00-T Schemttic .........ssssssstsessssstssecccccccccccscesssccssssnssssseses h PUB-YSU-FT221 nn. .seeesseeess Yoesu FT-221 Maint. Svc Manual ....cc.cccccccsscsssescssscssssseessccccsssesese 
PUB-SW-700CX .................. Wea POO LOS 0555.3, sc cags 5s ans enncseeconnsencodade Bech i PUB-YSU-FT221A ............... NOOSO Elo eo i se aes scttceece 
PUB-SW-FM1 210-8 ............ BATTEN ZEB CODY es tanay, cos dona vsvieh encdeesonscs cers cdgevecaee i PUB-YSU-FT221R ............... MCS LR occ sseccsheccnessasscomseccrennesoopvvese 
PUB-SW-FM2X ............000..-. Swan FM-2X Instuction Book ..........sssccsccscssveecsssssssssseesscsssssseessee 25.00 PUB-YSU-FT225RD ............. NOOSUEL-2 09RD Soe ee ae ne 
PUB-SW-FM2X/CRY ............ Swan FM-2X Crystal Instuction .................ccsccsssssssssssssvessssseseseeceees 5.00 PUB-YSU-FT222R ......ssssesss: Yaesu FT-227R Memorizer Inst. .........ss0::..ccssssseesssssssssecssssssseeeeee 10.00 
PUB-SW-MKI .............sees00ee. Sworn Mark | Amp Copy .ccc.sccssccsssssssssssscsssssccssscsesesssssesesseeeeeeeseee 5.00 PUB-YSU-FT2A ..........sss..00e. Yoesu FT-2A Instruction Man. ..........sccs.ccscsscssesscssescssseeccsscecssseeee 10.00 
PUB-SW-SW1 20 .......sssssssees Swan SW120/1 40/ l ii SUN ee eee Cea 15.00 PUBVOU-FUZE ...:scccnscsoneonss> Yoesu FT-2F Instruction MON. ..........cssssssssssssssssssscssssssesseceesssssseee 15.00 
PUB-SW-TV2 ...as..ssssssscooeses BME L P= 2, ER AT ORSVOILON S cansc cae feonescecstippseocrscccccsesccccdoaecosces 15.00 PUB-YSU-FIFB ............... Yoesu FT-2FB Instruction MON. ......1...sssecssssssssssscsecssssssecescssueesesene 20.00 
PUB-SW-VX1 ...ceesseeessseeeeee Swan VX-1 Instruction Book .........sccsscccseccssssssescssssesecssseeesesssessssses 5.00 PUB-YSU-FT301 ..........0..... Yoesu FT-301 Instruct Manual o............cescsecsssescsscesseecssseccssecsseee 20.00 
PUB-SW-VX2 ........ssessscosesess Swan VX-2 Instruction BOOK ........cscccssccsssssssscsssssecssssssssseeessssssecees 5.00 PUB-YSU-FT301A .......sssss-s. Yoesu FT-301A Instruct Manual ..........ccssccccssssecsssssssssesccssssseeeeee 20.00 
PUB-SW-WM1 500 .............. Swan WM-1500 Wattmeter Copy .........::...sssssescscccscssssssseeeessseee 5.00 PUB-YSU-FT404R .............. Yoesu FT-404R UHF HT Man, .........scssssesssscssssscosssssssecescsssssueeesee 10.00 
PUB-TEM-DFD/K ..........0...- TEMPO DFD/K Digital Display ..........sci.csssssscccccsccscsssssssnssoseceeee 10.00 PUB-YSU-FT470 ....ssssssssee Yaesu FT-470 Dual Band HT Man, .....sssssssssssssssssssssssssssssssssessessen 10.00 
PUB-TEN-229 .oo...c.c...sssses-0e erercc (7s pnieing er 5.00 PUB-YSU-FT480R ............... Yaesu FI-4B0R Instruct Manual ..........c...ccsesccssssesccssssccccssseecessseee 20.00 
PUB-TEN-238 ......sssesssseeeess TEN-TEC 238 Antenna Tuner icc... 15.00 PUB-YSU-FT501 .........e0.... Yoesu FT-501 Instruct Manual 
PUB-TEN-244 ......sssscssscessees TEN-TEC 244 Digital Readout .css....sccesscsssccsssscscssrsnsesceressecee 10.00 PUB-YSU-FT530 sss Yaesu FT-530. Instruct Manual 
PUB TEN 259 oc cscosvnnnsess TEN-TEC 253 AUtO Ant COUR ccticao cscc 2c sscscteceeecaseaccee 20.00 PUB-YSU-FT620B ............... Yaesu FT-6208 Instruct Manual 
PUB-TEN-261/262 ..........0- TEN-TEC 261/262G Power Supply .....ssccccssssscsssssssssseevsnsssseeceees 10.00 PUB-YSU-FTZ ....ssssscessesesee Yaesu FT-7 Instruct Manual ............cscccccssssssee 
PUB-TEN-420 ......ssssssscseesee TEN-TEC 420 Hercules |! Amp Yaesu FT-707 Instruct Manual 
PUB-TEN-422 on... cssssssssees TEN-TEE 422 COMPOTION oon ss ssssssssssscscosteccassescenne Yoesu FI-757GX Operating Man. .........scccsccccccscsssssssseseseeceessessees 25.00 
PUB-TEN-425 TEN-TEC 425 Titan ........cccccsesccses. Yaesu FT-757GX Technical Man ........cccc...csscccscsssssssseeesessssssseesee 35.00 
PUB-TEN-505 TEN-TEC SOS. Arcqomncnesh Oh 5c oos5. 2. siccssfcsecwnsessssacscccobsdosvsssosies , Yaesu FT-767GX Operating Man. ..........cccscssssssssssssssseeecsecnsssseeecs 25.00 
PUB-TEN-544 DAA eee oe i ae as ; PUB- YSU- FIVGLGKS.......-... Yaesu FI-767GX Technical Man. ............ccccccscvccscssscesessseeecessseese 35.00 
PUB-TEN-546 TEN- TEC SAG OMNE A/D cocci pessssesscesupsesinencroe PUB-YSU-FT840 ................. Yoesu FT-840 Operating Manual .............sccccccscssssssecscsseecesssseeees 30.00 
PUB-TEN-562 ...2..:ccsscsscss.ss TEN-TEC 562 OMNI V HE onsen. 35.00 PUB-YSU-FT890 ................. Yaesu FT-890 Operating Manual ............ccccccccccsscsscccssescecssssesssee 30.00 
PUB-TEN-574 nn... .cssssssssssees TEN-TEC 574 Century / 20 a cssscctsscssceease 15.00 PUB-YSU-FTB90AT ...........00 Yaesu FIB90AT Tech. Svc. Mnal .........ssssssssssssssssssssssssssssssssessesee 25.00 
PUB-TEN-585 ..2......sssesecsosss TEN-TEC 585 Porc ia cscssnnnsvsscsnsnnsene 40.00 PUB-YSU-FT901 DM ............ Yoesu FT9O1DM Transevr Manual ..........cscs..ccccssssssssesssscessenseeee 25.00 
PUB-TEN-9240 0... ..sssssscssee TEN-TEC 9240 Pawor SUBsIY cc.cscsccccccssccscsccctsctosssccscccesnonsccssesis 5.00 PUB-YSU-FT990 ........sseseee Yaesu FT990 HF Transcvr Manual ..........cscsssssccccssssssssceeeesensnsee 15.00 
PUB-TEN-961 .........see..ccveeee TEN-TEC 961 Powerstoy, CC ........: 5.00 PUB-YSU-FTDX400.............. Yoesu FVTDX-400 HF Transevr ........sccs.sscccccssccssseccsssecscssvecessseseses 20.00 
PUB-TEN-PROMO ............... TEN-TECFub tie 905. 1.00 PUB-YSU-FTDX401 ............. Yaesu FIDX-401 HF Transevr ..........ssccccccsssccccssscccssssuececessvesessseees 15.00 
PUB-TEN-TRITON ................ TEN-TEC on 20.00 PUB-YSU-FTDX408 ............. Yaesu FIDX-400 Schematic ............cccccsssssecscssseescsssssccscsssecessssees 10.00 
PUB-TMC-GPR90 ................ TMCGPR-90 Recciver = 25.00 PUB-YSU-FTDX560............. Yaesu FIDX-560 Instruct Manual .............cccccscccssseccssseccssueecsssveee 20.00 
PUB-WAT-337S1A ......cssses00 Q Multiplier For Collins Copy .......c-.scccssscssssssssssscessessssesvsrevnsesnne 20.00 PUB-YSU-FTDX570 ............. Yaesu FIDX-570 Instruct Manual ...........ssssssssscceecessesssenssssssssnsee 20.00 
PUB-WRL-300 .......scssesssssss WRE Globe ChamADiOn BOO csc ecccccccoscscscsccedestesesscceccccesccsessee 20.00 PUB-YSU-FTONE ........sssss000 Tet out Ap aie AR halen nad AR atts to Rel here 25.00 
PUB-WRL-300A ........sssccsee.s WRL Globe ke S0UA ie 20.00 PUB-YSU-FTV250 ou... Yoesu F1Va250 fren tence. et Wr MINE T.nu. a eee 20.00 
PUB-WRL-755A .....sccsseesosee WEE /5S-A VO ce ee 20.00 PUB-YSU-FTV650 ............... Yoesu FIV-650 Instruct Manual ...........cccccccssscscsseccssecsseccssseesseee. 15.00 
PUB-WRL-ATS ...........sveeessee WRL AT- 3 mis et ome eC CSCO eam 10.00 PUB-YSU-FVTO1 uuu... MOQSEDE V-Ai) Vie ES Natta vnpnennnase Bh Ebi 10.00 
PUB-WRL-CHIEF ................. WAL Globe Covet, Morel 905s ccsescoscsoonccnnccsvsecoserececeseds 20.00 PUB-YSU-FV1OTB............... (SAL) Ay, Gea atl eee einen aie dl 10.00 
PUB-WRL-CHIEF/A ............. WRL Globe Chief, Model 90A .....c.....ccssssssscssssscssssssssvesssesessssssvees 20.00 PUB-YSU-FV301 ............0.... Yoosu-FV-gOU Soe een te, cede chee oT REE 10.00 
PUB-WRL-CHIEF/D ............. WRE Glone Chick Daluxe oon iccdoscssincanssddcosetcces 20.00 PUB-YSU-FV4005 ............... Yaesu FV-400S VFO Manual ............cc.ccsscccsccsscecccsssecsssssseescssvess 15.00 
PUB-WRL-DUO ............ess.0e- WRI Diio-Bander-84 sai in oe cece 20.00 PUB-YSU-FV401 ou... Yoesu FV-401 VFO Manual ............cccccscscsscsscscssseccssecssseccsseessseee 10.00 
PUB-WRL-SCOUT ................ WRL Glohe Scout 404 cee coos 10.00 PUB-YSU-FV707DM............ Yoesu FV-707DM Digital VFO ...........ssscccssssscssssssssscecsesesensssnsees 15.00 
PUB-WRL-SM90 os scenes WRL SM-90 Screen Modulator .......sssssssssssssssssessssssssssssssssssesssseee 15.00 PUB-YSU-SIG ..0......sssseessee NUTT TES RZ Ha Ge el 25.00 
ee WRETG@46 Tedi-Corver 6 ee ee 20.00 PUB-YSU-SPIOIP ............0.. Yoesu SPETOTP eu Ac ote fF Yao? oon hee JF ACO 10.00 
PUB-WRL-VFO6-2 ............... WREVEO 6:2 ci cc cccnsgrasstetevtttccncns 20.00 PUB-YSU-SP101PB ............. Yoosts SP=lOTPBAM ARETE IP ons tort. oes. AAR eee 10.00 
PUB-WRL-VHF-62 ............... WRE Globe VHE-62.6 8: Pic! o.32 55.5 sh sss csmevsucevsssssucesessbebysooe 15.00 PUB-YSU-SP401P .........2.... Yaesu SP-401P Speaker Manual ...........scc.scsccsssssssssecscessessssensnseeees 5.00 
PUB-YSU-DX401 ................ Yoesu DX-401 HE Transevr Man. ..........scecsccssccssecssessneesseesnecesecense 25.00 PUB-YSU-SP6 .........esssssessees Yaesu SP-6 Instruction Manual ............cc..sseccsseccsseecsucccouecssuecsnsesens 5.00 
PUB-YSU-FLIOT ............0...- Yaesu FL-101 Instruct Manual : PUB-YSU-SP9O1P ............... Yaesu SP-901P Instruct Manual ...............cccccscccsscscsveesseeesseeessseeone 5.00 
PUB-YSU-FLI10 ...... NOOSE TET IO Se esc cctees : PUB-YSU-YC355D .............. Yaesu YC-355D Frequency Countr 
PUB-YSU-FL2100 Yaesu FL-2100 Instruct Manual i PUB-YSU-YC500 ................. Yoesu YC-500 Instruct Manual ....0........cccscscscsscccssescssescssessseeessees 
PUB-YSU-FL21008 ............. Yaesu FL-2100B Instruct Manual .........sccss.ssscscssscessccssecseseveeeceene 20.00 PUB-YSU-YC601 ou... Yoesu YC-601 Instruct Manual ...........cccscsccsssccssscssseessnsecssvessncee 
PUB-YSU-FL2500 .............0. WCC PN a se Seals ef ie fae asc ccdeciesscscnthlbns es 15.00 PUB-YSU-YC601B............... Yoesu YC-601B Instruct Manual ...............cscscccccsssssseeecesessesenssssees 
PUB-YSU-FLDX400............. Yaesu FLDX. OT IC AESEVT ON oe. ocrcesorscsageconeverccnccccec tcatceee 25.00 PUB-YSU-YO100 ......00....... Yoesu YO-100 Instruct Manual o..........ccccccssssssccssssssseeesscssssseecees 
PUB-YSU-FP301 ................. Yaesu FP-301D Instruct Manual oo... eeccecceessecssessecssecssecsneesnees PUB-YSU-YO301 ou... Yoesu YO-301 Instruct Manual ...........ccc.scccscscccseccsseccsscecsseeceveee 
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PART NUMBER DESCRIPTION 
PUB-AN/UPM-56 ........... Manual Copy 


PUB-ATT-D159 ............... ATT Training Course SCAMIS.... 
PUB-BTC-75L ......cssssccs: ... Bradley 75L Hit/Jitter Adaptr 


PUB-BTC-75LM ........sssssee Bradley 75LM Hit/Jitter Adapt .........scscccscsssssscccesceessnsseseeees 75.00 
PUB-BTC-PB-1CD ..........00 Bradley PB-1C-D VF Line Analy ............ ve eeeoinopiet nine) SLR 75.00 
PUB-BTON-160A ............. Boonton 160A Q Meter, Copy .......ss:ssccsssseesececsssssscesstsnseeseeees 45.00 
PUB-BTON-2608 .........000 Boonton 260A Q Meter, Copy ...........sssssssssssssssesescscceeensenssnes 45.00 
PUB-BTON-92C .....sssssecee Boonton 92C, Photo:Copy’ £.).../..:128. 5 sccesconseeseesenpesselenne 20.00 
PUB-CUS-CE5 ......sssssssssee Cushman CE5 Comm. Monitor ...........c.ccccscsssssssssssnseseseceecceeee 40.00 
PUB-CUSH-CE21 ....... sss Cushman CE-21 Sel. Levelite ......ssssssccsccsccsssvsssssccesseseesnsnnes 35.00 
PUB-CUSH-CE26 .............. Cushman CE-26 Signal Gen. ....:...cscssscccccssssossssonncecescsccscsesee 35.00 
PUB-EATON380 .......cc.seee Eaton 380 Sig Gen Op-Sv Manual ...........ssesevscseoceccssesesens 500.00 
PUB-EATON380/C ........... Eaton 380 Sig Gen Manual Copy ...........sssssssssesssssssceeseceees 150.00 
PUB-EC-715 cevsssssssessscce Boom COpY corocssvecssteeros ccccts tisvneressdeesescesseoncostaniseiees os 49-00 
PUB-FC-EMC-25 .....sssssccos Fairchild EMC25 Manual Analy Zr .......sssscssscsocccssseccesnosnsere 45.00 
PUB-FLK-1953A .......sssssee Fluke 1953A Counter Vinee cess ceccccctecs ec eescrnceceeees 45.00 
PUB-FLK-1953A/C ......... Photo Copy Flk 1953A Count Tim ....sssssescvssssesssssssssvssssseesveeee 28.00 
PUB-FLK-B0008 ...........00 Fluke 8000A Digital Volt Mtr .......-cssssccecssssscesssnsssseccanseseseee 30.00 
PUB-FLK-B000A/C ......... Photo Copy Flk BOQQA Digicl M. ..sss..-sscscsssessscssececessereessseeee 24,00 
PUB-FLK-B000AH ........... Fluke 8000A Hand Book Mtr ...........sccscssssssssssssssssesessesesseeee 30.00 
PUB-FLK-8000AH/.......... Photo Copy Flk 8000A Hand Book ..........ssssssssccssccscsssessseeeess 20.00 
PUB-FLK-BO1B ........ssss000 Fluke 801B Differential V Mtr .........scccsssssssossssssssseccccsseseeeses 30.00 
PUB-FLK-B01B/C .........00 Photo Copy Flk BO1B Volt Meter .......ssssssssssssssscsscecesescseesseee 24.00 
PUB-FLK-8050A/C .......... Photo Copy Fik 8050A MItMtr M. ....sssssssssssssssssssssssssvessesseesees 30.00 
PUB-FLK-8600A/C .......... Photo Copy Flk 8600A Multi Mtr .......ssssssssscccsssscccccssssssessseee 20.00 
PUB-FLK-B93A/C .........00 Photo Copy Flk 893A/AC Volt Mt .....ssssssssssssssssssssssssssssesssseeee 24.00 
PUB-HLI-3900 .u......ssss0se HL! Model 3900 Conden Op Inst ...........ssssssssssseessesesccsscesssen 65.00 
PUB-HLI-48 ooo. ssscsssseese HLI Phase Jitter Mtr Modeb#48 oo.......sssssssssssecccscccssssssssessees 90.00 
PUB-HP-1 417 .w........essseee HP 141T Display Section MON. .............sssssssscssccsssssssssssssssssees 45.00 
PUB-HP-141T/C.......csssee Photo Copy HP 141T Display Sec .......s.sssssssssssssssssssssssssssssse 28.00 
PUB-HP-160B ..............0+- HP 160B 0 Scope Manual ...............csscsssssssssssssssssscsesseesessee 45.00 
PUB-HP-160B/C ............. Photo Copy HP 160B 0 Scope ........ss...ssssssssesessccssssssseseesessen 25.00 
PUB-HP-1615A/C ........... Photo Copy HP 1615A OPT O07 M. ouu.....ccsssssssssscssssssssesesesee 30.00 
PUB-HP-1740/C ..........00 Photo Copy HP 1740 Opr Guide M...........ssssssssssssssssssssssssssee 24.00 
PUB-HP-1741A/C ........00 Photo Copy HP 1741A 0 Scope M. .uu....csssssssssccssssssssssesessessen 35.00 
PUB-HP-204C/C.......ssssees Photo Copy HP 204C/204D Oscill un... .sesscsscsccsssssesecsecssssseee 30.00 
PUB-HP-209A/C ..........00 Photo Copy HP 209A Sine/Square ........s.sssssesssscsssssssssssssseses 20.00 
PUB-HP-232A/C ........cs0e Photo Copy HP 232A Signal Gen. .........s.ssssssssssssssssssssssssssse 24.00 
PUB-HP-2401C/C cco Photo Copy HP 2401C Dig. V MEF .cccssssescsnsessessneen 49.00 
PUB-HP-331A/C .......sss00 Photo Copy HP 331A/332A D AlZ.........sssssssssssssssssssssssssssssee 24.00 
PUB-HP-333A/C .......sssee. Photo Copy HP 333A/334A D AIZ.......cscsssccssssscsssssesecsesessssnee 28.00 
PUB-HP-3400A/C ........... Photo Copy HP 3400A RMS. V Mir .............sssssseccssccssssssseeeeess 24.00 
PUB-HP-3443A/C ........... Photo Copy HP 3443A Plug-In M. ........c.csssssssscccccscssssssseesees 24.00 
PUB-HP-3470/C ..........0.. Photo Copy HP 3470 Measure M. ..........c.cscssssssssssssssssesesceee 28.00 
PUB-HP-3551 A/C ........... Photo Copy HP 3551A Trans Test ............cssssssecsscsccsssssnsesscess 42.00 
PUB-HP-3555B/C ........... Photo Copy HP 3555B Trans Test .............sssssssecscssscsssssnsesesess 24.00 
PUB-HP-3580A/C ........... Photo Copy HP 3580A Spm Analyz o...........ssssessssscssssssseeceees 49.00 
PUB-HP-3585A/ C........... Photo Copy HP 3585A Svc AndlyZ.......sssssssssssssssssssssssssssssss0 47.00 
PUB-HP-3585A/C oc. Photo Copy HP 3585A Opr ANALYZ ..ccssenseeenssesoseee 49.00 
PUB-HP-3586A/C .......... Photo Copy HP 3586A/B/C Meter ........s..ssssssssssssssssssssssssssee 28.00 
PUB-HP-37203A/C ......... Photo Copy HP 37203A HP-1B Ext ...........csssssesscssscscsssssssesees 28.00 
PUB-HP-400D/C ............. Photo Copy HP 400D/DR, Volt Mt .............cssssssseccccssssssseessess 28.00 
PUB-HP-400F/C............... Photo Copy HP 400F/FL AC VoHM ........sssssssssssssssssssssssssssssse 20.00 
PUB-HP-410B/C ............. Photo Copy HP 410B Tube Volt M ............csssssececssccssssssseessess 24.00 
PUB-HP-410C/C...........0.. Photo Copy HP 4100 Elec. Volt .............cccssssessssssssssssssesseess 24.00 
De Photo Copy HP 412A DC Vacuum V un......sscscscsssssessssessesssssseee 20.00 
HP-415B/C 0.222.222: Photo Copy HP 415B Standing W. .............cssccsssssscccsssssssssseess 45.00 


PUS-HP-4275M/C ........... Photo Copy HP 4275A Multi-Freg ........sssssscscsssecsssessesesseessee 42.00 
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PUB-HP-432A/C ...sssooooee Photo Copy HP 432A Power Meter 

PUB-HP-435A/C ..........00 Photo Copy HP 435A Power Meter 

PUB-HP-435B/C .........000 Photo Copy HP 435B Power Meter ........socscese 

PUB-HP-500A/C .....seooo0- Photo Copy HP 500A Elec Freq M .......ssssssosssccees 

PUB-HP-5232A/C .......00 Photo Copy HP 5232A/5532A Mam .....ccsssssssseccccesss 35. 
PUB-HP-5243L/C............ Photo Copy HP 52431 Elec Count vet jreysoacene ne 
PUB-HP-5245L/C .....s..000 Photo Copy HP 5245L Elec Count .........ccssssssossssssssssssnsee 2. 24.00 
PUB-HP-5245M/C........0.. Photo Copy HP 5245M Elec Count ..........ssssssssscssssesee sevnenee 24.00 
PUB-HP-5248L/M............ HP 52481 Svc/Man Maral .........ssssssessesecsseesnssesesseeees he 35.00 
PUB-HP-S24A/ C ..ssssssee Photo Copy HP 524A Svc-Opr MOM .......ssssssessceersetseeneee 30.00, 
PUB-HP-524A/C .cssssone Photo Copy HP 524A Freq Ct Opp asesssscsovssssesnseeresneen sens 28.00 
PUB-HP-524B/C ........o000 Photo Copy HP 524B Elec Counitr .........sssssssssccccesesssnncceeeees 20.00 
PUB-HP-5252A/C .......... Photo Copy HP 5252A Plug-In M. ......ss.ssssssssssssssetssseeeneee 30.00 
PUB-HP-5253A/C .......000 Photo Copy HP 5253A Plug-In M. .....sesessssssssssscscsesesseessesesens 24.00. 
PUB-HP-525A/C ....esessoon Photo Copy HP 525A Plug-in Mam ......ssccsssssosscccecsessnsnsceeeee 20.00 
PUB-HP-5262A ............... HP 5262A Time Interval Unit ..........scssssssssososcccccssseseseeseseees 35.00 
PUB-HP-5328AF/C........... Photo Copy HP 5328AF/096 Freq .....ssssssssssssssssssssssssssssssseee 35.00 
PUB-HP-5341A/C .......... Photo Copy HP 5341A Freq Count .......ssssssssssssccssecesessesseesnss 42.00 
PUB-HP-5381A/C ........... Photo Copy HP 5381A Freq COUN ....ssssssssssssssssssssssssssssssasees« 24.00 
PUB-HP-606B/C ............ Photo Copy HP G06B Signal G. ........essessossssssssssseccsseeseseseses 30.00 
PUB-HP-608D/C ............. Photo Copy HP 608D Signal G. .........sssssssssssssssssssssesssesessseee 35.00 
PUB-HP-608E/F/C........... Photo Copy HP 608E/F Signal G. ...........sssssssssssscssssssnsnseneees 28.00 
PUB-HP-6259B/C .......... Photo Copy HP 6259B/ Pwr Suppl .....ssssssssssssssssssssssssssssessse4 30.00 
PUB-HP-6291A/C ........00 Photo Copy HP 6291A DC Pwr Sup ...sssssssssssssssssssesesseseesesenes 24.00 
PUB-HP-7010B .............. X-Y Recorder, Op/Sve Manual ............sssssssssssssssscseccsesssesennees 24.00 
PUB-HP-806B/C ............ Photo Copy HP 806B Coax Slot M .......ssssssssssessssssssscssssssssssues 30.00 
PUB-HP-8405A/C ........... Photo Copy HP 8405A Volt Mtr M .......sssssssssssssssssscscssssnssssnsss 49.00 
PUB-HP-8443A/C .........0 Photo Copy HP 84430 Tracking G ......ssssssssssssssssssssssssssseeseeee 45.00 
PUB-HP-85528 ............0+- HP 8552B IF Plug-In, Man Copy .u.....csssssssssssscsscsssesccesseseesseee 50.00 
PUB-HP-8554L..............+. HP 85541 1250MHz Plug-In, Copy .........sssssssssssssssssssssssssss00 50.00 
PUB-HP-B556A/C «02.0... Photo Copy HP 8556A Spec AnaIz ........s.ssssssssssssssssssssesseessee 35.00 
PUB-HP-8569B/C ........0. Photo Copy HP 8569B Spec Andlz ........ssssssssssssssssssssssssessse 49.00 
PUB-HP-8640/€ ............ Photo Copy HP 8640 Signal Gen ..........ssssssssssssssssssssssessssee 35.00 
PUB-HP-8640B/C ........... Photo Copy HP 86408 Signal Gen ..........sssssssssssssssssesseessseeees 49.00 
PUB-HP-B660C/C .......0.00 Photo Copy HP 8660C Signal Gen ............ssscsessscscscsccsscesesnenss 49.00 
PUB-HP-8708A/C .......0.. Photo Copy HP 8708A Synchroniz ........ssssssssssssessssssesssseesesees 28.00 
PUB-OSCOPE ..........sssssssss Vintage O’scope Manuc .ss:cscscs....cccssccscccscecccsesccecceressenteses 19.95 
PUB-POL-MSG-I .............. Polarad MSG-1 Sig Gen Copy: ...sssssesssesssssssssessssnssssssssssseseess 45.00 
PUB-POL-MSG-2A............ Polarad MSG-2A Sig Gen Copy ........sssssssssssssssesseceeessssenessenss 45.00 
PUB-SPC-505 ........sssssssses Spectronic 505 Spectrophoter .....:...sssscscsssscsssssssessssccsssssssseess 50.00 
PUB-SS-SD345 .........seesee Spectrascope II] SD345, Copy ......ccssssssecessssessececccsssnscecesnneees 75.00 
PUB-STD-NF-105 ....sssss0- Stoddart NF105 Noise/Field brt .................scssssccsscssscsscesccesees 45.00 
PUB-STD-NM-10A............ Stoddart NMIOA Noise/Field Int .................sscsccssssssssssssseseeses 45.00 
PUB-STD-NM-20A............ Stoddart NM20A Noise/Field Int ..................cscccscsssssssssssesssses 45.00 
PUB-STD-NM-50A .........00 Stoddart NM5SOA Noise/Field Int ............:.....ssscccccssssssssssssssees 45.00 
PUB-SYS-4021 00... .eesssssee Sys.Don. 4021A RF Power Meter .............sssssssseccsssecssneecesneecs 25.00 
PUB-SYS-5000A ............. Sys.Don. SOQOA Sweep Osc ...........s.c.sssesccsssssecsssnesessssseesssnnee 25.00 
PUB-SYS-52011 ...........0e- Sys. Don: 52011 RE/IF Test Set oa... -necacssss.ccconsssutvetbadtanee 25.00 
PUB-SYS-6152A ......cscssee Systron Donner 6152A Man. Copy ..........sssccssecccssecsssveccssnees 25.00 
PUB-SYS-6241A ......ssccoves Sys. Don. 6241A,42 43 44 Freq ........sscsscssssecccssssecscasnecccnnnes 25.00 
PUB-SYS-7000 ..0...........0. Sys.Don. 7000 Display Unit ...........sssssssecsccssscccsccscenssssssesesnnes 20.00 
PUB-SYS-7010 ooo... Sys.Don. 7010 Linear Amp Plugi ................sscscsccsssssssssesssssees 25.00 
PUB-TEK-106/C .....sssoss00 Photo Copy Tek. 106 Sq-Wave GR .u......cssssssssssssssssssscccessensen 28.00 
PUB-TEK-1105HB............. Tek. 1105 Power Supply Hard Baun.........sssccccccccccccccccesesseeees 30.00 
PUB-TEK-134/C o.....cssssese Photo Copy Tek. 134 Current Pr o.c.......cssssssscssssccscssnsessesesseee 24.00 
PUB-TEK-160/C ...ssss.ov00 Photo Copy Tek. 160 0 Scope .......ssssssssssssssssssssssssssssssssssessee 25.00 
PUB-TEK-190A/C ........eo.» Photo Copy Tek. 190A/190B SW G .uu......ssssssssssssssssccsssesceceees 20.00 
PUB-TEK-TAV/C .....ssssssses Photo Copy Tek. TAT Plugeln M. .........cssssssssssssssesesesceccensesee 28.00 
PUB-TEK-VA2/C ......ssss00 Photo Copy Tek. 1A2 Plug-In M. .....csssssssssssssssssssssssssssssnssseee 28.00 
PUB-TEK-TA4/C .........0000 Photo Copy Tek. 1A4 Plug-In M. .....:ssssssssssssssssssssssssesssnseessse 35.00 
PUB-TEK-TA5/C ......ssss000 Photo Copy Tek. 1A5 Plug-In M. ...........sccscssssssssssssssveesesesesees 28.00 
PUB-TEK-TA6/C ..........000 Photo Copy Tek. 1A6 Plug-In M. .............ccssssssssssssssssseseesseeee 28.00 


. 


; WM sessssessees Photo us Tek. 1A7A Plug-In M.. Ne Need wae Reet Ra 28.00 

Photo Copy Tek. 152 Plug-In M. ....csssessssscssssssscsssssecssseeeee 35.00 

Photo Copy Tek. 2B67 Plug-In M ....asssssssssscccssssssessssssseseesne 24.00 

Photo Copy 315 0 Scope............... ei RARE eile kw 20.00 

Photo Copy 315D 0 Scope .....eesssssssssssscscsssssssccesessesnsnseeecees 28.00 

Photo Copy 323 0 Scope Marudl .....sssssccssssseccssssecsessseee 35.00 

PUB TEK. mt. J Sa Photo Copy Tek. 312 Plug-In M......ssssessssscsescscssesseeseenseseee 35.00 
PUB-TEK-422/C ....cssessoss Photo Copy Tek. 422 Pwr S. Mam .....sscsssssscsssssscsessssesnseseese 28.00 
~ PUB-TEK-442/C ...eessseessss Photo Copy Tek. 442 Svc Manual ..........ssssssssssssecceeeeee servers 39.00 
~ PUB-TEK-453/C 0... Tek. 453(>sn 20,000) Man. Copy .....csccsssssssssssssscessssennnee 75.00 
PUB-TEK-454/C .............. Photo Copy Tek 454/R454 0 Scop .ecsssssscssssssscssssesevnseeees 49.00 
PUB-TEK-454AHB............ Photo Copy Tek 454A Opr Hand B ..sessssseissssssscsesssceseneseee 24.00 
© PUB-TEK-455/C ...essssssee Photo Copy Tek. 455/A2/B2 MOM ..ssscssssscccsssssssccsssssseeseeee 35.00 
PUB-TEK-464/C ......esso0.. Photo Copy Tek. 464 Svc Manual .........ccccscssssssssssssccccecesceces 42.00 
PUB-TEK-465/C .....sssosee Photo Copy Tek. 465 Svc Manual ...........ccssssssssscccccsssssessscee 42.00 
PUB-TEK-465B/ ............ Photo Copy Tek. 465B Svc. Mam .......scsssccsssssssscecccsessessseeeee 42.00 
PUB-TEK-465HB/........... Photo Copy Tek 465 Opr Hand Bk .........scsscssssssssscssscecceceeee 24.00 
PUB-TEK-475/C ...essssse0s Photo Copy Tek. 475 Svc. MOM ......ssscsssssscccsssssecessesnysseesee 42.00 
PUB-TEK-475HB/C........... Photo Copy Tek 475 Opr Hand Bk .........sccsccsssscccsessesseesnsenee 20.00 
PUB-TEK-475M/C............ Photo Copy Tek. 475M Svc. Man ......sssssscsccsssssscsoseeessssessceee 42.00 
SO Photo Copy Tek 492/492P Spec A ......ssssccessssssevsoneeccecececceee 28.00 
PUB-TEK-502/C .........0000 Photo Copy Tek. 502 0 Scope M .eessssussssssssisessssssssssecssessese 28.00 
PUB-TEK-506/C ......sss0000 Photo Copy Tek. 506 0 Scope Maian..sssccssssssssssssscsssscseccseeee 24.00 
PUB-TEK-515/C oosessssssssss Phote Copy lek. '515/5)5A.0 Sep ais csi ciccenccatasaaces 35.00 
PUB-TEK-525/C ..sssssssssss. Photo Copy Tek. 525 TV Wave M. .......cscsssscsssssssssssssssseeceecee 28.00 
PUB-TEK-53/54C ........... Photo Copy Tek. 53/54C Plugedin ..........scsscsssssssssssssscessssssee 20.00 
PUB-TEK-53/54DC........... Photo Copy Tek. 53/54D Plug-tm ...sssicssssssssssssssossecsssssseeen 28.00 
PUB-TEK-53/546C........... Photo Copy Tek. 53/54G Plugelin .....ssscssscssessssssesanessesessee 20.00 
PUB-TEK-53/54KC........... Photo Copy Tek. 53/54K Plugetin......sssssssccecersssseessnsunseeeee 20.00 
PUB-TEK-531/ C ..s......... Photo Copy Tek. 531/541 0 Scop ......scccssssscersovesccssssseesesoeee 20,00 
PUB-TEK-531/C occ Photo Copy Tek. 531 0 St0p i ccc cece ee 28.00 
PUB-TEK-531A/C ............ Photo Copy Tek. 531A 0 Scope ....cccszscssssscsosscsssccssssccoseesesoee 28.00 
PUB-TEK-535/C ............ Photo Copy Tek. 535/545 0 Scop .n.....ssscccccssssssssvsssssssssncses 35.00 
PUB-TEK-535A/C ............ Photo Copy Tex. 535A 0 Scope oonncccscssoesecccctssscccoeeeegesesecees 35.00 
PUB-TEK-536/C ............. Photo Copy Tek. 536 0 Scope M .....scccsccccsssssesssssensssssseeesses 28.00 
PUB-TEK-541/C .............. Photo Copy Tek. 541 0 Scope ..csssscesssscccossssscersssscecsessesenssse 28.00 
PUB-TEK-541A/C............. Photo Copy Tek. 541A O Stops ooo cccceccccceccccccee 28.00 
PUB-TEK-545/ C ............. Photo Copy Tek. 545/R454 0 Sep ouia.aacssssscccsssccsccssscccssceseee 49.00 
PUB-TEK-545/C ......sese.. Photo Copy Tek. 545 0 Scope ccc cscccs-cssssecessscersesccscsssomensis 28.00 
PUB-TEK-545B/C ............ Photo Copy Tek. 545B 0 Scope .....sasecsccossccsscsssccoscsssccosssnescee 30.00 
PUB-TEK-551/C .....ssssssees Photo Copy tek. 551 0 Scope a. 28.00 
PUB-TEK-555/C ............ Photo Copy tek. 555. 0 Scope .cc..ccccsssscscoosccssecsecrnnssosactsbiees 35.00 
PUB-TEK-555HB/........... Photo Copy tek $55 Homd Bk oo cssssccssscacescecseccaceesesccccsseece 24.00 
PUB-TEK-556/C .............. Photo Copy Tek. 556 O Scope ......ccsssccccsssssecccssssscessnssecssssee 49.00 
PUB-TEK-561A/C............. Photo Copy Tek. 561A 0 Scope .....ssssrsvcssseevscsssesvecenseveecssevee 24.00 
PUB-TEK-564/C ............. Photo Copy Tek. 564 0 Scope ....sss.ssscssssssccossnsssssssencensnssoeee 28.00 
PUB-TEK-564B/ ............ Photo Copy Tek. 564B 0 Scope ............ssssccccsssecceccesccccsssesseees 28.00 
PUB-TEK-565/C seesnnsn Photo Cony Tek S65 60000 icc cuca ccs 35.00 
PUB-TEK-570/C .............. Photo Copy Tek. 570 0 Scope ........sssssssccssssssscssssssssssssssssseess 28.00 
PUB-TEK-575/C ............+. Photo Copy Tek. 575-175 O Sep cesssssssessessseessesecsssssssseesseeeeens 28.00 
PUB-TEK-581A/C............ Photo Copy Tek. 581A 0 Scope M .ssssssssssssssssessssssssssveseseeeeees 35.00 
PUB-TEK-585A/C ............ Photo Copy Tek. 585A 0 Scope ...s.sccsssscsscescecsesscseseececeseeseeeee 35.00 
PUB-TEK-5A22N/C........... Photo Copy Tek 5A22N Plug-In M .....ssssssscsccscsssssscssccsseecersees 24.00 
PUB-TEK-5A26/C............ Photo Copy Tek 5A26 Plug-In M ...sssssssssssssssssssssecsesesseesneseees 24.00 
PUB-TEK-5B12N/C........... Photo Copy Tek 5B12N Plug-In M .....sssssscsssssssssccscssssssssssensees 24.00 
PUB-TEK-611/C .............. Photo Copy Tek. 611 MOmitor ........ssssssscssccssscssccssssssssssssveseees 35.00 
PUB-TEK-661/C............... Photo Copy Tek. 661 0 Scope M ...essscsececscesscssssescssssccssseeeeeee 45.00 
PUB-TEK-7603/ C............ Photo Copy Tek. 7603/R7603 SVC ...ssssssssssscscssscscssssssssssssnsees 35.00 
PUB-TEK-7603/C ........... Photo Copy Tek. 7603/R7603 Opt .............cccsssssssssssseeeeeeeee 20.00 
PUB-TEK-7633/C ............ Photo Copy Tek 7633/R7633 SVC. .......sscssssscsscsccsscscescesesseee 49.00 
PUB-TEK-7834/C ............ Photo Copy Tek 7834 Opr O Scop ......ssssssssccsssssssseesesesssssnseens 24.00 
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PUB-TEK-7844/ C ........0 Photo Copy Tek. 7844/R7844 SVC ..sssssscsssssessssesecenseeceen 49.00 
PUB-TEK-7844/C .........00 Photo Copy Tek. 7844/R7844 Ope ...essssssssssssccssssesssenseseeen 20.00 
PUB-TEK-7AT5A/C .......00 Photo Copy Tek. ZAT5A Plug-Umt .......ssssssssossesssesscssccssenseseeee 24.00 
PUB-TEK-7A16A/C ......... Photo Copy Tek. ZAT6A Plug-In ........ssccsssssscccsssssessesnnseeseee 24.00 
PUB-TEK-7AT7/C .....ssesee Photo Copy Tek. 7A17 Plugely M .....scsssssscsssssscssnesesseneseeen 20.00 
PUB-TEK-7A18/C .......0.0. Photo Copy Tek. ZAT8/7AT8N Play .......ssssssssscsssssseccssesesseee 28.00 
PUB-TEK-7A19/ C ......... Photo Copy Tek. 7A19 Sve Plug ...sssssssscssssssscccssssseeccsensseeees 24.00 
PUB-TEK-7A19/C .......s000 Photo Copy Tek. 7A19 Opr Plug .........sssosssssccssssssscsseeeeceeen 20.00 
PUB-TEK-7A24/C ........... Photo Copy Tek. 7A24 Plug-lm ....ccsssssssssssscscsccsscssecesresssssee 28.00 
PUB-TEK-7A26/C ........... Photo Copy Tek. 7A26 PhugeIn ........scsssssssscccccccsssssseseseeeeeee 28.00 
PUB-TEK-7A29/C ........s00 Photo Copy Tek. 7A29 Phugelih ....esssssssscsssssscccsssssecccssessesee 28.00 
PUB-TEK-7B1O/C osc... Photo Copy Tek. 7B10 Opr PlUgl sneer 20.00 
PUB-TEK-7B15/ C............ Photo Copy Tek. 7B15 Opr Plugh ........csssssssssscscccsssssssseccceee 20.00 
PUB-TEK-7B15/C ..cssss0.0 Photo Copy Tek. 7B15 Pluggln .........ssscsssssssssscecescssssscesseeeee 20.00 
PUB-TEK-7B53A/C .......... Photo Copy 7B53A/7B53AN PIUgIN .....ssssssssssssscssssssssceseseee 20.00 
PUB-TEK-7B80/ C .......... Photo Copy 7B80 Plug-In Manual ...........ssssssscccsecsssssssceseesee 20.00 
PUB-TEK-7B80/C ........... Photo Copy 7B80 Opr. Plg-Im ........scsssssssssscecccccsssssssseceeeeee 28.00 
PUB-TEK-7B85/ C............ Photo Copy 7B85 Plug-In Manual ..........ss..sssssscsssssssseseecesee 20.00 
PUB-TEK-7B85/C ........... Photo Copy 7B85 Op. PlugeIn .......cscsssssssscscecsssssssssseseeseree 28.00 
PUB-TEK-B0/C .......ssssssse Photo Copy Tek. 80 Plug-In Man .....sssssssssssssscscsescscsssssteeeeen 20.00 
PUB-TEK-B1/C .....scsssss000 Photo Copy Tek. 81 Plug-In Man .....sssssssssssssscececssessssseesseeee 20.00 
PUB-TEK-B82/C ....ssssssssee Photo Copy Tek. 82 Plug-In Mam ......csssssssssscsssccssssssssceceeeeee 28.00 
PUB-TEK-A/C ......sssssssssee Photo Copy Tek. A Plug-In Man. .......sssssssssssssssssssssssssssssssseee 20.00 
PUB-TEK-B/C ..0......ssssss0e Photo Copy Tek. B Plug-In Man. ..esssssssssssssssscscsssccessssssseeenee 20.00 
PUB-TEK-C-19/€ ...........0 Photo Copy Tek C-19 Camera Mam ....s.sssssssssscssecssssssssseseeseee 20.00 
PUB-TEK-C-30A ...ccorssvsces Tek. C-30A Comore & Acc. MOM ..n...ssssssscsccsssscssscecccssecseccseees 30.00 
PUB-TEK-C-30A/C .......... Photo Copy €-30A Camera & ACC .....sscccssssssssssessssssssssseeeseee 24.00 
PUB-TEK-C-31/C .ss.sssesee Photo Copy Tek. C-31 Camera .....ccccsssssssssssecsesccssecsessesnsenn 30.00 
PUB-TEK-C-50/ C€ ...sssseose Photo Copy Tek. €-50 Camera M. .....scscsosssssccsscccsssssssseceeee 35.00 
PUB-TEK-C-50/€ ......sssee Photo Copy Tek. €-50,51,52,53 oo... .scssssssssssssssssssssssssssessee 28.00 
PUB-TEK-C-5C/C o...esssssse Photo Copy Tek. C-5C Camera M. ....ssssssssssssscsscccssccessesseseeeen 24.00 
PUB-TEK-C30A/ C........... Photo Copy C-30A/C-32 Camera .........esssssssssssssssssecceceeceeeeee 28.00 
PUB-TEK-CA/C ...sssssssssoee Photo Copy Tek. CA Plug In Man .........ssscsssssssssssccccssssssesesee 24.00 
PUB-TEK-DM44/C .......... Photo Copy Tek Dm44 Mlt Mtr Moo........essccscssssssssssssssssssssssse 35.00 
PUB-TEK-DM502/C......... Photo Copy Tek, DM$02 PUQIN ...cseesoovoosnnnnenee 4.00 
PUB-TEK-DM505/C.......... Photo Copy Tek. DM505 Plug-In ..........ssssssssssssssssssssssssssssssee 24.00 
PUB-TEK-FG502/ .......... Photo Copy Tek. FG502 Plug-In ........sssssssssssssssssssssssssssssssssen 24.00 
PUB-TEK-H/C ....cecssssssesn Photo Copy Tek. H Plug-In Man. ........ssssssssssssssssssssssssssssssssee 24.00 
PUB-TEK+L/C...cssssssccsrsnee Photo Copy Tek. L Plug-In Man. .......sssssssccsssssscsccssesssseseseee 24.00 
PUB-TEK-NO. 3/C .eccssssee Photo Copy Tek. No.3 Elec SHUt .......ssssssssssssscscccscecesessesseeeee 20.00 
PUB-TFK-O/€ Photo Copy Tek. 0 Plug-In Man. .........sssssssssssssssssssssssssesssesee 28.00 
PUB-TEK-P6006/ .......... Photo Copy Tek. P6006 Hand Bk ..........ssssssssscscccscssssseseseeeee 20.00 
PUB-TEK-P6008/C .......... Photo Copy Tek. P6008 Hand Bk .........sccscsssssssssceseccesssssseee 20.00 
PUB-TEK-PS5O32 ............ Photo Copy Tek. PS5O3A Plug-In ........ssssssssssssssssssscecesseeseeeee 24.00 
PUB-TEK-R7103/C .......... Photo Copy Tek. R7103 Opr. Man ........sssssssssssssssssssssssssssssese 24.00 
PUB-TEK-RM45A/C ......... Photo Copy RM45A 0 Scope ........ccccsssssssossssssssessesecesesesesten 25.00 
PUB-TEK-RM503/C ......... Photo Copy RM503 0 Scope Man. ........ssscccssssssccssssssseesensee 28.00 
PUB-TEK-RM561A ........... Photo Copy RM561A 0 Scope MaM......sssssssssssssssssssssssssssseesee 24.00 
PUB-TEK-S-4/C ......ssss000 Photo Copy Tek. $-4 Sampling M .....ssssssssssssssssssssssssssssssesesse 24.00 
PUB-TEK-TM503/C.......... Photo Copy TM503 Power Module ..........sssssssssssccccccsscsccseesee 24.00 
PUB-TEK-TM504/.......... Photo Copy TM504 Power Module ............ssssssssssssscsssscsesesee 24.00 
PUB-TEK-TM506/C.......... Photo Copy TM506 Power Module ..........ssssssssssescesscccsssssessee 24.00 
PUB-TEK-TOCS/C ...........0 Photo Copy TOCS 5" Camera ACC. ..essssessssssssssssssessesesseveqeeessees 28.00 
PUB-TEK-W/C .....ssssssseses Photo Copy Tek. W Plug-In Man. .........cccssssssssssssssssscscseseeceer 24.00 
PUB-TEK-Z/C .....ssssssssse00 Photo Copy Tek. Z Plug-In Man. ......ssssssssssssssssssssssssssssssessesee 24.00 
PUB-TEL-S51B .......ssssss000 Telequipment S51B/SSTE O Scp ....cscsssssscsssssessssssssssssnssssenee 30.00 
PUB-WE-KS192600 ......... Western Ele, Osc. Op/Svc Man .........:ccsscscscssscssssssssssesesseseeee 45.00 
PUB-WG-PSM-5 .........ss000 Wandel Gol. Level Set BN444 oa........sssccscsssccscssccsscescecceseesesees 75.00 


All Manuals are made to order, and are non-returnable. 
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INSTRUCTIONAL MATERIAL (Other Publications Continued) 2H 
NOW YOU'RE TALKING Wo. escceccescccseeccsseseone -ARRL-4173............ $19.00 PRACTICAL PACKET RADIO ..0.........scsssssccccsecconeee | JB-ARRL-5307 ........... $16.00 
INTRODUCTION TO MORSE CODE CASSETTES ..... 986 ........... $19.00 HAM RADIO MADE EASY w...c...ceccececsccessseeecneee E PUB-ARRL-5374 ........... $16.00 
SET 1: 5-10 WPM CODE CASSETTES................... DDD ci4 Nee $10.00 RADIO BUYER’S SOURCEBOOK .....................00. PUB-ARRL-3452........... $15.00 
SET 2: 10-15 WPM CODE CASSETTES................. PUB-ARRL-2235 ........... $10.00 RADIO BUYER’S SOURCEBOOK VOL. 2.............. RL-42V $15.00 
SET 3: 15-22 WPM CODE CASSETTES................. PUB-ARRL-5692 ........... $10.00 DATA BOOK iissieccsccccs cc SR eee, UB-ARRL-2197-DB ..... $15.00 
SET 4: 13-14 WPM CODE CASSETTES................. PUB-ARRL-2251 ........... $10.00 PACKET: SPEED, MORE SPEED & APPL. .............. PUB-ARRL-6052 ........... 915.00 
INSTRUCTOR'S GUIDE—GENERAL...................... PUB-ARRL-4890 ............. $8.00 SOLID STATE DESIGN: ee PUB-ARRL-0402 ........... 915.00 
INSTRUCTOR'S MANUAL ....00....0.....0....sees-00eeeeeee PUB-ARRL-2448 ............. $8.00 GETTING ON TRACK WITH APRS ................-00---- >B-ARRL-5854 ........... 915.00 
NOVICE/TECHNICIAN INSTRUCTOR’S GUIDE ...... PUB-ARRL-4394 ............. $8.00 UNDERSTANDING BASIC ELECTRONICS.............. UB-ARRL-3983 ........... 915.00 
FIRST STEPS IN RADIO ..u....0..........se-.sseescoeeee-eee PUB-ARRL-2286-85 ........ $8.00 ANTENNA IMPEDANCE MATCHING .................... PUB-ARRL-2200 ........... $15.00 
TECHNICIAN CLASSIC LIC. MANUAL................... PUB-ARRL-4181 ............. $6.00 WEATHER SATELLITE HANDBOOK ....................-- F UB-ARRL-4483........... $20.00 
GENERAL CLASSIC LIC. MANUAL ....................... PUB-ARRL-4688 ........... $12.00 UHF/MICROWAVE EXPERIMENTERS MANUAL .... PUB-ARRL-31 26 ........... $20.00 
ADVANCED CLASS LICENSE MANUAL ................. PUB-ARRL-4947 ........... $12.00 MORSE TUTOR 3. B-ARRL-2081 ........... $20.00 
EXTRA CLASS LICENSE MANUAL........................ PUB-ARRL-5390........... $12.00 SATELLITE EXPERIMENTERS HANDBOOK ............ 15. $20.00 
FCC RULE BOOK 3 eee ee oes PUB SAR Ree Ope eee $12.00 SPREAD SPECTRUM SOURCE BOOK................... PUB-ARRL-3177........... $20.00 
INTR. TO MORSE CODE CD-AUDIO .................... PUB-ARRL-5811 ........... $12.00 PHYSICAL DESIGN OF YAGI ANTENNAS ............. : pe $20.00 
15-22 WPM-CD-AUDIO ..0............seescseessveesseeeeee PUB-ARRL-5706 ........... $12.00 ANT. & TECHS. FOR LOW BAND DXING ............. PUB-ARRL-4661 ........... $20.00 
OPERATING AN AMATEUR RADIO STATION......... PUB-ARRL-226X ............. $2.00 PASSPORT TO WORLD BAND RADIO — 1997 ..... PUB-ARRIL-5803......... $20.00 
TECHNICIAN CLASS EXAM COURSE ANTENNA COMPENDIUM VOL. 4 .............-..cs00e “ARRL-4912 ce: $20.00 
VIDEQ COURSE: «....ncscoocséconssscsoe Gesell tant PUB-ARRLIDE? 000 $99.00 ANTENNA COMPENDIUM VOL. 5.......0....0......... “ARRL-5625 ......0.... $20.00 
VIDEO COURSE AND SOFTWARE ....................... PUB-ARRL-4580 ......... $129.00 UHF/MICROWAVE PROJECTS MANUAL.............. -ARRL-4491 ......0.... $20.00 
VIDEO SOFTWARE ONLY ..............+.-.sseessseessoeeeee PUB-ARRL-4599 ........... $59.00 RFI-HOW TO FIND IT & FIX IT ooun..ccs.sscscsseeceoeeee PUB-ARRL-3754 ........... $18.00 
TECHNICIAN EXAM BOOK ONLY ........................ PUB-ARRL-4637 ........... $19.00 AX Door etssecsesssrtoencitaceg “ARRL AX25.... $8.00 
GENERAL CLASS EXAM COURSE 200 METERS AND DOWN... wu... PUB-ARRL-OO1 1-TMD ..... $8.00 
VIDEO COURSE oe ee, PUBARRLAT50 coy. $99.00 EN ee ee 36.00 
VIDEO COURSE AND SOFTWARE Sl 29 00 THE DXCC COMPANION Cdacennecscncccccnvnccccocncoosnccooe DTD irsciccccccce $8.00 
VIDEO SOFTWARE ONLY... PUB-ARRI-4777._ $59.00 97/98 REPEATER DIRECTORY ...........:......c...0-.. PUB-ARRL-6176 ..........0.. $8.00 
pare i ak RR cee Ben MORSE CODE: THE ESSENTIAL LANGUAGE ......... petits SB.00 
GENERAL EXAM BOOK ONLY ...-.vnserensersere PUB-ARRL-4793 .ntre $19.00 TECH EXAM REVIEW GUIDE .....cscosccscseneee PUB-ARRL-5153 $10.00 
ADVANCED CLASS EXAM COURSE ANTENNA COMPENDIUM VOL. V .scsccceocccsane |... $10.00 
VIDEO COURSE wesc i ee PUR-ARRLE- 5277. $99.00 W1FB’S ANTENNA NOTEBOOK .......................... PUB-ARRL-2618........... $10.00 
VIDEO COURSE AND SOFTWARE ....................... PUB-ARRL-5315......... $129.00 W1FB’S HELP FOR NEW HAMS ......................... PUB-ARRL-4432 ........... $10.00 
VIDEO SOFTWARE ONLY .......................-ecse00ee0ee PUB-ARRL-5323 ........... $59.00 W1FB’S DESIGN NOTEBOOK.............................. PUB-ARRL-3207 ........... $10.00 
ADVANCED EXAM BOOK ONLY ....................0.-..- PUB-ARRL-5331 ........... $19.00 W1FB’S QRP NOTEBOOK ...........................0.- PUB-ARRL-3657 ........... $10.00 
OTHER PUBLICATIONS ANTENNA COMP Il SOFTWARE ONLY ................. PUB-ARRL-2626 ........... $10.00 
1997 HANDBOOK oo. sccccccsecnsscneccsccecescpecee  PUBRRLEI 45 $38.00 WEATHER SATELLITE HANDBOOK SOFTWARE ..... PUB-ARRL-4653........... $10.00 
1997 HANDBOOK (CD-ROM) ...........+.-.so+e-++e-..e PUB-ARRL-1751 ........... $38.00 UHE/MICROWAVE EXPERIMENTERS SOFTWARE... PUB-ARRL-47.26 .....s..- $10.00 
MORSE TUTOR GOLD — 3-1/2 ..ecssescsceesceeeee PUB-ARRL-3258 see $30.00 ANTENNA COMP Ill SOFTWARE 5-1/4".........s1e PUB-ARRL-4033 «o.oo $10.00 
MORSE TUTOR GOLD —5-1/2...-eocscceeeccseseeee PUB-ARRL-3231 sacnsssen $30.00 ANTENNA COMP Ill SOFTWARE 3-1/2"..........0 PUB-ARRL-4041 ........ $10.00 
ANTENNA BOOK ::ccsesssevssonsosoosstedssedien atstesce PUB-ARRL-6133,,..000 $30.00 HINTS AND KINKS .........ssssccccssssecececessssssseseees PUB-ARRL-385 1 ..cssssne $10.00 
INTRO. TO RADIO FREQUENCY DESIGN ............. PUB-ARRL-4920.......... $30.00 YOUR HF DIGITAL COMP uu... ssssssessee PUB-ARRL-4815 0.00... $10.00 
OPERATING MANUAL ..ss.ssssssssssssscscssssssccssnsees PUB-ARRL-4939 ....cse $22.00 NORTH AMERICAN REPEATER ATLAS............sss10¢ PUB-ARRL-5072 .....sss $10.00 
M. RADIO MAIL ORDER CATALOG................... PUB-ARRI-5242.......... $16.00 YOUR HAM ANTENNA COMPANION................... -ARRL-5110........... $10.00 
PC'S IN THE HAM SHACK ....00.....2....2...cscecc0eeee00 PUB-ARRL-5714............ $16.00 YOUR PACKET COMPANION ...0........sssssseecsseees -ARRL-3959 ........... $10.00 


~ (ARRL jpaodey 


ee raonaitt Perrctecccemas> PUBSARRE-GOEG ccsccscasse $10. 00 


ae $6.00 
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MESSAGE BLANK PAD Go rissromneeess- PUB-ARRL- G20... $2.00 
MESSAGE BLANK PADS (THREE PACK).............. PUB-ARRL-1330 ............ $5.00 
MESSAGE DELIVERY CARDS (20)............+.....-00 PUB-ARRL-1310 ............. $2.00 
NE re cconstaece PUB-ARRL-4998 ............. $3.00 
i ersscomssesde cgssserssendie PUB-ARRL-1280 .......... $12.00 
~ INTERFERENCE HANDBOOK -.s.ectsssssssnsnconson PUB-ARRL-6015 ........... $14.00 
TRANSMITTER HUNTING 00a... cesssecsscccsssneees PUB-ARRL-2701 ........... $19.00 
FERRELE'S FREQUENCY LST ns asssssssssssees PUB-ARRL-2206 ........... $23.00 
WORLD RADIO TV HANDBOOK — 1997.............. PUB-ARRL-6060 ............ $25.00 
MICROSMITH — 3-1/2 - 5-1/2 ceesesssssssssceseeees PUB-ARRL-4084 ........... $39.00 
PEERS SOS cas ccsstvestscsecossass.soqnecssessocosnssesss PUB-ARRL-4475 ........... $35.00 
HAMPASS WINDOWS 3.0 .........sssssesecccsssseseseee PUB-ARRL-4467 ........... $35.00 
GRID LOCATOR ATLAS on... eeecsssseeecccsssneeeseee PUB-ARRL-2944 ............. $5.00 
ARRL RADIO DESIGNER 00... ssssssseescessnsseess PUB-ARRL-4882 ......... $150.00 
BME EMSA tcvasescoscconcesgycacnneseesecctosss PUB-ARRL-5099 ........... $12.00 
RADIO AMATEURS WORLD ATLAS.................... PUB-ARRL-5226 ........... $10.00 
PERIODICALS CD-ROM 1995 owen. esssssesessseee PUB-ARRL-5579D......... $20.00 
PERIODICALS CD-ROM 1996 nn. ..sssssssseeeseee PUB-ARRL-6109 ........... $20.00 
RSGB PUBLICATIONS 
RADCOM HANDBOOK ..............seesessssssseeeessseee PUB-ARRL-5234 ........... $38.00 
MIREIANTE NIA casceccscsnsscscorsntncsssovonisiesvoconseses PUB-ARRL-R878 ........... $14.00 
MOTISCANNIENNAS S20. 8tsccsssssscrersoessccecceosesnspe PUB-ARRL-4300 ........... $35.00 
MICROWAVE HANDBOOK VOL. 1... PUB-ARRL-2901 ........... $35.00 
MICROWAVE HANDBOOK VOL. 2 «0... ssesneee PUB-ARRL-3606 ........... $35.00 
MICROWAVE HANDBOOK VOL. 3 o.oo. sesseee PUB-ARRL-3975 ........... $35.00 
MALIID AURORAS i. basyseservsactioeseonnctidesosrenssesee PUB-ARRL-3568 ........... $18.00 
HF ANTENNA COLLECTION 0... ssssssesesssseen PUB-ARRL-3770 ........... $18.00 
MEP UTE DX BOOK....nevsessocssonss, helboates 0obestabier PUB-ARRL-5668 ........... $28.00 
RADIO AMATEUR CALLBOOK — 1997 
1997 NORTH AMERICAN uo... sseseesssssseeecen PUB-ARRL-(097 ........... $40.00 


1997 INTERNATIONAL ...........ssssssssesescsssseeecees PUB-ARRL-C197 ........... $40.00 
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SHORTWAVE RECEIVERS PAST & PRESENT.......... PUB-UR-0002 .............. $20.00 
WORLDWIDE AERONAUTICAL COMMUNICATIONS 

FREQUENCY DIRECTORY o.oo... ccsssseeccessneee PUB-UR-0042 .............. $20.00 
UNDERSTANDING ACARS ..000.......essssssseseesseceeee PUB-UR-0012 .............. $10.00 
THE WORLD BELOW 500 KILOHERTZ ................ PUB-UR-0289 ................ $5.00 
DISCOVER DXING! AN INTRO. TO TV, FM 

ANE AIN UKING Fa,.cccccszocsocvsseseconsnpsossiosee PUB-UR-0009 ................ $5.00 
INSIDE THE MISSION CONTROL CENTER ............ PUB-UR-0030 .............. $10.00 
THE SOVIET MARITIME RTTY DICTIONARY .......... PUB-UR-1635 .............. $10.00 
BUYING A USED SHORTWAVE RECEIVER ............ PUB-UR-0004 .........0...... $4.00 
THE U.S.S.R. MERCHANT SHIP LIST .2............eee.. PUB-UR-3012 .............. $10.00 
THE RITY LISTENER (RL 1-25) ......ssssssssssseeeeseee PUB-UR-0943 .............. $20.00 
THE RITY LISTENER (RL 26-30) 0.2... .sossseeeeeee PUB-UR-295] un... esses. $7.00 
THE RITY LISTENER (RL 31-33) 00... sssseseeeees PUB-UR-0377 ................ $5.00 


1995°CQ MAGAZINES (12 ISSUE SET) 
BRAND NEW .u...ccccceseseseseeeeee $19.95 


1994 CQ MAGAZINES (12 ISSUE SET) 
BRAND NEW........ccccccsscseseeee 919.95 


1995 & 1996 QST MAGAZINES 
(12 ISSUE SETS) ............00006. $29.95 


1992 & 1994 INTERNATIONAL 
RADIO AMATEUR CALLBOOK $10.00 


1993 NORTH AMERICAN RADIO 
AMATEUR CALLBOOK ........... $10.00 


SAM’/S PHOTOFACT SERIES 


T.V.’s, Stereos, Hi-Fi Components, Radios ° 1964-1981 


uTO \ i AUTO 
RADIO RADIO 


\ SERVICE DATA 


SERVICE DATA 


AUTO RADIO SERIES PHOTOFACT FOLDER SET 


September 1964 to 1981 TV’s and Stereos MODULAR HI-FI COMPONENTS ~ 
VOLUMNS ARZ26 - 317 VOLUMNS 329 - 1992 VOLUMNS MHF30 - MHF216 


_ eG = SOME QUANTITIES MAY VARY 
Mp DEPENDING ON STYLE OR MODEL. 


Ceeesreccesoccooosceososoeseeseese he tHNth hha V coccvesseceseeoveseseeseaseserese 


ma 220v ; 
oe 500mea 1B0V oo. ccccccecseccccrece de 


vt tats SRabee OTA Ube GMP 130VAC .........seecsssecceseeeeseeee 49.00 
4AB26-2 eee ined eens O0omp:820V eee 10.00 
§ACI03-2 scsziss,hewrccsentee tobe QaMp 224 VAC ........ssecssseccsseessseee 125.00 
AJAAVFFIAD ska. S-GOMP 35,4V ..ccrroscisseecsier uae 8.00 
AJNATIMX190 oss cs... Z.620Mp 420V oo ccrcosescostsetienes 20.00 
By al Ri auiee te ek a SOMO TO0V ccc sescoeetsseeasessecc at 5.00 
6 Saab eect peo ee BOY chav een eee 75.00 
O3AZTS ccna eaatiaens 300ma..52V......502. eden 10.00 
QRSDIHZ2 ccscrsslicl Aeeaten Sis. Aamp 52V ....crvaissselechashedel eine 45.00 
Ail POOP LOY: cscovescconssrersc 75.00 
RSSBOTOL Q00 MOS ccc 25.00 

etree Sercen ter otece inner rere DOO saccccccsccessssucssscansssctosconteteas 20.00 
BEROH Tees. fe Pee eae Me ZAGMp:227V nc...ccse..cn0s.Cleen 30.00 
CL2JVSTABGXR Sees peat asae.. 600ma_ 312v ......:......dhnuapiaa 45.00 
CODON eRe ee. 450ma. 150. cee ee 25.00 
(60-9025-2b 3.bomp. 208y -. 30.00 
COOSTBIHSG 2. nce DOV ccs sccsssrsersscsdeh teeta 20.00 
DSVISISBRK as. aeons: L2amp 99v ..co.auunaen ean 25.00 
GAT SB4LT sess te cteaceccttcs SO0MA: VOLY, .icns,.ccescosceseeseqann 30.00 
KZOB IC Se ters qeentees SOI ZO wicesacctspectasniessecter a 7.00 
POUISTSDGD cas cet ec 1Oomp52V 25 ae 40.00 

ci ena G5 im BOY .onesscssscossannosscleitt a ee 
SOZ9 21 ceatcoc cei ae SOM LS2Y cs stitiec ceseeccten. 85.00 
SVS A es Bi er ce ect SP OOMD ZO4V <scvssesseeuescupices 15.00 
$0804 2: stent Bias a renee LOmpsZOvtitte sen cetateeeccce 15.00 
SPCCS+5 2056.52 aerate 1.5m. LOV. Sait shesasls ARAL 45.00 
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NMiOsST Covers 


eANTISTATIC >CUSTOM DESIGNED eINTERLOCKING SEAMS 
ePROTECTS FROM DUST, DIRT & SPILLS @LIFETIME GUARANTEE 
(Ham Covers 5 or more $7.95 most covers) 


MODEL DESCRIPTION SIZE (H,W,D) PRICE 
ES > 27), 10): $8.95 
POE RON BT occ cctesremeeresestcnrvnsnsnasnie (5.625, 15.875, 14.875)............ 8.95 
TOO15 ...... COLLINS 312B-4, 312B-5, SIGF-2 ...nassessessssononsononsncenensesseses 16.5, 10.29, Hh 8.95 
POU TPAAPUOLLINS B2S-D, 23° 795-17 2,9 OLS 1 coins ose seeeccessssssssnses (0.5;1475) 12S) eee. 8.95 
70019 ...... COLLINS KWM-2, SOL-1, S1S-T .essescssssssssssssssnnseseeceeeseseseee (6:5,14 alld) Ripe goad. 8.95 
70020 ...... COLLINS KWM-380 W/FAN .........scessssscsectsssseeeeesnssseeeeernsssee CHRP RWG h) bee es 8.95 
PO INS AS ane is escetetssavnnnsssessssstsestaseeneecesensoconses HL ids vy... 19.95 
BE i iit eaten eueersenstcsersreee Hh US, 2 se 19.95 
PG UNDER Ecco css ccsists ssctissocessnnsnssistoreseiverenrnseesesies (5.625, 15.875, 14.875).......... 8.95 
70022 ...... DRAKE R4, T4X, MS4, RV4, SPR4, C4... .sessssssssssseseseseeseesereeee (55,1073) tea) oe ectial ok. 8.95 
RM I canons cn nngenceennccczucenscsseasseastsiesoresesessbecores CUTE 17.79.20) cae tesaitbreet 19.95 
70024 ...... DRAKE TR4, MN2000, TR3, TRO ........ssssssssssssssssssssesereseeeeseseees (575 10.79, 14.529) ocsrnntctatatare 8.95 
FG RE Ie ose naeedgseesase coteiepeespiniersteeernee (6.75, 13.625, 15.5}. .03..tsn 8.95 
FOI RAE iin a ceeeenncccccecahvagressicusitabopnineseanseerier (5.25, 13.29, 13. Sbsevrci ts 8.95 
15g Sots 111) 9 Sealand gnON cE Sain aeeme eS eer cr CATS, 145, 19.29) iscosessseesee 8.95 
BOUT cra, HEAL, SIME SE ZOO sscsssscsattinn tees lies secaqsutostnce CFE fa aul Lo sti ied 8.95 
SNES bee ATCAT ER EU SAU chs acco tanp Melaaadn ca asteanesesysettistnvevie (4.75, 1225) 14. 8.95 
OTTER 7A ed nee ee Nn SOHO rE 1a Ses TOLLS) ccsssecntsnenansois 8.95 
p22) 87 0d SR Baa: SOUS nase sarees ee FEE TLS es Oo ee 8.95 
Py Oe TG BS ales Sie a au eres ene eeneee mer (972,936, 990) io 8.95 
70029 ...... COM 1C-701, 720, 551D, 2KL, 2KLPS, PS30, ATIO0, ATSOO ... (4.5, 10, 12.75) ....-cscsesesseeeeen 8.95 
Daa OMA FS VA ascpehecsoatencssetassttt sp ccoesdevelanscpcatgaceses (475) 12-25; TA) ocrresrenecnseess 8.95 
BN ili FOUN G1 OL 169, 20 cna stata stttecntitnottects (5.9; 10.251 6.2) ce detsseeeseeeas 8.95 
BIST LUM TSU, STE, SCS sceecacteanncotes-dcactet oasnen ranean teetce CPOE IE (0) Bros hak 8.95 
FOCSA «COM 275; 475; 725, 728 TIO, 735 iss esdeesssccsieeesesesnconoe (3.25, 9.5; US hsaseudtscninc 8.95 
TOSS OM PSSS, ATUSO ric cccacta se wccperete (5.79, £29, | U2 oo 8.95 
TREE co MOM PSS ce then cercscccentsecret (432, 2.25, LE B25T cr ssccseees 8.95 
BOT M, COM AT Sb nacesesnaees tetas ateeaae cea te beans (4.325, 11.25, 14.75) .eessseseeeee. 8.95 
70043 ¢5clCOMIG45 74022 cy cece 2. cee l...... (455, WTS) U3) atareietin ai. 8.95 
OAS 8 COM ICRI O anc cps cher letet nes eee te See (4375) 11 S29) teas: 8.95 
70047... WOMIG251, 211, 451,951, 21 occ tees (45,10 Wi cc. 8.95 
FO049 .. KOMACZTIA, ATTA A2TTA rire cic cssrsasesssecsee (QO ALSO cee. 8.95 
TOO5) .cevs (COM 1C-271H, 4708, R71, R700 eecesesesssssssessenssoee eka Bev oh 17d Bees oe an 8.95 


MODEL DESCRIPTION SIZE (H,W,D) PRICE 
TUS KOM IS) snc (5.25 13.75, 135)... $8.95 
T0033... KENWOOD PS-31, SP-30 csc cscceesccesttaenosasnsorsgcseton CONSENS Ee ees 8.95 
TIMGS cc REN WUCE TS FOU conic ccs ese ststct es sencsenecsntetennctinannsnsnes 3.75, 925) 1 8.95 
DOOD Tee KENWOOD 65-9408, 9509 ooo sn a cesos cs cn se ceeswscaseosesneecssessensanbe (5.625, 15.875, 14.875)........... 8.95 
70069 ...... KENWOOD TS-711A, TS811A, TS-670 ...........ccccsssssssssnssseveeeces (3.825, 11.625, 11.25) .....ssoss0 8.95 
70072....... KENWOOD TS-430S, TS440S, R5000, TS4505................. CT PA) ie eB ee 8.95 
70075 KENWOOD SP-930, SP-940 nc ee sssesseensesessssenneee (5.325 PB oh 8.95 
70090 ...... KENWOOD SP-430, SP-440 on. eeesecscscsccsscsssssnsnsnsusenseeseseee (5 475. 8.95 
70093 ...... KENWOOD PS-430, PS-50, AT-250 nn. sssscsscsesesescecesceceseneneee ee) | Se ie ere 8.95 
70095 ...... KENWOOD 15520, TS820, R820, TS700A & S ......essseseseseseee CES bw.) 8.95 
70097 ...... KENWOOD 1530S, TS830S, TS180S .........sssseseseseseseseseeesesesees (5.325 bd:d25; 12.325) ones 8.95 
70099 ...... KENWOOD SP-230, VFO230, VFO240, AT230 ..........sssseseeeeseee ETE pe |) on 8.95 
70103 ...... KENWOOD TS-120, TS-130, TS-660, TS-140, TS-680, TS-711 .. (3.75, 9.5, 15.5) .eccccccccscseeseeee 8.95 
ZOVOS <. -RENWOOD SIA 220 i 2s oe lis cipiectenpssercettnentmndntecs (6, 9, 15. 5) Sa SRR 8.95 
PATO REOOD GIL I ea ecacdmessenearscon EBC EEE PIERS os 8.95 
TOTO Fi REN WOOD R200 ois, ssc csccecpnasitg crcrsyersseorcondbepevnsotgsctcsecl (4.75, 15. 5, |i) PARR 8.95 
FORD FE. KENWOOD TSB 0S: fii. 2 2pcssernpesnpsssbace scevneocuosbdeeAcvscerdeeredn (6, 13.75, ge inte ems he 8.95 
TAS ee TEN, TEC CEMIURY 2.2 5a acass.cscsstsesta Nongoncaiescateresacnconsonsesesescoese (4.325: 4P.32o; Th) sae 8.95 
LOGI9 2 TREO PLONE, FBO oo eae ccc scrrmeeinrire purine (6.5, 44.7, VAL) ccicesenesscssnsoan 8.95 
TONSE ARES PEIN, FL QUU occ peer cece retccesey taeent Bm ELS Ei sae Meee 8.95 
70034 AES EEG oct ae cence 15:25, 900; WSL ocmannen: 8.95 
TA Ue fe neg F212 2 RES SR ea BM fag WGA TS i a a a 8.95 
TOO ita, VAESUSEEV ION Ro sasssainsschennsone gM SBR OESO% 4. sith cthcdas (659) 35:5) Sy. get once 8.95 
70200 ...... YAESU FT-757GX AND POWER SUPPLY ..............ssssssssssseseeeeeeee (3.02, 9.929, 10.325) e cute 8.95 
FORE ABS ETON ne cca (5.16, 14.72, 11.44) wees 8.95 
TAIOS csc VAESU ELD OL GR, coccccssccienctsdotdeatect res pues bat dtecovededio cscese (5.125, 14.5, T1625) ono. cccccsex 8.95 
TORI TAESU FERLGD ois cscsccksss otisteeacdcla aire hcaia accteehdcvenstn (3.22; 9529 D2} cess 8.95 
[OZ ieee AABESU, Rime OR.:scsot cee sdagerrdectsnasessssselpbvcessonnsenCacesgupincie PS.2 50h 2a, Me aes ancgeesinoe 8.95 
ROD0 Hea VARS te70 1 902, POT ZO nn secconscncaageinierctsont PRE AY by) bo Sa 8.95 
POQ0T Se MAESUTT-LOV: FL2 100, FRG 7 5 oa ccscccssssreesnenerseesacss (6.5,.13,9,.13) osc semen 8.95 
70212....... YAESU SP-101, FV-101, YO-100, FTV-250, FTV-6508 .............. (6.5, 9.25, 8.25) sore 8.95 
POLES. os VAC EE I02, FRO-TO0G nee ee es ccatscncconcs US AGS WD 8.95 


TO220 icc, AESU SPUD, 107 PANOZ Sa ssct da sesteacndscantacsectoten (58.5, FATS) Ss mornin 8.95 


386 nisi Sales 
Microphones 


Console / Boom Mic 
(MIC)LMB-5 Beautiful brushed aluminum 
microphone looks professional, sounds pro- 
fessional and is the highest possible quality. 
Cardiod pattern, dynamic element, handy 
neck mounted on/off switch, 50-15,000 Hz 
response, 500Q impedance, -45dB + 5 @ 
12vdc. Includes cord and clip-in mic cradle. 
Use with our flex goose neck or any standard 
mount. $85 (3 or more) $75 


“Info/Tech./Intnl: 402-346-4750 


Telex-Turner 


Collins Microphone? 


(MIC)10-34 No. It’s not Collins but it fits in 
the Collins motif just fine. Two tone gray 
with brushed aluminum and chrome. Made 
by Calrad. Dynamic element is 50kQ so it 
works great on any high impedance tube rig, 
like Collins. Switch on body, 20’ microphone 
cable. Standard mic mount socket works with 
our flex goose neck or any standard mount. 


$45 (3 or more) $35 


ee a 


Telex-Turner 


Desk Microphones 
(MIC)LMB-1 Handsome all metal, die-cast 
aluminum, black wrinkle finish mic made by 
the world’s most famous microphone manu- 
facturer. Dynamic element works with any 
solid state rig, has 300-3,500 Hz response, 
500Q impedance, -45dB + 5 @ 12vdc, push 
to talk bar and 6’ unterminated cord. 

$32 (3 or more) $29 


(MIC)LMB-3 Identical deluxe microphone 
as above except it’s non-amplified, -77dB. 
$32 (3 or more) $29 


Dynamic Mic 
(MIC)DM-21G Gold brushed, heavy cast 
aluminum body. Dual impedance, 50kQ or 


200Q2, makes this a universal microphone for | 


use on any high or low impedance transmit- 
ter. Made by Calrad. Switch on body, 20’ 
microphone cable. Standard mic mount 
socket works with our flex goose neck or 
any standard mount. $39 


(MIC)GOOSE 


15” Chrome goose neck with 
brushed aluminum base mounts to table top 
or under counter/shelf. Sold only with above 


three microphones. $19 


(MIC)GOOSE/A 15” Chrome goose neck 
only, without base. No restricted sales. $12 


Headset Elements 
} (COL)020 
17511 dynamic avionic head- 


set element. 1-5/8” diameter. $20 | 


, (MIC)465200 


1-1/2” dia. $12 


onic headset. 


Marine 
Microphone 


(MIC)LUM-10 Turner 
marine mic weighs in 
at 1.4 pounds... of solid 
aluminum. Completely 
sealed for harsh envi- 
ronments. .1-10KHz 
response, 200Q. 


Mobile Microphenes ; 


Bargain clearance prices on all hand held | 
mobile hand mics used on many Motorola, 
RCA & GE business radios. Low impedance 
(500) dynamic, 200-4,000 Hz response ele- 
ments mate nicely with most solid state ra- 
dios whether ham, business or CB. High | 
impact tan/black housings. Regularly $75-$150. 
(MIC)LMM-3 Replaces Motorola TMN6054A — 
(MIC)LMM-4 Replaces Motorola TMN6055A 
(MIC)LMM-5 non-amplified, -70dB 
(MIC)LMM-8 Replaces RCA MI-17723A 
(MIC) 

(MIC) 

( 


a 5 


MIC)LMM-9 Replaces RCA MI-559232 
MIC)LMM-10 Replaces RCA MI-559439 
abe i] Replaces gi MI- See 


Discount given on total one time pur- 
chase ofany LMM series microphone 
assortment. Mix ‘em for best price. 

The following discounts apply: 


$32 each $27 (5-12) $22 (30-49) 
$29 (2-4) $25 (13-29) $19 (50 & up) 


| has 6’ (uncoiled) cord ance 
_ mic connector that fits most of the older rigs. 
| Astatic 611L. Specially tailored frequency 
| response for communications. 


Astatic 
Quality 
Hand Mic 


(MIC)611 
' ~~ g0 Dynamic, 
‘pedance mic 
*’ 4 pin standard 


Ready to ° 
100-1000Q im- 


$24 


Turner 
Power Mic 


|(MIC)360DM-6 
Just handful of this 
very popular Citizen’s Band power mic on 
hand, Dynamic, medium impedance (2000Q) 
6 conductor coiled cord. $20 


-)248-010 Turner | 


Sonetronics dy- | 
namic headset element for avi- | 


Collins 
Military 
Hand Mic 


(COL)020-0250-050 


Collins. Heavy duty, black, 
noise canceling, unterminated coiled cord. 
Turner #04317. $35 


Microphone made for | 


5 Conductor 
Coiled Cord 


: (WAA)CCORD-6 Neoprene rubber jacket is 
| tough enough for any environment. Made 


for high impedance applications but this cord 


| 1s suitable for may jobs. Non-shielded, Teflon 


wires. Extended length six feet. 
$2 Each $1.75(4-19 pcs) $1.50(20-49) 


» Carbon Elements 

§ (MIC)D141915 Good old fash 
' ioned headset element, 200- 
4,000 KHz, 50Q impedance. $8 


www. sur q Rerssnles com 


g c = 

. Dynamic Element 
_(TEL)240103- 653 Whoa! The 

‘CON telephone 

: mouth | ‘piece replacement isa 

| background noise canceling dy- 
namic element made for use in 
secret areas of the government. 
We know this because it’s bright 
red. Engraved with warning ‘Hold 
Close To Mouth’! Screw termi- 
nalsonback. $5ea $4 (10+) 


Cord Assembly 


(WAA)67740-09 A replacement 
rubber coiled cord assembly for 
military communications head- 
set. 6’+ relaxed cord stretches to 


- (6v nominal) 


(BHS)SC6 Heavy duty, envi- 


ronment resistant, high tempera- 
ture aluminum cased Sonalert. 
Operates 4-8vdc, 12ma @ 6v, 
3500Hz, twist tab mounting. 1-3/ 
8” diameter, 5/8” high. 


Each 
$7 


10-49 50-249 250+ 
$6 $5 $4.50 


- 


AM 00. 


CUSHION” Ei epnone 
MOANWELL 70344 


Headset Cushion 


(MIC)] 


(MIC)10344 Treat your ears to 
the softest cushions we’ve found. 
It’s like buying a new car for your 
head. Actually, the cushion 
doesn’t even press on the ear but 
swallows it whole. Made by 
Roanwell for military headsets, 
the 2-1/4” reinforced hole can 
adapt to many mounts. Overall 


e-mail: grinnell@surplussales.com 


Fax: 402-346-2939 387 


Microphone 


(MIC)SBM_ We have just received 
these brand new, still in the factory 
bag, TELEX stereo dynamic micro- 
phones that were removed from new Sound Blaster system packages 
by a reseller that didn’t need the microphone. Stereo mini-plug on 
one end. Platinum color. Great low impedance microphone for com- 
DURIAHODR of any sort. Use in stereo or mono mode. 3mm plug on 
6’ cord. 


Each 
$5.00 


hy 
$4 


20-149 
$3.50 


150+ 
$3 


1/4 render late 


Scotch 3M 


1 [4” Rec. Tape 


-18 Scotch 3M | 4- 


15’+. Terminated with a 10 


outside is 3-3/4” x 4-3/4”. $10/pr 
pin GC U-77/U connector. $10 


1/ 2 aude Peking tape. 1800’ 
reels. 1 mil polyester. Limited 
quantities. $5 


a" feterend: timing tape. 1500’ 
1.5 mil polyester, white. 
Limited quantities. $7 


reels. 


iA McMartin Compressor 
/ etharder for audio console. 600Q in/out. New 
in the box. Just a few left. $250 


Universal 
Talkback Amplifier 


McMartin Universal Talkback Amplifier is designed | 
for two way voice communication between two speaker stations and a 
third handset. Works with 25v or 70.7v lines. 600Q. 1-3/4” high rack 
width, 7-1/4” deep. Runs on 120 vac or 24vdc. $100 


1/4” Rec. Tape 


Ampex 
1/4” Ar recording tape. 1.5 mil | 
thick polyester. 1200’ reels. 
Limited quantities. $8 


T 
| 


| v7 
1/4” Rec. Tape 
| 3” reel, 150’, of 
| high performance Capitol TAT- 
AB-FR-250-KA-1-150 1/4” audio 
recording tape. 1.5 mil thick ac- 
| etate. Limited quantities. $2 


Boom Mic 


A throw back from | 
| the 50’s. This boom microphone 
needs an element, headset and 


$2 | 


| head to operate. 


| 2 channel mag- 
netic tape head by Brush. $4 


Speakers, Buzzers, Bells, Audio comer 
Military - 
Loudspea er 


(SPK)LS-590/U_ Ready to bolt onto the Jeep 
and run through the jungle. This popular 
box speaker, 4-3/4” square x 3” deep, is dual 
impedance, 250Q / 4,000Q switchable. 1/4” 
phone plug, 5’ rubber cord. $39 (4+) $35 


Avionic 
: Headset 

Bes Maat 

Roanwell (495-119- 


001-640) rugged 
F avionic headset - 


| 
| 


| 


ae 


Stereo Audio ‘Amp tr 19} 


(EQP)PA-EPR100 We still have a few of these 
handy audio amps in stock. Excellent 
Walkman amp. Use anywhere you need to 


_ drive signal level to 5 watts or less audio into 


_ speakers. 22kQ input, 2.2Q, 4Q or 8Q out- 


put, < 6vrms. 5-70dB frequency response. 


. Power requirements: 12-16vdc @ < 450ma. 


Mic Element 


(MIC)215-330-001 Spare Roanwell micro- 
phone element for above headset. $15 


Headband 
Replacement 


(MIC)H133C/A1C David Clark headset-mi- 
crophone replacement headband. Soft cush- 
ion pad. NSN 5965-00-226-7870. $10 


1950's 
Headband 


5 Replacement 
f (MIC)MX-175/U 
Army green negates 


5 pin DIN included for audio connections. 
Final Close-out $15 each (3-12pcs) $12 


50 watt 
Audio 
Amplifier 
(GlQsreien Monolythic 50 watt module, 
8Q output impedance, Vee: 28-50vde (35v 


nom.), Ic max: 7a, .01-100KHz freq. response. 
Includes specs. $9 each (6+ pcs) $8 


Try 


Tt 


“i (eRs)sce2sM : 


12 watt Amplifier 


¥\\\\\\\\(SIC)LA4460 Monolythic lin- 
ear 12 watt (51dB gain) module, 4Q or 8Q 
output impedance, Vcc: 13.8vdc nominal. Full 
specs and curves incl. w/purchase. Kit of sup- 
port components, add $4. 
$3 each (4-12) $2.50 


- 


(13+) $2.25 


aGaredie Sales. Info/Tech//Intnl: 402-346-4750. ORDERS: 800-244-4 


screw terminals, 1 


wire leads, mounts in 11" h 


(BHS)SC6 4-8vdc, 12ma 
twist tab mounting. $7 eq her AS 


Faraday 
Buzzer 


5-12 vde rensen 


(BHS)501 This is the stangarae in buzzers. 
Good quality, simple. 2” wide, 2-3/4” deep. 


6v Buzzer 
(BHS)SMB- 06L Light duty 
mini buzzer. 10ma @ 6vdc. 
Slea  (10-49)85¢ (50+) 65¢ 


Collins 
a 3” X 5” 
(SPK)AZES 4 Commu- 


nications aera 4Q imp., 3” x5” x 1-5/8”D. 
Misco brand. Small repairable flaws. $5 


Very Loud 
Bell 
12 vde 


(BHS)581-240-11 
93dB @ 10’. UL 
listed and meets State 
Fire Marshall codes, including California’s. 
Bright red 8” alarm bell operates on 12vdc, 
120ma. Two coil vibrator makes for low power 
consumption. Mounts on 4” x 4” box. Includes 


wired for earphones with PJ-054 ph ug. SS specifications. $29 each (3+ pcs) $24 
r 4 Bell 24 vde 
Gaim Dynamic 5” Buzzer 
4 2 Earphone 120 vac 
Ss St 50ma 
F (BHS)340A-N5 Use for 
BHS)247 Faraday | (SPK)EPD1 Dynamic = general Seno, UL 
larm bell ru 1 earphone clips over | listed. Universal mounting plate for use on 
250ma ) on speaker, wall or 4” x 4” box. Internal lever for loud / 


a clip on s] 
m mini-plug. $8 


soft adjustment. $15 each (3+ pcs) $12 


Quam 
4” X 6” 


(SPK)46A1Z10 Communications PM 
speaker. 10Q impedance, 3” x 5” x 1-1/2”D. 
Quam brand. __.650oz field, Q/8. $4 


5” x 5" 450 


= (SPK)S468Z-1 Com- 
——— munications PM speaker. 
45Q impedance, 5” diameter x 1-1/2” deep. 
2 watt, 200-5,000 KHz. Made for 70v sys- 


tems like intercom and backround sound. $6 


3-1/2"°- 450 


(SPK)3BMS-45 45Q, 
B 3-1/2” x 3-1/2” Oxford 


4 speaker for use in 70v 
‘4 


tercom and _ back- 
round music systems. 


$5ea $4.50 (10+) 


| 
j 


systems like large in- © 


~ 


board mounting telephone 
2 ea 1.75 (6+) 


Wall Plate 
(TEL)MJP1 Modular wall plate 
for telephone. $3.50ea $3 (10+) 


(TEL)KR630AD4 As above but all 
stainless steel. S$6ea $5 (5+) 


Stainles 
Cradle 


(TEL)450010001 Roanwell mil- 
spec stainless steel handset cradle. 
Will survive the most challenging 
environments. $10 


‘ ae 
a is 


Touch Tone Pads 


(TEL)SC35A3A You asked for 
them so here they are. Just a lim- 
ited quantity of new, good ol’ 12 
button tone pads; the run ‘em 
over with a tank variety. Made in 
USA, 6-1973. $22 


oS Soe 5 + 
i Grebe ct Fax: 402-346-2939 
s, Protection boM as on 


5 Line Touch Tone Telephone 


(TEL)PC2568M-13M JTT high quality desk telephone plugs right 
into standard 50 pin ‘telephone’ connector or cut it off and hard wire 
into your own terminal block. This phone operates on ANY touch 
tone capable system. Actively monitor five lines in your office or ware- 
house without the expense of a solid state switch. Made in 1991. New 
in the box. Beautiful beige. $49 each $45(3-9) $40(10+) 


Hand Sets 
(TEL)ITTHS Another ITT beige 


telephone handset. Pigtail/ lugs. 
We’re down to our last pallet. $6 


(TEL)ITTHS- -G Green telephone 


| handsets similar to above. $9 
_ (TEL)977-0191-010 Western 


Electric brown telephone hand- 
set. Modular jack. $10 


Induction 


Rotary Dialer 


(TEL)DIAL Old 
‘A time rotary di- 
“Ralers make 
“ # creat replace- 
_#ments to keep 
_ J those antiques 
“tunctional! $5 


SNC 


Neutralizing 
Transformer 


(TEL)TLC-6 SNC’s% 
INT provides the high | 4 
possible conditioning of © 
your data / telephone 
lines by removing AC in-7 
duction, noise and surges ~ 
instantly! These units are 
very expensive and priced 
here to sell... at a fraction 
of their original cost. 

6 line unit. $449 each 


$649 each 


(TEL)TLC-12 12 line unit. 


ngaseaam 


Hardevinesd Gerd 


Coiled cords available in limited 
quantities, various colors, 12’ & 


Hand Set Cord 


(TEL)HSC-12 Black 12’ ies 
5 


Dynamic Element 


(TEL)240103-653 Whoa! The 
‘CONFIDENCER’. telephone 
mouth piece replacement is a 
background noise canceling dy- 
namic element made for use in 
secret areas of the government. 
We know this because it’s bright 


red. Engraved with warning ‘Hold | 
Screw termi- | 


$4 (10+) | 


Close To Mouth’! 
nals on back. $5 ea 


Desk Phone Case 
(TEL)184399 J7T shinny black 
case for desk phone. $4 


Keypad 


Covers 
Replace your 
desk phone's 
keypad cover 
plate. Black and beige available. 
(TEL)2500 Beige. $1 
(TEL)2500-B Black. $1 


cord for modular phone. E 24’. Hard wire in both handset 
and telephone ends. Scoop * em up. 
(TEL)CORD-3B _ Black 
(TEL)CORD-12B Black 12’ 
(TEL)CORD-24B Black 24’ 
(TEL)CORD-12W White 12’ 
Z 25’ (TEL)CORD-24W White 24’ 
<< ' (TEL)CORD-120 Orange 12’ 
eE@nSION = (TEL)CORD-240 Orange 24’ 
(TEL)EC-25 Béige 25’ modular DES cg, Se bs 
extension cord. §5  (TEL)CORD-24R Rec ax 
| (TEL)CORD-12G Green 12 
(TEL)CORD-24G Green 24’ 
(TEL)CORD-12BE Beige 12’ 
(TEL)CORD-24BE Beige 24’ 
(TEL)CORD-12Y Yellow 12’ 
(TEL)CORD-24Y Yellow 24’ 
2 # 12’/3’ $2 Each  $1.75(5+) 
(TEL)X11-11-30 RJ11-RI11, 30°L $1 ; 
(TELIXIL1L7 RULRILTL $2 24 $3. a0 Each $3 (5+) 
(TEL)X11-45-6 RJ11 to RJ45, 6'L $5 
(TEL)X45-45-4 RJ45 to RJ45,4’L $2 
(TEL)X45-45-6 RJ45 to RJ45, 6’L $5 
(TEL)X45-45-7 RJ45 to RJ45,7'L $3 


“y 


ave Surplus Sales 


Gas — 
Discharge 


center pin grounds Tu be 
(RMO)3YVJ-300J1 Sankosha 3 
terminal gas discharge tubes for 
spike protection of Telco equip- 
ment. The clamp voltage of 300v is 
perfect for telco providing circuit pro- 
tection for apparatus and personnel, 
from high transient voltages caused 
by lightning, contact with power line 
or electromagnetic induction. 
Each 6-24 25-99 


$3 $2.50 $2 


Info/Tech./Intnl: 402-346-4750 
Communications: Modem, Ethernet, erating) SIGS 0 


SP Interface 


(TRT \O 


(TEL)CH1812DCPH Cermetek 
modem / fax module is the link 
between equipment circuit and 
telephone line. Our DAA supports 
ON/OFF hook control, hook 
switch detect, ring indicator, iso- 
lation and surge protection. All 
this ina .6”x 1” x 2” package. Dis- 
tributor price $49. Complete 
documentation available with 
purchase. $10eqa $8 (3+) 


Outdoor Fuses 
1 Reliable outdoor 
dual telco fuse and weather resis- | 
tant housing. Includes two 7 amp 
signal circuit protectors. $12 | 


Ring Down Tie Unit 


Western Electric 
KTU. What is this? Can’t say. 
Something to do with older telco 
sys. Contains lots of high grade 
WE relays, coils, caps, etc. $10 | 


Telephone Equip- 

ment Supply made this Accuflash 
nit. Includes wiring diagram to 
sur system. 1/2”x1”x2” $5 


Ethernet Controller 


SMC 
Single- Chip VLSI Ethernet Con- 


_ troller supports IEEE 802.3 (ANSI 
| 8802-3) and ethernet standards. A 
| high performance 10BASE-T 
_ node in a 144 pin QFP package. 
| Powers on single 5 vde. Put an 


Ethernet transceiver in any equip- 


| ment giving total access to a net- 


work of operational status. 700 
units available. $15ea $12 (24+) 


Modem | 


120 pin 
Terminal Block 


(TEL)660005A Christmas tree 
style telephone terminal block 
feeds thru 120 serrated tie posts 
one side to the other. Wood base 
for routing wires in panel. 3-1/2” 


high, 2-5/8” Mae 6-1/2”L. $10 


(TEL)PJ108 ADC, same style as 
ate but 160 pins, plastic base. $10 


T\RT AK 


JBLOK-120 Same 120 pin 
‘ile as above but different size & 
plastic base. 3” wide, 3-1/4” deep, 
5-1/4” high. $5 


TEL)P. 12. ADC, same style as 
shite but 240 pin, different size & 
plastic base. 3” wide, 6” deep, 
5-1/2” aoe $15 


-182 Slightly differ- 
ent then above. Straight sides, 26 
rows of 7 terminals. No base. 1- 
1/2” wide, 3-3/4” deep, 7-1/2”H.$5 


ORDERS: 800-244-4567 


pairs, 50 conductors it 
4” x 14” punch bloc 


had this old standby from ntinetd to 
time over the last 20 years. $10 


s Fie Seieer: 


Punch Block 


TEL)66MI-50 Standard 50 pair 
ie block has 4 terminals 
across, split 2/2 down the middle. - 
Unbridged, each row handles one 
pair. 50 rows, 2-1/4”x 10”. $15 


| time. 


Rute Hoatenitch 


Paul Nelson Ind. 
Automatic Hookswitch Flash Unit 


is used to provide automatic, elec- | 


tronically controlled hookswitch 
flashes for any PBX or Central 
Office system. User pushes field 
mounted pushbutton to send 
fixed pulse duration to system. 
Operates 24-48vdc, 600ms flash 
Limited quantity. $15 


Similar to 
above units but one terminal side 
serrated, back side 45° angle wire 
wrap pins. 312 terminals total, 26 
rows or 12 pins. 2-1/2” wide, 7- 
3/4” deep, 6”H. 


S745) 


Bridge 
Conn. 
B125 Western) 
Electric bridge connector fits #22- 
#26 copper wire. 7” long. $2 


Northern 
Teleco | 


Remote stations 
for Northern Telecom intercom 
system. New in the box. $15 


This one has 45° 
angle wire wrap pins both sides. 
260 terminals, 26 rows or 10 pins. 
2-1/2” wide, 6” deep, 6"H. $15 


Telephone Switch 


d Automatic 
Electric state-of-the-art (in 1970 
maybe) motorized mechanical 
switching unit with dual motion, 
200 motion points, 100 contacts, | 
2 banks, bridged ringing. 48 vde 
supply voltage. Originally $500 
each! Get ‘em while they last for 
a mere $65 each. 


Soe 


75Q. Splitters 
, Ss collection of type “F” splitters & taps 
| _commo used for CATV & FM stereo installations. 


www. surplussales. com — 


Frequency Each 


27 dB 600 MHz $3.50 | 


30 dB 500 MHz $6.50 | down to a ground rod, rather than into 


nly 

~Port Number Type #Outs Aten. 
(TEL)SPL-3-4 Splitr 4 3dB 440 MHz $4.00 
(TEL)TAP-4-1. Tap 1 4dB 500 MHz $2.50 
(TEL)SPL- 5.6-3 Splitr 3  5.6dB 600 MHz $4.00 
(TEL)TAP-6-1 = Tap 1 6dB 500 MHz $3.00 
(TEL)SPL-7-3* Splitr 3  7dB* 500 MHz $4.00 

-(TEL)TAP-8-4. Tap 4 8dB 500Muz $5.00 
(TEL)SPL-8.5-8 Splitr 8 8.5dB 600 MHz $10. 
(TEL)TAP-9-1 Tap 1 9dB 600 Mhz $2.50 
(TEL)TAP-9-1B Tap 1 9dB 900 MHz $3.50 
(TEL)SPL-9-6 Splitr 6 9dB 600 MHz $8.00 
(TEL)TAP-10-1 Tap 1 10dB 600 MHz $3.00 
(TEL)SPL-11-8 Splitr 8 11 dB 600 MHz $10. 
(TEL)TAP-12-1 Tap 1 12dB 500 Muz $2.50 
(TEL)TAP-12-1B Tap 1 12dB 600 MHz $2.75 
(TEL)TAP-12-1C Tap 1 12dB 900 MHz $4.50 
(TEL)TAP-12-4 Tap 4 12dB 500 MHz $5.00 
(TEL)TAP-16-1 Tap 1 16dB 500 Mhz $3.00 
(TEL)TAP-16-1B Tap 1 16dB 600 MHz $3.50 
( )TAP-16-4 Tap 4 16dB 500 MHz $5.50 
(TEL)TAP-20-1 Tap 1 20 dB 500 MHz $2.50 
(TEL)TAP-20-4 Tap 4 20 dB 500 MHz $5.50 
(TEL)TAP-24-1 Tap 1 24dB 500 MHz $2.50 
(TEL)TAP-24-4 Tap 4 24dB 500 MHz $6.00 
(TEL)TAP-27-1 Tap 1 
(TEL)TAP-30-4 Tap 4 
(TEL)S/T-ASMT 4 piece grab bag of taps & splitters 


*TEL-SPL-7-3 has one 3.5 dB and two 7 dB outputs | 


$10. 


e- -mail: Sake ieee com Fax: 402-346-2939 


ap TV: Spiiters, Taps, Baluns: BS FBT 


(TEL)BS300-75 You probably threw one 
of these away along the line and now you 
need one. Not to sweat. We didn’t throw 
ours away. Hooks to 300Q terminal on 
tv. Then switch between 300Q antenna input 
and 75Q RCA jack for data terminal. $2 


(TEL)VSCSW Same tune as above but 
this one is pitched at cable tv users that 
want to switch back and forth between 
75Q coax (F connector) and 300Q twin 
lead antenna. They assume your tv has the 
300Q screw terminals. $3 each $2 (5+) 


Grounding 
Block 


(TEL)GB You've seen these on the cable 
tv coax leading into the house. The idea 
is when lightning is barreling down the 
outer braid conductor, it will choose to 
follow the wire you have tied to this block, 


your home. F connectors. 


391 
|. F CbhNGctOY 
Outlet _. 


(TEL)UT12-2C Duplex outlet with single 
‘F’ connector fits 2” x 4” electrical box. 
75Q cable crimps onto back fitting. Fer- 
rule provided. Ivory in color. $2 


- 
Wall 
Plate 


(TEL)FPLATE:. 
Single ‘F’ connec 
tor fits 2” x 4” elec 
trical box. F femal 
on front and back. 
Ivory. $1.25 each $1 (5+) 


_ Antenna Terminal 


| (TEL)720301 This is the antenna 
block found on the back of atv. For VHF, 
you are provided with an ‘F’ female exter- 


=) Remote Control 


(FOL)GO577GE Sharp | 
video cassette recorder re- | 
™ mote control. New. 


$5 | 


| nally, an RCA inside. For UHF, screw ter- 
| minals (for a loop) outside, a twin lead 
jumper on the inside. 50¢ 


‘F’ PCB Jack 
(CRF)F-FPC Circuit 


(WRF)75JUMP-S 75Q | 
Patch cable, 48” long. Slide-on ‘F’ 
connectors. $3each $2 (5+) 


715Q « ‘F’ 90° 


75Q Patch 
Slide-on ‘F’ 
connectors are right angle for tight 


(WRF)75JUMP-90 
cable, 48” long. 


$2 (5+) | 


areas. $3 each 


Don't forget our 75Q coaxes 


on the wire and cable pages! 


board mount F jack. 
* Stands 3/4” ahs off board. at 


CATV 
Junction Box 


(TEL)S-3 75Q cable TV ‘Equalizer’ 
is made to hang on the phone pole | 
support wire. It has one 75Q input | @ 
and 3 outputs, 2— down 6.5 dB, l- | | 
down 3 dB, a 12 amp cable power | 
bypass circuit, a weather tight 5” x 
5-1/2” aluminum box. $19 


750: 3000 Balurn 
(TEL)B75-300F You may 
have received these little 
baluns packed with appli- 

ances in the past. Now you 

| need it and where is it? I have it. A 

| slide on ‘F’ connector converters to 


| 3002 twin lead. 50¢ 


i -75Q.: 300Q Balun 


(TEL)B75-300M 


F Double Male 


r 

| An un- 

F male F Double Female | usual adapter, mini plug to 
(CRF)FM Fmale- | (CRF)FDF  F | (CRF)FDM F fe 300 twin lead. Where is 
RG-59, 75Q coax. Double male. | Double female. | one of these when you 
35¢ea  25¢ (20+) $2.50ea $2(5+) | $2ea $1.50 (5+) — need it! $1 
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2 Part Epoxy 


(ADH)CTXY30 The finest epoxy avail- 
able; formulated for gap-filling bonds 
between a wide variety of substrates. 
Two parts, just squeeze a dab or pile, 
mix with stick (included) & apply. 
Bonds in 60 minutes to handle, 24 
hours cures to completion. 3.2 oz. 
Each 2-6 7a2A> 1 25 
$4 $3.50 $3:00% $275 


Info/Tech./Intnl: 402-346-4750 | 


(ADH)CTUV912-10 10 mi syringe. 
(ADH)CTUV912-30 30 mi syringe. 


$9 
(ADH)CTUV912-18 180 ml cartridge $15 


White Silicone. 
Heat Sink Compound 


(ADH)CT40-1 High performance sili- 
cone grease formulated for high heat 
transfer applications including thermo- 
couple wells and mounting power de- 
vices. Meets Mil-C-47113. 1 oz tube. 
Each 12-144 145-399 400+ 
$1.25 $1 85¢ 70¢ 


high strength Sept. 
suited for deep section - 
potting, sealing, encap- § 
sulating and mold mak- 
ing. Both parts in main 
tube and mixes without , 
mess. Install nozzle, 4 
place in SEALANT; 
GUN for application. | 
Total elapsed time | 
need not exceed 5. 
minutes. 
CLEAR 2.5 02. $7 Each 


(ADH)CT4120-2 RED, 2.502. $10 piel 
(ADH)CT4110-6 WHITE, 6 0z. $19 Each 


Wire Tack 


. Wire tack for quick mount of com- 
. - ponents, wire, strain relief. With- 
~ stands thermal shock from solder. 


Cures with UV light in just seconds. Avail- 
able in 2 syringe sizes plus 180 ml gun tube. 


$4 


_ ORDERS: 800-244-4567 (Fred AC 


Chemtronics: Epoxy, RTV, Wire Tack, Con- see coating Si Gr : 


RTV Primer 


CT1200 Not required for RTV’s but 
increases adhesion on most substrates 
encountered. Two sizes available. 

(ADH)CT1200-1 1 oz. bottle, 
(ADH)CT1200-4 4 oz. bottle, li 


liquid. $ 3 
quid. $10 


8.45 oz. (250 ml) 


1.01 oz. (30 ml) Syringe 


UV cure (Ultra-Cure) one-part conformal coating forms a clear 
glossy coat that sticks to ceramics, plastics, metals, glass, etc. 
Expose to high intensity ultraviolet light for cure. Manufacturer 
suggests reading and understanding MSDS Technical Data Sheet 
before using this product. 
(ADH)CTUV984-30 i oz. s 
(ADH)CTUV984-25 8.45 oz. 2 apttla. 


$4 
$15 


ring 3¢ 


e RTV, v 
viscosity, fenaile strength, e i 
percent and temperature range. Eac 
is available in 2.7 oz tubes or 5. 3 
cartridges for dispensing guns. 


2.7 o7. Squeeze Tube 5.3 oz. Cartridge for 


walls. Meets Mil-A-46106 Type I. 


(ADH)CT137-3 Each 12-48 49-143 14445) 
2.7 oz. tube $2.50 $1.75 $1.50 $1.25m 
(ADH)CT137-6 Each 6-24 25-48 A9+ 
5.3 oz. cartridge $7 $6 $5 


CT238 Similar to CT137 above but also meets Mil-_ 


A-46146 Type I. Especially suitable for corrosion re- 
sistant electrical/electronic applications. Higher ten- 
sile strength, elongation, temperature range. 


(ADH)CT238-3 Each 12-48 49-143 144+ 
2.7 02. tube $3.50 $2.50 $2.25 - $1.90 
(ADH)CT238-6 Each 6-12 13+ 


5.3 0z. cartridge $9 $8 $7 


CT240 Similar to CT238 above but also meets Mil- 
I-46058C Type SR, MIL-I-A46146 Type II. Especially 
suitable for corrosion resistant electrical/electronic 
applications like conformal and surface coatings on 
boards, encapsulation, shock isolation and lens coat- 
ing. Quick skin time. Exceptional dielectric properties. 


(ADH)CT240-3 Each 12-48 49-143 144+ 
2.7 0z.tube $4.50 -$3.50 ..$3.25 $2.90 
(ADH)CT240-6 Each 6-12 13-48 49+ 


$1059 $8 $7 


5.3 oz. cartridge 


CT345 Meets Mil-A-A46146 Type III. Excellent 
heat stability. Suitable for silicone rubber repair and 
other connector / component mending jobs. Our 
highest grade RTV available. 


(ADH)CT-345-3 Each 12-48 
2.7 oz. tube $7 $6 


12-48 
$13 


49-143 144+ 


49-143 
$12 


144+ 
$11 


(ADH)CT345-6 Each 
3.3 oz. cartridge $14 


Dispensing Gun 
CT137. Great general purpose sealant, adhesive, — 
insulator, etc of dissimilar materials. Translucent, 
thixotropic, low corrosive, room temperature curing, — 
odorless mixture may be applied overhead and on side 


$4.50 | 


$5.25 $4,505 


_ Metal to NON-Metal sili- 
cone penetrating lubricant. Superior 
- to other products on the market. Stable 
from -40°F to 400°F. Non-melting, wa- 
ter repellant, corrosion resistant, high 
dielectric strength. Translucent color. 
Excellent for sealing vacuum and pres- 
sure systems. Compatible with rubber 
and plastic o-rings, gaskets. Worked 
penetration of 200-300mm. 


_ so stocks two types of silicone lubricating compound. 


CT44 High temperature 
silicone grease performs well in metal 
to metal applications but is compatible 
with ceramic, glass, silicone resins, and 
painted surfaces. Stable from -40°F to 
400°F. Non-melting, moisture, corro- 
sion and oxidation resistant, high di- 
electric strength. Amber color. Excel- 
lent lubrication for motor bearings, ap- 
pliances and PCB fabrication jobs. 


cea ei a se 346-2939 
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ACHES Wow-Wee. Creat stuff. 


Multi purpose, pressure sensitive, high 
strength, quick tacking spray adhesive 
formulated for industrial use. Not for 
wimps. Adjustable bond strength - tem- 
porary or permanent. Giant 16 oz. can. 
Excellent for bonding foam, woods, 
metals, felt, cloth, cork, leather, card- 
board, rigid plastics. etc. 


Each 2-6 7 24st pn 2b 
$5 $4 $3.50 $3 


Contact 
Cleaner 


(ADH)KON-CLN _ Here’s the stuff 
you ve been waiting for. A non-residual 
cleaner restores electrical continuity on 
all types of contacts, switches and con- 
trols. Instant solvent and cleaning ac- 


tion. Evaporates quickly. Compatible 
with most plastics and elastomers. Ex- 


(ADH)CT11-1 1.25 oz. squeeze tube - (ADH)CT44-1 1.25 oz. squeeze tube 
cellent dielectric properties. 24 oz. can. 


Each 12-48 49-143 144+ Each 12-48 49-143 144+ 


Date o2i29.. 691.75) 253.50 SA 90,20" $2375" $225 $ 19.95 Each 


(ADH)CT11-5 5.3 oz. squeeze tube (ADH)CT44-5 5.3 02. squeeze tube 
Each 12-48 49-143 144+ Each ~=s«:(12-- 48 49-143 144+ 
$10 $9 $8:25)-:57,50 $12 $11 $10 $9 


oe 02. 7. (30 ni Syringe 


Peelable Mask 


CTUV945 One part thixotropic 
peelable mask. With stands thermal 
shock from solder. High strength in 
thick or thin applications. Cures with 
ultraviolet light. Use for masking of 
solder and conformal coatings. 


| (ADH)RMCP Eliminate battery problems forever! 
' Helps prevent power loss, condensation, corro- 
- sion, oxidation and erratic operation on all bat- 
tery powered devices like water timers, remote 
controls (no more pounding on the coffee table), 
garage door transmitters, cameras, flashlights 
and so on. Goop gel on contact and battery ter- 
minal then forget it. 1/4 oz. tube contains dozens of applications. 


Each 5-24 25-99 100-499 500-999 1000+ 
$3 5$2.50 $2 $1.75 $1.50 $1.25 


SMT Adhesive 


(ADH)CTUV945-30 30 oz. syringe. $ 5 
(ADH)CTUV945-18 180 ml cartridge $18 


5.3 oz. Cartridge for Dispensing Gun 


Filter Coat 


(ADH)FILTERCOAT Air filter adhe- 
sive. Just spray on washable filter 
& replace. Improves efficiency of 
filter’s particulate collection. 14 oz. 
aerosol can. New old stock. 
Each 3+ 
$3.50 $2.50 


CTUV996 _ is anelectronic grade ure- 


thane acrylic specifically engineered for sur- 
face mount applications. Use it as an adhe- 
sive or sealant to achieve thick or thin coat- 
ings to mount resistors, connectors, bond wires/ terminals, etc. | 


(ADH ‘CTUV996-30 30 mi syringe. $10 (ADH)CTUV996-10 10 mi syringe. $5 
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Electroluminescent Panel 
Glow in the dark 2” x 8” x 1/4” thick nel 


> r= th ate) 


panels for ‘pirciott wing tips. Pilots are able to fly pre- 
cision patterns at night by sighting these light green 
glowing panels on aircraft extremities. Operates on 
0-38 vac, allowing total brightness control. Complete 
center area (2” x 8”) has even, smooth glow. The appli- 


cations are endless. Light your way with hi-tech. 


Info/Tech./Intnl: 402-346-4750 
laneous: Pighting; Laser 


Reflector Shade 


Porcelain Paint Finish 


(TN MP)3031 


303D_ Olive green on the out- 


side, bright reflective white inside, 
these army surplus reflectors are just 
the touch your shop needs to give it 
that 60’s military look. Baked on 
paint is tough as nails. Shade clamps 
around hanging light bulb socket. 
(10-49)$4 


$45 Plain & simple. $5 Ea 


- 


15 vde Bailast 


Fluorescent Light 


Kit contains our now famous 
Swiss Controls dc ballast, F8T5 8 watt lamp 
and two lamp sockets. Works well on 15 vdc 
but will operate from 13 vdc. Ballast is 1-1/4” 
x 1-1/4” x 6” long. Great for mobile or por- 
table lighting requirements where fluorescent 
light is desired. 


Outdoor 
ighting 
ontrol 


Fisher Pierce pf Btoelectric out- 
door lighting control automatically senses am- 
bient daylight and when the threshold of low 
light at dusk is reached, a relay internally ap- 
plies 115vac to a red control wire which can 
handle a 1000 watt lighting load. Operates 
105-130vac, 50/60 Hz. $15Ea (3+)$12 


Department Store Scanner 


This is a traditional Metrologic MS260 Mini-Slot Scan- 
ner as used in many department and grocery stores across the coun- 
- try. It incorporates a He-Ne Gas Laser that shoots a beam into various 
.. splitter and rotating mirror wheels to then project it through the “A” 
hape slot as shown on the unit top. As the laser beam “reads” bar 
codes, this information is translated into digital information the 
cash register can use, identifying each product. Although these 
scanners have all been serviced and are ready for installation (you 
can plug it into 115 vac and drag any bar coded item over 
the window and it “beeps” after reading the bar code), 
we think the bigger market is with the experimenter that 
-~ wants a low cost laser tube, power supply and support 
optics. 
st rong feature of our flat bed scanrier over other surplus sources is that each of these have been serviced by the 
factory and are ready for reinstallation, with updated firmware. They are not “removed from service, condition 
inknown” like the rest!! Interconnect cables that you will need if hookup to a register is intended are $10 each. 
rder WAA-FBS. Our supply of this item is very limited. Total power requirement is 115/230 vac, 23 watts, 47- 
Original purchaser paid $1295 each. Complete manual of all dip switch settings, output formats and pin 

outs is available for $5 each. UL Listed and meets Laser Safety Codes, according to op manual. $59 


Box dimensions are 5” high, 11-1/2” x 


ORDERS: 800-244-4567 


ait 


Task Light 
Magnet Back- Mounts Anywhere 
(LMP)A100-08 
in office lights. Large 8” square magnet back ~ 
clings to any metal workstation shelving. Uti- 


This is the latest and greatest — | 


lizes new technology F13BX fluorescent biaxial | 


lamp(included). Chrome reflector rotates 180° 
to focus light anywhere in work area. 8’ 115vac 
cord. Fieldstone grey color. 11-1/2” diameter 
x 2-1/2” high. Mfr. PWG. $22Ea (3+)$19 


. Truck 
Headlight 


12 vde Seale Teen 
iheadlight mounted in 
Guide housing. 7” diam- 
‘ eter lamp. 4” behind panel 
dente Fits International. $10 


9g”, 


(3+)$49 


One 


Overall Inside View 


; 


> Sale. 


penal etihe LaleES . 


Sea tatst: 


oS ; : — € 

z. Y ; » Me pt 

- Goggles De-icer 

~ (EQP)5002770 Okay, all you Arctic 

_ “dark season” campers, no need for 
the night vision goggles to ice over any 

_ more. Just fasten each clear, heated 
lens over your binocular optics and 

your fog free. Heater, cables and can- 


vas carry case included. Electro-Op- 
tics Lab. New in the box. $75 


Chem-Lights 


(MIS)95277-80 Cyalume chemical 
lights as used by our military for 
emergency S.0.S. alert are now avail- 
able to you, the civilian. Throw a 
couple in the glove box, maybe a few 
in the tornado shelter. Just shake and 
break the internal glass tube and the 
stick comes to full bright, a florescent 
green. Enough candle power to read 
a map, or even a book. They last for 
hours at full bright and are still go- 
ing after 12 hours. 


Each 4-24 
$3 $2 


25+ 
$1.50 


- www.surplussales.com 


cellaneous 


3600 Hz Osc. 
(OSC)FE-1217-NO 3600 Hz crys- 
tal oscillator with frequency trim adj. 
No other info. 1-1/4” x3”x 4”. $50 


7.987200 MHz 


(OSC)970-3289-18 7.987200 MHz 
CTS Knights oscillator with frequency 


e-mail: grinnell@surplussales.com 


Cigar Adapter 

| (CNE)CIGAR-4 Our heaviest 
fused cigar plug adapter. Wiring 
is 18 AWG or heavier. Fuse cap 
tip easily unscrews for replace- 
ment. These plugs are new but 
were cut off of unused appliances 
in lengths varying from one to 
four feet long. Mix of black/white 
orred/black. $3 (6-24) $2.50 


(CNE)CIGAR-1 The best value in 
a cigar adapter. 6’ cord termi- 
nated in 5.5 mm coaxial plug. 


Fax: 402-346-2939 


fi 
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Stainless AA 
(BAT)SSBH-1 Keystone mil-spec 
AA battery holder is corrosion re- 
sistant. 2-3/16” long. Easy to 
stack for series / parallel. 
Each 6-24 


$1.25 $1 


25+ 
75¢ 


i 


Plastic AA 
(BAT)BH-AA MPD AA holder 
made from quality composite. 


trim adj. 7 pin tube base. 12 vde & 5 Each 6-24 25+ Each 6-24 25+ 
vde required. 1”x 1”x 1-1/2”. $35 $2 $1.50 $1 75¢ 60¢ 45¢ 
Battery 


HC-6 Socket 


(CRX)8000-AG7 HC-6 quality crys- | 


tal holder can base or back mount. 


Each 4-24 25+ 
$1.25 $1 _ $75¢ 


9v Battery Clip 
(BAT)BS121 9v battery clip, 12” 
red/ black lead. 
Each 12-49 
$1 75¢ 


50+ 
50¢ 


Auto Inflation 


(MIS)1812-158-02 Auto/manual | 


inflation device for automatically fill- 
ing life vest. CO, not included. Just 


pull the rip cord for manual inflation. | 


$45 


Brand new, sealed bags. 


Gato 


(CLP)63 Mueller soft vinyl covered | 


alligator clips. Black. 2-1/4”L e-e. 


Welding Splice 
| (CNE)412-231-1 Hobart Weld- 
ing male / female splice set for 
| 5/8” diameter cable will handle 
| 100’s of amps. $12 


(3+) $9 


Weather Balloon 
| (MIS)ML-161-A 22” weather 
i balloon , 575 gram lift, 7ft burst 
| diameter. Red. Picture is of semi- 
| unfolded balloon. $10 


Each 10-49 50+ 
50¢ A0¢ 356 
2-1/2 VA 
Current 
Transformer | 


40: .040 Ratio 
(TM)A6301 Anac current flowing 
through the 15/16” center hole cre- 


ates a monitor current in the trans- | | 
| 4” high rechargeable batteries. $19 


former, limited to 2.5 va. $45 


8 


 12vde 7.2 AH 


Brand new sealed 
2-1/2" x. GEX3-3/ 


(BAT)ES7.2-12 
lead acid batteries. 


End 
Clip 


| (BAT)EC-AA End clip for “AA” 
| battery. Chrome. Keystone. 40¢ 


| (BAT)EC-C End clip for “C” bat- 
_ tery. Chrome. Keystone. 50¢ 


6 Blade 
Male Chassis 
inch Jones 


(COL))$406AB 6 blade chassis 
connector. $3.75 (6+) $3 


6 Blade 


. Female Chassis 
Cinch Jones 


| (CNE)365-0068-010 6 blade 
| Cinch Jones female inline mates 
with chassis connector above. 
$10 (6+) $8 


ae 
| 


Battery 
‘Terminals 


onvert nasty stud on battery 
to nice 1/4” post w/ brass wing nut. 


| (BAT)516N Fits negative post. 
| (BAT)516P Fits positive post. 
$2 (6+) $1.75 


ie 
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Date Code 1984 


Panel 

Lamp 

Inventory 
Quantities vary between part numbers from 10 to 20,000 each. Best pricing anywhere! 
AQAC PR4 1651 328 6S6DC 
BFC26-295603 PR7 1815 330 7133 
CMLO29 04061A 1816 335 718 
CM8-60 10C7DC 1819 =e, 7234 
EE| 10S6/10DC 1820 345 7240 
HM628 113228 1822 381 1323 
LHC82/1CN2 110 1828 382 1335 
MISWBDLP 12006 1835 387 7334 
MLA9A 120MB 1847 3896 7335 
MQ1 1STKE 1855 400-5 7361 
MS18235-3CN 126 1892 4100-2-002 7376 
MS18235-3WT 12RB 292 as 7381 
NE123 1385 224 4512 7382 
NE17 1477 243 4571 133 
NE2H 1484 24B3 55 7839 
NE47 1490 24F5 6034 7876 
NE48 1491 28E5 605 81-50 
NE51H 14FSB 3024 683AS15R 82-290 
E83 1503 3057 6839AS15R 8362 

= 160 3150 6839AS15W 8384 
PR1E 1638 327-OL 685 


Shown 2.5 times actual size. 


12 vde 60ma Lamps 


HEATLAMP We still have thousands of these 
fantastic wheat ane in stock, left over from defunct 
Hygain Radio. Leads are 4-8” long. Envelope is 3/16” 
diameter x 7/16” long. $1 Ea (10-99)75¢ (100+) 60¢ 


40 watt 
Oven / Fridge 


»YAP40-A15 Stocking stuffer. 
She won't believe you found mil-spec 


appliance bulbs for the oven or refrigerator. Sylvania. 
$2Eqa (6+) $1.50 


Nixie Displays 


[P)8421JAN Nixie, 13p base $50 4 
LMP)B6036 Nixie, 13p base $55 
_MF 37 Nixie, 13p base $65 

UMP)DT-1704C Nixie, 651S-1 $65 
UMP)NL50318 Nixie, 13p base $75 
(LMP)NL84 Nixie, 14p base $35 


eRe 
¥ mone PGS. y 


SC LDF4- 50A. 
Heliax Jumper 
(WRF)612J862HO1 Brand new 
Andrew five (5) feet LDF4-50A 
1/2” Heliax with N male and SC 


male connectors. Great for our 
SC relay toconverttoN. $42 


‘ ‘A 
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: 16 pin Chassis Male 
~ (CNE)26-159-16 Amphenol 


5 amp, 750vdc, UL Listed. Quanti- 


ties may be limited to sets with mating connector. 
Each 
$6 


6-12 
$5 


13+ 
$4 


36 pin Centronics 
(CNE)TT-177006 Cinch 57-30360 
male 36 pin connector with 12” pig- 


Ae Da %, 


| (CAV)397-15 Ee Pointe precision 
construction 2 section air vari- 
able. 20-600pF @ 600v. 5/16” 


shaft. 3-3/8”W x 2-5/8”H (open) x 
3-1/2” long. Dual ball bearing. 
Dividing wall. 


$75 


Spare Fuse Cover 


(FUS)31494-1 Hammarlund 
clear plastic cover for fuses. En- 
velope marked Hammarlund and 
dated 1963. 1-1/8” x 3-1/2” x 5/8”H. 


Each 4-12 2A+ 
$2 $1.75 $1.50 


| email finelt@srlasalescom Fax: 402-346-2939 


os tail. New. Use as is or rewire. 

Each 4-12 13+ 

$4 $3 $2.50 
Binding 
Post 


Infrared Gas Analyzer 
(EQP)ANDROS4600 Andros 
model 4600 infrared gas analyzer. 
Useful for science experiments or 


397 


OIL CAPS 
_ PGS. 93-96 


Capacitor Clamps 
for CANS 


(CMH)CLAMP-3 = 3”D, .75”H_ $2.00 
(CMH)CLAMP-2375 2.375”D, 1”H $1.75 
(CMH)CLAMP-175 —1.75”D, .75”H $1.50 
(CMH)CLAMP-15 = -1.5"D, .75”H $1.25 
(CMH)CLAMP-125  1.25”D, .75"H $1.00 


Capacitor Clamps 
for Oval CANS 


(CMH)OVAL-7 Clamp fits 2” x 1- 
1/4” oval motor start type cap. 75¢ 
(CMH)OVAL-8 As above but with 
rubber boot cap, 1 foot. $1 


just for the expensive medical air | 


pump. New supply justin. $75 


(BP)B1 Black 5-way binding post 
(BP)R1 Red 5-way binding post 
(BP)BRN1 Brown 5-way bndg post 
(BP)W1 White 5-way binding post 
Foch 624 (25+ 1/4” Armored, 
$2. $1.50 $1.25 =Hermetic Sealed Jack 
(CNA)7016624G1 This may be 
Ss the phone jack on the Calipso hull 
. — into which one plugs his headset. | 
3 it Glass sealed terminals. 1-3/4” | 
_ Cockpit : hole required. Incl. dust cap. $20 | 
\ Instrument | 


(LMP)26790.-GRIMES panel in- 
dicator for aircraft cockpit. Mounts 
in single 1/4” hole. Required 
midget bayonet bulb like 327, etc 
(not included). Illuminates panel 
without shining in eyes. 


$15 (6+) $12 


Rabbit Ears (SWZ)5733-397-2 A cross-over 
(ANT)RE Rabbit ears are 9” | or transfer switch with four DB- 


9 connectors. Use to switch two 
peripherals with two computers 
for example. Mil-spec. $75 


collapsed, 39” extended. 3/8” di- 
ameter post plugs into set top. 
300Q. twin lead. 


Jircar. — 
Rafracteny Sheet 
(MIS)RS-100 Fibrous ceramic 


| high temperature insulation | 
| board. Zircar part number 165- | 
| 090. 4” x 6-3/4” x 3/16” thick. | 


Endless uses where ultra high | 


temps are encountered. 


Crossover Switch | 


| shaft. 2” x 4” behind panel. 


7P6T 5S amp 
(SWR)33307A Sealed 5 amp, 125 


| vac rotary switch by Electro- 
| Switch 7 wafers, 6 positions. 1/4” 


$45 


$4. 


Stud Bolt Foot 


Capacitor Clamps 
for Oil Caps 


(CMH)CQ072SA4  Hook/stud 
type hold down. Flat bar 2-7/8” 


| high + 1” stud = 3-7/8” total H. 75¢ 


» | (CMH)CP072SB3 
| 3-1/8” high + 1” stud. 


as above but 
75¢ 


90° Angle et 
Capacitor Clamps 
for Oil Caps 


| (CMH)79-11094-4 Heavy hold down 


| w/ foot. 8-3/4” high x 2-7/8"W. 
| 

| (CMH)CP072 
| but 


e (CMH)OIL-6 Similar to above but 
| 6-3/8” high x 4” wide. 


$4 


FE5 Similar to above 


4-5/8” high x 1-7/8"W. $1.75 


$4 
— All Clamps —- 
QUANTITY DISCOUNTS 


$25-49 Total Combined, -10% 
$50-250 Total Combined, -25% 


398 Surplus Sales — 


Miscellaneous: MO 


Transient Eliminator 
(RMO)TE-50N/SMA — 250 MHz- 
1 GHz transient spike eliminator 
will arrest 5000 amp surges, 500 
joules, on the coax cable leading 
to any low power transmitter, 
CCTV system, RF & digital cir- 
cuits of any kind, and computer 
data lines, in less than 5 nanosec- 
onds response time. N connector 
input, SMA output. Great for 
amateur or commercial svc. $65 


Varistors 


Protective devices that decrease in 
resistance as voltage approaches 
cutoff point, in effect dissipating 
the spike to ground. 


(RMO)595PH 


(RMO)V47ZA1 
joule, 250 amp 


(RMO)125L52 125vac, 52j $2 


(RMO)V130LA20B 130vac, 175 vdc 
70 joule, spade lugs on leads $2 


(RMO)V130PA20C 130vac, 70 joule, 
100 amp peak, spade lugs on leads $2 


(RMO)VD13-0151 150vac 13j $1 
(RMO)V150LAX1295 150vac 45 j $2 


20v $1 
30vac / 38vdc, 1.8 
75¢ 


(RMO)V175LA20B = 175vac/225vdc 
15 joule $1 
(RMO)V250PA40C 250 vac/ 300 vde | 
130 joule. $3 | 
(RMO)VZD-250 250vac/320vdc 
24mm, 190j, 6500 amp peak $2 
(RMO)V275L20B 275 vac/365 vdc 
23 joule. $1 
(RMO)V275L40 275 vac/ 369 vde | 


140 joule, spade lugs. 
(RMO)S14K550 500vac/680vde $2 


(RMO)VZD-510 
24mm, 190}, 6500 amp peak $2 


COANTITY DISCOUNTS 
$25-49 Total Combined, -10% 
$50-250 Total Combined, -25% 


"6. 6 8, 57a Dee 
7.5v, 53a peak 
MO)V68MA38 = 38vac/48vdc .26j 
V68MA3B  A0vac/56vde .3j 
10-49 50+ 
55¢ $45¢ 


(M( P6KE6.8A 
(MO)P6KE6.8A 


510vac/670vdc | 


el 


3400 joules 
100 vdec 
71 vac 


Transient Eliminator 
(RMO)9RV3A369 Made to ab- 
sorb transients caused when an 
inductive field collapses, like in a 
motor, which is by nature, high 
IMP. When the voltage goes up, 
the suppressor goes to short. Made 
for 100 vde or 71 vac. Install par- 
allel with motor winding. $225 


ae a | 


Gas 
Discharge 


i is grounds Tu be 
(RMO)3YVJ-300J1  Sankosha 3 
terminal gas discharge tubes for 
spike protection of Telco equip- 
ment. The clamp voltage of 300v is 
perfect for telco providing circuit pro- 
tection for apparatus and personnel, 
from high transient voltages caused 
by lightning, contact with power line 
or electromagnetic induction. 
Each 6-24 25-99 


$3 $2.50 $2 


2 | arrestor arcs from 350-600v. 3/8-24 


350-600v Air Gap 


(RMO)WP438 Multiple hit spark gap 


threaded base. Cap removes to inspect 
element. 1/2” x 1-3/8” max. dimension. 


$3 Each $2(10+) 


Gas Gap Arrestor 


for sensitive electronic equipment 


90 vde 
(RMO)KAS02 200 vde 
(RMO)TO8-230B 230 vdc 


(RMO)GG-90 


(RMO)MCH-4500L 4500 vdc | 
Each 6-24 25-99 
$2 $1.50 $1 


-Info/Tech. Intnl: 402-346-47 50 'SORDERSHS002HMBE 


! gate 


Corona Ball 


| (CNE)1024104 1” diameter corona 


ball has 1-1/2” long 8-32 stud. 
Commonly used on high voltage 
terminals to dissipate voltage into 
space over greater area, thus re- 
ducing chance of starting arc. $29 


ve very 
operate red Re SL ceramic body, 2- 
(MIS)435-50° As abeve but 175°L c 


1.5 amp Plate Choke 
(ICH)10-15197 High voltage 
plate choke for use in HF amplifi- 
ers operating 1.5-30 MHz (with 
the exception of frequencies 10.5- 
13 MHz and 15.5-17 MHz where 
it is not usable) 5-3/4” high x 1- 
1/8” diameter, 1/4-20 tapped hole 
eachend. $24 Each $20 (3+) 


120 vrms Arrestor 
(FRI)F5025-45 Joslyn surge ar- 
restor. 2” diameter, 3/4” body + 
5/16” threaded studs. $75 


| (FRI)FCSR-607 


100 amp Filter 


Fil-Coil 100 
amp filter rated 250 vac, 0-60 Hz 


or 600 vdc. 3/8” stud terminals. | 


2-3/4” x 3-3/4” x 8” long. $95 


= 


lead has aiding lock fer ple 
into either jack below or in aja § 
cent column under HV Jacks. $15 


Temp to Digital Cvtr 

(SIC)AD5 — Opto 22 Analog In- 
put Module has optically isolated 
single channel. Converts analog 
temperature from thermocouple 
into digital info. Type J Thermo- 
couple required (not incl.). $45 


20 amp .1uUF 


150 vac Feedthru 


(FRI)RC415-53 The perfect feed- 
thru. Stainless steel body, ce- 
ramic insulation, 20 amps capac- 
ity, .luF, 150 vac (60 Hz) or 400 


vde, < 1-1/2” depth above/below 
4 hole mounting flange, 11/16” 


hole required. $15 $12 (3+) 


5 a Current Limiter 
(RMO)CL-60 Keystone NTC in- 
rush current limiter is a disc type 
thermistor that controls initial 
surge at turn on, for several sec- 
onds. 5 amp continuous, 10Q. 


6-24 
75¢ 


29:99, 
60¢ 


Each 


$1 


ee Mee REN a ae PSR TRIE, fies pee Ns Sree ee 
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Resilient 
Shock 
Mounts 


Lens 


(MIS)7688731 Field 
/ Spun glass lens. 
Not exactly sure what 
it fits. 1-7/16” diam- 
eter. Concave on both 
sides. NSN 1240-00- 
768-8731. $4 


Equipment mounts available in several weight ranges. 
Normally four, one per corner, are used. Base has 4 hole 
pattern, isolated center has one threaded hole. 


eae (RPS)L22-BA-0.7 Barry Mount. 0.44-0.75 pounds wei m 


range. 1-1/16” high, 1-1/16” diameter. 


(RPS)L21-BA-1.3 Barry Mount. .88-1.3 pounds ae 
range. 1-1/8” high, 1-7/16” c-c mounting holes. 


(RPS)H44-BA-10 Barry Mount 5-10 pounds eee 
range. 1-3/4” high, 1-7/8” square flange. 7 


Toledo Scale 


F _ Antique Print Weight Scale 
_(MIS)T283 Toledo model 61 motor operated floor scale 
Be weighs to 175 lbs and has a “print weight” feature. Runs 


on 115 vac. Total physical weight is 400 pounds. $995 (RPS)L64-X98 Barry Mount 6-14 pounds weight 
; Heavy range. 1-3/4” high, 2-3/8” square flange. é 7 
Dut (RPS)L64-CA-20 Barry Mount. 10-20 pounds via 

Balance Scale y range. 1-1/2” high, 2-3/8” square flange. 6 


Flasher | (&?s)144-AB-15 Barry Mount Hi-Damp 15 pounds 
(MIS) HRSCALE Howe- |(K0)15557 Stewart weight range. 1-1/2” high, 1-7/8” square flange. $7 
Richardson balance Warner flasher oper- | (RPS)HT2-35 Lord. 35 pounds weight range. 1-3/4” high, 
m scale. 26” high, 28” | ates on 15-24vde (24v | 2-3/4” square flange. $6.95 $6(12-49) $5 (50+) 


long. Capaci | 

- e pe, Sai noe @ raat | (RPS)N6300-4A Barry Mount. 60 pounds weight range. 
pounds. BOSS inics serminute.OD | Solid rubber design. 3/4” high, 1-3/16” c-c mount holes. $4 
terminals. $3 | (RPS)EIFH-76-02 Schwingungstechnik. 76 pounds 
weight range. 2-3/4” high, 3” square flange. $30 


s Hickok 
a | Test Probe | 
(EQP)MX-404-9B | 

Water Gun Pump | USM116 Sige hard | 


(MIS)WATERCN This is the heart for a water machine | wires into Hickok | " 
gun toy. It’s power pump will shoot a stream of liquid | volt meter. New / | Aircraft Shock Mounts 


25’. Operates on 3-8 vdc. Move’em out.. Rawhide! $5 | surplus. $15 


(MIS)CB-1500-15-12 AEROFLEX INT. Inc. resilient 
mounts for equipment in aircraft. Made from 8 turns of 
21/32” stainless steel wire rope. Tie bars are T-6061 alumi- 
num. 4 mounting holes. 3-15/16” high, 10-1/2” long. $95 


lP9UM 
49}unN04 


, Giant shock® e mount 3 
handles 550 = pound eS “Sea 
(SHW)77232 Make your own loads. 6-1/2” center to center on ear holes. 


counter mechanism with this 1-1/6” dia. through center hole. 4-1/2” (MIS)CB-1280-38-1 AEROFLEX INT. Inc. resilient 
Veeder Root jumbo wheel with 1/2” high. Steel frame. (RPS)15P550A Rubber mounts for equipment in aircraft. Made from 8 turns of 
wide white digits. 2-3/4” diameter. cushions. 550 lb. load rating at 15 Hz. 1/4” stainless steel wire rope. Tie bars are T-6061 alumi- 


5/16” shaft. $5 (10+ pcs) $4 Cage 81860. $65 num. 5-1/4” centers on mounting holes. 2-1/2” high. $65 


SYSTEM SENSOR 


(ALM)2400 System Sensor 2400 Photoelectronic Smoke Detector. Uses 
state-of-the-art optical sensing chamber. Compatible with UL-listed 2 wire 
systems and operates on 12/24 vdc. LED blinks every 10 seconds when in 
standby and is solid red when in alarm. An optional remote annunciator can 
be operated off of aux. contact. 5.5” diameter, 3.14” high. Includes base. 


$19.95 Each 


(Six or more) $18 


Oxygen Analyzer 


(EQP)BECK-115581 Beckman 
model D-2 portable oxygen analyzer. 
Operates on 3 vdc, 2- D cells. Special 
corrosion resistant model ordered by 
uncle. Range is 0-25% Oxygen. Brand 
new. $500 


Gree Hochiki Photoeles 


Ozone Gas Detector 


(MIS)6733181 Drager Ozone Detec- 
tion tubes. Works best if test pump is used. 
Break the tips off of tubes and pass sample 
through. If Ozone (O,) is present, tube 
turns blue. Made in Germany. 10 tubes 
per carrier. Exp. date 12/95. $15 


Detection 


Gas 


Tools 


Agent 


Detector 


(MIS)M9-CHEM Chemical Agent Detec- 
tor paper. Comes in roll. Just pull from 
box, tear and place around wrist, ankles, 


etc. If (when) paper turns color, run. NSN 
6665-01-049-8982. Exp. date 10/88. $20 


Detector. Plain, simple and inexpen vee Gr 
use in spacious warehouses where you ne 
numbers of sensors on a budget. Compatible w 
UL-listed 2 wire systems and operates on 12 v 

3-15/16” diameter, 1-1/4” high. Base not inclu 
$5 Each (6- -24)$4 (25-99)$3. 50, (0088 


35 Hour Candle 


(MIS)MILC25539_ All purpose 35 HOUR Candle. 
Surplus from uncle, these are the handiest little 
candles I’ve ever laid my mitts on. We test fired 
one and it went 35 hours. The 2-1/4” diameter 
stainless container has a tight fitting lid (that is 
actually taped on for waterproofing in the crate) 
and is 2” high with the lid. 


Stash a few in the emergency shelter, the car trunk, 
fishing box or any other place you can think of. 
These rugged little guys will be around for the 


duration. Buy a case or two and pass them out to 
friends. 12 candles conveniently packed per case. 


$2 Each (3-11) $1.50 


(1 case-12 candles) $15/case 
(4-12 cases) $12/case 
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Antique Electronic Supply 
wishes you a very 
Happy Holiday Season! 


PRESORTED FIRST CLASS 
U.S. POSTAGE PAID 


TEMPE, AZ 
PERMIT #265 


10% off everything under our roof! 


Offer expires December 31st, 2006. 


We will be closed for the holidays from 
December 23rd, 2006 through January Ist, 2007. 
All web orders placed during that time will be 

shipped on or before January 2nd, 2007. 


AUTO**3-DIGIT 060 


_tubesandmore. COM UR CUSTOMER CODE: ACC023 


PHIL ACCARDI 
7 DOMINIQUE LN 
SIMSBURY, CT 06070-1623 


6221 S. Maple Avenue Fax: 480.820.4643 
Tempe, Arizona 85283 USA _ Toll Free Fax: 800.706.6789 
Phone: 480.820.5411 e-mail: info@tubesandmore.com 


io Order Call 
Surplus Sales of 
Nebraska 


1-800-244-4567 


-mail 
SGCMKTG@aol.com 


4 . . . 
‘No Compromise Communications” 


SG-7200 DSP HF Modem 


$G-7200 DSP SmartModem” 


AMTOR: ARO : 
ae 


It makes no difference if you’re at sea or 
right in your own home, link to the 
world with SGC’s reliable and efficient 
high speed DSP HF modem - the 
SG-7200. Transmit and receive e-mail 
via common mode carrier to any station 
around the globe*, using the SG-7200, 
any HF radio with SITOR compatibility 
and your laptop computer. The SG-7200 
features open  hardware/software 
architecture and DOS and 
Microsoft windows applications. 


runs 


Now Available! 


SG-7200 Communications 
Monitor sold separately 


| Features include: 


with SmartEmailer” 


Open Hardware 
and Software 
Architecture 


eceann, 13737 SE. 20 St, Sots, WA HEOOS, USA 


¢ Programmable DSP 
Coprocessor 

¢ HDLC (High-Level Data Link 
Control) 

¢ 512K upgradable FLASH 

¢ Embedded INTEL 386EX 
microprocessor 

¢ 2 Radio ports with PTT, 
frequency control, and bi- 
directional serial support. 

¢ Alphanumeric LCD back- 
lighted matrix display 


*station lists available on request 


GoMobile at 500 watts 


SG-500 SmartPowerCube’ 


Microprocessor Controlled Linear Amplifier 


=a 
SR TENELA ‘aA? 
SreartPowoerCcube™ 


SGJ-s500 


so? Watt BI tim Amplifier 
~ 


EXPORT MODEL 
MADE IN USA 


19 TO 18 YDC 


On CURRENT: 
40 AMP FOR 500 W PEP 
9 AMP FOR soo WCW 
Ore 


SG-500 SmartPowerCube™ 506 WATTS PEP & CW 


SEEEIEEEEEEEEEEEE SGC Inc. P.O.Box 3526 Bellevue, WA 98009 USA Any N » 
Pom i mF i Tel: 425-746-6310 Fax: 425-746-6384 or 425-746-7173 : SA 
AEG SGCMKTG@aol.com Web site: http://www.sgcworld.com I 


VERRRERDES 


Dramatically boost your power. 


The SmartPowerCube > 


constantly monitors your HF-SSB’s activities, power needs 


and antenna condition, and automatically —in less than 15 


ms-— selects the right broadband filter. An excellent choice 


for mobile, marine or fixed applications. 


Also Available from SGC 


SG-235 Smartuner. 


500 watt antenna tuner 


1.6 to 30 MHz range 
A perfect companion with the 
SG-500 SmartPowerCube 


http://www.sgcworld.com 
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_ “Where The Hard To Find Parts Are Found, ‘And On Hand, . 


e 2-10 kw Power Handling 
¢ Taper Wound Front End 
e Edge Wound Coil All Silver Plated 


DELUXE TURNS COUNTER 


f> LITZ WIRE 
3 SIZES ¢ SERVED & UNSERVED 


ri LAME! 1 GHORES 


POCKET REFERENCE 


A “must have” for any half curious individual 
that wants instant access to 26 categories of 
facts, specifications, formu- 
lae and conversions on over 
1,000 different subjects laid 
out in a3" x 5" x 5/8" thick 
book that fits in your shirt 
pocket. 2nd Edition. $9.95 


PC REFERENCE | Just 
released 5th Edition has 
many new tidbits. 544 total 
pages, over 200 more than 
previous edition. 4th Edition. $14.95 


\SURPLUS SALES 


OF NEBRASKA 


Wide Selections 
Throughout 
JA. catalog. Give 


7 RESIS | ORS 
eWire Wound eNon-Inductive 
eCarbon ¢Metal Film Variable 
= q Vine Selection & avariety - 


VACUUM CAPACITE 


SPDT VACUUM | 


<2 MICROWAVE 


IR “UT BOARD 


RT/duroid® 


HDEH £F 3 \ 
COAXIAL RE RELAYS 
Microwave Circuit Bodrd Laminates 


gs ee 
POWER TUBES | Gy MAXWELL 


. SOCKETS 41GH <= F 


Wide Variety of VOLTAGE —--f 


Transmitting & 
Receiving Tubes | CAPAGTORS._ 1 


& Sockets 


— 


(402) 346-4750 © 1-800-244-4567 © Fax (402) 346-2939 
1502 Jones Street © Omaha, Nebraska 68102 LC 


